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Ridder metter Mouwen. 


Roman van den Riddere metter Mouwen, opnieuw naar 
het hs. uitg. en van een inleiding en glossarium voorzien 
door Dr. Bertha M. van der Stempel. Leiden, A. W. 
—, — 

xl, 166 old. diagr. 24°" (Added t-p.: Bibliotheek van Mid- 
delnsderiabdsthe ook 

An Arthurian romance which forms part of the so called Dutch Lanee- 
lot; according to the editor, — on an earlier version of Mestre Requis’ 
Richard le Beau. cf. Inleidiny 


Cited re as Le chevalier a ‘ia manche. cf. Hist. litt. de la France, t. 30, 


p. 121-12. 
1, Richard le Beau. u. Lancelot. ut. Stempel, Bertha M. van der, ed. 
1. Title 
18-2474 
Library of Congress PTS420BS vol. 
Ridder metter swane 
oce 
Ridder metten rwane. 
32-1205 


Library of Congress 


Ridder van avontueren 
sce 


Ridder metten zwane, 


Ridderhof, Corneil. 


The ridderliand (semi-shorthand) ... 
Corneil Ridderhof. New York, 1925. 


Zp. L, M65. 12 179". 


Copyright ... b: 


1. Shorthan.i 1. Tithe 


Library of Congress Z5.RS 
— —— Copy 2 
Copyright A 8292600 


Ridderhof, John Adrian. 

Heats of solution and heats of reaction in liquid ammonia. 
1, by John Adrian Ridderhof ... (Easton. Pa., 1934, 

10 p. 1 ius. 26)" 

Thesis (rm. o.)—) 


Brown unlversity. 1929 
aes from the Journal of the American chemical society. 56. 
( ) 


1. Thermochemistry. 2. Heat of solution. 3. Ammonia 


34-13729 
Library of Congress QDS511.R45 1929 
Brown Univ. Libr. 
—— —— Copy 2 ay 136 


Ridderhof, Willem Hubertus, 1882 

Nieuw practisch ante « woordenboek, door 
W. H. Ridderhof ... en C. D. L. Janssen ... Zutphen, W. J. 
Thieme & cie., 1934. 

4p.1, 2000p. 20", 


pun language—Dictionaries—Malay. 1 Janssen, C. D. L, 
4 1. Title: letseh 





Library of Congress PL4125. R63 


CATALOG OF PRINTED CARDS 


K. Ridderlige academie, Copenhagen 


see 


Corenhacgen. K. Ridderlige academie. 


Ridderstad, Carl Fredrik, 1807-1886. 
Henrik Wergeland. 17 maj 1881. 


Drapa af C. F. 
Ridderstad. Linképing, C. F. 


F. Ridderstads boktryckeri, 


21 p. 20". 

“Af detta stycke Sfversindas nigra enskilda hey hufvudsakligast 
till en del tidningar i Norge. For ofrigt kommer 4 icke att utlemnas i 
bokhandein.”—Pref. not 

1. Wergeland, Henrik Arnold, 1808-1845. 

17-3045 


Library of Congress PT8HO.RS 


Ridderstad, Karl \.ilhelm Edvard 


Ridderstuc, wilhelm i.e. Karl “ilhelm 
Edverd, 18:3- 


Ridderstad, Wilhelm i. ¢. Karl Wilhelm Edvard, 1843- 


“Gula, gardet’’ 1526-1903; bidrag til Kongl. Svea lif- 
rdes fersonalhistoria af Wilhelm Ridderstad. Stock- 
olm,.Centraltryckeriet, 1903. 


Sp. 1, 414 p, 11, 415)-503, yp. 53 port, facsims. 24™. 
“Anvinda killor och ridfrigad litteratur” : p. :502)-S03. 


1. Sweden—Army—Biog. 


Library of Congres: DLOA.R6 


t de middel a A dam, N. v. 
uitgevers-mij. “Elsevier,” 1940- 


v. 22". (Half-title: Bibliotheek der Nederlan«se letteren ... (8- 
“Dit deel is verzorgd door dr. J. A N. Kouttel met medewerking van 
J. W. Verkruisen.’ 





Contests.—t. Frankische romans. 


1, Romances. _ 1. Kauttel, Johannes Adrianus Nelinus, ed. 
1. Verkruisen, J. W. 
‘A 41-2838 
lowe. univ. 


Towa. tavrery 
for Library 


of Congress 2 


Riddervold, Hans, 1833-1903. 
Harvulbog i norsk ret Kristiania, Grondahl & én. 1s74- 
1894. 


On, p. 17 
— in 6 ports, each with <eperate t-p. and paging 


-p. of 4-5: af H. Riddervold 
No — published 


1. Law—Norv ag. 1. Title, 


13-15121 Revised 


Library of Conugre-- 32 


Riddick 


Riddervold, Julius, 1842- 


Mit forsvar i den mod mig af storthingsmand Jaabek 
anlagte sag (fremlagt for Norges hgiesteret) on? 
Hoiesterets votering og dom af Jul. Riddervold .... Kri- 
stiania, N. Lund, 1876. 


2p.1, 2p. 20" 


1, Jaabak, Sgren Pedersen, 1814-1894. 


17-18103 


Library of Congress DLS04.J2R5 


Riddick, Floyd Millard, 1908- 
Congressional procedure, by Floyd M. Riddick, ru. p. Bos- 
on, Chapman and Grimes “1941, 
xvii, (2), 387 p. incl. iNlus. (plans) tables, diagr. 
Thesis (rH. p.)—Duke university, 1985. 


224° 


F U. 8. Congress—Rules and practice. 2. U. 3. Congress-—Hist. 
1. Title. 


41-15539 Revised 
Library of Congress JK 1006.R53 
r42m2, 828.735, 
Riddick, Floyd M. 
Congressional Posten, ries Riddick, ru. p. Bos- 
ton, Chapman and Grimes ,* 


xvil, 2), 387 p. incl. ius. (plans) tn @iagr. 224". 
“A selected bibliography” : p. 374-876. 


1. U. & Congress—Rules and practice. 2 U. S.—Congress—Hist. 
1, Title. 
41—15689 
Library of Congress JK1006.R53 


41g, 328.785 


Riddick, John Aller, 1903— 
ane age anes ials. 1. The 
The mercuric electrode. By John 
‘Allen Riddick .. Easton, Pa., Mack printing company, 1931. 
22 p11 diagrs, 234°. 
Thesis (ru. v.)—University of lowe. 1929. 
Biography. 








1, Manganese dioxide. 2. Mercury compounds. 3. Oxidation. 4. Re 
duction, Electrolytic. 5. Electromotive force. 





Library of Congress QDOOL RAT 1929 — 
Vaty, ot lowa Libr. 
—~- —— Copy 2 2s 54137 
= John Thomas. 
The prayer that God can answer, by J. T. Riddick ... Grand 
Rapids. Mich., Zondervan publishing house ,“1988, 
2p1. 3216p 199. 
1. Prayer. 1. Title 
Library of Congress BV212.45 none 
_ Copy 2. 
Copsright A 121746 8, 48 
Riddick, Robert A. 


Riddick. With introduction and three poems by Maj. Johz 
W. Moore ... Raleigh ,N. C., Raleigh advocate 
print, 1899. 
1p. 1, 116 p. fromt. (port) 219". 
1. Moore, John Wheeler, 1888-1806. 1. Title. 

38-81989 
Library of Conerens Psoese RSOTMS ae 








Ridding 


Ridding, Lady Laura Elizabeth (Palmer) 
Pe po ng Bidding, echocknester and bishop, forty-third 
South Hl well, 1604-1908 to 3 ite Lady 5 adie nd 
we! 
London, E. Arvold, 1908.” “*5re - 


xii, 370 p. front, plates, ports. fold plan. 23" 
Bibliography : p. 356-362 


1. Ridding, George, bp. of Southwell, 1828-1904. 


E8#02 
Library, U. S. Bur. of Education LF795.W724R4 
Ridding, /ady Laura Elisabeth (Palmer) 1849- 
The life of Robert Palmer, 1888-1916, by the Lady 


Laura Ridding ... London, Hodder and Stoughton, lim- 
ited 1921, 


vii, 08 p. front. ports. 22§°*. 


1, Palmer, Hon. Robert Stafford Arthur, 1888-1916. 


22-16832 
Library of Congress DAS74.P3R5 


a 


Ridding, Lady Laura Elisabeth (Palmer) 1849- 
Sophia Matilda Palmer, comtesse de Franqueville, 1852- 


1915; a memoir, by her sister, Lady Laura Ridding. Lon- 
don, J. Murray, 1919. 


viii p., 1 1, 381 p. front, plates, ports. 223. 


1. Franqueville, Sophia Matilda (Palmer) comtesse de, 1852-1915 


20-7947 
Library of Congress DAS6S.F8RS 


12) 
Riddle, A. G 
see 


Riddle, Albert Gallatin, 1616-1902, 


Riddle, Albert Gallatin, 1816-1902. 

Address before the Oldest inhabitants’ association of 
Washington, D. C. » by Mr. A. G. Riddle, on the 159th anni- 
az of Washington’ ‘8 birthday. ‘Washington, D. C., 

Detweiler, printers (1291, 


jp um 


U. S—Addresses, sermons, etc LA 
caine fe Ef the District of Columbia, Washington. 
16-979 


Library of Congress E3263. RS 


Riddle, Albert Gallatin, 1816-1902. 
Alice Brand. A romance of the capital. By A. G. Rid- 
dle... New York, D. Appleton and company, 1875. 


Bp. 19". 


1. Title. 
7440) 
Library of Congress PZ3.R432A1 
Copyright 1875: 20 Mel; 


LIBRARY OF CONGRESS 


Riddle, Albert Gallatin, 1816-1902. 
Ansel’s cave. A story of early life in the Western Re- 


serve. By A Cleveland ,O.; The Burrows 
brothers company, 1893. 


3p. lL, owrevip, 11,249 p. 199". 


1. Western Reserve—Hist—Fiction. 1. Title. 
741431 
Library of Congress PZ3.R432An 
Copyright 1893: 17969 1026d1) 


Riddle, Albert Gallatin, 1816-1902. 

Argument for the defence in the case of the United States 
vs. Colonel Louis Schirmer, 15th New York heavy artillery, 
tried before general court-martial ... at the city of Washington, 
commencing March 20, and terminating May 31. A.G. Riddle 
and S. Wolf, counse) for defendant. Washington, D. C., 1865. 

Tip. 229". 


1 Wolf, Simon, 1836-1923. 1. Schirmer, Louis, mm. U. 8. Army. 
Courts-martial, Schirmer. ¥ 


. 1885. rv. Title. 
10—10406 
Library of Congress UB856.84 
103601) 
Riddle, Albert Gallatin, 1816-1902. 


t of A. G. Riddle ... delivered at the court house in 
Jefferson, Ohio, on the 26th and 27th of Sovenen 1858, in 
end anes a ey — 

his wife on the 9th o! at Bainbridge, Ohio. 
Reported by Eli Broce. Cievdand, 0.. J. HL. Williston & co. 
printers, 1859. 

@p 21". 


1. Cole, Mrs. Adelia, 4. 1857. 1. Cole, Hiram, defendant. 1. Bruce, 
EU, reporter 


40-25773 
Library of Congress 
———— Copy 2. 2 


(Riddle, Albert Gallatin, 1816-1902. 


Bart Ridgeley; 2. "wad of northern Ohio. Boston, 
Nichols and Hall, 187 


iv, (5-374 p. 189. 


1. Title. 
741432 
Library of Congress PZ3 R432B 
Copyright 1873: 3124 1a26d1) 


(Riddle Albert Gallatin, 1816-1902. 

Castle Gregory; a story of the Western Reserve woods in 
the olden times. By the author of Bart Ridgeley, The house 
of Ross, Hart and his bear, ete. Cleveland, O., Leader print- 
ing company, 1884. 

Ip... 0p. 209". 

In double columns 


4 





(Riddle, Albert Gallatin, 1816-1902. 
Elmer Riddle; a sketch of his life. 
Williams, 1884. 
114 p. front. (mounted phot.) 16”. 


Cleveland, 0., W. W. 


1. *Riddle, Elmer, 1887-1883. 

2028234 
Library of Congress CT275.R56A3 
(A88b1-, 


Riddle, Albert Gallatin, 1816-1902. 


The house of Ross, and other tales, by A. G. Riddle . 
Boston, Hall and Whiting, 1881. 


48 p. 199". 


CONTENTS. Ross.—The Stowes of Auburn.—La Petten- 
gill's pantebment. Sain ; hs —Monson. 


L Title. 
T1468 
Library of Congress P2!.R4«Vn 
Copyright 1881: 4983 1a37b1-; 


(Riddle, Albert Gallatin, 1816-1902. 


The hunter of the Shagreen. A descriptive poem. Cleve- 
land, W. W. Williams, 1882. 


Sp. 16°. 


1. Title. 1, Title: Shagreen, The hunter of the. 


18—2871 
Library of Congress PS82890.R6H8 
—--—— Copy 2. @1b1, 
Riddle, Albert Gallatin, 1816-1902. 


Law students and aap The philosophy of political 
—y and other subjects: eight lectures —z before the 
ww department of Howard university, 7A A. Riddle. 
Washington, D. C., W. H. & O. H. Morrison, 1873. 
2p. 104". 
ConTents.—Law.—Law students and lawyers.—The argument to the 
Jury.—Last suggestive. —Public 
ernment.—Observations on the Constitution —The philosophy of political 


partie —U_ 8. 
—Pol. & govt. —Ad- 
losophy of political 


1. Law —U. S.— Study and teaching. hg 


8. Law—U, 8.—. easays, U. & 
dresses, essays lectures. 1. Title. tt. Tithe: The phil 


41-82516 
Library of Congress 2, 


Riddle, Albert Gallatin, 1816-1902. 

The life, character and public services of Jas. A. Gar- 
field, by A. G. Riddle . iladelphia, Wm. Flint; New 
York, F. 8. Bogue; ete, ete, *1880, 

10 p. 1, 17-427, 1) p. front., illus, plates, port. 19°. 

“Sketch of the life and character of Chester A. Arthur”: p. 407)-427. 


1. Garfield, James Abram, pres. U. S. 1831-1881. 2 Arthur, Chester 
Alan, pres. U. S., 1830-1886. 

10-30635 
Library of Congress E687 RS4 
Riddle, Albert Gallatin, 1816-1902. 


The life, character and 
field, by A. G. Riddle .. 
(1883, 

10 p. 1, 17)-574 p. incl. illus. ports. front, plates, ports. 19°. 

p Ge ne Manin oth UE efitien. p. 407)-574: “The nomina- 
tion a1 


Suctch’of the lite and character of Chenter A Arthur (p. 407)-427 in 
1880 edition) is omitted in this edition. 


blie services of oo, A. Gar- 
W. Williams 


yn Vo 


1. Garfield, James Abram, pres. U. S., 1831-1881 


Library of Congress 
© 1883. 6183 


E687 RSS 








Riddle, Albert Gallatin, 1816-1902. 


otic ot ow Willems —_—---- 


310 p. from. (port) 19°. 


1. Wade, Benjamin Franklin, 1800-1878. 


12—38015 
Library of Congress E415.9.W16RS 
Copyright 1886: 21364 (36e1, 
Riddle, Albert Gallatin, 1816-1902. 
The life of Denienin F. Wet, by A. G. Biddle ... 
Cleveland, O., W. Williams, 1 


310 p. front. (port.) 19°. 


1. Wade, Benjamin Franklin, 1800-1878 


EA1S9.WI16R52 
(32b1) 


Library of Congress 
Copyright 1887: 8073 


Riddle, Albert Gallatin, 1816-1902. 

Mark Loan; a tale of the Western Reserve pioneers. By 
the author of “The hunter of the Shagreen”. Gieveland, 0. 
W. W. Williams, 1884. 

72 p. 16). 

In verse; contains also “Punderson's Pond” (p. 65-72) 


1. Western Reserve—Hist—Poetry. 1 Title. 


Library of Congress P82000.R6M3S 


(Riddle, Albert Gallatin, 1816-1902. 

Old Newbury and the pioneers. By the author of “The 
hunter of the Shagreen” ... (For a few friends) (Cleveland, 
O., W. W. Williams, 1885, 

2p 14. 

“lesertgtion”, containing information about Ri4dle family, signed: 


a G. RB. 
In verse, 


1. Newbury, O. 2. Riddle family. L Title. 


Library of Congress 


Riddle, Albert Gallatin, 1816-1902. 
The portrait; a romance of the ores, Valley. B 
Riadl Boston, 


A. G. 1D oe Nichols & Hall; Cleve! 
Cobb, Andrews & co., 1874. 
iv, 5-378 p. 18". 
1. Title. 
74144 
Library of Congress PZ3.R432P 
Copyright 1873: 12887 1a26d1) 
Riddle, Albert ee 1816-1902. 
The portrai romance of Cuyahoga Valley. By 
A. G. Biddle. New’ York, J. W. Lovell company (1890, 
1p. 1, 5378p 19°. (On cover: American novelist’s series, no. 34) 
7AM43St 
Library of Congress 


PZ3.R432P 2 
(Copyright 1890: 9812) 


CATALOG OF PRINTED CARDS 


Riddle, Albert Gallatin, 1816-1902. 

Recollections of war times; reminiscences of men and events 
in Washington, 1860-1865. By Albert Gallatin Riddle ... 
New York ,etc., G. P. Putnam’s sons, 1895. 

sip, 11, 880p 2)". 


1 U. 8—Pol. & govt. —Civil war. AS See eee 
8. Washington, D. C._—Hist.—Civil war. 





20974 

Library of Congress ‘EA59.R54 

r@1i1; 

Riddle, Albert Gallatin, 1816-1902. 

The ae he Remarks of Mr. Riddle the mass 
meeting of e women "8 sr at Lincoln bell, Be September 
22, 1871. (Weshineton, 181 

3p. 2a™. 

Caption title. 

1. Prostitution. 1. Title. 

20-18565 

Library of Congress HQU44.RS 

Riddle, Albert Gallatin, 1816-1902. 

Speech of Hon. A. G. Riddle, of Ohio, in the House of 
representatives, Feb. 28th, 1863, on the bill to indemnify 
the P: The P his personale—must be 

tained—the late electi it they decided—the 





and wha' 
Democratic party, its position, &. (Washington, 1863, 
8p 2. 
Caption title. 


1. U. S—Pol. & govt —Civil war. 


Uibrary of Congress Rb], HASBS.RSS 


(Riddle, Albert Gallatin, 1816-1902. 


opinions of the court. Reported by J. 
ington, D. C., Judd & Detweiler, 1871. 
Tp mir. 
Arguments of A G. Riddle and Francis Miller. 
(Continued on next card) 


(Riddle, Albert o—- 1816-1902. Suffrage conferred by 
the Fourteenth amendment... 1871. (Card 2) 


Riddle, Albert Gallatin, 1816-1902. 

daughter; a romance of the North-west, 
1812- 721813 by A G Riddle... . New York & London, G. P. 
Putnam’s sons, 18 


vii, 385 p. 19)™. 


1. U. S—Hist—War of 1812—Fiction. 1. Title 


7-414 
PZ3.R432T 


Library of Congress 
Copyright 1880: 6445 


Riddle, Cari Brown, 1888- od. 
men without money, ed. by C. B. Riddle. New 
a A Y. Crowell company ,1914, 


1, Studente—U. 8 x Title. 
14—12330 
Library of Congress LBS611.R5 
Copyright A 874008 «272, 
Riddle, Daniel 8. 
The law and 
execution. Under the New Tork ode, a ith pak y 
eg ty Riddle .. . New-York, Diossy & 
—- 


—— eet 
Ppp 8 treatise on the law and prac- 
tice of Ada for use in 
all the states and territories. By John F. . New- 
bey | Vg & company, 1877. 
i teens (law) —New 5 12. Supplementary proceed- 

. 13-18378-9 

Library of Congress 
Copy 2. 
Copyright 1876: 13466 








Riddle, Daniel 8. 
The law and 
execution. U 


execution. Us the New York ‘cole vik ore 3 
By Davie! 8. Rida Now Yo York L. Strouse 


viii, BO p,11,220p. 23. 


1. Executions = 
iontione Ces) ‘New York (State) (2 Supplementary proceed- 





Library of Congress 
———< Copy 2. 

Copyright 1882: 8246 
Riddle, Daniel 8. 

The law and practice in ding: ph tary to 
execution. Under the New York code, and adapted to all 
the other states having similar practice, including deci- 
sions to July, 1886. With forms. 3d ed., rev. and enl. 
By Daniel 8.’ Riddle and E. Fitch Bullard. New York, 


L. K. Strouse & co., 1886. 
xxxix, (11-626 p. 24)™. 


Executions (Law)—New York (State) 2 
we York (State); 4 Dulland 3 welt ee” 
Library of Congress 


Copy 2. 
Copyright 1886: 13685. 20769 


i 





Riddle, David Hunter, 1805-1888. 


and ~ Py oa of Marshall college, Pa.; de- 
livered on the 26th of September, 1843. By David H. 
Riddle. Pittsburgh, A. Jaynes, 1843. 

2p. 217 


American board of commissioners ya pa 
forty-second annual meeting. By David H. Riddle Boo 
ton, Press of T. R. Marvin, 1851. 
Mp 2. 
1 L American board of commiasioners for 
foreign missions. 1. Title. 

90 
Library of Congress BV20TS. RS 
—-- ——— Copy 2. ye4ibl, 








Riddle 


Riddle, David Hunter, 1805-1888. 


“The morning cometh” 
discourse on the 
Riddle ... 


ap 2 


; or, The watchman’s voice. A 
day of the national fast. By D. H. 
Pittsburgh, Printed by A. Jaynes, 1841. 


On the death of President Harrison 


1 Ha nm, William Henry. pres. U. S, 1773-1841 1. Title 


17-17329 


Library of Congress E392 RS4 


Riddle, David Hunter, |~05-1>-5 
The nation’s alternative: « «rmon, preached in Providence 
hall, before the stuclents of Jetlerson college, August 21. 1840 
By D. HB. Ridklle.  Pitt-bargh. Printed by A. Jaynes, 1940. 
ee 


Heges Set tees 


4. Title 
a4-28T17 


ate Vase Rs 


Riddle, Don. 

River Oaks; « pictorial presentation of Houston's residen- 
tial park, compiled and published by Don Riddle for River 
Oaks corporation (Houston, Tex., 1929, 

112; p incl. its, plates. 319*. 

Advertising matter: p. 68-111, 


1, River Ouks, Houston, Tex. 


2 Tex.—Subarbs. 3. Arch! 
tecture, Duwestic—Houston, Tex 


Houston, 
1. River Oaks corporation, How 





ton, Tex 
30-9120 
Library of Congress F301. BSR 
— Copy 2 
Copyright A 17218 2) 


Riddle, Donald Wayne, 1594- 

Early Christian life as reflected in its literature, by Donald 
Wayne Riddle Chicago, New York, Willett, Clark & com- 
puny, 1936, 

igp. 1). 2p 257 


“Notes” (p 283-245) inctude bibliographical material, 


1. Christianity—Karly church. 2. Church history - ramatuny 
church. 3. Christinn literature, Karly —Hiat & crit 1. Title. 


= 
BRI.CARS 
42h2, TOA 


Laorary of Congress 


Riddle, Donald Wayne, 1894- 
The Gospels; their origin and growth ;by, Donald Wayne 


Riddle ... Chicago, Il, The University of Chicago press 
(1939, 
tx, 304, (2) p, 104°. 


Mibliographica! references in “Notes” (p. 282-293) 


1. Bitte NT. Gospels—Criticiam. —“aery ete, 2 Bible - 
Criticism, interpretation, ete —N.T. Gospels. Tithe. 
3 S18 
Library of Congress SINS Ras 
—— —— - Copy 2 
Copyright A 19168 4s 2 


Riddle, Donald Wayne, 1894- 

Jesus and the harisees, a study in Christian tradition, by 
Donald W. Riddle Chicago, IIL, The University of Chi 
cago press ,*192%, 

iz, 1083p. 21™ 


1. Pharisess, 2. Jesus Christ 1. Title. 


23814 
Library of Congress BM1T5.PARS 


inl, 


LIBRARY OF CONGRESS 


Riddle, Donald Wayne, 1894— 
The martyrs, a study in social controt, by Donald W. Riddle 
Chicago, UL, The University of Chicago press (1931, 





x, 31 p. 21° 
1. Martyrs. 2. Persecution 3. Church history—Primitive aod early 
eburch 4 Paychologs . Religious 
S18 
Library of Congress BRIGOLRS 
omen aan CNGP 
Copyright A 40084 Ald, 2721 


Riddle, Donald Wayne, 1894— 


Paul, man of conflict, a modern bi hical sketch, by 





Donald Wayne Riddle ... Nashville, ry press ,“1940, 

24 p. Wir. 

Bibliographical references in “Notes” (p. 225-236) “Suggestions fo 
further reading” : p. 237-239. 

1. Paul, Saint, apostle. 1. Tithe. 

Library of Congress BS2505. R52 
a Copy 2 
Copyright A 136641 112, 922°" 225.92 

Riddle, Donald Wayne, 1894- 
joint ed. 
see alsc 


studies in the lectionery 
Greek lew Testament. 


text of the 


Riddle, Edward, 1788-1854. 


Tables of the logarithms of numbers, and of sines, tan- 
gents, and secants, to six places of decimzls. Carefully 
rev. by Edward Riddle... London, R, Baldwin, 1841. 


vill, «2p. 22, 


1. Lowarithoe. 


Library of Congress QASS RS 


Riddle, Edward, 17s+-1854. 

A treatise on nevigation, and nautical astronomy, 
adapted to practice, and to the purposes of clementary 
instruction; containing the elementary principles of ulge- 
bra, geometry, plane and spherical trigonometry, and 
navigation; the method of keeping a sea journal ... the 
solution of other useful nautical problems; with an ex- 
tensive series of examples for exercise, and all the tables 
requisite in nauticn! computations. By Edward Riddle 
London, Ballwin, Cradock, and Jox, 1824. 

’ 


zp % 
1 ine S ” Na thal a 








1314192 


Library of © ogre 





Riddle, Edward, 1735 1554. 


A treatise on navigution, and nautical astronomy, 
adapted to practice, au! to the purposes of elementary 
instrnetion; with an extensive series of examples for ex- 
ercise, and all the table. requisite for nautical computa- 








tions. Ath vc n tly i improved. By Exlward Riddle ... 
London, Rt. Baldwin, 1349 

sii, 320, 2% p ined. tald igre 22 

1. Navigation, 2. Nanti ‘ 


13-14193 


Lilrury of Conagre 





Riddle, Edward Hollister, 1916- 


1. The structure of vinyl polymers. m. Addendum. By 
Edward Hollister Riddle... Urbana, IIL, 1941. 

6p. 2. 

Geren of thesis (ru. o.) —University of Iilinots, 1941. 


Fubtiegraphy : p. 5. 


1. Polymers and polymerization. 
41-25175 


Library of Congress QDW1. R548 


Riddle, Ethel Marie, 1885- 


Aggressive behavior in a small social group, by Ethel 
M. Riddle ... New York, 1925. 


196 y incl. illus., tables, diagrs. front. 249%. 
Fa (rn. p.)—Columbia university. 

ita. 
“Reprinted from Archives of psychology ... no. 78.” 


1, Social psychology. 2 Poker. 1. Title 
2S—1650S 
Library of Congress BF200.R5 
Copyright A 861092 2, 


Riddle, Ethel Marie, 1885- 

Aggressive behavior in a small social group; bluffing, riek- 
ing and the desire to beat being studied by the use of a 

game as an experimental technique, by Ethel M. Riddle . 
New York, 1925. 

Lea Incl. (thus, tables, diagrs. front, 
ogy, ed. by R. 8, Woodworth, no. 78) 

Issued also as thesis (ra. vp.) Columbia university. 


24)". (Archives of peychol- 


1, Social paycholngy. 2. Poker. 1, Title. 
316585 
Library of Concress BF21.AT7 
maint 
Riddle, Frank Harwood, 153:}- 
- Mining and of the sill group of min- 





erals and their use in ceramic products, by Frank Harwood 
Riddle ... New York, American institute of mining and 
metallurgical engineers, inc., “1932. 

23 p. Incl. illus, tables, diagrs. (American byw A of mip- 
fog a metallurgical engineers. ‘necknical publication Clase 
H, Noumetallic minerals, no. 20) 


Bibliographical foot-notes. 


1, Sillimanite. 2 Andslusite. 3. Cyanite. 1. Title. 


P032-2 
Library, U. 8. Pateo’ Office TN1LA‘W® 
Library of Congress (TN1.A525 90. 460) 


hy 


Riddle, George, 1851-1910. 


George Riddle’s readings. Boston, W. H. Baker and co., 
1888. 


197 p. 109°. 


1. Readers and speakers—1870- 


Library of Congress 
Copyright 1888: 8019 


PN4201.R6 1888 
a20d1, 


Riddle, George, 1851- 


George Riddle’s readings. Boston, W. H. 
©0., 1892. 


197 p 


Baker and 


19; 


1870- 


1 Readers and speakers 


13-19404 


Library of Congress 


PN42I.RG 1892 








Riddle, George, 1851-1910, ed. 


A modern reader and speaker, ed. by George Riddie. Chi- 
cago and New York, H. 8. Stone and company, 1 

3p. 1, 629 p. 19)" 

1. Readers and speukers—1870 2. Orations, 1. Title. 

0395 

Library of Congress UN 1201. R63 
Copyright 1800; 70740 +1191, 808.8 
Riddle, George W. 


Restocking the Merrimac River with lamprey eels. By 
George W. Riddle. 





(In Bulletin of the United States fish for 1885. ing! 
1885. 225°". vol. ¥, p. 320) 
1. Fish-culture. 2. Eels 
F 18-464 
Library, U. S$. Bur. of Fisheries 
Riddle, George W 1839- 


History of early days in Oregon. By George W. Rid- 
a. Riddle, Or., Reprinted from the Riddle enterprise, 
1 


1p. 1,74. pl, port 19°. 


1. Frontier and pioneer life—Oregon. 

A428 
ington Libr. Printed by L. C. 
182Sb1, 


Title from H. E. Hunt- 


Riddle, Griffith Hatton, 1892- 

Element assimilation by plaut life, with reference abstract 
bibliography ,by, Griffith Hatton Riddle. ,New York, Re- 
search Seuntetion, ine., 19:30 

cover-t 4a-4f, 5-4 numb. 1, 72 1, 11 namb, L, 1 1. Inet, 
titus., tation, lage 384 

‘A contribution to te ne agronomy. Research foundation, 
tan, (a SL poy 








oe oe number olne. 
a. be oe reprints from various 
eoureast * ition 
1. Piaote—Nutrition. 1. Research foundation, inc, m. Title 
im Title: A contribution to the literature on agronomy. 
4140786 
Library of Congress QK887.B5 
12, 58118 


Riddle, Griffith Hatton. 

A report containing a digest of technical releases relating to 
agronomy which are available in the literature and especially 
concerning the so-called “minor elements”, their occurrence in 
soil and in plants, and their function when used in agronomy in 
the form of water soluble salts, By Griffith Hatton Riddle 
New York, N. Y. ;F. A. Russo, ine., photostaters, 1938. 

8p. L,, 76 numb, 1, 167 1., 5 numb. 1, 11. tnel. fold. tables. 874. 

Cover-title: The “minor elements”, their occurrence and function in 
plant Ife, with reference abstract bibliography 

(Continued on next card) 


39-8417 
13) 
Riddle, Griffith Hatton. report containing « digest of 
technical releases... 1958. (con?) 2) 
Half-title: A contribution to literature va agronomy. Research foun 


dation, Inc 
“Limited to nine copies, Copy number six.” 
Includes reprints from various sources, 


Elewent numertcal schedule —Allocatior refer- 
references. 


Con Tents.—-Report 
—Index to 


ence table.—Keference aletract bibliography. 


1. Agricultural Py em —Abstracts. 2. Agricultural chemistry — 
3. Plants, Effect of chemicals cn. 1. Research 

Title: The “minor elements”. m1. Tithe: A contribution to the Mteratere 
on agronomy. 


30-8417 


‘8585. R55 
3 90.24 


Library of Congress 
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Riddle, H 8. 

The boiler house. A treatise for the promotion of 
efficiency and economy in the boiler house. How one- 
third of fuel may be saved, by H. S. Riddle. Lancaster, 
O., Press of Boys’ industrial school ,1915, 


10p 24". (Ohio. Board of administration. Publication, no. 4 


1, Steam power-plants. 1. Title. 


Library of Congress TI405.R5 


Riddle, Herbert G. 

. A small power electric |i ight p plant; how to instal, 
operate, and maintain it, by Herbert G. Riddle. Lon: 
don, P. Marshall & co. (1920, 


68 p. illus. diagrs. 181°. (The “Model engineer” series, no. 40) 


1. Electric lighting—Amateurs’ manuals. 2. Electric light plants. 


25-186 
TK9921.R5 


2) 


Library of Congress 


Riddle, James W. 

Valley Forge guide and handbook, by Rev. James W. 
Riddle ... Philadelphia, Press of J. B. Lippincott com- 
pany, 191 

1832p, 11 front, illus. 18°. 


1. Valley Forge, Pa —Descr —Guide-books. 
10-15654 
Library of Congress E233.R4 
© June 20, 1910; 2c. July 1, 1910; A 268075; J. W. Riddle, Philadelphia, Pa. 


Riddle, Jeff C Davis, 1863- 

The Indian history of the Modor war, and the causes that 
led to it, by Jeff C. Riddle (San Francisco, Printed by 
Marnell & co. 1914, 


295 p. nel, Mus, ports, maps. front. 22°. 
1. Modoe Indians—Wars, 1873. 

* 14—7001 
Library of Congress ER3.87. RM 


—— ——— Copy 2. 
Copyright A 300620 


Riddle, John A. 

“Sterility is laid.’’ Prof. Ville’s new system of agri- 
culture. An address delivered before the Bedford, N. H., 
Farmers’ club, February 28, 1868. By John A. Ridile ... 
4th ed. ... Manchester, N. H., Printed by C. F. Living- 
ston, 1868, 


18 p. 23". 


1. Fertilizers and manures. 2. Ville, Georges, 1824-1897 1. Title. 


ca 17-2518 Unrev'd 


Library of Congress S639. RS 


Riddle, John Ingle, 1490- 

The six-year rural high school; a comparative study of 
small and large units in Alabama, by John Ingle Riddle ... 
New York city, Teachers college, Columbia university, 1937. 

vip. 11, 101, 1p. 2". 

= (rn, 0 )—Columbla university, 1987 

ta. 

Published also as Teachers college, Columbia university, Contributions 
to education, no, 737. 

Bibliography : p. 91-16. 


1. High schools—Alaba: Rora’ ort ~~ ype 8. School 
management and organtzation -Aiabana, 
38-7419 
Library of Congress LHW2LRS 1967 
Columbia Univ. Libr Met, ‘378.781 


Riddle 


Riddle, John Ingle, 1890. 

The six-year rural high school ; a comparative study of small 
and large units in Alabama, by John Ingle Riddle ... Now 
York city, Teachers college, Columbia university, 1937. 

. 101 p. 239 (Tenchers college, Columbia university. Con- 
eioetonn to education, no, 737) 

Ixsued »/so ns thesis (rH. p.) Columbia university, 

Bibliography: p. 96 

1. High schools—Alabama. 2. Rural ota eae. 3. School 
management and organization —Alabama if 





987418 
Library of Congress LBI@2..RS 19870 

—_—- Copy 2 LBS.C8 no. 737 

Copyright A 115M 805 373.761 

Riddle, Joseph Esmond, 1504-1859. 


A complete English-Latin and Latin-English dictionary, 
for the use of colleges and schools: chiefly from the German. 
By the Rev. J. E. Riddle ... 3d ed. cor. and enl. London, 
Longman, Brown, Green, and Longmans ,ete., 1843. 

2¥. ini. 229. 

Vol. (2) bas title: A complete Latin-English dictionary ... 


1, English Dictionaries—Latin. 2. Latin language — Dic 
36-2746 


Library of Congress PAZSO6.ESRAS 1843 473.2 


Riddle, Joseph Esmond, 1304-1359. 

A complete English-Latin dictionary, for the use of colleges 
and schools. By the Rev. J. E. Riddle... Cor. and enl. 7th 
ed. London, Longman, Brown, Green, and Longmans ,etc., 
18501; 


iv, 312 p. 23", 


1. Engliab langetgo—Dicticgartes—Latte 2. Latin language—Die- 


tlonaries—Enall 
32-13006, 
PASO.B5R45 1850 


Library of Congress 473.2 


Riddle, Joseph Esmond, 1504-1559. 

A copious and critical English-Latin lexicon, founded on 
the German-Latin dictionary of Dr. Charles Ernest Georges. 
By the Rev. Joseph Esmond Riddle ... and the Rev. Thomas 
Kerchever Arnold ... Ist American ed., caretully rev. ... 
by Charles Anthon. New York, Harper & brothers, 1849. 


vill p21, Tp. 259". 
1. English tengunge—-actionatinn — tae 2. Latin 
Ernst, 1 


language—Dic- 
tionaries— English 1 (808-1885. wu. Arnold, 
Thomas Kerchever, 1800-1893, Joint author m. Anthon, Charles, 1797- 


10-2419 
Library of Congress FA2365.K5R5 1849 
—~ —— Copy 2. 4001, 
Riddle, Joseph Esmond, 1804-1859. 


A copious and critical English-Latin lexicon; founded on 
the German-Latin dictionary of Dr. Charles Ernest Georges. 
By the Rev. Jpseph Esmond Riddle ... and the Rev. Thomas 
Kerchever Arnold ... %d ed. London, Longman, Brown, 
Green, and Longmans ete, 1852. 


¥, (3), 512, 3384p. 22". 


1. English tenguage—Dietonecten Satie, 2 Latin language—Dic 
Kerchever, 1800 1858, join: 


10—24168 
Library of Congress PA2SO5.E5R5 1852 
(3801) 
Riddle, Joseph Esmond, 1504-1859. 


Luther and his times; or, A history of the rise and progress 
of the German reformation. By the Rev. J. E. Riddle ... 
. J. W. Parker, 1837 . 


vill, 307 p. front. 16)". 


1, Lather, Martin, 1483-1546. 2. Refurmation—Germany. 1. Title. 
87-23909 
Library of Congress BRAD RAS 
2, 022 443 





1. =. Pe eatin aati & Semeeee tree 


paaienapay rin 


1. Corneille, Plerre, 1606-1684. 


31-8768 
Library of Congress PQIT77. BS 
12803, 
Riddle, Lumina Cotton 
see 
Smyth, Mrs. Lumina Cotton (Riddle) 1871- 
16-6046 


Library of Congress 


(Riddle, Mary Lena, 1883- 

Digest of the Texas state banking laws; the full text of the 
bank guaranty act, as well as all sections of the general law 
with reference to banking, es found in the revised statutes 


and subsequent acts of different | oo 
attorney 


cone e 

F magg dy Editon of Febronry 1, 1018 1912. wy i 4 
publishing house ,1912, 

Sp ves ar 

Preface M. L. Riddle. 


1 py — ee By 2 Banks and hanking—Government guar- 
Laws, statutes, ete. 1. Title. 


12—21328 
HO2426.T4RS 1912 


alt, 


Riddle, Matthew Brown, 1836-1916. 

The story of the revised New Testament, American standard 
edition, by Matthew Brown Riddle, one of the revisers. Phila- 
delphia, Sunday school times company “1908, 

89 p. front. (port.) 179. 


LIBRARY OF CONGRESS 


Riddle, Maxwell. 

The springer spaniel; a complete presentation with illustra- 
tions of the origin, devel ey ory breeding, showing, training 
including field work and field trials, nae ane a 
ng dee eee of leading 
sires (by, Maxwell Riddle ... illustrations by Arthur Krenz. 
Chicago, Judy publishing company, 1939, 

i, 12-158 p. Mus, 22". 


“This is the first edition.” 
1. Spaniels, 1 Title. 
3982000 
Library of Congress SF420.S7R5 
—— —— Copy 2. 
Copyright A 133420 (M0c2, 636.75 


Riddle, Melvin M. 


Pen to silversheet, by Melvin M. ; @ compre- 
hensive Sout of the many arts and a. involved in the 


fascinati: Saarienal picture ih - a 
visionary 1 studio... (Los 
Angeles; Harvey White ee publishing co. “1922, 

140 p. illus. 24. 

1, Moving-pictures. _ 1. Title. 

Library of Congress PN1994.RSS 
— —— Copy 2. 
Copyright A 654899 12) 


Riddle, N. Gilbert, 1897- 
The investment policy of trust institutions, by N. Gilbert 
Riddle ... Chicago, Business publications company, 1934. 
spdctets @iagra, 235". 
Thesis (ru. v.)—Columbia university, 1984. 
Pubilabed aleo without theste note. 


he ey ee 8. 2. Trust companies—U. 8. 3. Invest- 
mente—U. 8. & Title. 


35-1113 


HG4317.16R5 1984 
3) 832.140978 


Riddle, N. Gilbert, 1897- 

The investment policy of trust institutions, by N. Gilbert 
Riddle .. Chicago, Business publications company, 1984, 
=xp,11, 3810p. diagra 234". 


1. Trusts and trostees—U. 8. 2 Trust companies—U. 8. 8 Invest- 


mente—U.8. 1 Title 
8488867 
Library of Congress G4317.1 6RS 
—_ —— Copy 2. 
Copyright A 75808 185¢3, 882.140078 


Riddle, Oscar, 1877- 


- The genesis of fault-bars in feathers and the cause of — 
ternation in light and dark fundamental bars ... Chicago, 1% 


ip L, 827,87 p ilus,4pl 24°. 


a 
rom Biological bulletin, ol iv, ea @. May, 1508 
1 Feathers. 
9-643 
Library of Congress QLA07. RS 


Riddle, Oscar, 1877- 

. Prolactin, a product of the anterior pituitary, and the part 
it plays in vital Dr. Oscar Riddle... Being a lee- 
ture delivered at the Administration building of Carnegie in- 
stitution of Washington, March 15, 1938. Washington, D. C., 
Carnegie institution of Washington, 1938. 

cover-titie, 17 p. thus, diagrs. 2547. (Carnegie institution of 
Washington. Supplementary publications, no. 40) 

“Reprinted from the Scientific monthly, August, 1968, vol. xivn, 
p. 97-113." 
1. Galactin. 2. Pituitary body. 1. Title. open 


Library of Congress. Card div. 


(3984, 


AS32.A513 no. 40 





Riddle, Penn, 1896- 

Injection treatment of hernia, hydrocele, ganglion, _— 
rhoids, prostate gland, angioma, vari varicose 
bursae, and joints, by Penn Riddle ... with 153 1 iMlestretions 
Philadelphia and London, W. B. Saunders company, 1940. 

tx, 2090p. illus, diagrs. 259". 

Bibliography at end of each part. 


1. Injections, Hypodermic. _ 1. Title. 
405801 
Library of Congress RM160.R47 
———— Copy 2. 
Copyright A 187469 140c1, 615.68 
Riddle, 8. 

Every man his own physician, or The best mode of 
pengerving health and | !; Also a number 
of the most valuable reci . by Dr. 8. Riddle. Ash- 
es L. J. Sprengle & co. printers, 1857. 

Sp. 247. 
1. Medicine, Popular. 

7-10232¢ 
Library of Congress RCSL.RS7 


Riddle, Thomas Elmer, 1837-1883 
see 


Riddle, Elmer, 1837-1883. 


Riddle, William, 1837- 


Cherished memories a old Lancaster—town and shire 
(by, William Riddle ... Lancaster, Pa., Intelligencer 
printing house, 1910. 


vii, 34 p. front. illus., plates, ports. 20°. 


1. Lancaster, Pa =. Title. 


13-12526 
Library of Congress F199.L2RS 
(Riddle, William, 167- 
Early school systems in Lancaster city. 
ie, tape am et, Feet se Mt 


papers and Lancaster, Pa, 1904. 244™. 


Historical 
es vol. VIN, ne. 6, 
D- 163-210. illus, 3 port. om 1 pl) 





Riddle, William, 1837-1926. 

Nicholas Comenius: or Ye Pennsylvania schoolmaster of ye 
olden time. By William Riddle. Lancaster, Wickersham 
printing company, 1897. 

xxii, 469 p. incl. front., illus. 20". 


1. Title. 
141487 
Library of Congress P73.R482TN 
Copyright 1807: 42975 (a85A1, 





pa ean —_- 





ot ye olden tine Willies iaala 3a . Lancaster, 
B Coches printrss 1008. 
xxii, 469 p. incl. front, illus. 20™. 
1. Title. 
Library of Congress pzsrazn2 * Revieed 
Copyright 1898: 45158 (72602) 


Riddle, William, 1837-1926. 

Gan entnd ant Se prten of eae Mite 8 in Lancaster, 
Pennsylvania; by William Riddle ... with 78 plates. Lan- 
caster, Pa., The author, 1905. 


xix, 442 p. incl. front. plates, ports. 21%. 





1. Lancaster, I'a.—Public schools, 2, Educath L 
caster. 


LASS7.L3RS 
adel, 


Library of Congress 
Copyright 


Riddle, William, 1837- 
The stony of Lancaster : old and new ; being a narrative 








history of I from 1730 to the 
centennial year, 1918, "by WwW illiam Riddle .. m with 22 illus- 
trations. Lancaster, ’Pa., The author, 1917. 
xv, 292 p. front, illus. plates, ports. 20). 
1. Lancaster, Pa —Hist. 
17-251 


Library of Congress 
Copy 2. 
Copyright A 470911 


F199.L2R52 





Riddle, William, 1837-1926. 

Tribute to old Lancaster, city—county, Pennsylvania ; dedi- 
cated to the friends of the Lancaster county ae society. 
2d ed. Autograph copy. Author's caavaghs . Riddle, 
Lancaster, Pa., L. B. Herr, print, 1908. 

9 p. plates. 16°. 

Printed on one side of leaf only, but numbered as pages. 

In verse. 


1. Lancaster, Pa.—Descr.— Voetry. 2. Poetry of places — Pennay!- 
vania—Lancaster 1. Title. 
24-588 
Library of Congress F150. L2RM 


m4ibt, 


The Riddle club books 
see 


Hardy, Alice Dale. 
The Riddle club books, 


= Reem, os or, Fire-side pes a ions of of 
puzzles, rades, rebusses, con 
grame, &. +" the amusement “of tite folks. = oven, 


24 p. ius. 
Title vignette 


“4y* 


1. Puzzles. 
913300 


Library of Congress 


GV1493.R6 


CATALOG OF PRINTED CARDS 


Riddles and jokes. Collected by the editor of ‘Every 
boy’s magazine.’ 3d series. London, New York, Rout- 
= Warne, and Routledge, 1863. 


126 p. 16™. 
1. Riddles. 
ca 13-1199 Unrev'd 
Library of Congress PN6S71.RS 
, Ada. 
Easy English exerci Riddles! 
Edna Parker Cotner edited’ ited by John H cn 
Yonkers-on-Hudson, N.Y +» Chicago, World book com- 
pany, 1926. 
vii p, 11, Bip. mm. 
eal Ee ‘anguage—Gramaer—1870- 2. English 
Sidon Jone Harrie, Harrie, 1860." ed. ‘uk Fite i =o 
Library of Congress PEIMNLRS6 —— 
(Copyright A 901138 (32e2, 
Riddlesbarger, Ada. 
Easy English ¢xercises. Rev. mt enl. ed. ao > Riddles- 
barger and Edna Parker Cotner. ludsen, N. Y., 


World book company ;°1985, 
vi, 208 p. 109. 


1 wenn Grammar — 1870- 2. English language — 
eae 3 1 Cotner, Edna Parker, joint author. 


1m. Title. 
35-8453 
Library of Congress PE1111.R56 1985 
Copyright A 82028 8 908 


Bio 0 comb hors, ont other geet stories ; betes 4 


iv, $4 p. col. fropt, illus, col. pl 22". :Altemus’ Bo-Peep series, S 


p. 63-64 advertising matter. 

Library of Congress (Copyright A 1z2e~* — 
Rideal, Charies F. 

Alfalfer Aan’s aferisms, by Charles F. Ridesl, the pictures 


by Edward T. Sajous. New York, The Avondale press, incor- 
porated “1927, 


4p.1.,% a). Mas 21y*. 


1. Sajous, Edward T., illus. 1. Title. 


Library of Congress PN6161.R523 
Copyright A 976770 i 


(Rideal, Charles F 

The history of the E. I. Du Pont de Nemours powder com- 
pany; a century of success. New York, Business America 
(1912, 

2p. 1, 2246p. thus. (incl ports, facsima) 234". 

By Charles F. Rides! and Albert W. Atwood. 


BI, company, Wilmington, Del. 
1. Atwood, Aivert William, ‘William, 1870 Sastcomer thorn Tite 
1810851 
TP2O8.RS 
yadidl, 


Library of Congress 
Copyright A 850845 


Rideal, Charles F. 

Same gangs Se eet, rp tet ay be yH 
ter and pod A by 
C.F. dra hanie Ant alker. New 
Fork, The Abbey pros viooh, 

@® p. incl. illus, pl 12°. 


Jen 24, 1901-45 
Library of Congress Copyright 
py = Doren ecaragene tn 
cross of honor; a dramalette in one act. 
By Chain Rien. orwinter” New York, 
bbey press ;1900, 
Bap wv. 


marke 
Pe Fy Ne Dp. th) at end; large printers’ 


1. U. S—Hist—Wer of 1898—Drama. 1. Winter, C. Gordon, joint 


author. 1. Title. 
0-207 Revised 
Library of Congress PS3535.1 43307 1900 
Copyright 1900 A 8466 2Sdd 
Rideal, Eric Keightley, 1890— 
aes ; estudios quimicos y bactereolégicos 
ot cee, Ke Ridsol  Geayequil, Liberia « intprenta Gu- 
tenberg de Uzchtegui y cia, 1915. 


S8p. 6 diagr. on fold. col. pl. 24”. 
At head of title: Saneamiento de Guayaquil. 


1. Guay aquil— Water-supply. 1 Tithe. 


‘10718 
Library ‘of Congress TD247.G8RS 
adibl, 
a 1890— 
talysis in theory and practice, by Eric . and 


Hogs 8 Tayler . Sard agro): Ape x eed, 190 
xv, 406 p. ius, 2 pl, diagra 224". 


Bibliographical foot-notes. 
1. Catalysis. 1. Taylor, Hugh Stott, 1800- joint author. 
w—11202 
Library of Congress QD601 R55 
fli, 


Rideal, Erie Keightley, 1890- 
Catalysis in theory and practice, 
Hugh 8. Taylor ... London, 
xv, 5136p. tus, dlagrs. 22)”. 
“First edition 1919. Second edition 1928.” 


Eric K. Rideal ... and 
and co., limited, 1926. 


1. Catalysia, 1. Taylor, Hugh Stott, 1880- Jotat acthor. 


Library of Congress QD601.R55 1938 


Rideal, Eric Keightley, 1890- 

Industrial el including electrolytic and elec- 
trothermal processes, by Eric mk maak. . London, Baillitre, 
Tindall and Cox, 1918. 

xii, 247p. tus, diagra 22". 
by S. Rideal) 

Bibliography at end of Introduction and of each section. 





( Half-title: Industrial chemistry ... ed. 


1. Biectrochemistry, Industrial 2 Blectrometaliurgy. & Tithe 
19-8080 
Library of Congress TP26.RS 
(San, 








Rideal, Eric Keightley, 1890- 


An introduction to surface chemistry, by Eric wd 


Rideal ... Cambridge ,Eng., The University press, 1926. 
vip, 21,236 p. diagre 224. 


1. Colloids. 2. Capitiarity 1 


Library of Congress 


Rideal, Eric Keightley, 1890- 
An introduction to surface chemistry, by 


deal ... 


o. 


Title: Surface chemistry. 


QDHO R56 
(3701, 


vip, 31, 450, ;2)p. diagra, 225™ 


Second edition 


1. Colloids. 2 Capiliarity. 


a ofegr. Library 
for Li of Congress 


Rideal, Eric Keightley, 1890- 
.. On phase boundary potentials, by Eric Keightley Rideal 


1 
1933. 


"Paris, Hermann et c’*, 1934. 
7 p. diagrs. 25". 
. mt) 


WOR43 T 
(QD549.B 


All, 


Actualités scientifiques et industrielles. 83. 


1. Electrosta tics. 


Library of Congress Q111.43 no. & 
oa) 
Rideal, Eric Keightley. 
. Ozone, by E. K. Rideal ... 


company Itd., 1920. 
ix, 198 p. diagrs. 
Blount) 


2. 


1, Ozone. 


Library of Congress 


Rideal, Samuel, 146°}-1929. 


The carbohydrates and alcohol, 


TP24S.09RS 
mh 


by Samuel Rideal . 


27—1441 


Eric Keightley Ri- 


Cambridge ,Eng., The University press, 1930. 


1. Title: Surface chemistry 


Agr 31—87 


(Réunion internationale de chimie-physique, 


1 Title: Phase boundary potentials. 
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1. California—Descr. & trav. 2. Camping. 1. Title, 
Re-881 Revised 
Library of Congress F866.R5 
7192, 
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Simplitied ne a and technique for the electrometric de- 
termination of hydrogen ion concentration in milk and other 
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Cambridge |Eng., University press, 1916. 
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Adventures with Bernard Shaw, by Dan Rider. London, 
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“Second edition.” 


1. Shaw, George Bernard, 1856- 1. Title. 


Library of Congress PRS866.RS 1929 
3) 928 2 


Rider, Dan, 1869- 

Ten years’ ad s among landlords and tenants; the 
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Garden City, N. Y., Doubleday. Doran & company. inc., 1928. 
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Are the dead alive?’ The problem of physical ;!, research 
that the world’s leading scientists are trying to solve, and the 
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Rider's Bermuda; a guide book for travelers, with 4 maps, 
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Freder'c Taber Cooper. New York, H. Holt and company, 
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Rider's Bermuda; a guide book for travelers, compiled under 
the general editorship of Fremont Rider, by Frederic Taber 
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erie Taber, 1804 comp. 
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Rider, by Frederic Taber Cooper, a. m., ru.p. New York, The 
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1. Library finance. 2. Cost—Accounting. 1 Title 

(Pell nome: Arthur Fremont Hider, 
31-12 

‘ZBBS RBA 

(2; 025.114 


Library of Congress 


Rider, Fremont, 1885- ed. 
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maps and 20 plans, compiled under the general editorship of 
Fremont Rider, by Frederic Taber Cooper and others. 2d ed. 
New York, H. Holt and company, 1923. 
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Rider, Fremont, 1885- ed. 
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Rider, Harry Angevin, 1884- comp. 

Indiana book of merit; official individual decorations and 
commendations awarded to Indiana men and women for serv- 
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TKG560.R46 Index vol. 1-10 
(Continued on next card) 
32-2906 Revised 


» 
2) 


Rider, John Francis, 1900- at trouble shoot- 
er’s manual... ,1931- (Card 4) 

—— Complete index for Perpetual trouble shooter's manuals, 

volumes 1, 1, III, tv, te yn pam x and “How it works,” 

special section of volume x... New York city, *1939. 
cover-titie, (187), 60 p. lus. 274". 


lacludes advertising matter. 
TKESOO.R46 Indexa vol. 1-W 
(Continued on next card) 
32-2008 Revised 
2, 
Rider, John Francis, 1900- et trouble shoot- 
er’s manual . ,1931- (Card 


—— Complete index for Perpetual canis Jom manual, 
volume x1 and “How it works,” special section of volume xt ... 
New York city, *1940. 


cover-titie, (24, p11, 17p. iius, 279 
1. Radio—Repairing 1, Title. 1. Title: Trouble shooter's manual. 
32-2906 Revised 
Library of Congress TK6S30O.R6 Index vol. 1) 
2) 621.384 


Rider, John Francis, 


Practical radio repairing hints, by John F. Rider New 
York city, Radio treatise co., inc. (*1931, 
xxi p. 11,202 p. Mos, diagrs. 234°. 
1, Radio—Repairing. 1. Title 
31—5165 
Library of Congress TK65S3._ R48 
—-——— Copy 2 
Copyright A 33797 18145, 213° 
Rider, John Francis, 1900- , A 
Practical testing systems, by John F. Rider New York 
city, Radio treatise co.. inc. (°1930, 
iz, 147 p. Mus. 188° 
1. Radio—Apparatus and supplies — Testing 1. Tithe m Tithe 
Testing systems. 
31—287 
Library of Congress TK6653.R5 
Copyright A 32932 mR8gi on 288 
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Rider, John Francis, 1900— 
Servicing by signal tracing, by John F. Rider ... 
city, J. F. Rider ,“1939, 


zip, 11,300p. diagrs. 21”. 


New York 


1. Radio—Receivers and reception. 2. Ratio—epateing, 8. Electric 
circuits, 1 Title. uw. Title: Signal tracing. 
40-2781 
Library of Congress TR6553.K52 
14113, 621384136 


Rider, John Francis, 1900 

Servicing receivers by means of resistance measurement, by 
John F. Rider. New York, N. Y., Radio treatise co., inc. 
(1932, 

vil, 203 p. tlus., dingrs, 109* 


1. Radio—Apparatus and supplies. 2. Electric resistance 1. Title. 
11. Title: Resistance measurement. 
33- 4074 
Library of Congress TKO. 5 
—- ——- Copy 2. 
Copyright A 60501 401, 621. 88412065 
Rider, John Francis, 1900 
Servicing superheterodynes, by John F. Rider. New York 
city, Radio treatise co., ine. “1931 
ix. 1p. ius, diagrs, 1947 
1. Radio -Apparntus and supplies 1 Tithe 1. Tithe: Superheters 
dynes. 
32 487 
Library of Congress TREAG. RS 
_ ~ Copy 2 
Copyright A 4000 neil 021. B48 


Rider, John Francis, 1900- 
Servicing superheterodynes. (Rev. ed.) By John F. Rider 
New York city, J. F. Rider ,“1934, 
xiii, 278 p. ius. diagrs. 103". 


“Original edition, first printing, December, 
January, 1982 hird printing, April, 1982. 
ing, July, 1984." 


Second prir.ting, 
hotent oottion, first print. 


1. Title. nm. Title: Supe 


Rider 


Rider, John Francis, 
Trouble shooter's manual, by John F. Rider ... 
city, Radio treatise company, ‘1929. 
3p. 1, 234 p. diagrs, 287". (The service man's manual, vol. u) 
Autographed from type-writtea copy. 


New York 


1. Radio, 4, Title. 
30-11086 
Library of Congress TK6SS0. RAT 
Copyright A 10624 (31e2, €21 3845 
Rider, John Francis, 1900- 
Vacuum tube voltmeters, by John F. Rider. New York city, 
J. F. Rider, inc. ,*1941, 
x1,179p. lus, diagra. 21°. 
Bibliography : p. 171-176. 
1. Voltmeter. 2. Vacuum-tubes. 1 Title. 
41-61T4 
Library of Congress TK321.R5 
110, 821.3748 


Rider, John Hall. 

.. Electric traction; a 
cation of electricity as a locomotive power, by John 
Rider with 194 illustrations. 
Whittaker and co., 1903, 


diagrs. (8 fold.) 


ractical handbook on the appli- 
all 
wondon, New York, 





xvi 482 1p illus 199". (The specialists’ series) 


1. Elect « railroads. 


49525 
TFe63. R54 


Library of Congress 
Rider, Joseph tenjamin. 

Rider's little engineer; a pocket-book of engineering and 
other data relative to many subjects ... by J. B. Rider... Ist 
ed., June 1901. |South Norwalk, Conn., Freeman art print, 
1901, 


490p..11. ius 18x 109" 





1. Radio—Apparatus and supplies. 1 Ts e—Hi ks. manuals, etc. 1. Title. 
’ 34--33301 1— 25492 
, ‘< mi 084 
Library of Congress TKOSBRS ¥ Ubrery of Congress TAISLRS 
—- -—— — Copy 2. 
aftbl, 
Copyright A 70187 39g2, 6213841306232 


Rider, John Francis, 1900- 
Specialized auto radio manual ... 
York city, J, F. Rider ,°1933,- 
v. Mus, diagr. 20°. 


Loose-leat. 
Lettered on cover: Auto manual. 


by John F. Rider. New 





1. Radi in 1. Title. m. Title: Auto 
radio manual. mi. Title: Auto manual, 
34 788 
Library of Congress TK6570 A8kS 
—— —— Copy2 
Copyright AA 134300 130d1, 62138419123 


Rider, John Francis, 1900- 
A treatise on testing units, for service men, by John F. 


Rider ... New York city, Radio treatise co., 1929. 
Spl, 48 rumb. 1 Mus, diagrs. 23°. 
Photoprinted 


1. Redio—Repairing 1. Tithe: Testing units. 


TK6S53. R54 
2) 6213841366 


Library of Congress 


Rider, Nathaniel. 

A description of the improved truss bridge, invented 
by Nathaniel Rider, patented, October, 1845. New-York, 
1845 1846; 





8p 23" 
1. Bridges 
646584 
Library of Congress TG380.RS4 
182641) 
Rider, Nathaniel. 

A description of the bm geet. iron truss betdge, ie 
vented by iel Rider, d 1845. New York, 
Printed by E. O. Jenkins, 1848. 

12 p. 3 fold. pl. (incl. front.) 23”. 

1. Bridges. 

17-778 

Library of Congress TGMORSM 16Sa 








Rider, Paul Reece, 1588- 

College algebra, by Paul R. Rider... St. Louis, 1938. 
2pL, WS (ie207) nom. diagre 284228". 

Inctudes extra oumbered leaf 78a; loose-leaf; maltigraphed. 


1. Algebra. L Tithe 

10-0661 
Library of Congress QAIMRS 1988 
Copyright AA 279608 re) 512 


Rider, Paul Reece, 1888- 


College algebra, by Paul R. Rider... New York, The Mac- 
millan company, 1940. 
ix, 872p. diagra 22”. 
“Preliminary edition copyrighted, 1988." 
“Answers to odd-numbered exercises” : p. 358-872. 


1 Algebra. L Title. 
40-0562 
Library of Congress QAIMRS 1940 
—— ——- Copy 2. 
Copyright 3 52 


Rider, Paul Reece, 1888 
Criteria for rejection of observations, by Paul R. Rider ... 
St. Louis, 1983. 


23 p. incl. tables, diagr. 24". (Washington eniversity studies. New 
series. Science and technology. no. 8) 


1. Errors, Theory of. 


CDS%-131 
Library of Congress. Card div. (Q11.W585 no. 8) 
(0381, 
Rider, Paal a 1888— 
th estment, by Paul RB. 





Essentials o: 
Rider ... mon Yer. Farrar & pene inc. “1938, 


x, 162 p. incl. tables. 205%. 


1 Mathematics—Probiems, extrcises, etc. 2. Investments. 1 Title: 
Mathematics of investment. 
‘38 —\8R2 
Library of Congress HFO001.R40 
— —— Copy 2. 
Copyright A 118763 (38d3, sus 


Rider, Paul Reece, 1888- 
An i to modern statistical methods, by Paul R. 
Rider ... New York, J. Wiley & sons, inc.; London, Chapman 
& Hall, limited, 1939. 

ix, 220 p. incl. tables, diagrs, 22". $2.75 


1. Statistica, 1. Title: Statistical methods. 


8029812 
Library of Congress HA2. R58 
——~ —— Copy 2 
Copyright 4 125721 4004, 3112 
— Paul Reece, 1888- 
lane anc spherical trigonometry, by Paul R. Rider... New 
Yor, The Macmillan company, 1942. 


xiv, 275 p. diagre 22". 
and “Four-place tables of the natural trigonometric func- 


5, ois 
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Rider, Paul Reece, 1888- 

Plane » triguncenstey, by Paul R. Rider ... and Alfred 
Davis ... New York, D. Van Nostrand company, 1923. 
mn. $190 


xi, 280 p. front. ports. diagrs. 


1, Trigonometry, Plane. « Davis, Alfred, 1878- joint author 
23-1798 
Library of Congress QASSL.RS3 
Copyright A 765070 (shed; 
Rider, Paul Reece. 
The space problem of the calculus of variations in terms 
of angle. By Paul R. Rider... (Baltimore, 1917) 


cover-title, p. :241,-256. 309™. 


Thesis (rm. v.)—Yale university, 1915. 
eprinted from the American journal of mathematics, vol. xxx1x, no, 
3, July, 1917.” 
“A dissertation presented (under different title)” 


1. Caleulus of variations. 


17-0188 


of Congress QASIE.RS 


Library 
Yale Univ. Libr 


Rider, Richard Price, 1837- 

Memoirs, life and influence of Dr. and Mrs. Joseph 
Cowgill Maple, by R. P. Rider; a résumé of Baptist ac- 
tivities in Missouri during the sixty years, 1857-1917, a 
Dr. Maple’s influence ... The funeral sermon, by H. E. 
Truex ; appreciations by sympathizing friends; selections 
from the writings of Dr. and Mrs. Maple. Jefferson 
City, Mo., Pub. for the editors by the Hugh Stephens. 
printing company, — 

187 p. 1 illus. plates, ports. 23°". 

Het 1833-1917. 2. Maple, = oot Ellen (Juden) 


1 yy Joseph 
1837 1. Truex, Harvey Eldon, 1861- 
20-198 
Library of Congress BX6495. M3RS 
—. ~—. Copy 2 2 


Rider, Sarah. 

The misplaced corpse, by Sarah Rider. Boston, Houghton 
Mifflin company, 1940. 

Sp. L, 282 p. incl. map, diagrs. 19". 


1, Title, 
Library of Congress PZB RASS MI 
—- -—— Copy 2. 


Rider, Sidney S., & brother, Providence, pub. 

Ballads of the Dorr war; collected from the papers of 
the day, to which is added an epigram never before print- 
ed. Providence, 8. 8. Rider & brother, 1869. 


7p. DM. 
Printed on one ae of leaf only. 
Printed for private distribution. 


Only Pll aire ~ 4 copies are printed ... two of which are on blue 


13-5164 


Library of Congress FRU4RS4 


Rider, Sidney Smith, 1833-1917. 
Bibliographical memoirs of three Rhode I: 

Joseph K. Angell, Frances H. (Whi 

arine R. Williams; by Sidney 

nine lawyers’ opinion on the 

Island to form a constitution. 


sland authors: 
pple) McDougall, Cath- 
Rider. To which is added The 


(Added t-p.: Bhode Island historical tracts. 
1. Angell, J Kinnlcut, 1704-1857. 2 ey 


Harriet MWeipeie Greene, 1906-1878. 3. Williams, Mrs. Catherine 
(Arnold) 1790-1872. 4. «Rhode Island—Pol. & © iT1b-180S. 6. Dorr 
rebeiiion, 142. 1 Dorr, Thomas Wilson, 1 184. 

Library of Congress FT6.RS2 
—-———— Ogy 8 P8253 RARS 
Copyright 1880: 14880 mn, 





Rider, Sidney Smith, 1833-1917 
The ies connected with the deed given by the sacheme 
Canonicus and Miantinomi to Roger W of the land on 
which the town of Providence By Sidney 8. 
8. S. Rider, 1896. 
vip. il, ‘ 2 
P. 128 p. TiS hee, (Added t-9.: 


“BAition strictly limited to two hundred and fifty copies.” 


. 6. Miantonomo, Indian sachem, 15651- 
1647. 6. Canonicus, sachem, 4. 1047. =, Title. 
Re— 2975. 
Library of Congress FVORS2 Di ser.no.4 
Fee. PORS 


37, 


Rider, Sidney Smith, 1833-1917. 

An historical inquiry concerning the attempt to raise a 
regiment of slaves by Rhode Island during the war of the 
revolution. By Sidney S. Rider. With several tables pre- 

by Lt.-Col. Jeremiah Olney, d Providence, 





8. S. Rider, 1880. 
xxii p. 11, 86 p. incl tables 21x16". (Added t.-p.: Rhode Island 
historical tracts, lst ser, no. 10) 


Memotr of Col. Jeremiah Olney : p. :vil)-xxil. 
(Continued on next card) 


ikl, 


ow ~ neeae 
1880. (Card 

author shows ee ae 
Ilana, ‘put that under a law in force February-June 1778 about 90 
and freed, their masters being recompensed by the 


-R. I. & Rhode Island infantry. ist regt., 1777- 
1783. 4 Slavery in the U. S.—Rhode Island. 5. Rhode Island, Battle 
of, 1 b 40-1812. 
Re—2987 
Library of Congress F76.R52 
sik, 
Rider, Sidney Smith, 1833-1917. 
Historical research and educational labor illustrated in the 





work of Elisha Reynolds Potter, late yo ttyl - a 
court of Rhode Island. An address delivered before the 
Rhode Island historical society, July 11, 1882. By Sidney S. 
Rider. Providence, The Franklin press company, 1901. 

19 p. 209". 


1. Potter, Elisha Reynolds, 1811-1882. 


23-1728 Revised 
Library of Congress FePeT 
1734b2, 
Rider, = Smith, ang ape 
An ing h f an alleged por- 





trait of Roger Will Ss S) Rider. "Provideace 
(S. 8. Rider, 189 ian, by any 


31 p. inet. 8 pert. miei 
tracts. 2d ser. 


“Baition eebeie 


(Added t.-p.: Rhode Island historical 


1, Williams, Roger, 16047-1683. 


Library of Congress 
Copyright 1881: 7308 


FT6.RS2 2d ser. no.2 
(a30t1, 


a Se here mee 
of the clause in the laws 
Catholics. 


of Rhode Island at iets) disfranchising Roman 
By Sidney 8. Providence 8. 8. Rider, 1889. 


T2 p. 7 dog ( 4dée4 t-p.: Bhode Island historical tracts. 24 
eer., Bo. 1) 


1. Catholics in Rhode Island. 2. Church and state in Rhode Island. 


Re—29T2 
rpm 


a34b1, 


Library of Congress 
Copyright 1880: 18428 





Rider, Sidney Smith, 1833-1917. 

The lands of Rhode Island as on: — known to Caunouni- 
cus and Miantunnomu when Roger Williams came in 1636. An 
Indian map of the principal locations known to the Nahigan- 


sets, and elaborate historical aie, by Sidney S. Rider. Prov- 
idence, R. I., The author, 1904 

4p. lL, Wp. Sati, Site eine tie, toate ue. 
ag Et tet Ptcstent pe, 4 nte .ners toe 
Ithode Island. 6. Indians of North America—Names. 

425120 

Library of Congress F82.R53 
—— ——— Copy 2. The author's own extra tllustrated 
witb photographs, and other pelats, gat sarosy eat extended with 
manuscript notes, clip- pings, et 


Copyright A 60056 126g1) 


Rider, Sidney Smith, 1833-1917. 


The meaning of the A om rase ‘‘The manor of Eaft Green- 
wich in our count: Kent’’, in the charter of Rhode 
Island in 1663, by Sidney S. Rider. m. p., 191-1, 

2p. 21x10". 


1. Land tenure—Rhode Island. 2. Rhode Island (Colony) Charters. 
ZUM 


Library of Congress HDI1I1S6.R4RS 


Rider, Sidney Smith, 

A coupes Som Ge sound somes of Go Tontan 
club . Providence, Priv. print. club copy, 1889. 

19 pp. 16°. 


Rider, Sidney 8:mith, 
A retrospect from the 
wa Sidney 8. Rider ... 
club copy, 1 
19 p. front, illus, 3 pl 16". 


round tower of the Pomham club, 


(New ed.) Providence, Priv. print. 


1. Rhode Island—Hist. 1 Pomham club, Providence, R. I. 


Library of Congress Fa2. RS41 


Rider, Sidney Smith, 1833-1917. 
Soul liberty. Rhode Island’s gift to the nation. An ry 
concerning the validity of the claims made by Roman 
olics that Maryland land was settled upon thet besie before Roger 
Williams planted the colony of Rhode Island. By Sidney 
S. Rider. Providence, 8. 8. Rider, 1897. 

Added + Rhode Isiand historical 
vill, 86, 1) D ps", od 


Edition limited to 280 copies. 


1. Marylané—Hist.—Colonidl period. 2% Rhode Island — Hist— Co- 
Uberty—Maryiand. Religious liberty— 
ce “ae 2 


Library of Congress FT6.R53 
Pony > Fis Re@ 
10301, 
Rider, Sidney Smith, 1633- 
juantum, by Sidney S. Rider Providence, Stark- 
wana Shepley company, printers, 1915. 
cover-title, 7p. 2™ 
1. Squanto. Wampanoag Indian, 4. s0ce. 
Library of Congress E90.S77RS , 
—— Loy 2. 
Copyright A 415748 
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(Rider, Sidney Smith, 1833-1917. 
Thomas Allen Jenckes. (Providence, 1876, 
2p.1,411 numb. 1. 22x 18", 
Signed: Sidney S. Rider. 


1, Jenckes, Thomas Allen, 1818-1875. 1. Title. 
22-217 

Library of Congress EAIS.9.JSRS 
Reference card 

Rider, Spike, pseud. 
see 
Ocrey, George W. 

Library of Congress —= 


Rider, Theodore Harold. 
.. Studies of glycidol ... by T. H. Rider and A. J. Hill. 

Easton, Pa., 1930, 
2 pt. diagr. 234”. 


“Constructet from part of the thesis presented by T. H. Rider to the 
faculty of tbe Graduate echo! of Yale uatyeruty in candidacy tor the 
from the Journal of the American chemical society, v. 52, 


ConTErTs.—t ao Eee 3 from glycerol monochlorohydrin—t. Re- 
actions with secondary amines. 
1. Giyeidol. 2. Glycerol monochlorohydrin. 8. Amines. 1 Hill, Ar- 
thur Joseph, 1888- joint author. 
31-16810 
Library of Congress 1D3805.A4R5 1928 
Yale Univ. Libr. ? TS 


tLonge, F. Collection of pl.ys. v. 143, no. 3 
L Title. 


Library of Congress 


Rider, William, 1723-1785. 
A new universal = , & compleat 
pare of the Engli language. Pracing the web 


pespounding a all the tech- 
. by William Rider .. 
Printed by W. oom for I. Pottinger, 1759. 


72 p. front, plates. %64™. 


PRI241.L6 vol. 143 


1. English language—Dictionaries. 


Library of Congress 


Rider, William 
The loom of li 

trations by C. E. 

company, 1899. 


by William Harper Rider pb. v., with illus- 
‘urlbut. Cleveland, The Burrows brothers 


54 p. incl. front. (port.) 8 pl. 194". 
Poems 





Riders 
-«. The Rider family of Y: th. Y¥ thport, 
Mass., C. W. Swift, 1913. 


cover-title, 6 p. 25™. 


(Library of Cape Cod history & genealogy, 
no. 66) 


1. Rider family (Samuel Ryder, 4. 1679) 
17-41K4 


Library of Congress CS7LRS% 1913 


The rider; , Besseees of on Sens a farce of two acts: 
as it has been acted wi th general approbation, and was 
intended for the theatres London, J. Law- 
rence ,ete., 1768. 

iv, (6-9 p. 199. 

‘Longe, F. Collection of plays. v. 53. no. 4 


Library of Congress PRI241.L6 vol $3 


Riderer, Ludwig. 

««» Die neue -gooetage vom 

27. ws bearb. erléutert von dr. L. Riderer 
r. Mit einem x ee 

1919-1923. Be RB. Hobbing, 1925. 

175, :l) p. 19%. (Deuteche wirtschaftagesetse, bd 1) 
tay Cae aura New Yor vey) se ities dm eaten nee 

2 Bills of exchange f. Comey qomtien—Our- 
mag Fae y Lows, stonsinn, oe” hae -_ 
mo117 

Library of Congress 12) 

(Riderer, Ludwig, 

Die Preussische staatsbank (Seshandlung) 1922-1942. 
Denkschrift, aus anlass des 1 bestehens. 
Berlin, Gedruckt in der Preussischen - und verlage- 
a-g., 1982. 


98, (1)p. ius, 24". 
“Verfamser der neven denkechrif: ist dr. Ladwig Riderer."—Vorwert. 


1. Prussia. Seshandiung. 1 Tithe. orm 
Library of Congress HG8067.PTRS 
2 9m. 1200681 


Rider's Catskill - boarding-house directory and trav- 
elers’ guide... 188 
Bushnellsville, N. Y. C. H. Rider, 1881- 
vy 1™. 


Compiler : 1881- ©. H. Rider. 


1. Catakil) mountains—Deecr. & trav —Guide-dooks 


1 Rider, 
Charles BH. comp. 


33-88884 
Library of Congress 


Copyright 


Rider's technical handbooks 
see 


Rider's tecnnical series. 








Ridevall, John de 
see 


Ridevellus, Joannes, fl. 1530. 


Ridevallus, —— ft. 1830. - — 
. Fulgentius foralis, ein geschichte - 
tiken mythologie im mittelalter. laine 2a, B B. G. Teubner, 


1926. 
(Added t.-p.: Btudien der Bibilotbek 


4p.1. 1440p. xxxu pl. 2. 
Warburg v 

At bead ot tite: Haas Liebeschiits. 
Most of 


27-0645, 
Library of Congress a 
Ridevans, John de 
ace 
Ridevallus, Joannes, 7. 1330. 
27 ous 


Library of Congress 


Ridgaway, Henry Bascom, 1830-1895. 

The life of Edmund S. Janes ... B. yay 
New York, Phillips & Hunt; Ciacinanti, Welles 8 Stee 

xil, (2), (11y-428 p. front, pl, ports. 19°. 


1. Janes, Edmund Storer, bp., 1807-1876. 


Library of Congress 
Copyright 1881: 20080 


BX8496.J35R5 
(a3Tb1y 


Ridgaway, Henry Bascom, 1830-1895. 

‘The life of the Rev. Alfred Cookman; with some account of 
his father, the Rev. George Grimston Cookman. Dy Henry 
RB. Ridgaway, p. p., with an introduction by the Rev. R. 8. 
Foster... New York, Harper & brothers, 1873. 

KV Pp. 11, (19,480 p. front. (port.) 194°. 


1, Cookman, Alfred, 1828-1871. 2. Cookinan, George Grimaton, 1800- 
1841. 


32-2208 
RXS OO CCITRS 


27 


Library of Congress 


Copyright 1873: 7919 922.773 


Ridgaway, Henry Bascom, 1830-1895. 

The life of the Rev. Alfred Cookman; with some account of 
his father, the Kev, Gieorge Grimston Cookman. By Henry B. 
Ridgaway, p. v., with an introduction by the Rev. R. S. Foster 

New York. Nelson & Phillips; Cincinnati, Hitchcock & 
Walden, 1873. 


sv p. 11, 1®)-480 p front. (port.) 109". 


1. Cookman, Alfred, 1828-1871. 2. Cookmzn, George Grimston, 1800- 
41 


42 SAT 
Library of Congress 


EXMBSCOTRS 1878 a 922.773 


LIBRARY OF CONGRESS 


Ridgaway, Henry Bascom, 1830-1895. 

The life of the Rev. Alfred Cookman; with some account of 
his futher, the Rev. George Grimston Cookman. By Henry 
B. Rulgaway, p. p., with an introduction by the Rev. R. S. 
Foster New York, Nelson & Phillips; Cincinnati, Hitch- 
cock & Walden, 1874. 


XY p.. 1 1, (18)-480 p. front. (port.) 199". 


1. Cookman, Alfred, 1828-1871. 2. Cookman, George Grimston, 1800- 


82-24198 


Library of Congress DXS4O5.C617RS 1874 922.773 


Ridgaway, Henry Bascom, 1830-1895. 

The Lord’s land: a narrative of travels in Sinai, Arabia 
Petra, and Palestine, from the Red sea to the entering in of 
Hamath. By Henry B. Ridgaway ... New York, Nelson & 
Phillips, 1876. 

743, (1) p. incl. front. tllus., plates. 8 maps (1 fold.) 26". 


1. Sinaitic peninsula—Descr. & trav. 2. Palestine—Descr. & trav. 
1 le. 


+1941 
DS107. RS 


(32g1, 


Library of Congress 


Ridgaway, Henry Bascom, 1830-1895. 

... Ten days in Switzerland. By H. B. Ridgeway, D. D. 
New York, Nelson & Phillips; Cincinnati, Hitchcock & 
Walden ,1872, 


19. 1, 5-26 p. front. 19°. (Young people's half-hour series) 


1. Switzerland—Descr. & trav 1. Title. 


16-10669 


Library of Congress DQ23.RS4 1872 


Ridgaway, Henry, Bascom, 1830-1895. 

. Ten days in Switzerland, By H. B. Ridgaway, p. p. 
New York, Phillips & Hunt; Cincinnati, Walden & Stowe, 
1883. 


cover-title, 22 p. 19°. (Home college series, no. 50) 


1. Switzerland—Deser. & trav. 
Library of Congress 


Ridge, Cecil Harold. 
Stage lighting, by C. Harold Ridge ... 

Norman Marshall. 

company, 1929. 

ow M1, \7) p. incl, thus, plates. 


wia a preface by 
Boston and New York, Houghton Mifflin 


col. front., fold. pl., diagrs. (1 fold.) 


Blank pages vor “Notes” cates atend) 

Urinted in Great Brita) — 

cennany p. 1 

Incorporates the Sethere * “Stage-lighting for Pew theatres”, 
bridge ;ing., W. Heffer & sons, Itd., 1925 ( xrx, 79, (1) p. 


1. Theaters—-Lighting. 1. Tithe. 


Cam- 


20- 28250 Revised 
Library of Congress TKAI. TERS 


(38j2, Tm 


Ridge, Cecil Harold. 

Stage-li for ‘little’ theatres, by C. Harold Ridge ... 
witha _- Basil Dean and an introduction by Terence 
Gray. Cambridge ,Eng., W. Heffer & sons, Itd., 1925. 

xix, 79, \1) p. front. t!tus, (incl. plans) pl, diagrs. (1 fold.) 22)". 

“Bibliography (selected)” : p. 79. 


1. Theaters— Lighting. 1. Title. m, Title: ‘Little’ theatres, Stage- 
lighting for. 
26-12698 Keviser! 
TK439. TERS 


«3842, T 


Library of Congress 
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Ridge, Cecil Harold. 
Stage Nekting principles and practice, by C. Harold Ridge 
and F, S. Aldred ... With an introduction by Herbert M. 
., 1935. 
2p, eT 3 * ‘tua. (tnel. plans) col. plates (1 double) 


Prentice. London, Sir I. Pitman & sons, Itd. 


dlagrs. 

I terial from L c. 

bridge hog WH a eae we Harold Ridge, Cam- 
phy. astochedy* +7 


1. Theaters—Lighting. 


L Frederick jot , 
. Aldred, Samuel, jotot author. 


36-- 10462 
Library of Cougress TK 4890. T6RS2 
411, Te2 
Ridge, John, 1909- 
. The genesis of the tri-state zine and lead ores ... by John 


Ridge ... (Lancaster, Pa., Lancaster press, inc., 1936, 

1 p. 1, hy, 208-313 p. diagr. 25=. 

Part of thesis ».)—University of Chicago, 

“Private caition.  Guetribened by the University 7 Chicago lbrartes, 
Chicago, Tiliaots.” 

“Reprinted from Economic geology, vol. xxx1, no. 3, 1936." 


1, Zine ores. 2. Lend ores. 1 Title: Tristate zinc and lead ores 


31-007 
Library of Congress TNASS.ASRS 1085 
Univ. of Chicago Libr. 
ee 2 669.5 


Ridge, John James, 1847-1908. 

The temperance pilgrim’s progress; or, Sobero’s search 
for his fatherland. An allegory. By J. James Ridge .. 
London, J. Kempster & co. 1883; 

v, 3-235 p. 164°™. 


1. Title. um. Tithe: Sobero’s search for his 


1. Temperance— Fiction. 
fatherland 
17-28946 


Library of Congress 


HV S068.R45 


Ridge, John Rollin, 1827-1867. 

The history of Joaquin Murieta, os king of California 
outlaws, whose band ~~ of the state in the early fifties, 
} Mg F R. , Rev. ed. Hollister, Calif., Evening free 


& p. 23°. (With Crimes and career of Tiburcio Vasquez Hol- 
Uster, Calif. a 


Revision of the third edition. 


1. Murrieta, Joaquin, 1828 or 29-1853. 
3656-21016 


Library of Congress HV6452.C3V8 1927 923.4173 


ohn Rollin, 1827-1867. 

The ee and adventures of Joaquin Muricta, the ecele- 
brated California bandit. 3d ed., rev. and eul. by the au- 
thor, the late John R. Ridge. Ban Francisco, F. Mac- 
Crellish e. eo. (1871, 


| TK ( 18 98) Coe at Tiburcio rowdy y ph-d the bandit of foteted, 
Salinas, +) Pinos. re by Sheriff Row- 
land of Los neelen Mag 1 ron Sowupeger accounts. "Sen Francisco, F. 
MacCrellish ry co., 1874, 
Cover-title The lives ase Mer Merista and Tiburcio Vasquez, the Cali- 
highwaymen. 


1853. 2 va =, Thee. og 3. Crime 


. Murieta, Joaquin, 4 
ad criminals—Calsfornia. 1. Title: of Tiburcio 


A2Z-19 
(321) 


Title from H. F.. Hunt- ington Libr. Printed by L. C. 


Ridge, John Rollin, 1827-1867. 
Poems. By John R. Ridge. San Francisco, H. Payot & 
company, 1868. 


137, (i D. en 184". 





py. Ay ~ te: ap account of the assassination of his 
father, John Ridge. 
1. Ridge, John, Cherokee chief, 4. 1839. 


PS2009 RTS 
yn 2041, 


Library of Congress 








Lola. 
.. Dance of fire. New York, H. Smith and R. Haas, 1935. 
tp 2. 


Poems 
1 Title. 
‘35 086 
Library of Congress PS8535.1 496D8 «1985 
42e1, 8115 


Ridge, Lola, 1883-1941. 
Firehead ,by, Lola Ridge. New York, Payson & Clarke 
Itd., 1929. 


Tpl, 328p 2. 
A narrative poem. 


1. Jesus Christ—Crucifixion-—Poetry. 1 Tithe. 
11665 
Library of Congress PSSOS5.1496F5 1920 


sadlol, 


Ridge, Lola. 
The Ghetto, and other poems, by Lole Ridge. New York. 
B. W. Huebsch, 1918. 


6p. lL, S101 p. 109". 
Reprinted ip part from various periodicals. 


783535.1436G5 1918 
Stel- 


Ridge, Lola. 
Red flag, by Lola Ridge. New York, The Viking press, 1927. 
8p. i". 
Poems, 


1 Title. 
2719083 
Library of Congress 
—— ——— Copy 2. 
Copyright A o7é316 


130e1, 


Ridge, Lola. 


Sun-up, and oth Lola New Y 
aVikteaen te ee ws 


69.1, 3-939. 1m™. 


1. Title. 
21447 
Library of Congress PS3S35.1436S8 1920 
—— ~—-- Copy2. 
Copyright A 608735 


Oscar pictures by Garrett 
As I look back, 

vs abc by On ee Doran & oo., inc., 
1987. 


isp. 11,15 p ies 197". 


“First edition.” 
1. Tithe 
Librery of Congress PNGI6) RSS 
—— ——— Oapy 2 
Copyright A 108000 oa ats 


CATALOG OF PRINTED CARDS 


Ridge, W Pett 
see 
Ridge, William Pett, @. 1930, 


Ridge, William Hodgson, 1854- 

. Contagious abortion of cattle and the uterine douche 
treatment. By W. H. Ridge ... State livestock sanitary 
= Comp. by W. 8. Gimper .. Harrisburg, 1919. 


=. ylvania. Dept. of agriculture. Bulletin, v. 2, no. 4. 
Geneei eletin no ) 


at Aberin. 1. Pennsylvania. State livestock sanitary board 1. 
mper, , comp, pron 


Library, U. S. Dept. of Agriculture 2P38B vol.2,n0.4 


2) 


Ridge, William Pett. 


A breaker of laws, by W. Pett i New York, 
ip eae company; London, Macmillan & co., Itd., 
2p, N6p. 1. 
1, Title. 
03554 Revised 
Library of Congress PZ3.R496Br 
Copyright 1900 A 1450 12Se2) 


Ridge, William Pett. 


The bustling hours, by W. Pett Ridge. 2d ed. London, 
Methuen & co., Itd. (1919, 


2p. 1, 23, hip. 1". 
First published March 1919. 


1. Title. 


20-1048 


Library of Congress PZ3.R463Bu 


Ridge, William Pett. 

~ 4 order of the magistrate, by W. Pett Ridge ... New 
York and London, Harper & brothers, 1898. 

29.1, 276p. 19”. 


-— story’ was published serially under title ‘Mordemly.’”—verso of 


1. Title. 
741441 
Library of Congress PZ3.R4By 
Copyright 1898: 16457 a2ich 
Ridge, William Pett, d. 1930. 
A clever wife; « novel, by W. Pett Ridge. New York, 
Harper & brothers, 1896. 
Spl.mp 
1. Title. 
14140 
Library of Oongronm P71 Ree) 
Coprricht 1806; Gm a8, 
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Ridge 


Ridge, William Pett. 


Devoted eT by W. Pett Ridge ... London, Me- 
thuen & co., itd. ;1912 


2p. 1, 323, p 1" 


1. Title 


A 13-1276 


Title from Enoch Pratt Free Libr. Printed be! C 


Ridge, William Pett. 
“Erb”’ a story, by W. Pett Ridge. New York, D. Aj 
pleton company, 1902. - m ” 


noe fay 29% p. 18)". (Half-title: Appletons’ town and country librery, 


Library of Congress 
@1m2z Ami7 


PZ3.R4%Er 


Ridge, William Pett. 
The happy recrui' . Pett Ridge. London, Me- 
thuen & co.; New a a H. Doran co. ;1915; 


4p.1, 6p. 2”. 
A story of the Russian emigrant. 


Title from Chicago Pub. Libr. Printed by L. C. 


Ridge, William Pett, d. 1930. . 


I like to remember, by W. Pett Ridge ... London, Hodder 
and Stoughton limited 19251, 


ix, 308 p. front., plates, 22°. 
1. Authors—Cortesponlence, reminiscences, etc. 2. Lomrlon—Bee. life 
&cut, 1 Tithe. 
281840 
Litrary of Congres« DAG. 
n3Tel-, 


Ridge, William Pett. 

The Kenned le, by W. Pett Ridge. London, 
Methuen & co., Ted 1515, ™ 

3p.1, 01, hp. 1m. 


17-879 
Library of Congress 


Ridge, William Pett. 


"“{ondon, 8 Prench, ii; New York, 8 French 198, 


Sp. 189°. (On cover: French's acting edition, no, 1519) 


Cowrewrs.— Some showers. — Early closing. — Damages for breach — 


1. Title. 

26-3738 
Library of Congress PROOIS1435L6 1925 
Copyright D 73774 .) 
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Ridge, William Pett, d. 1930. 


Ridge, William Pett. Ridge, William Pett. : 
London types taken from life, the text by W. Pett Ridge, ‘*Mordemly ;”’ or, By order of the istrate. A novel, A son of the state, by W. Pett Ridge... New York, Dodd, 
the pictures by E. O. Hoppé. London, Methuen & co. Itd. by W. Pett Ridge ... New York and London, Harper & Mead and company, 1899. 
1926, brothers, 1898. 2pL34p 1 
vill, 200 p. front. plates. 21°. 2p.1, 26, 19°. 
Published also under title: By order of the magistrate. 
L Title. 
1. London—Soer. life & cust. 1. Hoppé, Emil Otto, Mies. a. Title, 
71-1471 
Library of Congress DA688.R57 7-aiaart Library of Congress PZ3.RA3630 
Library of Congress PZ3.R436Mo 
a (Copyright 1898: 16458) Copyright 1800: 0044 174002, 


Ridge, William Pett, d. 1930. 


Ridge, William Pett. Ridge, William Pett, d. 1930. 
Love at Paddington, by W. Pett Ridge. London, New Outside the radius, by W. Pett Ridge... New York, Dodd, A story teller; forty years in London, by W. Pett Ridge. 
York ,ete.; T. Nelson and sons (1912, ” Mead & company, 1900. London, Hodder and Secaghton, limited ,1923, 
8p1,385p 2 ix p11, 908p, 11. front. (port.) plates. 22=. 


Zip. col from 19° 


1. London—Soc. life & cust. 2. Authors—orrespondence. reminis- 
cences, ete. 1. Tithe. 





1. Title. 1. Title. 
0-000 Revised 
A1b-1277 Library of Congress PZ3.R43600 Library of Congress DAG88.KS er 
Title from Enoch Pratt Free Libr. Printed by L.C. Copyright 1890: 76086 Ble? a8Tel-; 
—- William Pett. Ridge, William Pett. Ridge, bey Pett. 
Madame Prince, by W. Pett Ridge. London, Methuen ‘ ‘ A story teller; forty years in London, by W. Pett Ridge. 
& co. ltd. (1916, mB. 1,» oo na. gis, by W. Pett Ridge. London, New York, George H. Doran company ,1924, 
Zp. S4p,1L Im. H/- 2p 1M, 2 ix p. 11, 308 p. front. (port.) plates. 22. 
nn Printed tm Great Britain. 
1 Tie oie iar — 
Library of Congress PZ3.R43Ma 15-14924 Library of Congress DAG8E.RS 19% 
Copyright A of int. 2011 Library of Congress PZ3.R436R (eal, 
: ay Ridge, William Pott. ‘The two Mackenzies, by W. Pett Ridge. London, Meth 
Madame Prince, by W. Pett Ridge .. New York, George two . Pett Ri uen 
H. Doran company ,*1916, tanon coe a eee by W. Pett Ridge. London, Me- & co., itd. ,1928, 
S20p. 19)". 1p b, 282 p 199, 2p... a,p 10. 
1 Tide. 1. Title. 2 Title. 
16—24204 28-17648 
P73. RAS6Ma 2 22-16745 Library of Congress PZB. ReseTw 
Library of Congress Library of Congress PZ3.R4I6Ri 
atdl, 1b a 
Ridge, William Pett. 2 William P 
Miss + cana W. Pett Ridge. 2d ed. London >» Kaa copertenity of Me pee peers *. 1096  Well-to-do Arthur, by W. Pett Ridge. London, Meth 
Methuen & co., Itd. ;1923) : ; a re ons = ae, SPOT, wen & c0., Itd. (1920, ° F 
2p. 281, hp 198. siete i 2p.1, 313, ip. 198". 
“First published February 22nd, 1923." 
1. Tithe. 1. Title. 
23-11682 T-aot 20-1370 
Library of Congress PZ3.RAMMi2 Library of Congress PZ3.R436Se Library of Congress PZAR496We 
: os 
a 3 (Copyright 1896: 8733) e 
William Pett. 
William Pett. Ridge, 
Ridge, William Pett. an, The Wickhamses, by W. Pett Ridge. 3d ed. London, 
Mixed grill, by W. Pett Ridge ... New York ete. Hod- Secretary to Bayne, m. P.;@ —s b Pett Sap «. Methuen & co. ;1906, 
der and Stoughton ,1913, New York and London, Harper & dt O-3 <n * ao 
vii, MB py. BW. 29.1. M3p 9 
1. Title osm 
7-416A2+ 


A1d-16 
me PZ3 R4AMSec 
Library of Congress Library of Congress PZ3. RAW S 











Ridge, William Sheldon, 1875- 
When the West came to the East, by W. Sheldon Ridge. 
Peiping, The Peiping chronicle, 1936. 
1p lL, 825. 22". (On cover: Chins chronicle geries; no. 15) 
“References” : p. 82. 


1. China—Civilization. 2. Europe—Ctvilization. 8. China—Relations 
(general) with Europe 4 Burope—Relations (geneval) with China. 
L Tithe. s1-2002 
DST2LRS 
3 915.1 


Library of Congress 


Ridge avenue park district, Chicago. Ordinances, ete. 

General ordinances of the Ridge avenue district. 
Printed and pub. by authority of the Board of commis- 
sioners of the Ridge avenue park district. March 
23, a. v. 1925. Chicago, 1925, 


4p. 19)". 


& Sites estede ee Ge, Coe Board of park commission- 
ers. mu. Title. 


‘27-18164 
Library of Congress SB483.C5546 1925 


Ridge, Col. State home and train- 
ing school for mental defectives 


Colorado. State home and training 
school for mental defectives, Ridge. 


Ridgefield, Conn. Bi-centennial committee. 

1708 — Ridgefield, Connecticut — 1908. Bi-centennial 
celebration, July 6th and 7th, 1908; report of the pro- 
ceedings, together with the Ls presented and the 

IL 


addresses made. Pub. by the Bi-centennial committee. 
———_ Conn., The Case, Lockwood & Brainard com- 
pany, b 


% p. plates, ports. 25°. 
1. Ridgefield, Conn. —Hist. 


Library of Congress FIO4.RSRO 


Ridgefield, Conn. Ship model makers' 
club 
see 


Ship model makers' club. 


Ridgefield, N. J. Public school library. 
Bo wm. 





1. Catalogs, Library. 2 School libraries. 


Library, U.S. Bar of 


Education 881.243 


CATALOG OF PRINTED CARDS 


Ridgefield school for boys, Ridgefield, Conn. 


atal 
niaenal” 
. 
Title reads Ridgefield school for boys. 
ca 10-528) Unrev'd 
Library of Congress L.D7S01.RSRS 


Ridgely, Albert Newton 
see 


Ridgely, Newton i.e. Albert Newton, 


Ridgely, Andrew Sterett, 1826-1877. 


Poems, by Andrew Sterett mites ly, 1826-1877. Balti- 
more, Ma Pecos of Lucas bros. “1913, 


4p. 1, M2. front. (port) 18”. 


14-999 

Library of Congress PS2699. R66 
Copyright A 361820 
Ridgely, Carrie J “Mrs. James A. Ridgely.” 
Helpful hints in parliamen con- 
formato Roberts rule of order rend 1818 Ist ed. 

rs. James Ridgely ... (Cincinna’ raunwait 
printing co., “1926, 
Ip Livp,1h770p 18x9*. 
1. Parliamentary practice. 1. Title. 
Library of Congress JFSIS.RS . 
Copyright A 998232 2) 


Aunals of Annapolis, comprising sundry notices of that old 
city from the period of the first settlements in its vicinity in the 
year 1649, until the war of 1812: together with various inci- 
dents in the history of Maryland, derived from early records, 
public documents, and other sources: with an appendix, 
containing a number of letters from Geneval Washington, and 
other distinguished which letters have never been 

ished before. Comp. and ed. by David Ridgely ... Balti- 

more, Cushing & brother, 1841. 

3 pL, (¥y-ahy, |1B)-288 p. treat. 
1 Annapolie—Hist. 2. 





‘tet. 1, Tithe. 
Re— 3465, 
Library of Congress Fise ABRS 
—~ —— Copy 2. rflel, 
Ridgely, Edwin Reed, 1544- 
riation bill. Speech of Hon. Edwin R. 
Ri 4 Kansas, in the House .. March 28, 1900. 
~ Trad t print. off 1900. 
6p. ™~. 
U.S. Army—App and 
14676 
Library of Congress HGS2.RS 


Ridgely 


Ridgely, Edwin, Reed, 1344~ 

Election of United States senators by the people— 
Direct legislation and graduated tax. Speech. . . in 
the House .. . May 11, 1898. Washington Gov't print. 
off., 1898. 

pp. 8° 


Inelades article by Gen. Perey Daniels, entitled: The flood drong!: 
problew solved by graduated taxation. ~ we ” 


(ne 
Ridgely, Edwin R,eed, 

The financial question. of Hon. Edwin R. 
Ridgely, of Kansas, in the House . . . December 14, 
1899. Washington ,Gov't print. off., 1900. 

Spp. 8°. 


Ridgely, Edwin, Reed, 1344~ 


The government money system. Speech . . . in the 
Meuse’. « baamy oa chet Washington (Gov't pri 
off., 1898. 

Spp 8. 

—_ 


Ridgely, Edwin Reed, 1844- 
Ai at yy Aanemiee of mt 
poatan of Hon. Edwin R. Ridgely, of Kansas, 
‘ouse of representatives, April OT and June 15, 1898. 
Washington Govt. print. off., 1898. 
Sp a. 


1, War revenue law of 1896 2 Hawaiian Islands—Annexation. 
14903 


Library of Congress HJ2Z7S.R5 


Ridgely, Helen West, ed. 


A calendar of memorial collected in the state of 
ara apd ely a Ca a 
by West - (New York? 1906, 
cover-titie, 15 p. pl. (mounted phot.) 284". 
17th century epitapha 


1 Nationa) society of the colonial dames 


See cf Aanastae ty Thin We eae of the i 
dames of America, by Helen W. ly New York, The 
Grafton press ,°1908, 

od Sb Sd Aso od ~ et ( Helf-title: The Graftwoo 

L Le ge et ‘3 Come 
teries—Maryland. 4 Washington, D. C.—Cemeteries. 1. National 
society of the colonial of America Maryland. 

17s 
Library of Congress F180.BSS 





Ridgely 


Ridgely, Helen West. 

The old brick churches of Maryland. By Helen West 
Ridgely. With illustrations by Sophie De Butts Stewart. 
New York, A. D. F. Randolph and company, 1894. 

=Y p. 2 1., :3)-129 p. incl. front, illus, map. plates. 244 x 179°. 


— Maryland. 2. Muryland — Soc. life & cust. 3. Mary- 
ign Che history 4. Protestant Episcopal church in the U. 8. A— 
Re— 3429 
Library of Congress Fist. 


Copyright 1894: 36708 (31g 


Ridgely, Henry, 1869- 

General digest of the Delaware reports, comprising all the 
law, equity, and criminal reports of the state of Delaware 
published to date, April ist, eighteen ninety-four; and in- 
cluding the five volumes of Harrington ; vols. 1 to v, inclusive, 
of Delaware chancery ; vols. 1 to v1, inclusive, of Houston; and 
Houston's criminal cases, vol. 1. By Henry Ridgely, jr. ... 
Dover, Del., The editor, 1894. 

*. B6p 2. 


1. Law reports, digests. etc.— Delaware 1. Delaware. Coorts 


33-1274 
Library of Congress 
Copy 2. ra 





Ridgely, Mrs. James A. 


see 
Ridgely, Oarrie 4 “Mrs. James A. Ridgely.” 
26-12842 
Library of Congress 2) 


Ridgely, James Lot, 1807-1881. 


History of American Odd ,—— the first decade. 
By James L. Ridgely ... Gth thousand. Baltimore, Md., 
J. L. Ridgely, 1878. 


xvi, 5283p. front., illus., plates, ports, plan. 231°* 


1 Odd-fellows, Independent order of—tlist 
9—13778 

Librajy of Congress HS987 R34 
Copyright 1878: S833 
Ridgely, James Lot, 1807-1881. 

The Odd-fellows’ anion: « correct guide in all 
matters relating - + mong fellowship. by. James L. TRidgely - 
and Rev. by John E. Chamberlain ... 
Cincinnati, Weightose & co., 1866. 

ASS p. incl. iitus, plates front. 114°. 

“Odes, with music”: p. 290-201 

1. Odd-fellows Indepenent lept order of—Hupddooks, manuals, om. 

2 Donaldson. Paschal, joint author. m Chamberlain, John E. 
34112 
Library of Congress HS9S1.1t5 906.3 


(Ridgely, N G 
a. ». 1862, or The volunteer zouave in Baltimore, by an 
officer of the “Guards” Baltimore, J. Davis & co., 1962. 


patho 


"hepiy to The voloater nove By « Baltimore lady” (Miss N. Lem 
mon) 


1. Morris, Thomas ee eee ao «me Ow 
ect in Baltimore. 2. Baltimore—i -- rt 3 8. —Hilet — 
u. Title. 


Civil war— Poetry 1. Lemmon. une 
2 256B 
Librery of Congress Fis® Bima 
-— ———- Copy? 3641, 
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Lidgely, Newton i. «. Albert Newton. 


By law of might, of the cam in Sunset. a ~< 
mance of the real Wall street. ewton Ridgely. 
York, H. A. Simmons & co. ;1908, 
3p.1. 98. front. illus. 19° 
822562 


Library of Congress PZ3 R4M4B 
(Cppyria! t 1908 A 198825) 


, Newton i. ¢. Albert Newton. 
” The national crisis. On appeal in the high court of 
public opinion and public justice before their honors, the 
and of these United 





States. The case of the people an trust, 

the p+ J oon igre, ont he confederacy o! of greed 

.. Submitted by A. N. jdgely. and W. Mehrbach. New 

York, 1912. 

3. nm ne oe awarded first prize 

in the $1 competition held by ‘Everybody's mapa Gor timers a 

1 Searlation 2 = street. 1. Mehrbach, W. tr. Title. 11. Title 
The Wall street scou 


12-20188 
Library of Congress 


Copyright A 320074 


HCA4S72.R6 


Ridgely, William Barret, 1858-1920. 
Government control of banks and trust companies. By Hon- 
orable William Barret Ridgely . 


(Jn The annals of the American 
science. Philadelphia, 1904 


academy of political and social 
. vol. XXIV, no. 1, 


. 15-26 inel. tab.) 


1. Banks and banking—U'. 8. 2. Trust companies—U. S. 1. Tithe, 
CD 17-218 
Library of Congress. Card div. H1.A4 vol. 24,n0.1 
1a39e1, *(308.278) 


Ridger, Arthur Loton. 

A wanderer’s trail, being « faithful record of travel in 
many lands, by A. Loton Ridger Illustrated with sixty re- 
productions from photographs. London, G. Richards, Itd., 
1914. 


408 p. front. (port.) pintes. 229°. 


1. Voyages and travels. 1. Title. 
14—307 25, 
Library of Congress G463.RS 
(3801, 


Ridges, Alfred Joseph, 1874- 
The effect of altitude on bealth. 


(/m Nationa! education association of the United States Journal of pro- 
ceedings and addresses, 1913. p. 675-677) 


1. Altitude, Influence of 


Library, U. S. Bur. of Education 
Ridges, Edwara wavell. . 
Constitutional law of England. Ry Edward Wavell Ridges 
London, Stevens and sons, limited, 1905. 
xxxil, 0p. 234°. 


pe rae lettering : Little, Brown and company 
Index of cases cited” : p. :xxill,-zxxtt 


1. Gt. Brit. —Constitutional law 


IJNI21.R4 
on 


Library of Congress 


Ridges, Edward Wavell. 
Constitutional law of England. By Edward Wavell 
R 2d ed. 


: —- . London, Stevens and sons, limited, 
xxiv, $75 p. 22 
1, Gt. Brit—Constitutional law. 1 Title 
15-18268, 
Library of Congress JNIZLR4 1915 


ay me nce ape 
Constitutional la 

3d ed., ty Seduce EL 
sons, limited, 1922. 


xxii, 552 p. 22". 


~ ge Edward Wavell Ridges 
London, Stevens & 


1. Gt. Brit.—Constitutional law. 1. Williams, Sydney Edward, 
ns- ef 


232413 


Library of Congress JN121.R4 1922 


(28e1, 


Ridges, Edward Wavell. 

Constitutional law of A omy by eo a ae eo 
--. 4th ed., ‘eee 
limited, 1928. 

xxi, 44 p. 22". 


1. Gt Brit.—Constitutional law. 1 Williams, Sydney Edward, 
1s0- od. m Title 


‘30-4537 
Library of Congress JN121.R4 1928 


oh 


Ridges, Edward Wavell. 

Cotas tee of Rant, ty Bient Cine Sap 
.. Sth ed., rev. and largely re-written, by A. Berriedale 
Keith . . London, Stevens & sons, limited, 1984. 

cart, 68 9. 2. 


1. Gt. Brit —Constitutional law. .1 Keith, Arthur Berriedale, 1879- 
ed. m Title. 
3441200 


Library of Congress INIZLR4 1904 


Ridges, Edward Wavell. 

Constitutional law of England, by Edward Wavell Ridges ... 
6th ed., rev. and Jargely re-written, by A. Berriedale Keith ... 
London, Stevens and sons, limited, 1937. 

tL. 42p. 254" 


1. Gt. Brit.—Constitutional law. 
ed 1. Tithe 


t. Keith, Arthur Berriedale, 1870- 


38-82714 


Library of Congress JNWLRA 1987 


3, bd 


Ridges, Edward Wavell. 
Constitutional law ; 


the seventh edition of Ridge's ;!, 
Constitutional law of EB 
by A 


Rev. and largely re-written, 
Keith ... London, Stevens and sons, limited, 
1939. 


Invi, 726 p. 25)™. 


1. Gt. Brit.—Constitutional law. 1 Keith, Arthar Berriedale, 1870- 
o. wu. Tithe 
081237 
Library of Congress INWLRA 1980 


2, M24 














Ridgeville college, Ridgeville, Ind. 


Catalogue. 
Indianapolis (etc.; 
illus. 17}-22". 
bee — Annual catalogue of the officers and 


Catalogue of the officers and students 
Annual catalogue of the Ridgeville college and Indiana 


normal schoo! 
Annual catalogue ... with innouncements .. 


ca 9-2177 Unrev'd 


Library of Congress LD471LR6 


Ridgeway, Wajor, pseud. 
see 


Hartpence, William Ross. 


Ridgeway, Algernon, pseud. 
Diana Fontaine 


Wood, Anna Cogswell. 


Library of Congress 


Ridgeway, George L. 
Merchants of peace; twenty rs of business diplomac: 
through the International cham! iaaler of of commerce, 1919-1988, 
by a L. Ridgeway .... New York, Columbia university 
press, . 


til p.. 21, 8;-419 p. front., ports. 24. 


1. International chamber 
3. Economic policy. 


of commerce. 2. International 
. 4, Commercial policy. 1. Title. iti 





Library of Congress HF204.R5 a 
—_— Copy 2. 
Copyright A 110443 (4008, 380.421 


Ridgeway, Harold W. 
His ideas of honor. A study. By ld W. 

way. Chicago, Metropolitan publishing ehh 
3p... dHiBp 128. 


TAA 
Library of Congress PZ3.R4967H 

, (Copyright 1890: 34913) 
Ridgeway, Williem, @. 1817. 


A report of the trial of Walter Clare, u 
ment for high treason... By William 
(Dublin, Printed by J. Exshaw, 1803)? 


San = Dh — Shea —y-~ yA 


an indict- 
idgeway .. . 


cases of high 
1805. at 


Subject entries: Clare, Walter 


Library df Congress, no. 


XUM 





CATALOG OF PRINTED CARDS 


Ridgeway, William, d. 1817, ed. 
Reports of cases...during the 
time in which Lord Hardwicke pre- 
sided.s.e 


Gt. Brit. Courts. 
Reports..e« 


Ridgeway, Sir William, 1853- 

Bilin gory "oa: Deets 
saga, iliam Ridgeway <From 
ofthe British ish academy, vol. m> London, Pub. for 
Belteh levee X.7-¢ Oxford university press 
t 

cover-title, 4 p. illus. 25°. 


At head of title: The British l. 
Sg Mot ot tide: Tee academy. 
i 2 2. Thin bd \. 
Tie Chatiegs 3. Ireland—Antiq. 1. The British 
23-1499 
(28b1, 
Library of Congress PB1423.C8RS 


Ridgeway, Sir William, 1853-1926. 
The date of the first shaping of the Cuchulainn saga, by 
William Ridgeway. 
In British London. Proceedings, 1905-1906. Londen 
ase, Bene 2p asHiss. len) 
“Rend May 25, 1905." 


1. Cuchulain, 2 Titn bé Céaiinge. 38. Ireland—Antiquities. 

A 84-2482 
Title from Wisconsin Univ. 
Library of Congress [a812215 vol. 2) 
2) 


Ridgeway, Sir William, 1853-1926. 

The dramas and dramatic dances of non-European races in 
special reference to the origin of Greek , with an ap- 
fay ey eh open | by William Ridgeway 

. The Universitg poem, 1908, 


livered at Cambridge in the Michaelmas term On December 
10th of the same year the leading results of that course were laid before 
the British academy in a . @ summary of which appeared in the 
Athenaeum of December 1913."—Pref. 
1, Greek drama (Tragedy)—Hist. & crit. 2. Drama—Hist. & crit. 
3 a ——— 5S. Greek drama 
*- C comene 
Library ‘ongress J 
138e1, 
Ridgeway, Sir William, 1853-1926. 
The early age of Greece, by Williom Ridgeway ... vol. t. 
Cambridge ,Eng., The University press, 1901. 
avi, 684 p. Iilus. 23°. 
Vol. 2 issued tu 1931 with 2d impression of v. 1 
1, Civilization, Greek. 2. Greece—Autig. 1. Title. 
12—38187 
Library of Congress DF220.KH4 1901 
*32b2, 913.38 


Ridgeway, Sir William, 1853-1926. 

The early age of Greece, by Sir William Ridgeway . 
Cambridge ,Eng., The University press, 1931. 

2. front. (¥. 2: port.) illus, 23". 


: 2d impression. 
Yor 4 eed by 8. F. Gow and PD. 8. Robertson, with an intro 
“Lretand In he tenieagy’s ¥. 2, p. 04,714. 
1. yy Greek. 2 Greece—Antiq. 3. Ireland—Antiq. L 
Gow, 


m Farrar, Donald 


1886— nm. 
Serena —_ ae ed. ot. Wace, Alan John Bayard, 1879- 1. 
Title. 


‘32—2148 
DPI. 1901 


aes, 


Library of Congress 
913.38 


25 


Ridgeway 


Ridgeway, Sir William, 1853-1926. 
Minos the destroyer rather than the creator of the eo-called 
‘Minoan’ culture of Cnossus, by William Ridgeway ... 
in British academy, London. Proceedings, 1909-1 London 
asin, 26". Ww. 4 p. 1,129) _ 


“Read May 26, 1909." 


AM 20T 
Wieconsin Univ. 
Library of Congress (AS12215 vol. 4) 
a 
Ridgeway, Sir William, 1853-1926. 
The origin and influence of 
William Ridgeway .. 


1. Horses. 
6—2980 
Library of Congress SF283. R44 
a34d1) 
Ridgeway, Sir William, 1853-1926. 





The origin of metallic currency and weight standards, by 
William Ridgeway ... Cambridge, At the Universi 
1892. 


xii, 417, (d; p. tus, 23. 


1. Weights and measures— Hist. 
Library of Congress HG235.R6 
1a86c2, 


gmap ag pe out 
The origin of special reference to the 
tragedians, by by Willem Ridgowey Cambridge (Eng. Uni- 
versity press, 1910. 
=p.11,28p tus 225". 


1. Greek drama (Tragedy)—Hist. & crit’ 2 Theater—Greece—Hist. 
1 Tithe 


11—4139 


Library of Congress PAS135.R5 


rel, 


Ridgeway, William, 1853- 


residential speech delivered to the Classical asso- 

ciation by Professor William Ridgeway ... at the twelfth 
ee see ey 8,1915. Lon- 
pg eg Murray, 1915. 
cover-title, 13 p. 219°. 
On ancient democracies (Greece, Carthage and Rome) 
« Classical association. 
16-2084 


Library of Congress PAILC77RS 


Ridgeway, Sir William, 1858-1996. 
Who were the Romans! By William Ridgewsay ... 
ae ae) . 


“Read April 24, 1907.” 


1, Bthnology—italy. 2. Ligurians 1. Tithe. 

A 2002 
Title from Wisconsin Univ. 
Library of Copgress {AS12214 vol 8) 


Ridgewood 


Ridgewood, V J 
Annual report of the village ... 


¥. tables, Giagrs 23-30". 


0s 98-1854 Unrev'd 


Library of Congress 7818. RS47 


2, sen.oreeri 


Ridgewood including Glen Rock and Midland Park direc- 


tory ... 
Newark, N. J., The Price & Lee co., *19 
v. fold aap 2. 


LR N. J.—Direct. 2. N. J —Di 
Porc re Dros J Glen Rock, N. J rect. 3. Midland 


Ca 26-90 Unrev'd 


Library of Congress F144. RSJAI8 
Copynght 2 
Ridgley, Douglas C. 


Asia, Africa and Australia; a reference notebook for 

upils to accompany any textbook in geography, by Doug 
las C. Ridgley ... and Marv F.. Robh Normal, Tll., Me- 
Knight & McKnight, 1917. 


cover-title, BO p illus. (maps) diagrs 194 x 24°" 


Page 80 blank for “Tilustrations.” 
“Selected references for supplementary reading”: p. 3 


1. Geography — Outlines, sy abi, ete t. Robb, Mary E., joint author 
18-1229 
Library of Congress Gi% RO 
Copyright A 481158 
Ridgley, Douglas Clay. 


... 1. The county as a unit of study in the schools of 
Illinois. nm. Department of fy and the state course 
of study, by Douglas C. Ridgley ... Normal, IIL, Illinois 
state norma! university, 1913. 


cover-title, 16». 23. (The Normal school quarterly ser. 11, no. 47) 


1. Geography—,Study and, teaching 2 Geography—Outlines, syllabi, 
etc —IIhnos, 
E 14-851 


Library, U. S. Bur. of Education G74.R42 


127, 1; p. thus. (incl. maps) 20". 
Bibliography : p. 128, 


oe Douglas Clay, 1868- 
geography; a py actos De —- 


he by Douglas C Ridge . and fd abel PCr Crom 
& McKnight, *1 


cover-title, 96 p. illus. (mapa, forms) diagrs 26™. 
Blank pages for “Special reports” (90-96) 
“eterence books on on commercial geography” : p. 2; “General references” : 


1 , Economic—Outlines, syllabi, ete 1. Crompton, Mabel P., 
oe 


2—1211 
Library of Congress 


Copyright A 817124 


HF1027 RS 
1925e2) 


LIBRARY OF CONGRESS 


Ridgley, Douglas Clay, 1868- 

A five-year course of study in geography for the elementary 
school, by Douglas C. Ridgley ... and Jessie M. Dillon, Lors 
M. Dexheimer, Erma F. Imboden, Christine A. Thoene ... 
Normal, Ill., McKnight & McKnight 1922, 


llip. 19°. 

1. Geograpny—Outlines, syllabi, etc Dillion, Jessie May, joint 
re. u. Dexheimer, Lora Mary, a author. ut. Imboden, Erms 
F., joint author. iv. Thoene, Christine A., joint author. 

22--26887 
Library of Congress G129.R63 
Copyright A 602256 9282, 


Ridgley, Douglas Clay, 1868. 

Fundamentals of climate, by Douglas C. Ridgley and 
Clarence E. Koeppe Bloomington, Ill, McKnight & 
McKnight, *1932. 

3 p. Incl. maps, charts, forma 26°. 

Nibliography: p. 63 


1. Climatology 1. Koeppe, Clarence Hugene, joint author. 


A 32-2506 


Title from Univ. of Chi Pripted by L. C. 


cago QUWBLIM 
3 


Ridgley, Douglas Clay, 1568- 

General circulation of the atmosphere, by Douglas C. Ridj- 
ley Bloomington. Til., McKnight & McKnight, ‘1933. 

32 p tus. 2" (Important topics in geogrep>:) 


1. Atmosphere 2. Winds. 


Library of Congress QCw1 RS 


Copyright AA 13484 3, 55151 


Ridgley, Douglas Clay, 1868- 

Geographic principles; their application to the elemen- 
tary school, by Douglas C. Ridgley .. Boston, New York 
rete.. Houghton Mifflin company ,*1925, 


iz, (1), 188. a) p18". 
Surzallo) 


Po, | (Riverside educational monographs, edited 
7 


1 Geogrephy——Study and teaching 1. Title. 
25 22048 
Library of Congress O73.R5 
Copyright A 872361 31m3, 


Ridgley, Douglas Clay, 1868- 
Geography for rural schools. 


(Jn National education association of the United States. Addresses 
and proceedings, 1922. p. 1070-1074) 


1. Geography —,Study and, teaching—Rural schools, 1. Title. 
E 24-295 
Library, US Bur. of Education 
e 3 


Ridgiey, Douglas Clay, 1868- 


The phy of Illinois, by Douglas C. Ridgley. Chicago, 
Tll., The University of Chicago press ,1921, 

( told.) a 18". (Hailf-titie: Ke 

Py os sceanlatien of the United States of America, @. by J. P. Goode) 


“A Mat of the general references for the study of the } Asin of 
Miinols” : p. 363-370. 


1. Hitnols—Deser. & trav. 2. Physical geography—Iilinots 


2110288 
Library of Congress F546 R54 
—- ~— Copy 2 
Copyright A 617348 13312, 


26 





Ridgley, Douglas Clay, 1868- 

Home geography; « first year in geography; a textbook 
for pupils, by Douglas C. Ridgley ... and Jessie M. Diilon ... 
Normal, Ill., McKnight & McKnight, *1921. 

cover-title, 128 p. illus. (maps, charts, forms) 26. 


a of sot pnate bienk for “Illustrations” 
in home geography”: p. 2-3. 


1. Geography—Text-booke—1870- 1. Dillon, Jessie May, joiut 
author. u. Title 
25308 
Library of Congress G12. RB 
Copyright A 660171 (33el, 


Ridgley, Douglas Clay, 1863- 

Home geography ; a textbook for pupils, based on the Illinois 
state course of study, by Douglas C. Ridgley ... and Lura M. 
Eyestone ... Normal, Ill, McKnight & McKnight, *1915. 

cover-title, 112 p. incl. iilus., map, forms. 194 x 27*. 

“Library reference books”: p. 2-5. 


Geography —Text books—1870— 1. Byestoue, Lora Mary, 
1st Joint author. 1. Title. 


15-18881 Revised 
Library of Congress 


Copyright A 411378 


OT5.R5 
le, 


Ridgley, Douglas Clay, 1868- 

Home journeys, a workbook ... beginners in geography, by 
“ouglas C. Ridgiey ... George F. Howe ... and Isabelle K. 
Hart ... Bloomington, Il, McKnight & McKnight, *1933. 

127, 4; pilus, diagre = 20" 

fe une te Home jourveys” : 11 leaves laid to. 


George Franklin, 


1 Geography—Out)ines, —m. ete. 
u jart, Tsabetle Pn Mg Joint author. 


1901- Joint author. 
m1. Title. 
ca 84—48 Vaorev'd 
Library of Congress 
—— —— Copy 2. 
Copyright AA 134855 


G120. Re 


aficl, 910 


Ridgley, Douglas C. 
How to study and teach ei 
= for teachers end pu 
Yormal, Ill., McKnight & re 


20.1, 7-3 p 19°. 25 
“Books for eighth year geogvaphy” : p. 9. 


ith year geography ; a ad 
, by Me ort C. Ridgley .. 
cKnight ( “191 


1. Geography—Study and teaching. 1. Title. 


13-1676 
Library of Congress 
Copyright A 350537 


G74R5 


Ridgley, Douglas Clay, 1865- 
Influence of geography on our economic life, by Douglas C. 


Ridgley ... and Sidney E. Ekblaw ... George R. Means, car- 
tographer. New York, Chicago ,etc., The : publishing 
company (1938, 


vi, 658 p. front., ius. (incl. maps) Glagre. 21™. 
Map and diagram on lining-papers. 
“Ret cen”: p. 619-622. 





1, Geography. 2 Geography, Economic. 1. Ekblaw, Sidney Everette, 

o08- Joint author. um Title 
387813 

Library of Congress +126. R485 
— Copy 2 
Copyright A 114005 :a4)m2, 3909 

Ridgiey, Douglas Clay, 1968- 

Journeys around the world, Ridgley ... 


by Douglas C. 
Bloomington, Ill, McKnight & McKnight ,“1937, 
48 p. Wee (maps) 194°. (Important topics in geography) 


1. Voyages sround the world. 2 Geography—Study and teaching. 
& Tithe. 


Library of Congress O74. RS2 
Copyright AA 190179 3 











XUM 


— Douglas Olay, 1868- 
for beginners, by Douglas C. Ridgley 
and 7 mise tg Dillon ... Neral, Tl, McKnight & 
McKnight (1 
299 p. illus. oy forms) 19%". 
“References in local geography for beginners” : p. 232-239. 


, Text-| » 
ok re ‘ext-books—1870- 1. Dillon, Jessie May, joint 
25—n1S 
Library of Congress GI26.R5 1924 
Copyright A 817123 12Se3; 


Teaione te ensue onausteste ante Wht 
ms in , . Y «-. 
: “4 Means, cartographer. 


and Sidney E. Ekblaw ... . 
New York, Chicago ,ete., The publishing company 
(1938, 

itl, 1), 208 p. tilus, maps (1 double) diagrs. 28°. 

eee a 8S Gh OE Gs eae, ‘Influence of geography 
on our economic life’.”"—p. 


1. Geography. , Economic. 1 Ekblaw, Sidney Everette, 
1908- elet anther the. 
A681 
Cincinnati. Univ. Libr. G126. R488 
for Library of Congress 12, 


Ridgley, Dougias Clay, 1968- 


Rainfall of the earth ... By Douglas C. Ridgley ... Bloom- 
ington, IIL, McKnight & McKnight "1988. 


47 p. ius. 19)". (Important topics in geography) 


1, Rain and rainfall. 1 Tithe 


Library of Congress QCe25.BS 
Copyright AA 139241 3) 661.57 


Ridgley, Douglas Olay. 
. The school qunien and the schoo! 


in the teachi , by D.C. " Be 
I, The Tints state ry al) p FAS dg 


nen 16 p. 2. (The Normal school quarterly, ser. 2, no. 11, 


1, Geography—,Study and, teaching. 2. Education— Exhibitions and, 
museums. 1 Title. 
E 17-42 


Library, U. S. Bur. of Education G74.R45 


Ridgley, Douglas C. 
ays America and Daven’ : reference Fomy my for 
upils to accompany any text in geogra po 
=, C. Ridgley ... and Mary F. Robb ... nae A c- 
Knight & McKnight, 1917. 
cover-title, 80 p. illus. (maps) diagrs 19} x 264™. 
“Selected references for supplementary reading”: p. 3. 


1, Geography—Outlines, syllabi, ete 1. Robb, Mary E., joint author. 


18-1290 
Library of Congress 
Copyright A 481159 


G129 R65 


Ridgiey, Douglas Clay, 1868- 
rfsrencsnotsbock for pupils 0 soompany ony texto a 
reference notebook 


for re 
y, by Douglas CR and Erma F. Imboden 
porns taper 1921. 


author. 
807 
Lébrary of Congress G120.Re8 
Copyright A 680172 130c1, mo 


CATALOG QF PRINTED CARDS 


Ridgiey, Dougias Clay, 1868- 


Studies in economic geography, a workbook to 
any textbook in economic c. 
and J. Sullivan Gibeon « “Ghes ? wee Rig 


McKnight, *1935. 
126, (2, p. Mus. (maps) diagra. 26. 


“References to college textbooks” : p. ,127, 
Bibliography : p. :128) y 


1. Geography, Economic—Outlines, syllabi, ete. Gideon, J. Sulll- 
van, joint author, 1, Title. ” ° . 
«0-2580 
Library of Congress HF1027.R58 
Copyright AA 190181 Ah 380.9 


Ridgley, Douglas Olay, 1868- 
cace notebook for pula We acompeny sneins 2 oe 


ceonraphy, by eesie M. Dilton .. 
yoy Doug. gir formal, Ill, McKnight & 
Mekuight, 1921, 

cover-title, 96 p. illus. (incl. maps) 26°. 

. UR + eee 
standard ok": pS sins 
aAREESERMS +o emnteenn 

Library of Congress CID Re 
Copyright A 660174 a), 


ea te cea ot Gite 010 Cah tunis, 
a 
eran reeves text- 


Sane ie 


Regn Caron 1. Forsythe, Marion B., jotat 
Gates Epes outnen. um. Van Cleef, Eugene, 


Ca 81-875 Uarev'd 


Copyright A $2525 2, o170T 


for to accompany 
Cc. 
ae 


Part of 

RES geesupir = 
nd caersehr—Ortions, abi, ee, 1. Denham, Lars Mary, jotat 

; 2-506 
Library of Congress G1Z9.R6SS 
Copyright A 660173 (amet; 
Ridgiey, Douglas Clay, 1968- 
urn of tre on fo Papin to nomena) My 
7 

~h Douglas! Ridgley 

Dillon .. Dalen ool Eve  pelaaioee w. Normal, UL, McKnight 
& McKnight, °1999. 


L L Dillion, Jessie May, joint 
author. m , Lore * setae author. 
a 81-874 Unrev'd 
Library of Congress G129.R6T7 
Copyright A 82524 2 oto 


Ridgiey, Douglas Clay, 1968- 
Saline to Cnteed Gteess history Sum 1000 2 ST: oot 


erence notebook for re sae 
me C. Ridgley ... and H. _ Russell 
z Ler McKnight a McKnight, *1927 


ie filus. (maps) 284". 
References: p. 01-92. 


, U. Silat Outlines, aptiaht, ete 1 Rossel, H. Harrison, 
31-13300 

Library of Congress BIT82.R5S 

Copyright A 1018185 2 ors 


27 


Ridgiey, Dougias 

Studies in world - C. Ridgley .. 
ae mae pri, by Daag. Normal, il, 
McKnight & McKnight, °1922. 


cover-title, 128 p. illus (maps) diagra 20”. 


1 ete. 1 Ekbiaw, Walter Eimer 
1983- = joint author. a. Jeanie May, joint author. m Title 
5 meet 
Library of Congress G18 RS 
—— —— Copy2 
Copyright A 60a257 8741; 


Library of Congress LB1066.K4T 1911 
Copyright A 3006iT 73168, 
, Deugias Clay, 1968- 
Western continents; « workbook for the study of North 
America and Sovth America, by Cc. and 
F. Hgwe ... Bloomington, & Me 


1228p ‘ius. (incl. maps) diagra 20". 


Bibliography : p. 127-128. 
“Teo tents t accompany World journeys” : 11 eaves laid ta 


et. 1 eee Be ok, Pe, eee 9. St ew 
oa 84—O4 Unrev'a 
Library of Congress C120. Re 
—— -——— Copy 2. 
Copyright AA 134856 rflel, no 









Ridgley 


LIBRARY OF CONGRESS 


Ridgley, Douglas Clay, 1868- ed. Ridgway, Athelstan, ed. 

ie Sake cone Sennen ates le ciated onl ob 
ited by Athelstan Ridgway, u. ». London and . 
T. Nelson & sons, ltd. ,1926, 


=x, 21-208 p. incl. front. 10. (Half-titie: The “Teaching of 
br” eeries no. 04) _ 


see also 


Important topics in geography, ed. by D.C 
Ridgley. 


1, France—Descr. & trav. 1 Title. 
21-23807 
Library of Congress G133.Wos 
a 


Ridgley, Frank Harris. Ridgway, Athelstan, ed. 


Jewish ethical idealism, by Frank H. Ridgley ... Bos- The world revealed—The isles of the sea—edited by Athel- 
ton, The Gorham press, 191! stan Ridgway, ut. ». London and Edinburgh, T. Nelson & 
7» 1am. sons, itd. ,1926, 


xiv, 15-240 p. incl. front. port.) 16°. (Half-tithe: The “Teaching 
Sy ol edigieun Gangs of English” series ... no. 77) 


Toate (on. a) por any @ Aa 
Published also without thenis ote a et 
+p O91 


1. Islands of the Pacitic. 2 Istands of the Atlantic. 1 Title. 
vaonsed 19-655 
Library of Congress BMS65.RS2 os 
Univ. of Pennsylvania Libr Library of Congress G138.W9S 
—— —— Copy2 132e1, (8Tel, 
Ridgley, Frank Harris. Ridgway, Athelstan, ed. 
Jewish ethical isectione, 5 by Frank H. Ridgley ... Bos- The world revealed—Northern Africa—travel tales selected 


ton, The Gorham press, 191 


97 p. 194%. (Lettered on cover: Library of religious thought) $1.00 
Bibliography : p. 89-91. 


and edited by Athelstan Ridgway, u. ». London and Edin- 
burgh, T. Nelson & sons, ltd. ,1925, 
xi, on B incl. front. (oon) Ss. map. 10°. (Half-title: The 


Advertising matter: p. 230-240. 


1. Title. 1. Africa, North—Deser.& trav. 1. Title. 


18-22116 27-23891 
Library of Congress BMS65.R5 Library of Congress 133. W95 


Copyrigit A S06412 12) 


Ridgway, Arthur Clifford. 

Cost accounts in principle and practice, by A. Clifford 
ne London, Bath and New York, I. Pitman & 
sons | } 


x, 110 p. 3 forms (2 fold.) diagrs. (1 fold.) 22™. 


revealed—Northern America—travel tales se- 
naton Titeeanmae ” London and 
Edinburgh, T. Nelson & sons, Itd. ,1926, 


xiv, 15-223, :1) p. incl, front. (port.) 1 tllas. 10°. (Helf-title: The 
“Teaching of English” series ... no. 76) 
On cover: Pitman’s cost accounts. 
1. Cost—Accounting 1. North America—Descr.& trav. 1. Title. 
‘27-23895 
Awise Library of Congress 133. wos 
Title from Univ. of Calif. Printed by L. C. 12) 


Ridgway, Athelstan, ed. 
The world revealed—Asia—travel tales selected and edited 
by Athelstan Ridgway, us. ,4th ed., London and Edin- 
Dangh, 7. Melon Beams, 088 

15-256 p. incl. froat. (port.) files. 16°. 
“neaching of Tarliah” series Ro. 27 


wan cate published May 1925 published 


Ridgway, Athelstan, ed. 

The world revealed—Northern Europe—travel tales se- 
lected and edited by Athelstan =? London and 
Edinburgh, T. Nelson & sons, ltd. ,1926, 


xvi, 17-218 p., 1 1. tnel. front. ( > 1. 
ing of English” series — MO. eae 


(Half-titie; The ( Helf-title: The “Teach- 


1. Asia—Deser. & trav. 1. Tithe. 1. Europe, Northern—Deser. & trav. 1. Title. 
77 23888 71-23883 
Library of Congress 133. wes Library of Congress 138. W95 
36>), i 


Ridgway, Madan, od. Ridgway, Athelstan, ed. 





The world lasia—travel tales selected The world revealed—South America—travel ae es 
London and rareerd and edited by Athelstan Ridgway, u. ». London iin- 
sgl by Aiba grey, - burgh, T. Nelson & sons, Itd. ,1925, 


%, 11-256 p. incl. front. (port.) ius. 10°. (Helf-title: The “Teach- 
tng of English” series Do. 


xi, 13-237 p. incl. front. (port.) Mus, maps. 10°. (Helf-title: The 
2) “Teaching of Ragitah” series no. 58) 


1. Australasia—Descr.& trav. 1 Title. 1, South America—Descr. & trav. 1. Title. 
77-23989 ‘71-23882 
Library of Congress G183.W8S Library of Congress 133. W985 
2 a 





Ridgway, Athelstan, ed. 
The world revealed—Southern Africa—travel tales selected 


and edited by Athelstan Ridgway, 1. s. London and Edin- 
burgh, T. Nelson & sons, Itd. ,1925, 
wat Hay 2; p. incl. Soent. (pone) illus. 10°. (olf-title: The 
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j. Aatnctosiee ilies, & oxtt. 2. English Eilat. & crit. 3. 
Mab poetry— L Graven, Robert 1806.” jeiat cubes’ 1. tae, 





29-3515 
Library of Congress PROODATHS 19288 
— ——-Copy 2. ro 
— owl 
hl hologies, by Laura Riding and Rob- 
tt hw) Cape 1928, 
mp 2. 


1. Anthologice—Hist. & crit. 2 English —Hitet. & crit. 3. Eng- 
lsh poet ry— Bibi. 1. Graves, Robert, Joint author. 1. Title. 
8514 
Library of Congress PRSOO.ATRS 1928 
(80e1, 


Riding, Laura, 1901- 

Poems: A joking word, by Laure Riding. London tc, 
J. Cape, 1980. 

171, ay) p21. 


1. Title: A joking word. 


Library of Congress PROOSIGP6 1980 
Copyright Aad int. 14279 a zs 


Riding 


Riding, Laura, 1901- 


Poet: a lying word, by Laura Riding. London, A. Barker, 
ltd., 1983. 


vil, 149, dy p22. 


Poems 
1 Title. 
35-267 
Library of Congress PROOSS.16P65 1983 
2) 821.91 
Riding, Laura, 1901- 
Progress of stories, by Laura Riding. Deyé Majorca, The 
Seizin press; London, Constable & co., itd. ,1935, 
339, 1) p>. 19”. 
“Made in Great Britain.” 
© Tithe. 
‘87-20808 
Library of Congress PZ3.R43TPr 
mh 


Riding, Laura, 191- 

A survey of modernist poetry, by Laura Riding and Robert 
Graves. London, W. Heinemann Itd., 1927. 

2p 104". 


abe es Shek, “om 
2314810 
Library of Congress PROOLRS 
fifi, 


=p tem, Be 

A Trojan ending, by Laura Ma: The 
Seizin press and cod Lxndca, Constable S'canspeey, Mat noth 
5p. L, ix-xxix, 486 p. fold. map. 209", 


1 Title. 
87-8738 
Library of Congress P2B.R«STTY 
Copyright A ad int. 22687 a. 


Riding, Laura, 1901- 
A “ie ws by Laura Riding. (New York, Random 


wxvili p., 115426 p. 22=, 


“Piret printing.” 
& Title. a. 
Library of Congress PZ3.R4STTr2 

— —— Copy 2 

Copyright A 107063 a 


Riding and driving. oy a ey had oy wma 
formation on man’s most faithful friend—the horse 
New York, Street & Smith “1891, 


4p. 1AM. (On cover: Street & Smith's manual library we 33) 


1. Horsemanship. 2 Driving. 
Library of Congress ca 16-486 Unrev'd 
Copyright 1891 2808 








Riding 


Riding club of New York. 
Constitution, by-laws and list of members. 
iNew York, 
v. My". 


Oa 9—1673 Unrev'd 
SF310.NSRS 
:33b1, 


Library of Congress 


Ridings, Mrs. Grace (Dupree) 

By the light of the lone star ;by, Grace Dupree Ridings ... 
Dallas, Tex., The Kaleidograph press ;*1936, 

stip.i %1@y 2. 
Poems 


L Title. 
37-4041 
Library of Congress 
—— —— Copy 2 
Copyright A 104352 


PS3535.1 4363B9 1986 
as 


Ridings, Grace Dupree. 

Shawl of song ,by, om ga aes Ridings. Dallas, Tex., 
The Kaleidograph press °1934, 

ai, 18-115 p. 20. 

Poems. 


1 Title. 
Library of Congress 
—— —— Copy 2. 
Copyright A T2224 2 


SLs 


ae 
The Chisholm trail; « history of the world’s greatest « 
trai tageer with» derpin ofthe 
the events, and rem 
Sem P. 
company ‘1! 
6 p. 1, 581 p. tinct. front. (port.) flius, fold. map. 284”. 


with the same. By 
° "Guthrie, Okla., Co-operative publishing 


1. Chisholm trail, 2. Cattle trade—The West. 2 Cowboys. 
4. Indians of North America. 
36 29883 
Library of Congress S06. R55 
— ——- Copy 2 
Copyright A 100244 sSTf3, we 


Ridington, John. 

The poetry of the war; an address delivered tore 
the Pacific Northwest library association at the 
library, a Oregon, eet? 5, 1917, by ryehe 

rs ow ’ 





4 p. illus. (port.) 23". 


1. European war, 1914- —Poetry. 1. Title. 
20-1518 
Library of Congress PROOS.ESRS 
Ridington, William Robbins. 


The Minoan-Mycenavan background of Greek athleties ... 
by, William Robbins Ridington. Philadelphia, 1985. 

wp oe 

om cover: University of Peonsstvantt 


Thests (ru. 9) —Universlty of Penme ivania, 1935. 
Hit iHegraphy > p 98-04 





1. Athieties—it 2. Sperts - Greere 
tation, Myrensenn 9 Crete - Antiq. 


 Mperte Crete 4 Civil 
1. Title 


ame 
Library of Congre-~ 
— — Copy 2 
Copyright A S#OTT 
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Ridland, George Carman, 1913- 

Mineralogy of the Negus and Con mines, ———_ north- 
west territories ... by G. oe Ridland ... ;Lancaster, Pa., 
Lancaster press, inc., 1941. 


Ip l.p 4-70. tus 2". 

Thesis (ru. p.)—Princeton agen 4 1989, 

“Reprinted from i¢ geology, vol. xxxvi, no. 1, January~ 
February, 1941.” 


jorthwest terri 


Mineratogy— tories, 2 Gold mines and 
mining Northwest territories, Canada. 
ellowknife. 


Canada. 
1. Tithe: Negus and Con 


41-21967 


Library of Congress QES76.R5 


2 540.9712 


Ridleius, Robertus 
see 


Ridley, Robert. 


1 English poetry—20th cent 2 American postry—20th cest. 
1. Tithe. 


A 2006 
Harvard usiv. Library 
for Library of Congress 7 


Ridler, A/rs. Anne (Bradby) 


Poems, by Anne Ridler. London, Oxford university press, 
H. Milford. 1939. 


Sp,1k 1H. 


Library of Congress PROUSS.1G4P6 1980 


rl e291 


Ridler, Mrs. Anne (Bradby) ed. 


Shakespeare criticiam, 1919-35, selected with an introduc- 
tion by Anne Bradby. London, Oxford university press, H. 
Milford ,1936, 


xiv, 3988p. U4". (Malf-tiile: The world’s classics. 496) 


Shakespeare, Lt lame and interpretation. 2 Shake 
pa, William— Appreciat’ 


37—27117 

Library of Coneress PRIM6.R48 

42r40n2, 822 33 
Ridler, Harry S. 

Mechanical warm air heating manual with steam, hot 
water, and gravity warm air heating data. Written by H. 8. 
Ridler ... Geo. B. ,!, Zingsheim, collaborating ... ;Minne- 
apolis, 1932. 

Wp. wy. 

1 Heating—Handbovks, manuals 2 Heating — Estima’ L 
Ziogebeim, George GO. ut. Title ot. Title: Warm air a 
wal 

(32-14552 

Library of Congress THT225.R5 

Copyright AA 06173 ra wr 
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Ridley, Alice (Davenport) lady. 


ry Fytton, by Alice Ridley ... Londo: . 
man & Hall, lid., 1913. ” “—- 
4p 1,41 p. 197 6/- 
1 Title 
13-4425 


Library of Congress 
Copyright Aadint 141 


Bitieg, Alen Lat. 


i with one white feather; by Lady Ridley 
hustrations by Mrs. Adrian Hope. New York, 


RE eben & company; London, Smith, Elder & co., 


4p.1, 185, ip. front. illus 21. 


Washington, D. C. Public library 

Ridley, Annie E. 

P Beange Mery mag > — ber vests education, by 
nie idle ndon an 

Green, and co., 1995, oa 


viii p., 11, 399, il) p. imel. 1 illus, 2 pl. front, pl, ports. 19°. 


1. Buss, Frances Mary, 1827-1894 


2m 
Library of Congress LA2377 B8&RS 
Ridley, Arnold, 189¢- 
agg DE etenn, he id te Ot ha... Berlin, Bloch, 
Tp plan. 2”. 
. Tith 
‘Brief cataloging 
Library of Congress PRO085.1 55G53 
ca 


Ridley, Arnold. 


The ghost train, » drama in three acts, by Arnold Ridley 
«« London, 8. French, itd.; New York, S. French, inc., 1931. 


TL 1) p pl, dlagr. 219°. (On cover: Freoch’s acting edition. 
0, 780) 


1, Title. 
381—18000 
Library of Congress PROOSS.155G5 1981 
Copyright D pub. 9745 :38e1, 822.01 
Ridley, Arnold. 
Keepers of youth, a play in four acts, by Arnold Ridley. 


London, E. Benn limited, 1929. 


2) p. 189°. (Helf-titie: © British 4) ts 





v.74) 


1 Title. 


Library of Congress 




















Ridley, Arnold. 
. Recipe for wen ee! play in three acts, by Arnold Rid- 
Deane & 


ley « . London, H. F. sons, The Year book press, 

Itd.; Boston, Mass., The Baker international play bureau 

(°1936, 

72 p. 214". 
. Bishop) 


at (The Year book press series of plays, general editor, 


1 Title. 

Ga 86-225 Unrev'a 

Library of Congress PROOSS.1SSR4 1066 
Copyright D pub. 41376 12) 


Ridley, Arnold, 1896- 
Third time lucky, a comedy in three acta, by Arnold 
London, 4. Pisnch, ds How York, 8 Feauh in ieee 
T0p,. 11 plates. 214°. (On cover: French's acting edition, no. 1865) 


1 Title. 


Library of Congress PRO0SS.156TS 1982 
Copyright D pub. 18214 (2) 


Ridley, Arnold, 189¢6- 

The wrecker, * play three Ridley .. 
Bernard vale .. london, & Brea as Bee ack 
French, inc. ,1930, 


Sp plates, diagr. 219*. (On cover: French's acting edition, no. 685) 


1. Merivale, Bernard, 1882-1989, joint author. m. Title 


208529 
Library of Congress PROOSS.155W7 1980 
Copyright D pub. 6420 2 


Ridley, Bromfield Lewis. 

Battles and sketches of the Army of Tennessee, by Brom- 
field L. Ridley, Lieut.-Gen. A. P. Stewart's staff, c. 6. a. 
Mexico, Mo., Missouri printing & publishing co., 1906. 

xvi, (17)-€62, (10, p. front., illus, plates (1 col.) ports, maps 24". 

Cover-title: Journal of B. L. Ridiey .. 


1. U. S—Hist.—Ctvil war—Personal narratives—Confederate side. 
2vU - “peetionee war—Regimental Motories-Army of of Tennessee 


6—13078 
B806. R54 


(42b1, 


Ridley, Clarence Eugene, !891— 

The city-manager profession, by Clarence E. Ridley and 
Orin F. Nolting ... with a foreword by Louis Brownlow. Chi- 
cagu, Il., The University of Chicago press ,°1934, 

xt, 1483p. ius. (map) diagrs, 21°. (Half-title: Studies in munict- 
pal management, directed by the International city managers’ assocta- 


“Publications”: p. 75-77. “Selected bibliography on city manager. 
ship”: p. 182-135. 
aan - so government by city gy oN 2 Municipal govern- 
1. Notting, Orin Frederyc, joint author 





Tite. 
34—27165 
Library of Congress JIS344.CSRS 
—_— Copy 2. 
Copyright A 73450 Ale2, 352.008 


Ridley, Clarence Eugene, 1891- 

How cities can cut costs; practical suggestions for construc- 
tive economy in local government, by Clarence E. Ridley cand, 
Orin F. Nolting Chicago, International city managers’ 
association 1933, 


8p wir. 
Bibliographical foot-notes. 


1 aoe , ra. S& 2 Municipal finance—U. 8. 


1. Nott Frederyc, 1 joint author. 1. Title. 
SS. ZRNA 
Library of Congress HJ0146 RAT 
(40e1; 852.10078 
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Ridley, Clarence Eugene, 1891- 
How to reduce municipal expenditures; 0 = list of 
for econom 





Ridley 


Ridley, Clarence Eugene, 1891- ed. 
What the depression has done to cities; an appraisal by thir- 





specific 

government, nt, by Clarence E. Ridley and Orin Fr. Nolting .. 
January, 1933 . Chicago, The International city managers’ 
association 1933, 


Mp 2x10. 





1. Municipal finance. 1. Nolting, Orin Frederyce, 1908- joint 
author, m Tit 
E33s—1279 
U. 8. Off. of educ. Library 
for Library of Congress yad0c1, 
Kidley, Clarence Eugene, 1891- 

Mi ing i ities; a survey of suggested cri- 
teria and reporting forms for ini ion, by 
Clarence E. Ridley ... and Simon ... Chicago, 
The | ional cit: ag 1938. 








through February, ”"—Foreword. 
ews: Dp 68-74. 
u 
1. Municipal government—U. bd. 1 Simon, Herbert A, joint author. 
38—27524 
Library of Congress 38331.R5 
142g2, 852078 
Ridley, Clarence Eugene, 1891- 
Mt 4 toute tes 
measuring the results of fire, health, police and ic works 


254". 


88 p. 
Meation no. 4) 
Bibliography : p. 81,88. 


(Municipal etntatetnetion service, New wd Pub- 


1. Munictpal government—U. 1. Title. 
‘2123847 
Library of Congress 78345.1927.R5 
raSe2, 


Ridley, Clarence Eugene, 1891- 
The public works department in American cities, by Clar- 
; administration 


ence E. Ridley ... New York city, Municipal 
service, 1929. 
51 
». plates (eert fee.) dhegm. 98 =. (\Munictpal administration 


Bibtiograpia p. 50-51. 


1. U. 8.—Pubdiic works, 2. Municipal government—U. 6. 1 Tithe. 
296271 
Library of Congress TD2.A1RS 
n36g1, 
Ridley, Clarence Eugene, 1891- ed. 
. edited 


Recent trends in American ouatee 
by Clarence E. Ridley . ni 
agers’ association, 1930. 

Ip. lL, vv, 8p. ye 

Brief articles reprinted from “Public management”. 


Chicago, International city man- 


1. Municipal government—U. 8. 1 Title. 
36D), 31-11397 
Library of Congress J8323.K5 1950 352.073 
Ridley, Clarence Eugene, 1891- 
Specifications for the annual icipal report ; i 





for the content, p design, publicati and distribu. 
tion of the annual nfunicipal report, by Clarence E. Ridley .. 
and Herbert A. Simon ... Chicago, The International city 
managers’ association, 1939. 


vi, 50 p. ius, diagra 28. 





“Mimeographed.” 
“Selected list of references”: p. 50. 

1. Municipal government—U. 2. Reports— Preparation. 

A., Joint canen 7 Tithe ts. Tithe: Menicipal report, 

Specifications for the annual 
40-8188 
Library of Congress 78168. RS 
(42g2, 2 
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ten of the effects of the depression on municipal 
activities, edited by Clarence E. ae and, Orin F. Nolting 
«. Chicago, The I ag 
(°1985, 

¥. (ly, ST p. Milas. (ports) diagr. 254. 

“Appeared originally in ‘Public management’ in 1904 and carly 
1985.""—Foreword. 

matter: p. 56-07. 
1. ey hmm S. 2 Municipal finance—U. 8. 
Frederye, 





1. Nolting, Orin 193- = joint ed. m. Title. 
3512440 
_ann of + goed 38323 R53 
Copyright A (346, 352.078 


Ridley, Clarence Self, 1883— 
orth Garin. "By €ape © 8 ey 
(In Professional Corpe 


Spee ct tore wi Pi ey anes a ew 


1, Concrete construction. 
3. Cape Fear River, N.C. 


Title from U. S. Enginee 


318, 1, p. 19™. 
1. Socialiam. 2. Capitaliam. 8 Civilisation—Hist. 1 Title. 
‘37-1851 
Library of Congress HX246.R5 
a 385 


Ridley, rrancis A. 
The Jesuits; a study in counter-revolution, by F. A. Ridley. 
, Secker and Warburg ,1938, 


mi, 298, 1) D 2. 
“First published— 1988." 


1. Jesuits. 2 Counter-reformation. 8 Europe—Hist —1492-1648. 
4 Reformation. 


Library of Congress BX3706.B5 


s 2715 


Ridley, Francis A. 

Julian the a = the rise 
cultural history, by F. 
(1937, 

si, 200 p. 2. 


“First published, 1987 
“Authorities”: p ¥. 


ate yy A 
~ Landon, Watts & co. 


at Julianus, Apostate, emperor of Rome, 331-848. 2 Cbristianity— 
~ ‘38 800 
Library of Congress DGS1T.RS 


a ts08 








Ridley 


Ridley, Francis A. 
Mussolini over Africa, by F. A. Ridley. London, Wishart 
books, Itd., 1985. 


2 p 1, vil-vill, 144, 8, p imel. double map. 19°. 


a® Italy—For. rel.—Bthicpia. " swe 
Library of Congress DTss7 8.RS 
ful Onn 
Ridley, Francis A. ; 
Next year’s war! A study of rival imperialiams, by F. A. 
Ridley ... London, M. Secker & Warburg, Itd., 1936. 
214 p 18". 
many CGorenay ror mot Be & computition, international. 
37-250080 
Library of Congress De RAT 
s 105 
ee 


and ie the crisis of the twentieth century, 
wr F.A. A Ridley London, M. Secker, Warburg, Itd. ,1937, 


4p. 18)". 


1, Soctalism apd Catholic charch. 2. Catholic chunch—Relations (dip- 
lomatic) 3. Fascism. 1 Title. 


38-6441 
BX1790.R5 


3 262.13 


Library of Congress 


Modern weidhatendeap, ty 3. htamauns P. Bel 
trends in A . . Bail- 
ats A. 3. Biiuntom ond on - Edited Frederick 
Ridley and Arnold Sorsby. London, & oo. itd, 
1940. 


xxixz,@99p. ius, vit col. pl, diagrs. 25”. 


lactedes “References.” 
Pe 1. Sorsby, Arnold, jointed. 1 Adam 
41-1984 
Library of Congress REAORS 
a 617.7 
Ridley, Frederick Thomas 
see 
Ridley, Frederick 
(Ridley, Glocester, —— 
Jovi eleutherio: An offering to Liberty 
Printed for B. Dodaley, and sold by M. ped 1745. 
a> oe. 
Signet. w: A-O'; D*. 
Tmpecbect: the title vignette hes agparentiy been cut ost, and the 
to meee 
. Tide 
71-0021 
Litrery of Congress PR9eeg. R28J6 


LIBRARY OF CONGRESS 


Ridley, Glocester, 1702-1774. 
A review of Mr. Phillips's History of the life of Reginald 
™. By Glocester Ridley, u. v. 8. London, Printed for 
J. Whiston and B, White ,etc., 1766. 
¥, 2, 814 p fold. geneal. tab. 20". 


1. Phillips, Thomas, 1708-1774. Histury of the life of Reginald Pole. 
2. Pole, Reginald, cardinal, 1500-1568. 
21—15061 


Library of Congress DA317.8.P6P6 


Ridley, Glocester, 1702-1774. 


A sermon hed before the II ble Trustees for 
establishing “the colony of Geo; in America, and the 
Associates of the late Reverend Dr. Bray; at their anni- 
versary meeting, March 20, 1745-6. In tl e parish church 
of St. Margaret, Westminster. By Glocester Ridley, 
ut. 8. Pub. at the desire of the Trustees and Associates. 
London, Printed for J. Clarke, 1746. 

Ip L,2lp. 23% 17y™. atin tae: aati 

1 ia (Colony) by 3-4 establi: se, ee font of Ceoces 
negro 





Georg: 
in America. 11 
libraries and Saas 


79873 
Library of Congress bs boa 
— 2 Miscellaneous iets, v. 175, no. Ge 
Library of Congreso ‘ACOLMS. wok 178 


Ridley, Henry Nicholas, 1855- 
The dispersal of plants throughout the world, by Henry N. 





Ridley ... Ashford, Kent, 1. Reeve & co., Itd., 1939. 
5x, 7144p. ext pl (2col.; incl. front.) 25". 
Bibliography : p. 702-712. 
1. Botany—Geographical a of plants, 
1 Tithe. 
bat i Library (MB SAR ei 
for of Congress QK101.B5 
14241, 581.91 


Ridley, Henry Nicholas, 1855- 
The flora of the Malay Peninsula. By Henry N. Ridley 
ib. under the authority of the government of the 
Straite Settlements. London, L. Reeve & co., Itd., 1922- 


Polypstala—v. 2. Gamopetale. Apeiala—. 4 
Monocotyledones cause. ht Mosse: sietones Ceonciedal), Cyanecheraee, 


& ye Peninsula. (1. Malay Peninsula—Botany: 1. Title. 
Aart 23-64 Revised 
Agriculture 460.13R432 
(12Se2; 


Library, U. S. Dept. of 


Ridley, Henry Nicholas, 1855- 
Soe S. Mite ... London, Macmillan 
and ©o., ited, 1 


ix, 449 p. incl. from, illus. 22™. 


1. Spaces. 
Agr 12-1078 
UV. of 77R43 
Library’ of Comgreas ‘Siics'ns® 
(32e1, 
Ridley, Hilda M. 


Sepetece women be Ste Be, with introduc- 
tion by D. Calvert ... Toronto, The Ryerson press ,1941, 


vip. 11,99p. 199°. (Live and learn books) 


1. Woman—Social and moral questions. =. Title. ome 
Library of Congress HQ1238.B5 
2 8 





Ridley, James. { 
Auf Bespoveiia pfaden durch Afrika. aus dem engli- t 
schen des Ji ——— 

Berlin, Verlagshaus (1 f 10- 
pt 2s". 1 


10-15089 
Library of Congress 


4, 1910; 2c. 1, 1910; A—Foreign 1436; V: 
Oj e Jaly 1, oreign erlage- 


(Ridley, James, 1736-1765. { 


The history of James Lovegrove, esq. :a novel, ..._ London, 
J. Wilkie, 1761. 
2v. 1. 
1. Title. m. Title: Lovegrove, James, esq. 
T4164 
Library of Congress P73. R4375H 
e341, 


— James, 1736-1765. 

The, Schemer; or, Universal satirist. By the great phi- 
laopher, He Helter Van Scelter ,pseud., ... Illustrated with 
notes, critical and explanatory, by some of the first personages 
of Europe. London, Printed for J. Wilkie, 1763. 


Ip. L, M, 8-218 p, 31 179". 
printed in the London chronicle, tu 33 nos, May, 1760- 
Dee tea 


Ascribed in Catalogue nny gerne, oe, Se» @, to 
Glocester Ridley ; but see his letter in Gent. mag., v. 44, p. 
First line of title torn away. 
1. Title. 
24— 18580 
Library of Congrees PR3668 1384 
1871, 


Library of Congress 


Charles Morell ;pseud.; ... 
2yv. I2pl z=. 


Added t. 
‘An origiaal work modelled on the “Arabian nights”. 


1. Title. 
1S—9372 
Library of Congress PR3668.R3T3 
a2Sel; 
(Ridley, James, 


Tales of the genii. 
Tales of the East .. 
P. 415-589) 

Originally pabliahed ee the work of Siz Charies Morell. 


“s Weber, Henry ,W., —_ 
Edinburgh, 1812. 8°. v. 


i-mé 


Library of Congress, no. 





Ridley, James, 1736-1765. 

Seen Oe pan Sie GRN0E bee of See 
the son of Asmar. Tr. the Persian, by Sir Charles Morell 
ypeeud., ... Collated and ed. by Philo-Juvenis ,peeud., ... 
London, G. Bell and sons, 1895. 


xii, 420 p. front. iMtus, plates, 18)". (Hol/-+title: Bobo's illustrated 
brary) 


Reprinted from stereotype plates. 
bh TR Bae 4 a 1. Hambro, Charles Joachim, baron, 
188475 
Library of Congress PROOBRSTS 1806 
(38d1, 
Ridley, John, comp. 

Se Sey oe ie Ee, addi- 
on &, 5 ees 1, 1893. a index-digest to 
statutes in use aff rights, remedies and 
practice in rt hes 3 Jersey. arranged and 
annotated y John . Plainfield, N. J., New Jersey law 
journal ©o., 1898. 

mt, (1), (1B)-122 p. 244". 

1 ity pleading and procedure--New Jersey . New Jereay. 
Laws, statutes, ete. u. Title. 

30-20882 


A short treatise of magneticall bodies and motions. By 


7 p 1, 157, <l; p incl. ius, port, map, tables, diagrs. 184 x 184". 


Engraved t. 
Printer’s mark oa verso of p. 157. 


Magnetism—Early =") 
1 works to 1800. 1 Title ™ 
Library of Congress QCTS1 RE 
adibi: 
a 
a 
Mh Ridley Sy onteh Ye Gaende pen a 
Antone Gouble facsim. 224”. 
“List of the principal works referred to” : p. ,vill, 
1. Keats, John, 1706-1821. 1. Tithe. 
4—4T19 
Library of Congress PR46887.R5 
AZK2, 821.78 
Ridley, Maurice Roy, 1890- 
The lyric ,by, M. R. Ridley. 
ti and members English association. 
Oxford, 1 . 2. v. eo at eT) ais 
1. poetry 
_ A342 
Cleveland. Public library 
for Library of Congress (PRIS.E4 vol 19) 
e871, 
Ridley, Maurice Roy, 1890- 
On reading Shakespeare, by M. R. Ridley ... London, H. 
Milford ,1940, 
wii oe 267. (Annual Shakespeare lecture of the British academy, 
“From the Proceedings of the British academy. Volume xxv.” 
1. Shakespeare, William—Study and teaching 1 Title 
42-907 
Library of Congress PR2067.RS 
oa es 
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Ridley, Maurice Roy, 1890- 
Peay 5h oGey ante,  &. 8. Ey -. . Len 
and sons Itd., 1930. 


«mu 148, yp . 19. 


ae expansion of 0 costen of tite given fer the B. B.C. enter Go 
came titles 


1. Poetry. 2. Poetics. 1. Title. 


81—e2s 


Library of Congress PN1081 RS4 
(Met, 8.1 


Ridley, Maurice Roy, 1890- 

Poetry and the ordinary reader, by M. R. Ridley ... New 
York, E. P. Dutton and company, inc., 1939. 

vil, 151 p. 1097. 

“This book started as a sortes of talks given for the B. B. 0. under 
the same title."— 

yucca 


1, Poetry. 2. Poetics. 1 Title. 
8920786 
Library of Congress PN1081.R54 1989 
— —— Cag 8 
Copyright A 181654 (4118) 808.1 
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of the settlement, progress and present condition of the the town, 
By Rev. >, T. Ridlon. Skowhegan ;Me., Kilby & Woodbury, 


4p lL, (7)-188 p. 224". 


1. Harrison, Me—Geneal. 2 Harrison, Me.—Hist. 
1—1740 
Library of Congress 
—- —— Copy 2 


F20.E3R5 
(371, 


Ridlon, Gideon Tibbetts, 1841- 

History of the ancient Ryedales, and their descendants in 
Normandy, Great Britain, Ireland, and America, from 860 to 
1884. Comprising the genealogy and biography for about 
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.. Life and work of James G. Blaine ... By John Clark 


Ridpath, u1. p., General Selden Connor ... and other eminent 
friends of Mr. Blaine. A national gallery of pictures and por- 
traits. Philadelphia, Historical company, 1893. 
xxxtl, 83-506 p. front. (port) illus. 27°. 
Memorial edition. 


1. Blaine, James Gillespie, 1880-1808. 1. Connor, Seiden, 1889- 
7-452 

B664. B6RS 

41fl, 


Library of Congress 


Ridpath, John Clark, 1841-1900. 

... The man in history, an oration for the Columbian 
year, by John Clark Ridpath, delivered under the aus lees 
of the Indiana historical society, at Indianapolis .. 
ber 20, 1892. Indianapolis, The Bowen-Merril! company, 
1893. 


(269)-316 p. 244°". (Indiana historical society. Publications. vol. 11, 
no. 7) 
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Ridpath, John Clark, 1841-1900. 

The new ey History of the United States of 
America, by John Clark Ridpath ... Bd. de Inxe,; Cin-* 
cinnati, The Jones brothers publishing company (“1904- 
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ersonian democracy 
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war.—v. 13. civil war and | reconstruction.—v. 14. National expansion. 
¥. 15. The twentieth century. Index. 
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4—31006 
Library of Congress E178. R63 
Copyright 1922111 
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history company; Cincinnati, O., The Jones 
brothers publishing co, *1905-07, 
12. fronts, plat “sa maps (part fold.) plans (part 


strugaie with Aen s Lt, Seven years’ war; outbreak or nomen — 





¥. 6 lonary wa! 7 
dency.—v. 8. Downfall il of ¢ the Federalista—v- %. pag and 
tories—v. 10. The civil war and reconstruction. wth fational ox ex. 
pansion.—v. 12. The twentieth contery. 
1. U. 8.—Hist. 
Library of ape E178. R632 5—TT51 
a83b1, 
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~ Sip gow aunatite Miaey of Oe United States of Amer- 
~o John Clark Ridpath ... (Official ed., yy 4 
ore pete history company ; Cincinnati, O., The Jones 
ing co. ;“1911, 
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Vols, 10-11 have imprint: Ridpath history company, Washington, 
D.C. Paged continuously. 
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Ridpath, John Clark, 1641-1900. _—_... The new complete his- 
tory of the United States of America... “1911, (Card 2) 
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Copyright 
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Ridpath, John Clark, 1840-1900. 
Notable events of the nineteenth fe Great deeds of 


the world, in a series of 
short studies. Comp. tad cit by Joha Clark Ridpash New 
York, The Christian therald (1896, 


3200p 18". (Christian herald library, 
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Ridpath, John Clark, 1840-1900. 

. People’s history of the United States. By John Clark 
Ridpath, tu. v. The progress of civilization in North America, 
from the coming of the white races to the last decade of the 
nineteenth century... Ph hia, Historical publ 

pany ,“1885, 

1 pL, 19-856 p col. front., Illes. (incl. ports, maps) diagr. 26). 
At bead of title; 20th century edition. 
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Ridpath, John Clark, 1841-1900. 
A popular history of the United States of America, from 
the aboriginal times to thé present day. Embracing an ac- 
count of the abofigines; the Norsemen in the New world; the 
by the Spaniards, English, and French; the plant- 
ing of parr te here the growth of the colonies; the struggle for 
liberty in the revolution; the establishment of the Union; the 
development of the nation; and the civil war. By John Clark 
Ridpath Cincinnati, Philadelphia ,ete., Jones brothers & 
co., 1876. 


Sa SS 9 ne Se. Plates, porta. front., vm maps (4 dou- 





bie) v1 double tab. 
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Library of Congress E178. R55 a 
Copyright 1876: 414 (8941, 
— John Clark, 1840-1900. 
popular history of the United States of America, 
trom the aboriginal tien times to the present day ... By John 
Clark Rid Cincinnati, elphia ete. Jones 


path 
brothers & company, 1880. 
xxxviii, 41-695 p. front, illus., maps, col. charts. 24™. 
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Library of Congress E178.RSS1 
Copyright ene 
Ridpath, John Clark, 1840-1900. 


A popular history of the United States of America, from the 
aboriginal times to the present day ... By John Clark Rid- 
path ... New York, Phillips & Hunt, 1882. 


xxxvill, 41-708 p. front. tlus. (incl. ports.) maps (part double) 
double charts. 24° 


First published 18767 
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Ridpath, John Clark, 1840-1900. 

A popular history aa Sn ae America, from 
| way? y—ty © By John Clark 
Ridpath ... Illustrated with ma portraits, 
diagrams. “New York, Phillips & t Hont, 1883. 


XExvill, 41-700 p. incl. ilus., pl, ports. maps (part fold.) fold. tables, 
col, chart. 24". 
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Copyright 1883: 16808 (bl, 
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on lar history of the United States of saosin, 
from the sboriginal § times to the ot da: —& 4 John 
Clark Ridpath ... New York, Phillips & unt, 1 


xl, 41-744 p. front., illus. (incl. ports.) plates, maps (part double) dauble 
tables. 26°". 


At head of title: Revised and enlarged. 


1. U. S.—Hist. 
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Library of Congress E178.RSS4 
Copyright 1887: 17828 ta20h2, 
Ridpath, John Clark, 1840-1900. 


- A pepe Mitny of Go Cited Stn et Aonte, Sap 
the aboriginal times to the present de tLe te mg 
down to the year 1889. By John iCiark Ridpah 


trated with maps, charts, portraits, Lt New Yor, 
Hunt & Eaton, 1889. 


xi, 41-781 p. front. illus. (incl. ports.) plates, maps (part double) 
tables. 26°. 


“Revised and enlarged.” 
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Ridpath, John Clark, 1841-1900. 


- Syeepestiys the sham and the reality .. + 
Clark Ridpath ... Boston, The Arena company, 1 A 
2hp. 2. 
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Ridpath, John Clark, 1840-1900, ed. 
os library of universal literature ... a biograph- 


ical ibliographical summary of the world’s most eminent 
authors, including the choicest extracts and from 
their writings, comprising the best features of many celebrated 
compilations, notably the Guernsey collection, the De Puy col- 
lection, the Ridpath collection, all carefully rev. and 
by a corps of the most capable scholars. Editor-in-chief, John 
Clark Ridpath ... New York, The Globe publishing company, 
1898. 

Br. - 

Hy at ro) sat ports., fold. tables. 204". 
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Ridpath, John Clark, 1840-1900, ed. 

The Ridpath library of universal literature; a biographical 
and bibliographical summary of the world’s most eminent au- 
thors, including the choicest selections and masterpieces from 
their writings ... editor in chief, John Clark Ridpath ... with 
revisions and additions by William Montgomery Clemens .. 
rClassic édition de luxe, New York, The Fifth avenue library 
society, 1906. 

25. fronts. (part col.) plates, ports., col. facsims. 234". 

Vol. 25, index. 

Added t.-p. with red and ornamental border. 
on Literature—Collections. 1. Clemens, William Montgomery, 1860- 
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Ridpath, John Clark, 1841-1900. 
bimetallism. ia it in ee 
of double coinage on a basis of eed as proposed in 


pamphlet Ores cha Check’ Siena appears n 
rena company, 1897. 
Gp. mm. 


1. Bimetallism. 2 Currency question—U. S. _. Lepper, George H. 
Library of Congress HGS2.RS — 
Ridpath, John Clark, 1840-1900. 


and the culminating 
South African Republic in the Transvaal war, by John Clark 
Ridpath ... and Edward S. Ellis. New York, New 
England co. ,“1899, 

1 p 1, 641 p incl. plates, ports front, double map. 25)”. 

1 Traneveal—Hist. 2 South African war, 1880-1902. 1. Eilts, Ba 
ward Sylvester, 1840-1916, joint author. 
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Ridpath, John Clark, 1840-1900. 

. United States ; a history: the most complete and most 
po pular history of the United States of America from 
the aboriginal times to the present day .... By John Clark 
Ridpath ... Rev. and enl. The com lete census of 1890 
and other valuable statistics ... New-York city, The 
United States history co. 1891, 
ah OR» fan- illus. (incl. ports.) plates (part col.) maps (part 

At head of title: Columbian edition 
P Earlier editions issued under title: “A popular history of the United 
tates 
1U. S—Hist 
2319 
Library of Congress 
Copyright 1891: 44529 
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Ridpath, John Clark, 1841-1900. 
. United States; a history: the most complete and most 
popular history of the United States of America from the 
aboriginal times to the present day ... by John Clark Ridpath 
.. rev. and enl.; the complete census of 1890 and other valuable 
statistics ... Boston and New York, The United States history 
co, :1893, 
xi, 41-805 p. front., ius, plates, ports. maps, tables. 244 x 194”. 
At head of title: Columbian edition. 
1. U.S —Hist 
3— 20085, 
Library of Congress E178. K5573 
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Ridpath, John Clark, 1840-1900. 

United States; a hiscory: the most complete and most 
popular history of the United States of America from the 
aboriginal times to the present day ... By John Clark Rid- 


path... Rev.andenl. The complete census of 1890 and other 
valuable statistics ... Boston, The United States history co. 
(1894, 


fv, (2), valli, xxxiz-xl, 41-857 p. front., tlus. (incl. ports. maps) 
plates. 224”. 


At head of title: Columbian edition 
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Copyright 1804: 54486 (r83b2) 
Ridpath, John Clark, 1840-1900. 


Ridpath’s universal history; an account of the origin, prim- 
itive condition, and race development of the greater divisions 
of mankind, and also of the principal events in the evolution 

progress of nations from the beginnings of the civilized 
life to the close of the nineteenth eentury ... By John Clark 
Ridpath ... 
Cincinnati, The Jones brothers publishing company; New 
York, Merrill & Baker, 18 


¥. front, illus. (incl. ports.) maps (part double) 274°. 
. History, Unt L. 
1. History, versa . ‘ 
Library of Congress D20 RS 
—- —-— Copy 2. 
Copyright 182b1, 


Ridpath, John Clark, 1540-1900. 

With the world’s people: an account of the ethnic origin, 
primitive estate, early migrations, social evolution, and pres- 
ent conditions and promise of the principal families of men: 
together with a preliminary inquiry on the time, place and 
manner of the beginning ... by John Clark Ridpath ... pro- 
fusely illustrated with colored plates, race maps and charts, 
type pictures, sketches, and diagrams. Cincinnati, O., The 
Jones brothers publishing co., 1911. 

Sv. Mus, col. plates (part double) maps, chart. 27°. 
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Ridpath, John Clark, 1840-1900. 
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Earlier editions published under title: “Ridpath’s history of the 
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“Partial list of authorities”: ¥. 1, p. aivii-i. 
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With the world’s people 


¥. 2. Persia ea woe India —v. 8. Greece. Rome. 
Router Tea Venice. France. Spain. Germany—v. 5. Land of 

—-, Russia. The Holy Land —v. 6. Northern Africa. 
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Ridpath-Klien, Marion. 

prachfihrer; tasch buch fiir reise und 
haus, von Marion Rid “Klien, mu. a. 2, neubearb. aufl. 
Leipzig, Bibliogra institut ,1985, 


4D. L, Gp-456 (4. ©. 464) p. 129. (On cover: Meyers sprachfibrer) 


extra pages inserted. 
‘urze sprachiehre”; p. 417-456. 


1. German language—Dictionaries—English. 2. English 
language—' ——— 


Dictionaries—German. 8 
Engliah ‘Text-books for 
Library of Congress PFSHO.RGS 1985 v— 
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Ridruejo, Dionisio. 
+» Poesia en a nas. ,Barcelona, Ediciones Jerarquia, 1940. 
Sp mim. 
1, Spain—Hist—Civtl war, 1996-1980—Poetry, _ 1, Title. 
4 
Library of Congress PQ088S. 185P6 1940 oeeaes 
2, 16 


Ridruejo, Dionisio. 
. Primer libro de amor, 1935-1939. Barcelona, Yunque 
(1939, 


Sp.1, ®-129p,.21 my. 
“Enmiendas a) terto de esta ediciéo” : leaf laid to. 
Poems. 
1. Tithe. 
«2 1080 
Library of Congress PQO683.135P7 1080 
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Ridruejo, Vicente Isaac Corvo 
see 


Corvo Ridruejo, Vicente Isaac. 


Ridsdale, Charles Henry. 

Chemical percentage tables and pe calculation. B; 
C. H. Ridsdale .. "Teste, Crosby Lockwood and co. ; Pd 
ete.) 1882, 
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Ridsdale, Knowles. 


The gate of fulfillment, by Knowles Ridsdale. Ne~ 
York and London, G. P. Putnam’s sons, 1920. 

Ipl Sp 199". $1.50 

t Title. 

Library of Congress P73.R49Ga 

~—- —— Copy 2. 
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Riebe 


Ridsdale, P. T., & 00., comp. 


A political guide book, 1897, brimful of information not 
to be found elsewhere. A complete encyclopedia of 
Louisville and Jefferson Co. politics. With a map of 


Louisville, showing city limits and wards. Comp. by 
P. T. Ridsdale & co. Louisville, Ky. 1897, 
% p. illus, ports, fold. map. 19° 
Advertisements included in paging. 
1. Louisville, Ky —Pol. & govt 1. Title 
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Rie, Louis de. 
.. Le rameau d’olivier ... Ostende, A. Bouchery, 1905. 
Mp. 1k 2. 
1. Title. 
990191 Additions 
Library of Congress PQ2635.14R3 1905 


(Rie, Frau Therese (Herz), 1879- 


ili Lehmann Berlin, “Harmonie,” 
schaft fiir literatur und kunst ,1907, 


40 p. front. (port.) 234%. (On cover: Moderne musiker) 
Author's psend., L. Andro, at bead of title. 


verlagsgesell- 


1. Lebmann, Lilt, 1848- 1. Title. 
92116 Revised 
Library of Congress MLA20.L3R4 
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Rie-andro, Frau Therese (Herz) 
see 


Rie, Frau Therese (Herz) 1879- 


Riebe, Ernest. 

Twenty-four cartoons of Mr. Block, by Ernest Riebe. 
Minneapolis, Minn., Block supply co. ;1912% 

27) p. Mus. 244° 


“Most of the cartoons ... were originally lished in the Industrial 
worker of Spokane, Wash*— Introd. = 


p. Labor and tabering dessee-—¥). 8. 2. Caricatures and cartoons—U. S. 
3. Industrial workers of the world. 
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The classroom; management, administration, 
iby, H. A. Riebe ... M. J. Nelson . nee h eee 
New York, ‘The Cordon company ('1988, 
gl ® & oe thee us., plates, diagra, forma (1 fold.) 


Bibliography at end of each chapter except the last. 


1. School management organization 2 8 Schoo! dis 
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A., joint m. Tithe 
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Riebeeck, Johan van, 1618-1677 
see 


Riebcek, Jar Anthony van, 1616-1677. 


Riebeeck society 
see 


Van Riebeeck society, Cape Towne 


Riebeek, Jan Anthony van, 1618-1677. 

Dagverhaa!l van Jan van Riebeek, eerste gouverneur aan de 
Kaap de Goede Hoop. 1651. (Uitgegeven door het Histo- 
risch gezelschap te Utrecht.) Utrecht, Kemink en zoon, 1848. 

2pLe%p Bim. 
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vtech quacotschap, Utrecht. 
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Riebeek, Jan Anthony van, 1618-1677. 
my van Jan van Riebeek 
zoon, 1884-93 
oth ¥. front. (mounted port.) 224%. (Helf-title; Werken van het His- 
tortach genootscha ae ied ws terest Nieuwe n°. 30, 5858) 
Vols. 2-3 have imprint: 's Gravenhage, M. Nijhoff. 
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Utrecht, Kemink & 
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Library of Congress 


Riebel, Elmer Detweiler, 1887- 

.. A study of religious education in the Evangelical de- 
nomination ... by Elmer Detweiler Riebel ... Chicago, Ill, 
1933. 

lpi, 4p 2. 

Lo of thesis (rm. o.)— University of Chicago, 1981. 

“Private edition, dlatributed .by the University of Chicago lbraries.” 


1. Religious education—U. 8. 2. Evangelical church— Education 


33-21514 
Library of Congress BX7511.R5 1981 
Univ. of Chicago Libr. 
—~ | (2, 268.879 
Riebel, Franz. 


Walkdwertrechnung und schdtzung von liegenschaften ; 
dargestcllt fir fachminner und pom heed oy Von Franz 


Riebel .... Wien und Leipzig, C. Fromme, 1905. 
svi. 465 jp. ine! tables. nr (i. ¢. 4) fold. diagr. 24" 
Henitrte literatur”: p. avin 


1. Forests and forestry. 2. Valuation. l, 2. Forestry—Valuation and 
ation; 


Agr 9-136 


Library, U.S. Dept. of PSR 


Ngriculture 
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LIBRARY OF CONGRESS 


Riebel, Franz. 


Waldwertrechnung und schitzung von liegenschaften, 
dargestellt far fachmanner und studierende. Von Franz 
Riebel ... 2., verb. und erweiterte aufl. Wien und Leip- 
zig, C. F romme, 1912. 

1 p. L, sivi-mvi, 527 p. ut (i. @. 2) fold. diagr. 24™ 

“Beniitzte literatur”: p. oxv)-xvi 


1. Forestry. Valuation and taxation. 


Agr 13-2199 
Library, U.S. Dept. of Agriculture R42 
Riebel, Heinz, 1906- 

Beitriige zur geschichte der siichsischen eisenindustrie ... 
von Heinz Riebel Leipzig Leipziger druckwerkstitte, 
1933 

oop aye 


Inaug diss. —Letpaig. 
Lebenslauf 


Literatur-serteichnia”: p. 87-80 
1. Tron industry and trade—Sazony. 
A (34-2810 
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Riebenack, Max, 1844-1910. 

Railway provident institutions in English-speaking coun- 
tries; being a i} of re b 1 to the Perma- 
nent international commission of the International railway 
congress at Brussels, Belgium, Europe, under date of July ist 
and October 22d. 1904, respectively, conformably with ap- 
pointment in —_ 1902 (while holding the office of assistant 

the P yl railroad compeny) as “re- 
porter for plow he wl using the English language”, in connection 
with the seventh session of the International railway congress, 
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Riebenack, Max, 1544-1910. Railway provident institu- 
tions in English-speaking countries ... (Card 2) 
to be held in Washington, D. C., U. S. A., in May 3-13, 1905. 
,By, M. Riebenack ;Philadelphia?, 1905. 
4p. 1, 357 p. 21. 31, 30; p. 2a 


1. Rallroads—Salartes, pensions, etc 1. Iaternational railway coa- 
. 1905, 


gress. 7th, Washington, D.C 
o 2408 
Library of Congress HD7116. RIRS 
—— — —- Copy 2 
Copyright A 110429 m2Rel, 


Riebenack, Max, 1844-1910. 


Railway statistics as applicable to earnings of passen- 
ger trains with a view oft etermining approximate reve- 
nue and deciding as to number and time of trains to be 
run for the accommodation of the public. A paper by 
M. Riebenack ... read at the fifth biennial session of the 
International statistical institute, held in Chicago, IIL, 

1 


September, 1893. n. p., 1 
6p. 2 
1. Railroads—U. S —Accounts, bookkeeping, etc. 2. Railroads—Passen- 
wer trafhe 1. Title 
A184 
Title from Bureau of Railway Economics. Printed By L. C. 


Riebensahm, Paal, 1880— 

Der zug nach U. 8. A.; gedanken nach einer Amerika-reise 
1924, von dr.-ing. P. Riebensahra . Mit 7 bildern. Berlin, 
J. Springer, 1925. 

21,1). front, plates 2". 

“Heary Fords werte waren sligemein das tiel der fabrt.” -p 4. 


Indoa 1 Tite. 
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Rieber, Aasta Smith, pseud. 
see 


Stangeland, Alette, 1859-1917. 


Library of Congress 


Rieber, C T J Louis. 
Hlet Koninklijk paleis te Amsterdam, door C. T. J. 
Louis Rieber. Haarlem, Emrik & Ringer; etc., etc., 1900, 


Sp. 1, 6p. illus, xut pl (incl. plan) 2 port. 679° 


Engr. t-p 
Issued in parts. 


1. Amsterdam. K. Paleis 
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Library of Congress NA7751. AGR5 


Rieber, C T J Louis. 

De Maatschappij tot bevordering der bouwkunst van 
1842 tot 1892, door C. T. J. Louis Rieber ... ;Amsterdam, 
Gedr. bij de erven H. van Munster & zoon, 1892. 

3p. L, 100 p. illus. pl, group of ports., a. (Added t.-p.: 
Maatechapps tot bevordering CH boustnunet ye tijdschrift, di 
xu; dl der Bouwkundige bijdragen) 


1. Maatschappij tot bevordering der bouwkunst, Amsterdam 
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Library of Congress NAI7.M3R5 
Rieber, Charles Henry, 1966- 


Footnotes to formal logic. by Charles H. Rieber. 
ley, University of California press, 1918, 


Berke- 


cover-title. 177 p. 25" 


1 (University of California publica- 
tions in gatoashe v3) 


Ribliographical footnotes 
1. Logic. 1. Title sina 
Title from Univ of Calif 
1. wary of Congress (ROTLES } 
a | 
Rieber, Charles Henry, 1866- 
to formal logic, by Charles H. Rieber. ,Berke- 


. Footnotes to 
iy ong of California press, 1918, 


TT p. 23y*. (Half-title: Semicentennial publications of the 
University of California, 1868-1918) 


1+ pemend as University of California publications in philoso 
. % 
POT sbilogtaphical foot-notes. 


1, Logie 1. Title. 


A 20-1280 
Title from Univ. of Calif. 
Library of Congress BCT1.RS2 
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Rieber, Charles Henry, 1866- 


. Pragmatism and the @ priori. (By, Charles Henry 
eber. 


(Ia Chety California publications. Philosophy. Berkeley, 
1904- 27. ¥. 1, no. 4 (1904) p. 72-91) 
1 Pragmati«m. a12-188 


Title from Univ. of Calif. 
Library of Congress (B2L.025 vol 1, 20.4) 








Rieber, Frank. 

A new micromagnetometer, by Frank Rieber ... New 
York, American institute of mining and metallurgical engi- 
neers, inc., 


lp.L,15p. ites, Le = 23". (American institute of mining and 
metallurgical engineet Technical publication no. 119. Class L, Geo- 
ph; |} prospecting, = 1) 








1. Magnetometer 2. Prospecting. 1. Title: Micromagnetometer. 
PO2-167 
Library, S 8. Patent Office TNi.A4 
Library of Congress TN1.A525 no. 119 
2) 

Rieber, Kari Friedrich, 1908- 

Die g der istlieh lok im 
= anaes .. von Karl Peleus Rieber ... Lorriich, 

ix, 6p. 22". 

Inaug.-diss.—Freiburg |. Br. 

“Literatur-verseichnis” : p. v-tx 

1. Cantata. 

(38-24540 
Library of Congress \38d1, MLS260.R5555 788.4 


Riebes, Ernst, 1893- 
Geschlechtsleben und erziehung, von dr. Ernst Riebes. 3. 
aufl. Kénigsberg Pr., Grife und Unzer, 1933. 


23". (Added ¢ 9 re der Kiniglichen deutschen ge- 
sellectatt zu K6nigsberg Pr., bft. 8 


1. Sex instruction. 1 Title. 


88-14245 


Library of Congress HQSMRS 1933 


Riebes, Ernst, 1383- 
Geschlechtsleben und kultur, von dr. Ernst Riebes. 2. und 
3. aufl. Kénigsberg Pr., Griife und Unzer, 1929. 





23 p. 234". (Added t.-p.: Schriften der K5niglichen deutschen ge 
sellschaft cu KOnigsberg Pr. bft. 3) 

Mong | gebalten in der deutschen cu KO 
nigeberg Pr. am 2. mal 1929." 

1, Sexual ethics. L Title. 

38-14244 
Library of Congress HQ3L. RSS 1929 
2 176 


Otto. 
_ Die freiwilligkeit | beim riicktritt vom versuch nach reichs- 
hem recht und nach dem entwurf, von 
ej jur. Otto Riebes. Leipzig, R. Noske, 1931. 
ix, 3 p 2". (Added to +, pen tur deutscheter- 
retchischen rechtsangleichung 


Issued also as oe dissertation, Jena. 
“Literatur”: p. vit 





1. Criminal attempt. 2. Criminal law—Germany. 3. Criminal law— 
Austria. L Tithe, 


36-2759 
Library of Congress a 
Riebesell, pet 1883— 
B i istik. Von Paul Riebesell 





(Mit 19 sbbildungen. ) 


(In Abderhalden, Emil, ed. 
methoden ... Berlin, 1920- 
diam der f 


junktionen der einzelnen 
tz. Maifte (1928) p- 759;-890 incl, fius., tables, diagrs.) 





1. Bhometry 1. Title: Variationssteti-tik 


AC 36-3648 
Tit) from Ohio State Univ. 
Librery of Cor <ress (QH324.A3 1020 abt.5,t.2) 


a (374.072) 


CATALOG OF PRINTED CARDS 


Riebesell, Paul, 1883- 
. Einfiihrurg in die 
P. Riebesell . 





ich ik, von dr. 
. Berlin, E. . Mittler & sohn, 1936. 


90 p. diagrs. 234". \y--y ee des Deutschen vereins flr 
versicherungs-wissenschaft, hft. 56 


“Literaturverzetchnis” : p. (85;-87. 


1. Insurance-- Mathematics. 
A 42-1827 
New York. Public library 
for Library of Congress (HG8016.D5 hft. 56) 


2 ( 968.06243 ) 


Riebesell, Paul, 1883- 
. Mathematische statistik und biometrik, von dr. P. Riebe 


sell ... mit 15 abbildungen im text. Frankfurt a. M. und Ber- 
lin, O. Salle, 1982. 


50 p. Incl. illus. tables, diagrs, 
merit » baturwiss nschaftlich-techmische bi 


“Alphahetivches literaturverzeichnis” : p. 66-67. 


eS (Added t-p.: Mathe- 
. ba. 28) 


7 Variation (Biology) 2. Heredity. 3. Statistics. 4. Mendel's law. 
1 Title. 


A 38-2047 


Title from Yale Univ Printed by L. C. 


2) 


Riebesell, Paul, 1883- 


.. Die mathematischen grundlagen der variations- und 
vererbungslehre, von dr. P. Riebesell ... mit dem bildnis 
von Gregor Mendel als titelbild und 15 abbildungen im 
text. a und Berlin, B. G. Teubner, 1916. 


2». S, «ly p. front. (port.) illus, diagrs. 18)°°. (Mathematische 
binticthel iow von W. Lietemann und A. Witting. 24) ik. 0.60 
“Alphabetisches literaturverzeichnis” : p. 44-45. 
1. Variation (Biology) 2. Heredity. 3. Mendel’s law 1. Tithe 
22-17377 
Library of —ongress QH401.RS 
Copyright A--Foreign 19830 


2 


Riebesell, Paul, 1883- 


Uber den kurzschluss der spulen und die vorgiinge bei 
der kommutation des stromes eines gleichstromankers. 
(Ein beitrag zur theorie der dynamomaschine) ... Kiel, 
Druck von Schmidt & Klaunig, 1905. 


aap =e a. 


1. Dynamos. 2 Armatures. 3. Commutation (Electricity) 


Library of Congress TKaesi.Re 
Riebesthal, Charles Guillaume. 
Nouvelle méthode pour noter la musique et pour |’im- 


io avec des caractéres mobiles; par Ch. G.~ Riebes- 
thal ... Strasbourg, Levrault, 1810. 


16 p. 25bx 22". 


1. Musical notation. 
931766 


Library of Congress MLAIZ.RS3 


Riebdeth, Mrs. Anne Gerjrude 
(Benton) 


Benton, Anne Gertrude, 1885- 


53 


Rieche 


Riebicke, Otto, 1889- 

.. Was brauchte der weltkrieg! Tatsachen und zahlen aus 
dem deutschen ringen 1914/18, Zweite und erweiterte auflage. 
Berlin, Kyfhiuser-verlag ,°1937, 


143 p. 104". 


1. European war, 1914-1918. 2. European war, 1914-1018—Germany. 
& Title. 


AC 87-2736 


Columbia univ. Library 
for Library of Congress 2, 


Riebold, Fritz. 

Ein Heilig Land; bilder und skizzen von der ee 
der Christl. pfadfinderschaft Deutschlands im Oster, 193 
nach den berichten der fahrtgenossen zusammengestellt pm | 
Fritz Riebold. Plauen i. V.. Verlag Giinther Wolff, 1931. 


104 p. incl. ittus., 4 col. pl. 24", 


1 bap —i ‘am Deutsebla nds 


n.. 2. Polestine—Descrip- 
u 


A 81-1668 


‘Title from N. ¥. Pub. Libr. Printed by L. C. 


Riebold, Fritz. 

“Muss eine sein gar hilbsch und fein!” Ein lustiges mir- 
chenspiel in zwei bildern von Fritz Riebold. Dresden, Pfad- 
verlag ,1934?, 

@p. 1747. 

Imprint covered by label: MUnchen, C. Kaiser. 


Biebow, Gtinther. 
Der kauf auf umtausch, = dr. jur. 5 oe a Riebow. 


Mit einem geleitwort von prof. Reichel, Hamburg. Ber- 
lin, BE. Ebering, 1924. 
viii, 83 p. 24°. (Rechtswissenschaftliche studien ... hft. 21) 
“Literatur” : p. :82)-83. 
1. Sales, Conditional. 1 Title. 
26-1918 


Library of Congress 


Rieche, Alfred, 1902- 

Alkylperoxyde und ozonide; studien tiber 
sauerstoff, von dr. Alfred Rieche . 
Dresden und Leipzig, T. Steinkopf, 1931. 

vill, 172 p. diagra. 23). 

Bibliographical foot-notes. 


Mit 14 shulldungen 


1 Peroxides. 2. Ozone. 1. Title. 

AM—1187 
Princeton univ. Library 
for Library of Congress Albl, 


Rieche, eager 1902- 

der peroxyde fiir die 
ine wissenschaft und ns von dr. Pralfred Rieche 
Stuttgart, F. Enke, 1936. 








Rp =. und chemisch vor- 
triige ... a. f, ht. 34) 

“Literaturtibersicht™ : p. 70-72. 

1. Peroxides. 2. Oxidation. 3. Catuiyxis, 4. Chemistry, Organic. 
5. Chemistry, Technical. 

37— 14138 
Library of Congress QDLS2 af, htt. 
383, on) 








Rieche 


Rieche, Herbert, 1905- 

Der soziale gedamke in den landerziehungsheimen und schul- 
gemeinden Deutschlands ; ein beitrag zur charakterisierung der 
heimschulbewegung, ihres wesens und ihrer bedeutung, von 
dr. Herbert Rieche. Dresden, Verlag M. Dittert & co., 1935. 

Sp u-. 

Bibliographical foot-notes. 





1. Bourding-schools. B.3 Education— Germany 1 Title. om. Title: 
L Deutschlands. 
A 0 87-1655 
Teachers college library, Columbia univ. 
for Library of Congress 12 
Riechelmana, Georg Ludwig, 1828- 


Das turnwesen in Plauen von seiner begriindung bis auf die 
hichtlicher abriss von dr. L, Riechel- 








mann... Plauen, In bei A. Hoh 1866. 

ip 2. 

1. Gymnastics. 2. Physical education and training — Germany — 
Plaven. 1. Title. 


29-24023 


Library of Congress GV251.R5 


Riechelmann, Ludwig 
see 


Riechelmann, Georg Ludwig, 1826- 


Riechers, August, 1836-1893. 
Die geige und ihr bau, von August Riechers ... 
graphischen tafeln. Gottingen, F. Wunder, 1898. 
Mp. 4fold. pl 22)~. 
Vreface signed: +. Wasielewski. 


Mit 4 litho- 


1, Violin—Const rnetion. 1. Wasielewski, Wilhelm Josepp von, 1822- 
1898 ed 


11—8530 
Library of Congress MLS02. R44 
addi, 
Riechers, August, 1836-1893. 
The violin and the art of its construction. A treatise 


on the Stradivarius vivlin, by August Riechers .... With 
4 lithographed plates. ‘Cioettingen, F. Wunder, 1895. 
35 p. 4 fold. pl. (diagrs.) 224°" 


From the German (1st edition, Goettingen, 1893) 


1. Viehn - Construction 
18-17813 
MLS. R46 


Library of Congress 


Riechers, Augustus Frederick Johr, 1889- 

Full length roof framer; a serics of tables giving the 
full length of all rafters for any span, for 48 different 
pitches. Cuts and bevels for common, hip, valley, jack 
and purlin rafters; also cuts and bevels for gable and 
cornice mouldings, accompanying each of the 48 pitches 
with illustrations. By A. F. J. Riechers ... Palo Alto, 
Cal. ;Printed by the Baily Paio Alto times, ‘1917. 


Sp. illus x9. $125 
1 Roofs. Title 


17-3001 
TH293 RS 


Library of Congress 
Conyright A 475681 





LIBRARY OF CONGRESS 


Riechert, Paul, 1846- 


Ueber den magenkrebs ... Berlin, ouchdruckerei von 
G. Lange (0. Lange) (1872; 

2p 18. 

foee-fin Bestia. 


1, Stomach—Cancer 


Library of Congress RC26LRS 
Riechman-Crosby co., Memphis. 
General cata! 
Memphis, Tenn. ,°1938- 
¥. tus. (part col.) diagrs. 28°. 
On cover: Machinery, mill and electrical supplies. 


1. Engineering—Supplies—Catalogs. 


Library of Congress TA215.R5 
— —— Meet. 2 620 85 


— = 1915— 
des 
ay J. J. ‘Hay, 1940. 
82 p. 21 incl tables 21". 
| a an 
“Literaturversetchais” : p. (8)84, 


Sent 


rks in Schleswig-Hol- 
Kellinghusen (Mittelholst) 





1. Industries, Location of. 2. Schieswig-Holstein—Indus. 


42-23608 
C287 S35B5 


ro 


Library of Congress 


Rieck, Waldemar. 
Opera plots. an indes to the stories of operas, opercttas, ete., 
from the sixteenth to the twentieth century, by Waldemar 


Rieck New York. The New York public library. 1927. 
2phowrp. wy 
Keprinted Moreh, 1927 from the Kulletin of the New York public 
library of Jannary. February, Maren, Apetl, 1926." 


1) Opera—Stories, plots. ete. —Bibl, 2. Opers—Bibl 1. Tithe. 
279283 
Library of Congress MLIQ8. LAM 
aa, 
Rieck, Wilhelm, 15%3- 


... Die entwicklung der veterinirhistorische:. forschung, von 
dr. Wilhelm Rieck ... Leipzig-Mélkau, W. Richter, 1935. 


cover-title, 16 p. 23". (Abbandluogen aus der geschichte der 
veteriniirmedizin ft. 29) 


“Schrifttum” : p. (13),-16. 


1. Veterinary medicine—History 
A 38-1423 


‘Wa. H. Welch med. library SF678.R52 
for Library of Congress 2 


“Riecke, Carl Victor Eduard 
see 


Riecke, Eduard, 1645-1915. 


Riecke, Eduard, 1845-1915. 

Lehrbuch der physik, zu cigenem studium und zum 
gebrauche bei —o von Eduard Riecke ... 3. 
verb. und verm. aufl. Leipzig, Veit & comp., 1905. 

2. illus, diagrs. 24°. 


Comme t. b@ Mechani 


molekul. <a und akustik. Op- 
tik.—2. bd. irme. 


|. Magnetismus und eicearictee Wa 


1. Physics. 
(Full name: Carl Victor Eduard Riecke 
Library of Congress QC21.RS4 —— 
122c2) 


Riecke, Eduard, 1845-1915. 


Die magnetisirungszahl des eisens fiir schwache mag- 
netisirende kriafte ... Géttingen, Dieterische universi- 
tiits-buchdr. W. F. Kistner, 1871. 


Ip.l,24p. 26x21. 
Inaug.-diss.—Géttingen. 


1. Magnetic induction. 
(Full name: Carl Victor Eduard Riecke; 


$-25988 Rev ised 


Library of Congress QC761 RS4 


i22c2, 


Riecke, Eduard, 1845-1915. 


Wilhelm Weber (geb. 24. october 1804, . 23. 
1891) ... Géttingen, Dieterich, 1892. -_ = 


“4p. Mix2-. 


aan Lay in der Yegen sitzung der K Gesellschaft der wissen- 


1, Weber, Wilhelm Eduard, 1804-1891. 
tPull name: Carl Victor Eduara Riecke; 


24-17473 


Library of Congress QCI6.W4RS 


Riecke, Erhard, 1869- 

Die bedeutung der haut fiir die gesundheit des menschen, 
von Erhard Riecke . Berlin, Volksverband der biicher- 
freunde, Wegweiser-verlag g. m. b. h. ,1935, 

287, aap lus. a 

als vierter band der sech- 


“Dieses fen buchjabr 
prey AF -F A *Sabresreiie U4 fir die mitglieder des Volke- 
verbandes der bicherf ‘reunde hergestellt worden und wird nur ap diese 
al s 
1, Skin. 2 Skin—Diseases. 3. Hygiene. 1. Volksverband der 
DOcherfreunde, Berlin. u. Title 
(36-6768 
Library of Congress RL72.R5S 
Copyright A—Foreign 29138 
2, 6165 


Riecke, Erhard, 1869- 

Hygiene der haut, haare und nigel im gesunden - 
kranken it von cr. E Riccke 
verb. und erweiterte aufl,, mit 9 tafeln a 15 Mibbiides’ 
gen. Stuttgart, E. H. Moritz (1913, 





219 p. illus. 9 pl. (2 col. 7 mounted) 189°. (Holf-titl, ache: 
der gesundheitspfiege. bd. 12) . i ae ” 
1. Skin—Careé and hygiene. 2. Hair. 3. Nails (Anatomy) 
146-3161 


Library of Congress 
Copyright A—Foreign 9484 


RL&7.RS 


Riecke, Erhard, 1869- ed. 

Lehrbuch der haut- und itskrankheiten ... 
ra stati Si reat a 
aufl., mi fa wi ‘ar- 
bigen textabbildungen. Jena, G. Fischer, 1914. 


xii, 807, ch) p. illus. (part col.) xx col pl 26°. M. 1650 
Contains bibliographies 
1. Skin—Diseases. 2. Venereal diseases. 

16-3776 
Library of Congress RL7L.RSS 
Copyright A—Foreign 138 
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Riecke, Ernst Lothar. Riecke, Hans Joachim Ernst, 1890 od. 
--- Das lexikon, h agegeben von: Hans Wol- Der landliche tepiich tna dere die Grund- 
keradérfer ... Berlin, Verlag der Deutschen arbeitsfront ,1939, pelos eh hung vom 26. januar 1987, von staate- 
184 p. 241". ete « 6 Hede ant © Seton on Senne — 
« ” einem itwort reichs- preuss-ministers ernih- 
er cog wal bea i und reichsbauernfihrers R. Walther 
Darré. 2. verb. und sufi. Berlin, Reichsnihrstand 
verlags-ges. m. b. h. ,°1938, 
“6p. fold. map. 21". 
‘Sehrifttum” : p. (20-21. 
1 L Hans, 1898- 
a) 2s Seay ee 
Library of Congress TX783.R5 7 89-12362 
Copyright A—Foreigo 46814 Library of Congress HDGOS.RS 1088 
seca 7 2 (388.0048 
Riecke, Friedrich Joseph Pythagoras, 1794-1876. 
Die lehre von den kegelschnitten , dargestellt fiir das be- Ruecke, Karl Heins, ed. 
diirfniss des forstwirths ... Stuttgart, F. H. Kahler, 1842. “ pucmorigein Gate thw Sp suniane unl ey 


cover-title, iv, 5)-88, (1; p. diagrs. 23". 





Programm—K. anstalt, Hoben- 
beim. 
1. Conic sections. 
2921000 

Library of Congress QA485.R5 
Riecke, Gustav Adolf Cornaro, 1798-1883. 

Buch fiir miitter iiber die wichtigsten fr aus der 
friihesten kindererziehung, von dr. G. A. Riecke... Stutt- 
gart, C. Conradi, 1876. 

vp,11, 1838p. 16™. 

1. Children—Education 

E 11-1188 

Library, U. S. Bur. of Education LB1s07.R4 


2p. L, M186, ct) p. front, (port) fies 20”, 
1. Lather, Martin, 1488-1546. 
84-19080 

Library of Congress BRB RS 
Ospyright 1871: S136 ER 8 
Riecke, G,ustav, A iolf Cornaro, 1718-1x#:'. 

Erziehungslehre, von Dr. (i. A. Riecke ... Stuttgart, 
Franckh, 1851. 


liv, 1p. 2. 
Aus der “Newen encytdopadie file wetmmschaftcen und kunsic” hesonders: 
abgedruckt. 


L Education. 


(-30062¢ 
Library of Congress 


LNG7S. RSAZ 





ther Darré. verlags-gea. m. b. h. 
(1987, 
xi, 2200p. fold. map 21”. 
L 1. *Maateuffel, Hans Kart, frei- 
herr ton, imme joint ed. mi Germany. Laws, statutes, ete. uz 
41-8784 
of Congress HDOSO.RS 1987 
rea 333. US 


iv, @2p. 19°. (Stilkes rechtebibiiothek or, 168) 


1 Banking law—Germany. 2 Securities—Germany. 
Laws, statutes, ete. 1. Title, 


Library of Congress 2 


Riecke, Karl Victor von, 1830-1898. 


Die internationale finanz-statistik, ihre ziele 
und ihre — von Karl Victor v. Riecke ... 
Stuttgart, K. Aue, 1876. 


2p.1., 14, 7p. 29 x 2209™. 
6-16851 
Library of Congress 


— 
7 met Sg, Woltssttal Dron dar" Hackers 


ee 2. 
Inang.-diss—Breslaa 
Leb-nalauf. 


1. Hippuric acid. 


Library of Congress QP21LRs 


Riecken, Frank Frederick, 1906— 
Some considerations in the 


mee 
Sees sy las « 


weathering 
. Urbana; Tl. 
as =. 
Geen obs) ees Se 


L 2 Title: Weather- 
ing in soloets sols i. Tite: Soles sol 


41-27618 


Library of Congress ‘9908. R525 


Riecken, William Emil. 

A morphological study of some Phalarideas, with special 
reference to classification ,by, William E. Riecken ... (New 
York, 1929, 

cover-tite, p. 400-420. flus, pl. 20-21. 234=. 


} A ayy ~ university, 1928. 
from Bulletin of the Torrey botanical club 56 . 


, 1908." 
“Literature cited”: p. 419. 


1. Phalarideae. 


30-21465 


Library of Congress QK¢.G74R5 1928 


ee 


pee et 


Riecker, Otto, 1896— 


ponte Pony g op dr. Otto Riecker und lic. J. F. 
Laun. Leipzig, L. Klotz, 1939. 


Riecker, Otto, 1896- 


aufbau durch 
— 


Seolsorgerliche conanasetinet in der volkagemeinschaft —Riecker, 
Seelsorgeriiches schrifttum. 


tolect 





xiii, 875 p. 241". 
Iesned also as 


come Glan cdbesl 
Giitersloh, 


i 


. Bertelamann, 1935. 


dissertation, Heidelberg. 


¢ D. cxip-mitt. 


1. Bvangelistic work. 2. Revivals. 


Library of Congress 


ed. 


* 
8 


Ruf zur seelsorge, im ——y der “Arbeitagemeinschaft fir 


78, (2) p. 23". 


Contents.—Wer wir stats Riecker, Otto. 


(Card 2) 


Seelsorgerliche 


1. Theology, Pastoral. 2, Oxford group. 1 Laun, Justus Ferdinand, 
1800- Joint ed, 1, Title. 
41-2588 
Library of Congress BV#12 BS 
Copyright A—Foreign 45648 
ey 0 


Riecker, Otto, 199¢- 


Die wiedererweckung der 
Leipzig, L. Klotz ,1937, 


mp wa. 


kirche, von dr. theol. Otto Riecker. 


1 Missions. 2 Evangelistic work. Title. 
38-8110 
Library of Congress BV2000.R53 
Copyright A—Foreign ‘89080 
i 28 


Riecker, Wilhelm. 


taphidi 


‘halai 





verhafteter und bestraf- 


Di 
ter. a. ein beitrag zor > ie. Von dr. Wilhelm 


Riecker 


‘xp, 11, @p. 27 
“Literatur”: p. ivi-ix 


ibingen, G. Schniirlen, 1911. 


1. Reparation. 2. Criminal law—Germany. 


Library of Congress 


Rieckmann, H. 
Die exganisction und lage der lenéwirterhettiichen 


Lanéw. jahrb. bd 48, p. 607-058. 
“Literatur”: p. 657-658. 


1. Agriculture—Economnic aspects. 


3. Farm organization; 


Library, U. S. Dept. of 


Berlin, 1915. 


2. Agriculture—Germany. 3. Farms. 


Agr 2-205 


Agriculture, 18123 bd 48 
2 














a, Johann. 

kol des weizens. Ein | beitrag 
zur + der natislichen * d im 
sischen Von dr. Johann Rieckmann. Oldenburg 


i. O., G. Stalling, 1936. 


2 p.L, #4 p. incl. tables, Giagra front, mapa 24". (Wirtechafts- 
heftliche gesellachaft zum — Niedersachsens,e.v. Rethe a 
der Veriffentiichungen : Reitriige, h 
Insved also as inaugural meron Gottingen. 
“Literaturver vichnis” : 
1. Wheat—Germany. 2. Botany—Ecology. 1. Tithe. 
40-1891 
Library of Congress SB101.WSRS 1986 
12) 683.1100435 


Riecroft, Charles. 
The divine impress, by Charles Riecroft and Oscar Weland 
Brent. London, E. Stock, 1936. 


3p. 1, %-150 pilus, fold. maps. 224°. 


Comegm.. 2 Bible and science. 1. Brent, Oscar Weland, joint 


author. 0. Tit 
37-35233 
Library of Congress BL240.K553 1936 
Copyright A nd int. 22148 3 215 


Ried, Alberto, 1884- 


Hirundo. Santiago de Chile, Editorial Condor ,1930, 
4p il, Ml 222 p. 51 199". 
Short stories 
i. Title 
32-43089 
Library of Congress PQs RBS 
= 843.6, 


Ried, Aq. , 
Account of human remains from Patagonia in the Smith- 
sonian institution. By Dr. Aq. Ried. 


LIBRARY OF CONGRESS 


Ried, Harold Orville. 

Cooperative institutional in-service training for teachers; an 
experimental investigation with selected Nebraska secondary 
school teachers, by Harold O. Ried ... Lincoln, Neb., 1938. 

4p. 1, 158 (4. €. 161) numb. 1 incl. tables, .orms. 274". 

Thesis (ru. p.)—University of Nebraska, 1938. 

Extra numbered leaves 1044 und 112a, and 1 unnumbered leaf tn- 
serted 

Mimeographed 

Ribliography : leaves 146-158 


‘eachers, Training of. 2. Teachers, Training of —Nebraska. 


1 hoe m. Tithe: In-service training for teac! 7 - 
37216 
Library of Cong! LBITISR 1988 
Univ. of Nebraska art ibr. 
oom aon Gagy 8 140u2, 70.7 
Ried, Hugo 
see 
Reid, Hugo, 18117-1853. 
Ried, Karl. 
. Die durchfiihrung der reformation in der chemaligen 


frei rien reichsstadt, Weissenburg i. B. Auf grund archiva- 
lischer quellen dargestellt von Karl Ried. Miinchen und 
Freising, F. P. Datterer & cie., 1915. 


viii, 136 p. 254°". (Historische forschungen und quellen 1. hft.) 


“Verze‘chnis der wiederholt angefishrten archivalien und biicher” : 


D. ving 
viii 


22-5556 
Library of Congress BR3S9.W4R5 


2) 


Ried, Max. 


Organisation und verwaltung 6ffentlicher unterneh- 
mungen, mit beriicksichtigung Deutschlands, der Schweiz 
und i 





(In Smithsonian institation. Annual report. 1862. Wash 
1863. 234°. p. 426-429) 


1. Ethnology—Potagvuia. 2. Indians of South America—Patagonia. 
$ 15-138 
inst. Library 
for Library of Congress 1Q°1.866 1862) 
(a37b1, 


Ried, Frederick Walter, 1881- 

Designs in leather, with working patterns; a practical and 
industrial course in leather work, producing articles of com- 
mercial value. Adapted for use in the home and school. By 
Frederick W. Ried ... Springfield, Mass., Boston ,ete., Milton 
Bradley company ,“1913, 

Ap. rrxpl 304. 
Ta envelope. 


1. Leather work 


13—20790 
Library of Congress NKO200.R5 
adibt; 
Ried, H A. 
Zur anthropologie des abflusslosen rampfschollenland 





im nordéstlichen Deutsch-Ostafrika, auf grund der samm- 
lung der ee (dr. E. Obst) der Geo- 
graphischen gesellschaft in Hamburg, von dr. H. A. Ried 
.. Mitl4 stbildungen i im text und 14 lichtdrucktafeln .. 
Hamburg, L. Friederisehen & co., 1915. 

ix, ly, 295 p. incl. illus, tables. 14 pl 29. (Added 
lungen des Hamburgischen a, RXXI. 
oy kulturgeschichte und sprac! 

“Literatur-nachweis”: page > loans. p. ix 


i ——— German East 1. Geographische gesellschaft in 
Hambu: 


.-p.: Abhand- 
Reihe ». Vilker- 


21-2027 


Library of Congress GN659.G3RSS 





sondere Osterreichs, von ingenieur Max Ried. 
Berlin ete., Verlag fiir fachliteratur, ges. m. b. h. (1914 


vii, 286 p. 24°*. 


“Literaturnachweis” : p. (265)-286. 


Germany—Public works. 2. Saprotnt-Suite works 
Public ween. 4. Public works—Bib! 


3. Austria— 
20-23278 


Library of Congress TASS.PS 


Reference card 
Riedberg, Erika, pseud. 


see 
Greef, Frau Helene, 1862- 


11-16374 
Library of Congress 
Riede, Wilhelm. 

Beitriige zur sojafrage. Von W. Riede ... und B. Rewald ... 
Landw. vers. stat. bd. 117, p. 313-336. Berlin, 1933. 
1. Soy-bean 1. Rewald. Bruno, joint author 

Agt 34-200 
Library, U. 8. Dept. of 


Agriculture 105.8123 bd. 117 
7 


Library of Congress (87.1293 bd. 11 


56 














Riede, Wilhelm, 
Botanisches und chemisches zur sojafrage. Von privat- 
dozent dr. W. Riede ... u. dr. B. Rewald ... 
Landw. vers. stat. bd. 110, p. 291-304. Berlin, 1930. 
1. Soy-bean. 1. Rewald, Bruno, joint author. 
Agr 81-226 
Library, U. 8. of ture bd. 110 
Library’ of ongress (ria ba 110) 
7 2) 
Riede, Witheln. 
Einige d } b he im jabre 
1930, Von we dr. W. Tiede . und dr. Br, Rewald ... 
Landw. vers. stat. bd. 113, p. 83-92. Berlin, 1931. 
1. Soy-bea . Re B » thor. 
y 2 1 wald, Bruno, joint aut ast 
Library, U. 8. Dept. of Agriculture 105.8123 bd.113 
Library of Congress (87.L293 bd. 113) 
7 a 
Riede, Wilhelm. 
Kohlenstoff und pflanze. 
Landw. jahrb. bd. 62, p. 629-644. Berlin, 1925. 
1. Carbon dioxide jas a fertilizer; 
Agr 26-281 
Library, U. S. Dept. of Agriculture 18123 bd. 62 
2(c) 12) 
Riede, Wilhelm. 
Luftioni und pf leh 
Landw. jahrb. bd. 67, p. 149-153. Berlin, 1928. 
1. Oxidation. 
Agr 28-1582 


Library, U. 8. Dept. of Agriculture 18123 bd. 67 
2(e) a 


Riedel, Adolph Friedrich Johann, 1809-1772, ed. 

Codex diplomaticus brandenburgensis. Sammlung der 
urkunden, chroniken und sonstigen quellenschriften fir die 
geschichte der mark Brandenburg und ihrer regenten. Hrsg. 
von dr. Adolph Friedrich Riedel ... Berlin, F. H. Morin, 








1838-69. 

41 +. in 40. 262214". 

Cover-title ; Novas — reece brandenburgens: 

Vols, 10-25 of 6 of pt. 2, and pt. 3-4, published A G Reimer, 
have title: Riedel's Codex Gtumatiens brandenburgensis | Fortge- 


setzt auf veranstaltung des Vereines fiir geschichte der mark Branden- 


burg 

Yois, 1-9 of pt. 1 have added t.-p. 
gen, der adilichen familien, 
Brandenburg 


: Geschichte der geistlichen stiftun- 
Hs der stiidte und burgen der mark 





(Continued on next card) 
6—1618 
(28f1, 


Riedel, ver mag Friedrich Johann, 1809-1872, ed. Codex 
1838-69. (Card 2) 





I ‘gensis 


pt. 2 have added t-p.: Urkunden-sammiung cur ge- 
schichte der auewirtiges verbilltnisse der mark Brandenburg und ihrer 


Contents —1. haupttheil. Urkunden- wt fir die orts- und spe 
cletie landexgeschichte, 1-25. bd. 18%8-G3.—2. haupttheil. Urkunden- 
sammiung cur geachichte der suewiirtigen verbilltniase, 1-6. bd. 

58.—3. haupttheil. Sammlung fir « pact landes- upd Korfaraiebe 
haus-angelegenhelten, 1-3. bd haupttheil. 

= brandenbergiecher geschichte hretbone, 1, yond Fe 

Beri a0 — 

1867-68 —C hronologisc! 
67-69. 











tebeo binden, von my ar. ier - rr. 


— zu slimmtlichen binden, bd. 1-2. 
Brandenburg— list fern 1 conte fr geschichte der mark 
PL Berlin. 
5—1618 
Library of Congress DD491 BS2R5 
m2afl, 





Riedel, Adolph demrearw Johann, 1809-1872. 


M des ial- und statutarischen rechts der 





mark randenburg und des ~~ ———. von 
dr. Adolph Friedrich Riedel ... Berlin, A. W. Hayn, 
1837-39. 

3v.in4. 2. 

Vol. 1 in 2 parts (“abtheilungen”) each with separate t-p. Vol. 3 also 
planned to appear in 2 parts, but but only part 1 was published. 


1, Law—Brandenburg. 2. Law—Pomerania. 1. Brandenburg. Laws, 
statutes, etc. 1. Pomerania. Laws, statutes, etc in Title. 


26-10736 


Library of Congress 


Riedel, Anton, 1844- 


Ueber glycosurie der wéchnerinnen und schwangern ... 
Halle, Druck von W. Plétz ;1869, 

3, 2p. 21™. 

Inaug -diss —Halle 


Curriculum vitae 
“Literatur”: p. 30431) 


1, Glycosuria. 2. Puerperal state. 


8-10148t 
Library of Congress RG871.GSRS 
Riedel, Christian, 1877- 
Alliteration bei den drei “~~ griechischen tragikern 
. Von Christian Riedel... Erlangen, E. T. Jacob, 1900. 
2p, 124, (ip. 3 tab. (1 fold.) 22%. 
Balkgtiy. 122-124 
Corrieshom vitae. 
1. Alliteration. 2. Greek drama—Hist. & crit. 
G-204 
Library of Congress PA3SSO.R3 
ra2Sd1) 


Riedel, Curt, 1896- 
... Cher die tuberkulose der Giirtner’schen giinge des rindes 
Prenzlau (C. Vincent, 1923. 
2p. 1, 22, (1) p. 229. 
fowe: -diss.—Tieriirzt!, hochschule, Berlin. 


Leber 


“LU fecaturverast hnis”: p. 22. 


1, Girtner’s canal, 
enttle, 


2. Tuberculosis in animals. (2. Tuberculosis io 


Agr 27-19T 


Library, U. 8. Dept. of Aericultare 41R442 


Riedel, Emil. 


Practical guide of the city and valley of Mexico. With 
excursions to Toluca, Tula, Pachuca, P’ fuebla, C uernavaca, 


ete., and two maps by Emil Riedel ... City of Mexico, 
1, Epstein, 1892. 

2 pl, iv, 427 p. 2 fold. maps. 14 

1. Mexico (City) —Deser.—Guide-books. 2. Mexico—Deser. & trav.— 
Guide-books. 

248 
Library of Congress F1386.R55 
1a22d1, 


eS ni 


1. Police—Bavaria. % Administrative law—Bavaria. 3. Criminal 
1. *Sutner, Carl August von, 1866- ed. u. Bavaria. 
Polizetstra! fOr das kSnigreich 
40-18977 
Library of Congress rd] 


CATALOG OF PRINTED CARDS 


Reichskostenordnung und urkundensteuer; ein wegweiser 
fiir die praxis des notars und rechtsanwalts, von Erich Riedel 
... 8. aufl., nach dem stande vom 31. dezember, 1937. Leipzig, 
W. Moeser, 1938. 


95, \1)p. 21". 


1. Costs w)—Germany. 2 Legal documente—Germany 
3. PRB mw 1 Title. 


‘39-16606 
Library of Congress 2) 


Riedel, Ernst i. ¢. Karl Ernst, 1852- 
Uber die elektrische verteliang on der reci 
eines rotationsellipsoides .. 
lp.1, Mp. diagrs 2x215™. 
Separate, from Programm—Nicolaigymnasium, Leipzig. 


— A aaa 


1. Electric charge and distribution. 
919268 
Library of Congress QCS8LR3IS 
Riedel, F Ww A 
Akazien-bliithen aus o~- freimaurer-orden. Eine 
indliche bel und des logen- 
aoe tiberhau emit 7 hn lichte des wortes Gottes, 


F. W. A. Bi 1. bd. New Albany, Ind. Im 
cclbehverings des —- Ee, (1871-1872. 


xxii, 567 p. illus. 219". 
PR. dnt pe special to; Ist-6th have date 1871; 7th-Bth and 





double numbers) have date 1872. 

1. Freemasons. 

Library of Congress HSA7S.R5S cea 
—-——Copy 2. 
ns Cen ot 


ab medy: in in the Old French romances, by Fred- 
erick oe Oot ye New York, Columbia university press, 
1938. 


ll & 8 OS 2 3 ' ~ ( Half-title: Columbia university 
in English and comparative Bo. 185) 


iterature. 
ag (Pm. v.)—Columbia university, 1988. 
ite. 


Published also without thesis note. 
Bibliography : p. (170)-188. 


1, Romances—Hist. & crit. 2. Criminal law—France—Hist. 8. Crime 
end otninaio-Soenes 4 Punishment—France. 


1 Title. 
308814 
Cotammbia Vain =_ 1.100 
Riedel, Frederick Carl, 1902- 


Crime and punishment in the Old French romances, by F. 
Carl Riedel. New York, Columbia university press, 1938. 

Fill p. 2 1. Br1T w 227. (Half-title: Columbia university studies 
in English and comparative literature. po. 185) 

Issued also as thesis (Pm. vp.) Columbia university. 

Bibljography : p. (170-186. 


Romances—Hist. o- 2 Criminal law—France—Hist. 8. Crime 
ail ‘criminals—France. 4. Punishment—France. 1. Title. 


Library of Congress PQIS.C8RS 19888 
— —— Copy 2. 


Copyright A 125201 i) 


dich Der des 
Erliuteru zu Richard Wagners dicht: ring 
Nibelungen, von F. Riedel. Mit einem shang ber stitch 
bihnenwerke Wagners. Neue, durchgesthene und erginzte 
aufl. Hamburg-Gross-Borstel, Eigendruck des verfassers 
(1934, 

4p.1,278p,11 1. 

“Hauptalichlich berangezogene biicher und schriften”: p. (270, 


1, Wagner, Richard. Der ring des Nibelungen. 2 Wagner, Richard, 
1813-1888. 


36-5113 
MT100.W25R5 1934 


a T7322 


Library of Congress 


57 


Riedel 


Riedel, Friedrich, 1883- 

Ueber die grundlagen zur * 
PB ag Fg gh gh Me Prindsich Riedel. 
Berlin, J. Springer, 1913. 

Mittell: neal 
ett 78 p tae, Man., whten, Gage. 2". ( eae Ss 
Bibliographical foot-notes. 


oa) 





1. Forging. 2. Sheet-metal work. 


Library, U. 8. Patent Ofice TAS FTES 


Friedrich Justus, 1742-1785, ed. 


dene schriften, gesammelt und hrsg. 
del. Wien, Gedruckt bei Joh. Thom. edl. ¥. 
xvi, 8p 17". 
Tithe vignette. 
Conrents.—Brief des herrn von ** an die frau grifin von ** fiber 
neue oper. (By the abbé Arnaud)—Brief an as aie tree ven °°, 
Iphigenie en Aulide. ca Sen calender” Vow 
Rameau und Orpheus io den 
Moliner -Aussug, aus dem EncyklopAdieches jour- 


1. Arnaud, Frangois, 1721-1784. 


aon ee, do ah eee riige charakteri- 
von Frits Riedel .. Halle a S., 
Hofbachdr, ten ‘A. Keommerer & co., 1908. 
ldap 2. 
Inaug.@ies.—Halle 
Lebensisaf. 
“Latteratar” : p. (70,71. 


1. Aretic races. 1. Tithe 
Library of Congress GNOTE.RSS 
a3Tbl, 

Riedel, Hendrik, 1796-1871. 

Catalogue de la belle bibliothéque de feu Henri Riedel 
... dont In vente aura lieu le 25 25 octobre 1871 et sui- 
vants ... & direction de RB. J. Schier- 
beek, libraire .. 1871. 
6p.1,2%6p. 2. 


Added t-p. in Latin: Bibliotheca Riedeliana, sive Catalogus librorum 
comparavit Henricus Riedel. 


ids entice, 


1. Bibliography—Rare books. 2 Classical literature—Bibl. 
13-26856 
Library of Congress 


Riedel, Hertha, 1891- 


Die fossilfiihrung des zechstcins von Niederschlesien .. 
Halle a. S., Buchdruckerei Hohmann, 1917. 


83, cl) p. éables. 22. 


Inaug.-diss. (rn. 5). ae yc 
“Literaturverzeichnis” : p. 
Lebenslauf 


1. Geology—Silesia, Lower. 1. Title. 

GS22 
Library, U. S. Geological Survey 203(530) R44 
Riedel, Johan Gerard Friedrich. 


en 
wig, aes Ss Samay bas 


fon M. landch, ant hee. 


, 486 p. plates (part col) maps. 28™. 


1. Moluccas. 2 Ethnology—Moluccas. 3. Malay race. t. Title. 
D374 
Library of Congress DS631.RS 
wa2Sd1) 








yg oars 
qlshans_Chrisgph Riedels 





und 
Garten lexicon benebst einem n eS Ss 
Nordhausen, C. G. Gross, 1769. 
Up. 64 p front, plan 187°. 





Library, U. 8. Dept. of Agriculture S0B4¢ 


Riedel, Johann Wilhela 
see 
Riedel, Wilhelm, 1871- 


Riedel, Johannes, 1889- ed, 
Arbeitskunde ; 
steele See creer cs 
rn) von Johannes Riedel; mit 
text 
in BO ent qd ont 2 tafein. 
v, 3640 Mhes..2 pl 26". 


1. Labor and laboring classes. 
Library of Congress 
Copyright A—Foreign 


1 Tithe 
HD490L.RS 
DM 

a 


Riedel, Johannes, 1889 


dr. Johannes Riedel ... Leipzig, 
P. Beclam jan. 1884, a“ 


74, ,;p. Gagre 15)”. (Wirtechaftstehre, 19) 


1, Miicteney, Industrial. 2. Factory management.  Titia 
@-198T" 
Library of Congress ‘TOARSS 
Copyright A—Foreign 2884 
2 a) 
Riedel, Jos,ef, 
Der Wany und d Nicaragua-canal . Wien, Im 
rlag S, 1901. 





6 pp. in 434 x 25. 

Cover-tite. 

Beparet-aldrock ans der '‘Aligemeinen banseitung,” heft 3, 1901. 
Library of Congress, no. seasstinaiad 


Riedel, Karl Ernst 


Riedel, Ernst i.e. Karl Ernst, 1852- 


LIBRARY OF CONGRESS 


Riedel, Kariheinz. 

Der Gottesstreiter Michael Pro, von Karlheinz Riedel, s. 2. 
Mit 9 bildern. 3., unverinderte aufl. Freiburg im Breisgau, 
Herder & co., g. m. b. h., 1936. 

4p.1, 219, 8) p. tus, 19. 

“Literaturangabe”: p. (221, 


1. Pro Judres, Miguel Augustin, 1688-1087. 





36-31065 
Library of Congress BX4706.PT2R5 1906 
a 022.272 
Riedel, Kurt. 
Pestalozzis bild lehre in ihrer kel ung, cian, grend- 
ee Se ee . Dresden, A. 
Huhle, 1928. 
xv, 24, ®% p. 2". 
“Schrifttam”: p. xii-xv. 
1, Pestaloasi, Johann Heinrich, 1746-1827. aeons 
Library of Congress ‘LB628.R5 
Copyright A—Foreign 39062 
a 


Riedel, Leonhard. 
Die Oberkreide vom Mungofluss in Kamerun und ihre 
fauna, von | Leonhard | Riedel . hierzu 33 tafeln und 47 text- 





figuren. von der Pr 
landesanstalt .. “Berlin, Im vertrieb bei der Preussischen geo- 
log:schen landesanstalt, 1932. 

154, 2; p, 32 1. Mos, xxxm pl. (pert fold.) 25°. (Beitrige sur 
geologischen erforschung der deutschen schutagebiete. hft. 16) 
“Literatur-verseichnis” : p. 150-154. 
FP K . 2P 





1. Title. 
Gsm 


(530.1) P4 no. 16 
{INtasoe ft. 16) 


“retaceous 


tanen, ©, 8. Geological 
Library of Congress 


Riedel, Otto. 

Die cholera. Entstehung, wesen und verhiitung derselhen. 
Von dr. Otto Riedel ... Berlin, C. F. Enslin, 1887. 

vill, 06p. ¥ pl (part col.) 23)*. 

“Literaturnachweis” : p. 00,-08. 


1 Cholera, Asiatic. 
A88-1258 
Wm. H. Welch mec. library BC126.R56 
for Library of Congress 12 
Riedel, Otto. 


es” influence on the dramatical uterature of 
ove Crossen, Printed by F. Riep, 1868. 

""atbe 19*. 

Inaug -diss —Rostock. 


drama—Restoration— 
wal rae Sete. tat |-1700—Criticism. 2 English 


12-27646 
Library of Congress PRM24.RS 


— Otto, 1867- 


roe hafman, on Ot Samoa; erinnerungen eines Ham- 
burger kau von Otto Riedel. Mit 10 tafeln und 2 kar- 
ten. Berlin, Deutscher vering ,*1938, 

20,1) p,11 Mes pon 2 ipl =. 


1. Germany — Colonies — Samoan islands. 2. Germans in Samoan 
islands. 1. Title. 


‘80 SSAA 
Library of Congress DU819.A2R5 
Copyright A—Foreign ois 
1 (825 8490081 





Riedel, P. 


Retech 





fiir die deutsche kriegerfrau; was muss ich 
tun + 2nn mein mann wenr mein mann 
wundet, wenn er in > geraten, ome @ 


fallen ist. Ps ons amtlichen qu ~y 
rlin, ©. A. 4 ode, 15 reg. von P. Riedel. 
32 p. 23". 


1 Rurepesn war, 1914-1918—Law and 
llowances, 


and legislation—Germany. 
many— . 
Eoocpnn wer, WiL-ee Press ot Se Wiiaaey Carman. 4 
Library of Congress D638.G3RS ateaas 
2 


Riedel, Paul Arthur, 1904- 
Filtration characteristics of slurries of calcium carbonate ... 
by Paul Arthur Riedel ... Ithaca, N. Y., 1931, 


11, p. pl, diagrs, 23". 
Abstract of thesis (rm. p.)—Cornell university, 1981 
Bibliography: p. :3) 


1. Filters ond filtration. 2. Calcium carbonate 


TPIS6.FORS 1931 
2 60 


Conwell Unt 
Riedel, Paul (Max Gustav, 1872- 


Sialgne Ghee dno plpactiche enyictt, epudell Ghee a 
loid der samen von Sererees Sales, Berlin, Drock 


1, Tamarindus indica. 2 Amyloid. 


Library of Congress QKS65.RSS 
Riedel, Robert, 1880— 
Bete = kenntnis der léslichkeits-beeinflussungen 
B , Buchdruckerei H. Fleischmann, 1905. 
4, 2p, 11 Mus, diagrp on 6 pl 227. 
Inaug -diss —Bresiau 
“Litteraturangaben” : p. 42) 


1. Solution (Chemistry) 


631201 


Library of Congress QDS41.R! 





Riedel, Wilhelm. 
Nickel Wendtland ; eine kriegsersBhlung, von Wilhelm Rie- 
del. B hweig etc, G (1986, 


ap =. 


1. Buropean war, 1914-1918—Fiction. 1. Title. 
#7 8000 
Library of Congress PTO85.14NS 1906 
Copyright A—Foreign een 
2 238.71 





Riedel, Wilhelm, 1871- 
Die ki hats Alexandrien. Zu- 


des p 
semmengutaliund Yom tel ort ro theol. Wilhelm 
Leipzig, A. Deichert, nachf. (G. Béhme) 1900. 
“aan 225. 
“Die hauptsiichlich benutsten ... schriften”: p. 12-14. 


1. Alexandria, (Patriarchate) 2. Orthodox Eastern church— 
Ths ; 


Law —BSources. 
Pull name: Jobann Wilbelm Riedel, 
Library of Congress BX420.R5 
(188c2, 








Riedelski-Piast, Paul Salvator, prince. 

Polish aspirations, by Prince Paul Salvator Riedelski- 
Piast ... with an appendix ... ;London, Printed for the 
author, 1918. 


vii, 19, ix-xxiv p18)" 


1. Polish question. 
18-13616 
Provisional 


Library of Congress 


oa 10-8228 
Library of Congress BX8120.H8R5 

—— ——- Copy 2. 10281, 

Riedemaaa, Rolf. 


... Was ist erlaubt—was ist verboten? Werberecht von A 
bis Z. Reutlingen, Storch-verlag ,1988, 

. (Helf-title: Storch-werbe-fachbGcher. Buch 8) 
“Das gesets Ober wirtechaftewerbung und die 


nungen sowie die bekanotmachungen des Werberates der wirt- 
echaft" : p. 185-240. 





« doomuar. ay x. Worearht Gor devtochan wireschaXt. 
41-16501 
Library of Congress HFS619.G4R53 
2 600.1 
Riedenauer, Antoa. 
ae wae handwerker in den homerischen zeiten, darge- 


Hill, (1), 221 p. 21". (Added t.-p.: Studien sur geechichte des antiken 
handwertes. ¥en dr. Anton Ristecauer 1) 


No more published? 


1. Labor and laboring classes-——Greece. 2. Greece—Indus. L Tithe. 
40-2407 
Library of Congress D4844. B54 
12) 


Rieder, Ambros, 1771-1855. 


Anleitung zum fugiren auf der orgel oder dem piano- 
forte, verfasst von Ambros Rieder. 95° werk . . jen, 
A. Diabelli & comp. 1826, 


3p. Nex 7 
Engraved throughout 


1. Fugue. 


12-12806 
Library of Congress MTSS.RS4B 
Rieder, Hans. 
Staat und kirche nach d rf h 
dr. phil. dr. jur. Hans Rieder ... 
vil, (1), 168, ly) p. -229™. 





Library of Congress a 


CATALOG OF PRINTED CARDS 


Rieder, Heinz. 
... Liberalismus als lebensform in der deutschen p ik 
des neunzehnten jahrhunderts, von dr. Heinz Rieder. Berlin, 
E. Ebering, 1939. 


Sp 2%. (Germanische studien, brag. von dr. Walther Hofstaetter. 
ft. 212) 





‘The author's dissertation, Vienna. 
Aterater”" 90°81 


1 German literature—19th cent. —Hist & crit 2 Liberalism 
8. Socia! problems tn literature 


1 Tithe 
0-88010 
Library of Congress PTS6.RS 
3 (600.008 
Rieder, Hermann, ed. 


Lehrbuch der Réntgenkunde ... Unter mitwirku: 
, .-. H. Dietlen ... M. Faulhaber -. B. 


mann Rieder ... und dr. phil. Josef I 
zig, J. A. Barth, 1913. 
v. illus, plates. 26™. 

1. X-rays. 1. Rosenthal, Josef, joint ed. 

Library of Congress RC7B.RS aca 
Copyright A—Foreign 7609 
Rieder, Hermann, ed. 

Lehrbuch der réntgenkunde ... Unter mit- 
wirkung von dr. Ad. M. Brogsitter ... prof. dr. 
Dietlen ... u. a. hrsg. von Hermann Rieder ... und Josef 


Sesentnal .. 2, verm. auf. ... Leipzig, J. A. Barth, 
1 


\. illus, plates. 25 
Contains bibliographies 


1. X-rays. 2. X-rays—Therapeutic use. 1. Rosenthal, Josef, 1867- 
joint ed 
25-5761 
Library of Congress RC7B.RS 1924 
Copyright A—Foreign 26415 
2 





xxiil, 260, 268° p. 12 facsim, 284. 
svelte, “Uuriggeslictens lateiabuch”, Des Brietbech. Des 
memorial. Das erweiterte Piegermemorial. Das erste 


8 


Library of Congress 
Copyright AA 144206 


Rieder, Michael, pub. 

Stanford university, California. Los Angeles, Cal., 
M. Rieder, *1905. 

Ip lL BWopl «a. 


1. Leland Stanford junior university. 
ca 10-2166 Unrev'4 


Library of Congress LDw083.R5 


©i1ws A 10Bs67 


Riederer 


Rieder, Stephan, ed. 
Die 6 ichisch 





Staatsdruckerei, 1926. 
vill, 68 p. 17. (Added t.-p.: Handausgabe Seterreichischer gesctze 
und v bft. 234) 


1. Marriage law—Austria 


& Austria. Laws, statutes, etc. 
m Title. 


Library of Congress ca 


Riederer, Herman Simon, 1879- 

Fe, es heemtnation of Venn 0 eateitete 
and its separation from copper ... New York, 1 

wui3p mm. 


1. Bismuth. 
All-10@9 
Title from Columbia Univ. Printed by L. C. 
Riederer, Johann Bartholomius, 1720-1771. 
D. Joh. Bartholomius Ried Abhandl -—& 





hang Oo onan ema & SE isch lutherische 
kirche pts und in die ndrnbergische besonders. Wo- 
bey auch von den oe Se Se seep 
worden leit wird. Niruberg, J. A. Endter, 1180. 





Library of Congress 


Riederer, Theodor. 

Berlin, Drack von L. Schumacher, 1903. 

Tp. 2 me. 

At head of title: Aus dem Veterinar-anatomischen institute der Univer- 
etit_ Bern. 


“Sonder-abdruck aus dem Archiv {. wissensch u. prakt. thierbeilk 
b4_ 2, bh. 6 1903." 
“Literatur”: p. 35-36. 


1. Udder 


Library of Congress 








Riedesel 


Riedesel, Erich. 

Pietismus und orthodoxie in wt Saale 
briefwechsels G. F. Somos ®, A. Sag tS halle- 
schen pietisten, von Erich Riedesel. 

Ost-Europa verlag, 1937 
vi, Bip 24”. iin tie iia te on 
Teibe. bd 7) 





Issued also as inaugura! dissertation, KSnigsberg. 
“Literaturverzeichnis” : p. 223-228. 


1. Pletiem—Germany. 2 i, Georg Friedrich, 1701-1788. 
3. Schultz, Frans Albert, 1682-1’ 1. Tithe. 
40-10288 
Library of Congress BX4982.G8R5 1987 
12) 278.7 


Riedesel, Friederike Charlotte Luise (von Massow) frei- 

frau von, 1746-1808. 

Ausziige aus den briefen und papieren des generals 
freyherrn von Riedesel und seiner gemalinn, gebornen 
von Massow. Ihre beyderseitige r reise nach America und 
ihren dortigen aufenthalt b 
gen pond _geordnet von ihrem schwiegersohne Heinrich 





grafen Reuss. (Berlin, Gedruckt als manu- 
seript fiir die fe familie (1800, 
Ip l, @6p Mm 


(Continued on next card) 


12-8232 


Riedesel, Friederike Charlotte Luise (von Massow) frei- 
frau von, 1746-1808. Ausziige ans den briefen und 
papieren des — freyherrn von Riedesel und sei- 
ner gemalinn ... ;1800, (Card 2) 
“Two hundred copies printed di id sixty on fi 
all for presen ation. The volume iy ons 9 rs Nyieed and eset No the press is 
om but was not finished till after the eat of General Riedesel in Jan- 
jary, 1800 a 5 of the letters were M 
cried ithe 
sion 3G re Roccushendaarumn qaecenutas "Weds: 
- Friedrich Raat frdkers poy 1738-1800, ro ‘Heinrich stv, count of 
Reuss, b. 1753 


ten by Madame 
TA Corute-ee olen Foun America”—Sabin, Dict of 


12-8232 


Library of Congress EZS R538 


Riedesel, Friederike Charlotte Luise (von Massow) freifrow 

von, 1746-1808. 

Die berufs-reise nach America. Briefe der generalin von 
Riedesel auf dieser reise und wihrend ihres sechsjihrigen 
aufenthalts in America zur zeit des dortigen krieges in den 
jahten 1776 bis 1783 nach Deutschland geschrieben. Berlin, 

aude und Spener, 1800. 

x, 2p. 16". 

Engraved t.-p.. with vignette. 

(Continued on next card) 


2-4627 Revised 
(128e2, 


Friederike Charlotte Luise (von Massow) i 
von, 1746-1808. Die berufs-reise nach America ... 1800. 
(Card 2) 
First edition for general circulation. A privately printed edition was 
a 1, 1800 with title “Anagtiee aus den briefen und papieren 
‘on Rie und seiner gemalinn Gedruckt als 
Besewerin 


reyberrn v 
fur die familie 
~--f-4+)—- 4 Riedesel to his wife and an abstract of bis 
of Burgoyne's invasion. 


1. U. 8.—Hist — 
vasion, 1777. ‘co ee 


jution— Personal jbarratives. 2. Burgoyne’s in- 
ist. — Germa 
1. Riedesel, Friedrich Adolf, freiherr von, 1738-1000. 





2-4627 Kevised 


Library of Congress E268. R52 


(7282; 


Riedesel, Friederike Charlotte Luise (von Massow) frei- 

fraw vou, 1746-1808. 

Die berufs-reise nach America. Briefe der generalin 
von Riedesel auf dieser reise und wahrend ibres sechs- 

rigen aufenthalts in America zur zeit des dortigen 

ieges in den jahren 1776 bis 1783 nach Deutschland ge- 
schrieben. 2. aufi. Berlin, Haude und Spener, 1801. 

x, S25 18°. 

Engraved t-p, with vignette 

(Continued on next card) 
Rte, 


LIBRARY OF CONGRESS 


Riedesel, Friederike Charlotte Luise (von Massow) frei- 
frau von, 1746-1808. Die herufs-reise nach America 
-» 1801. (Card 2) 

First edition for genera’ circulation published Berlin, 1800, under present 
title. A gone Printed edition was issued Berlin 1800, with title: Aus- 
suge aus den br ueten snd pagiecen Gs qreamale 5 herrn von Riedesel und 

‘kt als manuscript Log ie famihe 


inn Gedruc 
Bes: | letters of General Riedesel there is included an abstract of 
his account of Burgoyne's invasion. 


1. U. S—Hist —Revolution— Personal narratives. 2. Burgoyne’s inva- 





sion, 1777. —Hist Ty 1. Rie- 
desel, Friedrich Adolf, kore von, 1738-1800. 11. Title. 
24628 
Library of Congress E268. R522 
(8Te1, 


Riedesel, Friederike Charlotte Luise (von Massow) freifraw 

von, 1746-1808, 

Briefe und berichte dex generals wnd der generalin + on 
Riedesel withrend des nordamerikanischen kriegs in den jahren 
1776 bis 1783 geschrieben. Freiburg i. B. und Tiibingen, 
J. « B. Mohr, 1881. 

305 p. 20°. 


First ‘edition for general etvetaston ey Perlin 1890, with 
title “Die berufsreise nach Ame ” A privately printed edition 
was ixsued. Berlin 1800, with ‘title * + aus den briefen un! pape. 
ren des generals freyherrn von Riedesel und seiner gemalinn 
druckt als manuscript fOr die familie” 

Includes an abstract of Gen. Riedesel's account of Burgoyne’s invasion 

irith 





1. U. & —Hist.—Revolution es parratives 2. Bur- 
goyne's invasion, 1777. U. 8. — Hist. - ntton— Ger- 
man ——— t Riedesel, Friedrich Adolf, fretherr 
ron. 

ui ‘rary ‘a Congress F268 RSS 24629 

yn32el, 


1, Friederike Charlotte Luise (von Massow) frei- 
frau von, 1746-1808. 


Briefe und berichte des generals und der 2 ny 9 von 
Riedesel wahrend des nordamerikanischen in den 
jahren 1776 bis 1783 geschrieben. 2. pot reiburg 
i. B. und Leipzig, J. C. B. Mohr, 1893. 


Ip.1, Sp. 19”. 

Includes an abstract o} Riedesel's Butgoyne' 

First published Berlin: foo, with title: “Die be Ba reise Ssh Anasten — 

1. U.S. — Hist. — Revolution — Personal gervetiver—Britidh 2. Bur- 
sopne's invasion, 1777. 3. U $—Hi ist —Revol mercenaries. 

iedesel, Predrich Adolf, freiherr von, ise 1000. 


Library of Congress E2S.RSS2 


Charlotte Luise (von Massew) freifres 


to the war of the American 


Riedesel, Friederike Charlotte Luise (von Massow) /rei- 
frau von, 1746-1808. Letters and journals... 1867. 
(Card 2) 

First German edition for general dvoputen published 
title “Die berufs-reise nach America ...” rivately printed edition was 
issued Berlin, 1800, with title “Ausz as briefen ond ieren des 
generals toepheren von Riedesel seiner gemalinn . als 
manuscript fur die familie” 

Includes letters from Gen. Riedesel to his wife, and an abstract of his 
account ot Burgoyne’s campaign. 

1. U. S—Hist. — Revolution — Per sonal narratives — British. 2. Bur- 

ne’s invasion, 1777. 3. U. $.—Hist—Revolution—German mercenaries. 

1 Riedesel, Friedrich Adolf, freiherr von, 1738-1800. 11. Stone, William 


Berlin, 1890, with 


2-463 Revised 
Library of Congress E268.RSS5 


SAT 


Friederike Charlotte Luise (von Massow) freifrau 

von, 1746-1808. 

Letters and meniwirs relating to the war of American inde- 
pendence, and the capture of the German troops at Sa 
By Madame de Kiedesel. ‘Translated from the original Ger- 
man New-York, G, & C. Carvill, 1927. 

323 p. 219". 

Includes letters frou Genera! Kiedesel to his wife and an nbstract of 
his nccount of Burgoyne’s tnvasion. 

(Continned on next curd) 
3 ma 
(3OrBTe1 





Riedesel, Friederike Charlotte Luise (von Massow) /reifraw 
von, 1746-1808. Letters and memoirs relating to the war 
of American independence 1827. (Card 2) 


First German edition for general circulation published, Berti 
with =. Die berufereise nach Awerica ..." A — printed edi 
tion wa lin 1800, with title “Ausziige aus den briefen 
Papieren des generals freyherroa von Riedesel und seiner gemalion 
Gedruckt als manuscript fiir die familie.” 


LU. 3.—Hist.—Revoluth Personal British, 2 Bur 
— Pant any 1777. 3 U. S.—Hist. evolution ee nercenn- 
1 Riettesel, Friedrich Adolf, freiherr von, 1788-1800. 





Library of Congress B28. 


—- —— Copy 2. (391, 


Riedesel, Friederike Charlotte Luise (von Massow) /rei- 

frau von; 1746-1808. 

Reize van noodzaaklijkheid.en pligt na America; in 
eene reeks van oorspronglijke en echte brieven door de 
echtgenoote van den Generaal Riedesel. Naar het Hoog- 
duitsch. Haarlem, A. Loosjes, pz., 1802. 

2 p. 1, di-vili, 2200p. 11 20" 

A translation of “Die berufs- cies nach America. Briefe der generalin 
von Riedesel ..." Ist edition, Berlin, 1800. 

(Continued on next card) 


19-6847 
2 


(Riedesel, Friederike lotte Luise (von Massow) /rei 
frau von, 1746-1808. Reize van Acoduaahienedd en 
pligt na America ... 1802. (Card 2) 
A privately printed edition was issued at Berlin, 1800, “Gedruckt als 
manuscript fur die familie,” mith title Amsige aus den briefen und pa 
pieren des generals freyherrn von Riedese! und seiner gemalinn 


Besides the letters of General Riedesel there is included Po abstract of 
his account of Burgoyne's invasion. 


LU Hist.- ” pa = —Personal narratives. 2. Burgoyne's_in- 
vasion, 1777. U. S.—His ‘evolution—German mercenaries 1 Rie- 
desel, Friedrich Adolf, todhare von, 1738-1800 


19-6847 
Library of Congress E268. R54 _ 


12) 


Riedesel, Friedrich Adolf, freiherr von, 1738-1800. 
On raising calves. 


ol > U.S. Patent office. Report, 1847, p. 493-494, 23°". Washington, 


Troms from Das gqumate im gebiete der | 
4 wt foo os Pe gebiete der land- und furstwirth- 


1. Calves. 1. Smith, E. Goodrich 
Agr 14-749 Revised 
Library, U.S. 


Dept. of Agriculture 1Ag84 1847 


irl9£S) 


Riedin, Egor Kuz’mich, 1863- 
.. HexyeetBo a apxeoasoria. 


rpapis). 
1905. 


(Kpataxa a On6aio- 
C.-Tlerep6yprs, Tan. H. Axagzemia neyxs, 


ip lL Sp 2. 

‘Sawbram, oosmavensma Oyxneme ‘Jl A.’ cpeusasemars Jl B. Afma- 
208) 
ii oTracks a> ‘Basamtificxaro spemenumxa’, tT. x1 (1904), sam. 


LA Bibl. 2. Christian antiquities—Bibl. 1. Alnaloy, 
Deitel Vias'evich. ie cacti ; : 


17-7417 


Library of Congress Z5131.R6S 


Riedinger, August. 

CGutachten ueber das luftschiff system Boerner auf grund 
von modell-v: issen, von August Riedinger ... 
Rotterdam, Electr. drukkeru Masereeuw & Bouten, 19201, 

Sp. Bir. 

Dated, ut end: Augehurg, tm jull 1920 


1. Airships. 2. Boerner, Arno. 
—— s81805 


Library of Congren« 


TLANS BERS 
nT, 704 








Riedinger, J. Ferdinand 
see 


Riedinger, Ferdinand i.e. J. 
Ferdinand, 1644or5- 


Riedinger, Johann Elias 
see 


Ridinger, Johann Elias, 1698-1767. 


Riedinger, Mrs. Laura Rhodes, 

Beautiful flowers, and other selections; wit, humor, 
pathos, suitable for public entertainments, grange, home 
reading, ete. Alliance, 0., Laura R. Riedinger, 1912. 


57 p port. 209". $075 


t Title 


Library of Congress 
Copyright A 328990 


PS3535.1437B4 1912 


Riedinger, Mrs. Laura Rhodes. 


Fireless cookery with the hay box, by Laura Rhodes 
Riedinger; instructions about its construction. irec- 
tions for preparing the food and for the length of time to 
leave it in the box... ;Alliance? 0., *1909. 

Np 2m 


1. Fireless cookers 


914203 
TX831 R6 
(Copyright 1909 A 238480) 


Library of Congress 


Kiedinger, Paul. 





Die 1, dung. (§ 131 Reich fg buchs.) 
Von Paul Riedinger ... Breslau, Schletter, 1901. 
mA, EB. 52 p. 234". (Added t-p.: Strafrechtliche abhandiungen ... 


1, Sedition. 2%. Libel and slander—Germany. 1 Title. 
2828741 


Library of Congress 


Riedisser, Ida. 


Inscriptions from Dante's Divina | commedia in the 
streets of Florence, an d by Ida 
Riedisser. Milano, ‘Alfieri & Lacroix; ,ete., ete.) 1913. 


iv, 88 p. col. illus. (mounted coats of arms) 18)™. 





1. Dante Alighieri. Divina commedia. 2. Inscriptions, Italian—Flor- 
ence. 


A 14-832 


Title from Leland Stan- ford Jr. Univ. Primed by L. C. 


CATALOG OF PRINTED CARDS 


Riedl, Adrian von, 1746-1909. 

Reise o*'as von Bajern, oder Geographisch-geometrische 
darstellin., aller bajrischen haupt- und landstrassen init den 
daranliegenden ortschaften und gegenden, nebst kurzen 
beschreibungen alles dessen, was auf und an einer jeden der 
gezeichneten strassen fiir den reisenden merkwiirdig se¥n kann 
Von Adrian von Riedl Miinchen, Herausgegelen auf 
kosten des verfassers; Gedruckt mit Hiibschmannischen 
schriften und 2n haben bey Joseph Lentner buchhiindler, 1796. 

5p. 1, G83) p, 98 pl. (part fold.) Incl. 37 col. mapa, illus. 29". 

Varion~ paging. 

1. Bavaria--Deser. & trav —Maps 1. Tithe 

Map 36 61 


Library of Congress Tiv_ of Maps 


Riedl, Anselm Mansvet 
see 


Riedl, Szende, 1831- 


Riedl, Franz. 
ona das land der Stephanskrone. Reichenau i. Sa., 
Rudolf Schneider verlag ;1936, 


Sp Smapsonl fold. |. W*. (Half -_ Volker 4 oo de 
ctenstbornetenaen brag. von dr. Heinrich Klinkenberg. 


1. Hungary. 2. Hungary—Nationality. 


aC31-1101 
Minnesota. Univ. Library 
for Library of Congress 2 
Riedl, Frederick 
see 
Riedl, Frigges, 1856-1921. 
Riedl, Frigyes, 1856-1921. 


A history of Ilungarian li 
New York, D. Appleton 


right. 
Bibliography : p. (287, 
1. Hungariao literature—Hist. & crit. 1 Wright, Sir Charles Theo 
Hi 1982- ed _m. Ginever, Charles Arthur, tr. om 
Ginever, Mra. llona (de Gjiry) 1888- Jotot tr. 
72085 
Library of Congress PHS012. RS 


Alol, 


Riedl, Prigyes, 1856- 


A magyar drama térténete. Dr. Riedl Frigyes ouret 
eliadisa utan jegyezte és kiadta Csoma KAlmaén. ada- 
pest Kun 8. 1906. 


1p.1, 0p plan. 2657, 


Autographed from type-written copy, t-p. printed 
History of the Hungarian drama. 


1. Cooma, Kélmén, ed. 


ca 10-2007 Unrev'd 
Library of Congress 


61 


Riedl 


Riedl, Frigyes, 1856- 

Vérésmarty Mihaly, élete és miivei. Dr.-Riedl Frigyes 
eléadisai utan jegyezte és kiadta Cooma Kélmaén. Buda- 
pest, Kun 8. (1905, 

1p 1, 6p 25" 

Title taken fom one. 


Autographed written copy; t.-p. printed. 
The life and bm of Vorosmarty 


1. Csoma, KalmAn, comp. 


ca 10-2997 Unrev'd 


Library of Congress 


Riedl, John O ed 

A catalogue of renaissance philosophers (1350-1650) com- 

piled by Robert A. Baker, Andrew J. Bakula, Thomas H. Barry 
ywid others, under the direction of John O. Riedl, ru. pv. 
Milwaukee, Marquette university press, 1940. 

zi, 1790p. ios. (map) 4 pl. (incl porta) on 21. 24". 

“The actual work of compilation has been a goeten of seventeen under. 
graduate students comprising @ class in the of modern philosophy, 
under the direction of the present writer J is ansistant professor of 
ame in re university.”"—Forew: 

biography : p. 167-172. 


1. Philosophy, Renaissance. 2. Philosophy—Bio-bibi 











1 Title. 
40— wr, 

Library of Congress ZT12. RM 
—— —— Onpy 2. 
Copyright A 188824 4183, 016.19 

Riedl, Mansvet 
see 

Riedl, Szende, 1831- 

Sr 
. Aussenhandel und wihrungsschutz. Berlin ,etc., Oster- 

“aa irtechafteveriag, 1986. 
mF. ( ~ yay . brag von F. 

1 Commercial 2 Commercial treaties 8 Favored nation 
Clause. 4 Free and protection. Tite 

spew 

= == 
Riedl, Richard. 

Le deus é be aatien te plun Sevesista par Bios’ Rig 
ciété des natiozs et & la Chambre internationale 

le i autrichien de la Chambre de commerce 

tionale. Vienne, Comité nati de Is 

Chambre de commerce 1928. 

vill, 1198p. 28*. 


Richard, 1868_ 
- Denkschri er Oe enheten Oe Gree 
Von Richard Ried] Wien. Aus der K. K. und staate- 


1. Reconstruction (1914- )—Aostria, 2 Austria—Commercia! pol- 
‘ey. 3. European war, 1914-1918—Economic aspects. 1 Title. 
ca 96-619 Unrev'd 
Librery of Congress HC265. R48 
2 ‘830 0438 





Riedl 


Riedl, Richard. 

as ions & la clause de la nation la plus favorisée, , ar 
Richard Ried! ... Rapport présenté & la Chambre de com 
merce internationale. Paris, Librairie du Recueil 
(seeiété anonyme) ,1931, 

pp. 2. 


At pom of title: Chambre de commerce internationale, Comité na- 
tional au'richien. 


Publisher also in German under title on der meistbe- 
and in Euciieh ander title: TEzceptions to the wost-fuvoured 
Bation treatment. 
\. Favored nation clause. 1 International chamber of commerce. 
Austrian nations] committee. nm. Title. 


Sirey 


‘3416480 


Lidrary of Congress HF1721. R346 ssT 
Riedl, Richard. 

Exceptions to the most-favoured nation treatment, by 
Richard Riedl. Report presented to the International cham- 
ber of commerce. London, P. S. King & son, Itd., 1931. 

Bp wa. 

At head of title: International chamber of commerce, Austrian na- 
eR ar; Uanesto €> Wattemen. un 00m, 

Published also in German with title: Ausnahmen von der meistbe- 
einstigung. 

1. Favored clause. 1. International chamber of commerce. 
Austrian national committee. 1. Tithe. 

3314250 

Library of Congress BF1T21. B52 

rélel, ‘337 


Riedl, Richard, 18s- 

Die industrie Osterreichs wahrend des krieges, von Richard 
Ried! Wien, Hilder-Pichler-Tempsky a.-g.; New Haven, 
Yale university press, 1932. 


xxiii, 874, 2, p. 25%. (Added t.-p.: Carnegie endowment for ioter- 
Bational peace. Division of economics and history, eS. uod 
des 








serie) 


Half-titie: Carnegie-stiftung > internationalen frieden. Abteilung 
fr volkswirtechaft und geschich 











1. European war, 1914-1918 — Economic aspects — Austria. 2 Aus 
tria—Indus. 1. Title. ~ 
Library of Congress HCMCH 20.14 
— ——- Cape 2. HC265.R5 
a39%1, (330.904) 330.0496 
Riedl, Richard. 
. istbegii g in den plischen handel 2 
gen, von Richard ... denkschrift dem Wirtschaftlich 
des Vélkerbundes und der I len han- 
delskammer iiberreicht von der Qsterreichischen gruppe der 





gruppe der I etinn Temi 
vill, 115 p. 289". 

gee Ae ee ome oe La clause de la nation la plus 
Fg eyeing ee gaa fl p. vit. 


Favored nation clause. 1 International chamber of commerce. 
Aasisine enthoash comaninaen. mu. Title. 








30-4161 
Library of Congress HF 1721.R53 
Copyright A—Foreign 149 
2 
Riedl, Richard, 1868- 
Statistische grundjagen i ai handelspolitik. 


Filéments statistiqnes pour une politique 
européenne. Von Richard R-edl 
W. Rothschild, 1932. 

xi 1 pp 24". (On cower: 


phen inter- 
Wien : Berlin-Grunewald, 





Germua wad French. 
om 





in Wien.” 





3. U. S—Comm. 
1, Tithe. mm. Title: Ghements ots 
Seueln eer use pultigas onamondaao intereuropéemne. 


21771 


Library of Congress HFS401.RS ist series 


as ‘382.006 


Riedl, Richard, 1968 
Statistische grundlagen i discher handelsp 
Eléments statistiques pour une politique commerciale inter- 
européenne. Von Richard Riedl ..._ Zweite folge (1989-1981) 
usgrgeben vom Mittel ai iz in Wien 
Berlin Crunewald, w. Eenehild, 1933. 


tei 











vill, 55 p. 26g". (Mt bft. 5) 

German and French. 

“Bentitste quelien” : p. vi. 

1. Commercial statistics. . Seo 3. U. 8—Comm. L 
Mitteteuropliecbe wirtechafistagung. Mm Title: Siéments s:a- 
py phy ereuropsenne. 

%4-21772 

Librery of Congress FIPS491.8S 20 serier 

m 382 Oe 


LIBRARY OF CONGRESS 


Riedl, Richard, 1868 - 

. Statistische grundlagen innereuropiischer handel~politik. 
Eléments statistiques de politique commerciale intereuropéenne. 
Von Richard Riedl Dritte folge (1932-1934) Heraus- 
gegeben vom Mittelenropiiischen wirtschaftstag in Berlin. 
Berlin, Verlag fiir staatswissenschaften und geschichte g. m. 
b. h., 1936. 











vill, 55, ly p 24g™ = se hft. 6) 
German and French. 
1. Commercial statistics 2. Rurope—Comm. 3. omm L 
1. Title. A Tite: fi¢ments 
jen de politique 
38-26229 
Library of Congress HIF3491.R5 34 series 
3) 382.004 
Riedl, Wensl, 1871- 
Solnclony the hey te to the secrets of all science of heal- 
ing, by W. Riedl ... Hot = Col (1911, 


3p. 1, 13-120 p. front. (port) 2 pl. 199 
Corrections in ms. 


1. Chiropractic. 
11-2380 
Library of Congress 
Copyright A 295146 


Rieder, Ajlois, 1850- 
Awerikanische technische 'ehransta'ten. Bericht. im 
auftrage des Herrn ku!tus-ministers erstottet von A 








Riedler, Ajlois, 1850- 

Die technischen hochschulen und ihre wissenschaftli- 
chen bestrebungen. Rede zum antritt des wae Ty der 
Kouigl. Technischen bochschule zu ae 1. jali 1899, 
von A. Riedler. Berlin, Druck von H S. Hermann, 1899. 

7p > 


1. Technical education—Germany 


Library of Congress a 


TI23.RS 
Riedler, Alois, 1850- 


Ueber die bediirfnisse der technischen erziehw 
Ausnug aus einem vortrage des prof. A. Riedler .. gehal. 
ten in der versammlung des Oesterr. — und archi- 





tekten-vereines am 7. jan. 1899. ;Wien? 1900, 

p. (153)-162. 21%. (Mitteilungen des deutsch kanischen  techni- 
ker-verbandes. vol. v, no 4) 

Caption title 


Entnommen der Zeitschrift des Ocesterr. ing - u. arch.-vereines in Wien. 


1. Technical education—Addresses, essays), lectures, vee) 


E 15-2004 


Library, U. S. Bur. of Education T65 R44 


Riedler, Alois, 1850-1936. 
Unsere hochschulen und die anford 

jahrhunderts. Von A. Riedler .. Berlin, A A ‘Sepals 1898. 
2pL, 1, 120p myn. 











Ried!er ... Berlin, Druck von L. Simion, 1°93. CoxTexts.—Vorwort—Technische hochschule und universitiit —Ein- 
fi me kulturarbel = 
ipl. 81-490 » diagrs. 2" eau oie uiturarbeit der techni “Cmgestaltung der Rechechuten. —Dte 
Library of Congress 
1. Technical education—Germany. 2 Universities and colleges—Ger. 
E 10-2198 
U. 5. Off of educ. Library T123.R44 
for Library of Congress ya4lbl, 
Riedler, Alois, 1850-1936. Riedler, A,lois, 1850- 

Das maschinen-zeichnen. Begriindung und veranschau- nenbebche der tricbhrtitte fie unterirdischen maschi- 
lichung der sachlich ni dig darstellungen rtrag gehalten auf dem v. i 
und ihres nges mit der praktisch fiihrung bergiannetage an Brelay, Von A. Riedler 
Von A. Riedler ... . nenbearb. aufl. Mit 436 textfiguren. Breslau (Druck v G. Korn, 1892. 
Berlin, J. Springer, 1913. Mp 2. 

vill, 234 p. (lus, diagrs. 279". 

1. Machinery—Dra Title. i 

inery wing. 1. Tit out 1. Power. 2 Machinery. 
Library of Congress TI290.R53 1918 6-270 
(3 621.81 Library of Congress TJISS.RSS 
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Riedlin, Gustav. 

Das kochsalz als gewiirz und krankheitsursache 
seine bezich our halter ein beitrag nar ans ber 
salzfrage von dr. med. Gustav Riedlin . 2. verm. und 
verb. aufl. Freiburg, Baden, F. P. Lorenz (1924, 

110 p. 23". 
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Library of Congress QPOIS.N2RS 1924 stead 
Copyright A—Foreign 27054 
7) 
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The effects of a high fat diet, of inanition, of the injection 
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| origin in cats ,by, Sarah R. 
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Library of Congress RC32.RS 1 87-813 
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Riedmatten, Armand de, 1848-1926. 
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Die geistlichen gerichtshéfe zu > mittelalter. 
Von dr. Otto Riedner ... Paderborn, F . Schdningh, 1915- 


5 . (Gbrres-geselischaft Dilege der wissenschaft 
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Spensers belesenheit. Von dr. Wilhelm Riedner. 1. teil: 
a ee ea ene. Leipzig, A. Deichert, 
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Schick. xxxvm) 


Appeared in part as the author's inaugural dissertation, MOnchen, 
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Riedrich, Otto. 

... Keramik und deutsche baukunst, von Otto Riedrich. 
Berlin, A. Liidtke, 1925. 
Lay mounted illus. 176 pl on 08 1 2". (Keramik der gegenwart. 
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ai ty t4 eis, Leipaig, 


118, 2) p. 11 front. plates, ports, 26=. 





1. Moving-pictures. 2 Mountaineering 1 Title. 
Library of Congress PN2066.R5A3 — 
Copyright A—Forvign ‘23000 
am o2792 
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4. Tite. 
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Riefstahl, Hermann. 
Der roman des Apuleius, 
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1. Police— Prussia. 1. Title. 
35-23251 
Library of Congress FIVS200.PTRS 1982 351. 7400431 
Riegel, Bruno Kurt Eugen, 1879- 


-~- oninses tiber die ametropie des pferdeauges 
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Washington, D. C.. od publications incorporated ,‘1 
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... With the support of a large number of collaborators. New 
York, The Chemical catalog company, inc., 1928. 

649 p. front. (port.) I/lus,, diagrs. 234. 

“Reading references” at end of each chapter. 
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stereochemistry 
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6p,11 By. 

ie of thesis (rm. v.)—University of Iilinols, 1964 
Bibliography : p. 6. 
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Riegel, Franz, 1843- 

... Diseases of the stomach, by Franz Riegel ... ed., with 
additions, by Charles G. Stockton ... authorized translation 
from the German, under the editorial supervision of Alfred 
Stengel ... Philadelphia, New York ,etc., W. B. Saunders & 
company, 1903. 
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C. Riimpler, 1871 
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obscured by translation and lost in the resplendence of a dual 
appellative. by John T. Riegel and John H. Jordan Bos- 
ton, Sherman. French & company, 1917. 
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Riegel, John Wallace, 1894- 
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Riegel, Martin. 

Der buchhindler Johann Philipp Palm; ein lebensbild von 
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“Deutschland in seiner tiefen 
Broschek & co. ,1938, 
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xii, 158 p., 1 1. incl. front., illus. (incl. porta, maps, facsims.) 21)”. 
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4p. 1, 281p. front. (port.) 2347. 
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Mobilizing for chaos; the story of the new propaganda, by 
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Riegel, Robert, 1890- 
Elements of business statistics, by Robert Riegel 
York, London, D. Appleton and company, 1924. 
=xp.11,549p. tus. pl. diagra 217 
“References” at end of each chapter. 
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Riegel, Robert, 1890- 
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Insurance, principles and practices, by Robert Riegel ... H. J. 
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Insurance; principles and practices, by Robert Ri 
and H. J. Loman ... Rev. ed. New York, Prentice-Hal 
1929. 


xvii, 690 p. incl. forms, diagra. 24™. 
“Readings” and “Problems” at end of each chapter. 


inc., 


1. Insurance. —1. Loman, Harry James, jolt author 

Library of Congress HOSOHLRS 1929 
—— ——— Copy 2. 
Copyright A T7185 


2 ARR 


(3012, 


Riegd, Robert, 1890- 

.. “Measurement of fire hazard” by, Robert Riegel ... 
Chicago, Ill., American mutual alliance, *1940. 

cover-titie, Zip. 2x18". 

At head of title: American mutual! alliance, Institute of fre insurance, 


1940, 

Reproduced from A 

Lecture delivered 1 1000 ot the Inetitute of fire insurance, Pitts. 
bergb. of. p. 1) 

1. Insurance, Fire—Rist: 1} American mutual alliance. u. Tithe 

was 
Library of Congress HG9887.RT7 
a 


LIBRARY OF CONGRESS 


Riegel, Robert, 1890- 
Merchant vessels, by Robert Riegel ... 
D. Appleton and company, 1921. 


New York (ete. 


xvi, 237 p. ittua. (ined. h ano? Giagrs., forme (1 fold.) 224. 
ene hal/-title: Shipping series; training for the steamship bust. 
— 

“References” at end of most of the chapters. 


Contents. — 1. Construction, types and uses of merchant vessels. — 
11 The measurement of merchant vessels. 


1. Merchant marine, 2 Ships 3. Shipe—Measurement 
21-1258 
Library of Congress VM301.R5 


Ay, 


Riegel, Robert Edgar, 1897- 


America moves west, by Robert E. Riegel .. 
H. Holt and company ,*1930, 


5,506 ius (maps) diagr. 22°. 
“Supplementary readings”: p 567-685. 


New York, 


1 The West—Hist. 2 Mississippi valiey—Hist. 1, Tithe, 


Library of Congress FOOLRSS 


a4ib’2, 978 


Riegel, Robert Edgar, 1897- od 
An introduction to the social sciences, by pas © Bos, 
editor, W. a Francis E. Merrill ,and -~y ba ew 
York, London, D. Appleton-Century company, incorporated 
(71941, 
2¥. tables, diagrs. 247 
“Reading lat” at end of each volume. 


1, Soctal sciences. t. ager, William Lawrence, 1901- 
1. Merrill, Francis Elieworth, 1904- « 


Library of Congress Hes. RS 
14105, 


Riegel, Robert Edgar. 

Set SE ele ebet & Be Ripe gt 
... New York, The Macmillan company, 1926. 

xvp, 11, %5p. 21°. 

Bibliography : p. 321-887. 


1, Ratlroads—The West. 2. Pacific railroads. 1. Title. 


OTT? 
HEZ es 1920 


(8Tel, 


Riegel, Roberta Myrtle, 1894- 

Sainte-Beuve's treatment of romanticism and the roman- 
ee ae ees ee 
Riegel ... Urbana, IIl., 1 

op wir. 

Ahetrect of theste (ow. ©.) —Cntvesstty of Tinste, 2981. 


1, Sainte-Beuve, Charles Augustin, 18904-1860. 2. Romanticism— 
France. 


87-6166 
Library of Congress PQ2391.Z5R5 1937 
Univ. of Lilinols Libr. 
— —— Copy 2 2 4.74 


Riegel, Vernon M. 1876- 
see 


Ohio. Dept. of education. 





Riegel bag and paper company 
see 


Union bag and paper corporation. 


Riegelman, Harold. 
Election frauds; a manual of prevention, by Harold Riegel- 
man, New York, #1931, 


1p. 4, 106 p. forma (2 fold) 23°, 


1. Elections—New York (City)—Corrupt practices. 1. Title. 
81-17014 
Library of Congress 381238.R5 
Copyright A 
12) (824.2700T471) 824.7471 
Harold, 1892- 


.. War notes of a casual. New York, 1981. 
4pl, Mp1 2. 


At bead of title: By Harold Riegeiman. 
chapter preceded by leaf with half-title not included In the 
Paging (8 leaves) 


“Bizty copies of this book have been printed by the Ballou press, 
of New York city, in the month of July, 1981.” 


1, European war, 1914-1918—Pereona! narratives, American. 


1 Title. 

Library of Congress 1D670.9.R53 —— 
—— —— Copy2. 
Copyright A 41245 2, 940.481 


Riegels, Niels Ditlev, 1755-1802. 


Fors¢g ti] Femte Christians historie som en indled- 
ning til Fierde Friderichs ved etatsraad Heyer af N. D. 
Riegels. Kigbenhavn, Trykt hos P. M. Hépffner, 1792. 

xxiv, 814, (18 p. 20”. 


. 1. Christian v, king of Denmark, 1646-1699. 2. Denmark—Hist—Chris- 
tian v, 1670-1699. 


13-8662 
Library of Congress DLI9S RS 
Riegels, Niels Ditlev, 1755-1802. 
Smaa historiske oe af N. D. Riegels ... Kighen- 


havn, A. Soldin, 1796-98. 
dv. 197. 


“De fleste af di: 


evtpeer bleve | A doves Sprete 6 1788 indrykkede 
s quee £3 : st ees 


1. History—Addresses, essays, lectures. 2. Denmark—Hist. 


Library of Congress D2aRs 


Riegels, Niels Ditlev, 1755-1802. 
Udkast til Fierde Friderichs historie efter Heier af 
N. D. Riegels ... Kigbenhavn, C. F. Holm, 1795-1800, 
2v. a 


Title v 
With vol 2 is bound: Koefoed, Daniel Bielag ti dels syvende 
stykke af Pierde Friederiche historle. “Kighenhatn: LD 


oth Frederik iv. hing of Denmark, 1671-1730. 2. Denmark—Hist—Fred- 
erick Ww, 169.1730 Norway—Hist —| =}! 1699-1730. 1. Hojer, 
Andreas, 1690-1739. Konig Friedrich des Vierten glorwirdigstes leber 


15-61 


Library of Congress 


wilVORS 























Riegels, Vilhelm, 1869- 
levelser i Rusland i revolutionsaaret. Kéeben- 
havn, ristiania, E. Jespersen (1917; 
18 p,1L 2, 
1. Russia—Hist—Revolution, 1917- 1. Title. 
21-14754 
Library of Congress DK265.R5 
2 
Riegelsberger, Josef. 
Japan und D hland; ihre kulturell Steteat. 
und die j ische gefahr fir Chine! Amerika 
a Europa; ein  rorteag: im lb mag der kriegsvortrige 
halten 


m Kollegien-haus zu ee bas ou He 
am 27. shtcber 101 1914, von ye Riegeleberger .. 
Heidelberg, C. Winter, 1914. 

Bp. 2. 


1. Japan—For. rel. 1 Title. 


Library of Congress DS847.R5 


(30b1), 


Riegelsville academy, Riegelsville, Pa. 
Announcement and register of students, » 
academ 


vy... Twenty-fifth anniversary, 1883- Pe 
York, The Post & Davis co., 1909, 
16 p. illus. (incl. port.) 18)*. 
10-4579 


Library of Congress LD7S01.R53R71 a 


Riegen, Heinrich Bohrmann- 
see 


Bohrmann-Riegen, Heinrich, 1840- 


Rieger, Alfred. 
Die mundart der bezirke it und Sternberg (laut- 
ape von Alfred Rieger —— — der Anstalt 





5S pl. (maps) 20". (Added tp: Beltriige sur kenntnis su- 
pt BF mundarten ... 8) 


The plates are on tracing paper and inserted in pocket at end. 
“Sebrifttam” : p. 67-8. 


1 German language—Dislects—Rémerstedt. 2 German language— 
Dtalects—Sternberg. 


AC 87-2078 
Yale univ. Library 
for Library of Congress ry 
Rieger, Conrad, 1855- 
pevcinriundethnclogie, von. Konred Rigor Wi 
Stahel, 1882. 
vil, 1799p. 2". 
1. Craniology. 
16-8681 
Library of Congress GN7LRS 
Bia), 


CATALOG OF PRINTED CARDS 


Rieger, Erwin, 1889- 

. Frankreich und wir: notizen eines Osterreichers. Leip- 
zig. Der Neue-geist verlag. 1926. 

4p.l, 1046p, 11 269". 

yoy A Aucassin und Nicolette. Pierre de Ronsard. 
Auf den spuren von Port-Royal. Ein mann seiner seit |Beaumarchals, 
Mérimée, Spanien und Don Juan. Théophile Gautier. Zur geschichte 
der operette. Bemerkung su Mallarmé. Romain Rolland in Wien. 
Duhamel.— Bilder: Kleine Pariser suite. Nordfransisieche 
kontraste. Blick in die Normandie —Frankreich und wir. 


He 


1, French literature—Hist. & crit. 2. France—Descr. & trav. “4 
tria—Relations (general) with France. 4. France—Relations (gen- 
eral) with Austria. 1. Title. 


2810428 


UAbrary of Congress PQ139.R6 


3 


Rieger, Erwin, 1889- 
Offenbach und seine Wiener schule, von Erwin Rieger. 
we ee Wiener literarische anstalt, gesellschaft 
1920. 
up a; (Added t-p.: Theater und lcultur, brag. ... vun Richard 


Imprint covered by label: Ziirich etc.) Amalthea-verlag. 


1. Offenbach, Jacques, 1819-1880. 2. Operetta—Vienna. 


Library of Congress MLA410.041R5 


12) 


Rieger, Erwin, 1889- 
iy 2 fiber Don Juan, von Erwin Rieger. Wien, 
Lesipsig, Wiener literarische anstalt, gesellschaft m. b. h., 


10 p, 11. 18” 


Pirker. “bd. 5) 
ght: sy Aen 


ears 


L Don. 2 Morart, Chrysostom W: Amadeus. Don 
Juan, = 2) Johann folfgang 


(Added .-p.: Theater und kultur, hrag. ... von Max 


2S-15843 


Library of Congress PNS7.D7RS 


a 


Rieger, Erwin, 1889- 


.. Stefan Zweig, der mann und das werk. Berlin, J. M. 


Spaeth, 1928. 
3p.1,9-230p,11. front., plates, ports, fold. facsim. 20°. 
“Bibliographie” : p. 219-230. 


1. Zweig, Stefan, 1881- 
Library of Congress 
Copyright A—Foreign 


PT2653.W42ZT 1928 
30401 
a 


Rieger, Friedrich Leonhard Maximilian 
see 
Rieger, Max, 1828-1909, 


Rieger, Friedrich Maximilian 
see 


Rieger, Max, 1823-1905, 
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Rieger 


Rieger, Georg Cunrad, 1687-1743. 
» Saltz-bund Gottes mit der evangelisch-saltzbu: 
schen gemeinde / oder Aussfihriiche und erbauli 
erzehlung / von ersten ursprung und wunde 
erhaltung / wie auch allen andern merckwii schick- 
saalen derer von por halben jabr her aus dem ertz- 


und biss > 
Rieger ... Btettgarts' 


8 pts. in ly. 18™. 


tanden der alte von 
r und Erhard, 17: 


Library of Congress 


Rieger, Hermann. 

Die luftfahrt im unterricht ; ein hand- und hilfsbuch fiir den 
lehrer, von Hermann Rieger, Ernst Giickle and, Walter Wien- 
rich. Stuttgart, Franckh ,1937, 


2p.1, 96 p. ius. (incl. maps) diagra, 254°. 
stoff. tv) 


“1-4. tausend.” 


( Half-title: Der neve 


1. Aeronautics— Study and teaching. 2. Models. 3. Flight. 
1. Glickle, Ernst. 1. Wienrich, Walter. mt. 
89-13952 
Library of Congress TLSOO.RS 
12) 620.1307 


Rieger, John Benjamin. 

The relation of the eun as the source of electric ene 
to health and to the vital functions; an essay submitted 
in competition for the Dr. Charles Denison prize, by 
John Rieger ... June 23, 1914. Rev. for publication Aug. 
15, 1915. ‘Denver, Col., Smith-Brooks press, 1915, 


16 p. front. (port.) 23" 


1. Sun-baths. 1. Title. 


Library of Congress RM&43.R5 


Rieger, Max, 1828-1909. 
De ordinum b 


cedaemoni: 

Keller “18531, 
Ip LBMdhp 2 
Inaug -diss. —Gies: 








et b: 
os fuerunt, origine . 


1. Sparta. 1 Title. 


Library of Congress DF&25.R5 


Rieger, Max, 1828-1909. 
Versuch einer syst 
hochdeutschen verskunst nach ihrer ae 
sischen volksepos .. 


wr A 


der mittel- 
im klas- 
(Leipzig, Druck von F. A. Brock- 





haus, 1853, 

GB, dbp ma. 

Zur erlangung der venia legendi—Giessen. 

Gorman lgereege—Wtidtle Oca Take Hah eee 
fiat & ene 
1421718 

Library of Congress PF«4Z7S.RS 
Rieger, Paal. 

Pm ay fiber einfluss von weidegang und 

ng au! ilehvi 





wan. Schaper, 1910. 
Mp. tue 22. 


Inaug.-dies. —Bero. 
“Literatur” : p. 85-86. 
1. Hide. 2. Milk. Production. 8. Stall va. outof-door feeding. 
Agr 11—158 
U.S. Dept. ofagr. Library eRe 
for Library of Congress pa4ibdl, 








Rieger 


Rieger, Vilko. 


Das landwirts haftliche genossenschaftswesen in den kroati- 
schen lindern, von dr. rer. pol. Vilko Rieger Berlin, R. 
Pfau, 1939. 

16p. fold. map. 23° 

“Sebriftin” : p. 113-116. 

Agriculture, Cooperative — Croatia. 2. Agriculture, Cooperative—- 
Yugoslavia 1. Title 
39-24470 
Library of Congress HD1491. Y8R5 
2 430 62497 
Rieger, Walter, nel 
rch ag; gleichzeitig ein bei- 





trag zur sivilististhon und portman riickwirkungs- 
lehre, von dr. Walter Rieger. Bonn, L. Réhrscheid; ,ete., ete., 
1934. 


xi, OF p 23". (Added tp: KOiner rechtewissenschaftliche ab 
bandiungea ... bft. 12) 


“Literaturversetchnis”: p. vit-xil 


1. Labor contract—Germany. 1. Title 
AC 35-2292 
Title from Yale Law Libr. Printed by L.C. 
2, 


Rieger, Wilhelm, 1878- 
Uber geldwertschwankungen, von Wilhelm Rieger. 
gart, W. Kohlhammer, 1938. 


vp.1L, 0p 24. 


Stutt- 





LY bilanz, Stuttgart, 1636. 
of. Vorwort, p. tv. 


1. Money. 2. Acseates 3. Schmalenbach, Eugen, 1873- Dy- 
namische bilanz 1. Tith 


AC39-760 


Yaleunty. Library 
for Library of Congress 2 


Rieger, Wilhelm Christian, 190s- 
Konjunkturpolitik der eisenbahuen, von Wilhelm Chr. Rie- 
ger. ig W. Kohlhammer, 1937. 





1p 249% (Added top: Me Wirtschuftsw issenschaftliche 
oe (Neve foige, bf 
“sehrifttum”. p. t-ai 
1. Mailroads- Germany Finance. 2. Business cycles. 1. Tithe 
18-2200 
Library of Congres« HEWw7 
sh 385 1004S 


Rieger, William Holley, 1915- 


The disproportionation of certain p-alkyltriphenylmethy!s, 
by William Holley Rieger ... Urbana, IL, 1941. 


Sp 2. 
Semen at thesis (PH. 0.) —University of Hlinvis, 1941. 
Bibtiography p4 





1. Triphenylmethy!. 


LAbrary of Congress QD473.R5 


Riegert, Hermann, 1594- 

Die stellung des militirbefehishabers u. seine befugnisse 
als strafgesetzgeber. Von dr. jur. Hermann Riegert. Bres- 
lau, Schletter, 1917. 
wordt 118 p. 11. 239%. (Added t-—p.: Strufcechtliche abbandlungen ... 


Also isxued as inaugural dissertation, Jena, 191%. 
“Literaturverzeichnia”: p. ;vil;-zi. 


1. Military law—Germany. 2. Martial law—Germany. 3. Germany— 
Army—Crimes and misdemeanors. 4 Criminal law—Germany. 1. Title. 
(20-27 388 


Library of Congress 12, 


LIBRARY OF CONGRESS 


:Riegger, Joseph Anton Stephan, ritter von, 1742-1795. 
Amoenitates literariae fribvrgenses ... Vimae, apvd Avg. 
Lebrecht. Stettinivm, 1775-76. 


Sv. in 1. plates, port. facsims. 20)”. 
Title vignettes. 
Ts. — fase. fy yoy jorum Academiae Albertinae. De 
To. Prenere. theologo. De Io. — tum de 


Sy 
To. Keisersbergio ; ti & de ti es sepetibes Cos Conrado | Petro Wickgra- 
mis.—fase. 1-11. De Iac. Wimenetites theolog! vita & scriptis. 


1. Title. 
29-7977 
Library of Congress 


Riegger, Joseph Anton Stephan, ritter von, 1742-1795. 

Tos, Ant. Rieggeri, q., Historia ivris romani, rivati po- 
tissimym, ad vsvs I ni vm in ‘Albertina ad- 
commodata. Editio altera & ile Fribvrgi Brisgo- 
viae, apud Anton. Wagnervm, 1773. 





SpL,s-27p 1%. 


“Index auctorum, qui historiam furis romani praecipue scripserunt” : 
4th prelim. leaf. 


1. Roman law —Hist.—Outilines, syllabi, etc. 
42-27113 


Library of Congress 12) 


Riegger, Paul Joseph, rit¢er von, 1705-1775- 

Pavli Iosephi a Riegger ... Institvtionvm ivrisprvdentiae ec- 
clesiasticae pars 1.-1¥.; Editio nova, et emendata. Vindo- 
bonae, typis I. Thomae nob. de Trattnern, caes. reg. aviae 
typogr. et bibliop., wrecixxvi 

4¥. front. (port.) 20°. 

‘Title vignettes. 

Contents —pars 1. Principia ivris ecclestastici continens.—pars i. 
Libros 1. et * Decretalivm Gregor!l rx. p. continens.—pars m1. Librvm m. 

a Gregoril 1x. p. continens.—pars tv. Libros rv. et v. Decreta- 
ori 1X, p. continens. 
2. Eeclesiastical law. 1. Catholic church. Corpus 
Institvtionvm ivrisprvdentiae ecclesiasticae 








pen law. 
juris canonici, ut. Title 
pars tty 


38-33418 


Library of Congress ry 


Riegger, Wallingford, 1885- 


Suite for flute alone, by Wallingford Riegger ... 
Invention, by Colin McPhee. ,San Francisco, 1930, 

15, 1); p. 35%. (On cover: New music; a quarterly of modern com- 
positions. ,v. 3, no. 4) 

Pieces by McI’hee for pase 2 bands. 

“Errata” (1 leaf) laid in. 

Biographical sketches of W. Riegger (p. ;7;) and C. McPhee (p. ,16,) 


Kinesis, 





1. Flute. 2. Pianoforte music. (2. Pianofort hands, 1. MePhee, 
Colin, 1901- m1. Title; Kinesis. «1. Title: Invention. 
AC 87-2657 
New York. Public library 
for Library of Congress {[M1.NSSM7 vol. 3, no. 4) 
rc) (780.821) 


Riegger, Wallingford, 1895- 


Three canons for woodwinds, by Wallingford Riegger. 
1. Three-part canon with bassoon obbligato. mu. Canon in the 
unison for flute and clarinet, 1. Double canon—oboe and 
clarinet (augmented fourth) piccolo and bassoon (third oc- 
tave) Mirrorrorrim, by Gerald Strang. San Francisco, 
1932, 

28 p 35°. (On cover: New music; a quarterly of modern compo 
sitions. v. 5, no. 4) 

(Continued on next card) 


& 


AC 37-2065 


Riegger, be age Three canons for 


woodwinds .. oe, *Card 2) 

Score. 

Mirrorrorrim, for piano, 2 hands. 

“Notes on the construction of Mirrorrorrim”™, 
p 3 

“Biographical notes” 


in Englieh and German: 


in English and German: p. 22, 28. 


1. Chamber-music. 1. Chamber Quartets: Bassoon, clar., 
flute. oboe, 2. (Clarinet and — 3 7S music. “. Pianoforte: 
2 band. 1, Strang, Gerald, 190% m. Tithe. ot. Tithe: Mirror. 
rorrim. 

4 C 37-2065 
New York. Public library 

for Library of Congress (Mi.NSOM7 vol. 5, no. 4) 

3) (780.821) 
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Riegl, Alois, 1858-1905. 

Die der b kh in Rom; akademische vor- 
lesungen gehalten von Alois Riegl, aus seinen hinterlassenen 
papieren hrsg. von Arthur Burda und Max Dvotik. Wien, 
A. Schroll & co., 1908. 





vill, 214p.21 249° 

“Literatur” : p. (®)-16. 

1. Art, Baroque. Be ee 8. Art—Rome. 4. Archi- 
tecture— Arthur, ed. 1. Dvohik, Max, 4 1921, joint 
ed. m1. Title. 1. Title: Barockkunst in Rom 

13—#980 

Library of Congress N@g20.R5 

eifi, 


Riegl, Alois, 1858-1905. 
Gesammelte nufsiitze. 
1929. 
xxxix, 206 iy 


Augsburg-Wien, Dr. B. Filser, 


Mhus., 24 pi. - 131, 249". 
oe 

’ Die quintessenz der lehren Riegis von Hans 
Sedimayr)— Bibliographic der achriften Alois Riegls.—Aufalitze nus den 
Jahren 1898- ): Kunstgeschichte und universalgeschichte Mihet 
on ts innendekoration des empire.—Die stimmung als inhalt der moder 

us den jabren 1901-1904: Eine neve kunetge 
Naturwerk und kunstwerk, t-11.—Zur kunsthistoriachen ste} 
© von Vafie.—-Zur entstehung der altchristlichen hast 

Nka.—Salzburgs stellung in der kunatgeschichte.—Jacob ran Ruy sdael 
Der inoderne denkmatkultus, sein wesen, seine entstehung —tber an 
tike ond moderne kunstfreunde. 





—Collected works. 2 art — Hist 1. Swoboda, Kart 
M., 1860- ed. wm. Sedi- mayr, Hans. 
3423083 
Library of Congress N27 
401, 7m 


Riegl, Alois, 1858-1905. 
... Das hollindische gruppenportriit, mit achtundachtzig 
tafeln... Wien, Osterreichische staatedr., 1931. 

2¥. neo ST aeetaiemniane Bap 

“yy, berausgebers” 1M. F hwort™ 
(¥. ig aa 283-\292,) and Spibtlenrenhe” A Wy ry Ons 206, signed 
Ludwig 

Errata ally laid to. 

Contents.—;1, Textband. —;\2, Tafelband. 


1. Portrait painting—Netherlands. 
ed. 1. Milos, Ludwig. ut. Title. 





1. Swoboda, Karl M., 1880- 


32—13400 
Library of Congress ND1319.R45, 


4001) 


Riegl, Alois, 1858-1905. 

... Spiitrémische kunstindustrie. 
rei ,1927, 

xvill, (1), 420, :1) p. 


Half-titie: Osterretchisches archiiologisches | institut. Wien. 

“Das hier in einem neudrucke vorgelegte werk ist erstmalig unter 
dem titel ‘Die spiitrimische kunstindustrie nach den funden in Oster 
reich-Ungarn, 1. py B- im jahre 1901 vom Osterr. archiiologischen Insti- 
tut als folloband or 2 ml 

Reson 


Wien, Osterr. staatsdrucke- 


itus., xx pl. (2 col. mounted) 224”. 


Pp. ase, 


. Roman. 2. Art, Medieval. 
1 deterteichieches arehlologion hes instifut, Vieona 


3. Art industries and sente, Roman 
u. Tit 


282556 
Library of Congress 


“5760.5 
Copyright A—Foreign 3579 


Riegi, Alois, 1858-1905. 

Stilfragen. Grundlegungen zu einer i der orna- 
mentik. Von Alois Riegl. ie 107 chtaenge ts cae 2. 
aufl. Berlin, R. C. Schmidt & co., 1923. 

mix, 6p. tian 2. 


1, Decoration and ornament — Hist. 2 Design, Decorative — Plant 
forms. 1. Tithe. 
(3601, 4 2eR 


Library of Congress NEIITS.RS 1988 Toe 


Riegler, Alexander 
see 


Riegler, Sfndor, 1855- 











Riegler, Ernest. 

Supplementary postal guide to all the Hungarian and 
Croatien towns and villages, with the latest changes in 
the official nomenclature, from the years 1867 to 1913 ... 


Magyar- és térsorszigok péthelységnévtara. 1867 -tél 
1913-ig tértént helységnévvaltoztatasok. New York city, 
E. Riegler, 1913. 

ipl, Wp Bm 8.90 

“Croatia and Slavonia. Morvat- és Szlavonorszigok”: p. :247)-303. 


1. Postal service — Hungary — Guides. 2. Postal service —Croatia— 
Guides. 1. Title 


13-23435 
Library of Congress 


Copyright A 357420 


HEO973.R5 


Riegler, Franz, 1887- 
Die reichsstadt Schwibisch-Hall im dreissigjihrigen kriege. 
Von Franz Riegler. Stuttgart, W. Kohlhammer, 1911. 


xii, 119 p. 26%. (Added t-p.: 
sehen geschichte 7. bd.) 


“Verzeichnis der benutzten quellen und bilfsmittel” : 


aus der 





1. Schwiibisch-Hall—Hist. 2. Thirty years’ war, 1618-1648. 


28-2470 
Library of Congress DDS01.WE1D3 7. bd. 
Biegler, Friedrich. 

Die betriebsfiihrung des optikers, von diplom-optiker 
Friedrich Riegler. Mit 80 abbildungen und vordrucken. 
Stuttgart, J. Faber, 192+. 

3p. 1, 128 p. illus. (incl. forms) 26™ 


1. Optical trade 
25-9186 
Library of Congress RE! RS 
Copyright A—Foreign 26864 
12 
Riegler, Georg 
see 
Riegler, Johann Georg, 1778-1847. 
Riogler, Gideon. 

The amateur astronomer, by Gideon Ricgler; tr. by 
Geo. Aubourne Clarke New York, Dodd, Mead and 
company, 1910. 

319, (1) pm imel. front. illus, diagrs, 17) 

1. Astronomy: 

A 10-2415 

Title from Chicago Pub Libr. Printed by L. C 


s?4e1, 


Riegler, Johann Georg, 1778-1847. 
, Der eid in oempeonnyee -exegetisch moralisch- praktinc' rher 
bei 


vor der eide- edgy "Von dr. G. Riegler ... 3., ganz um- 
gearb.. verm. und verb. aufl. Augsburg, Magazin fir katho- 
lische theologie, 1 


si, 171 p. 214". 





1. Oaths. 2 Perjury. 1 Title 
87-12013 


Library of Congress 2 
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Riegler, Richard. 

Das tier im spiegel der sprache. Ein beitrag zur ver- 
gleichenden a von Richard Riegler ... Dres- 
den und Leipzig, C. A. Kochs verlagsbuchhandlung, 1907. 

204, (1) p. 21%. (Added t.-p.: Neusprachliche abbondiungen aus 


a3 pent, der phraseologte, realien, stilistik und synonymik brag. von 
Elépper-Rostock. bft. xv. xvr) 


1. Zoology—Nomenciature (Popular) 1 Title. 
7 —26131 
Library of Congress PBI3.N5 hft. 15-16 


a38d1-, 


Biegner, Hans. 
Die physiologie og 
Von prof. Riegner .. 
cover-title, OB-111 p. 


ologie der kieferyewegungen. 
ipzig, Veit & pom st 4 


on 2". 


Separat-abzug aus Archiv fir anatomie und physiclogie. Anatomische 
abtheilung 1 


1. Jaws 
9-14038t 

Library of Congress QPS3ILR6 

Riego, Carlos Parra del 
see 
Parra del Riego, Carlos. 
Liprary or Cononess Rererence 

Ss SSE a a ss yl 

x 41-09 


ay 


Riego, José Ramén de Luanco y 
see 


Luanco y Riego, José Ramén de, 
1825-1905 


Riego, Juan Parra del 
see 


Parra del Riego, Juan, 1894-1925. 


Riego, Miguel del, 5. 1781, ed. 

. Los doze triumphos de los doze apostoles, fechos por el 
cartuxano (don Juan de Padilla) ... Canticos entresacados 
de las tres tablas del setskin ds bo sida de Gite compen 
por el mismo. Descripcion del Aula de Dios, cartuja de Zara~ 


en dos silvas, por don Mi de Dicastillo ... Apendice. 
Foesies varias, postumas, de Eugenio ‘Antonio del — 
Nufiez ..._ El romancero de Riego, por don Benito Perez 


La publica don Miguel del Riego ... Londres, Impreso 
Wood, 1843. 


2p. L, BS, 196, 24, 2p. 11, 5625p plates, porta. 20". (Colec- 
clon de obras poeticas v= pte. 1) 
(Continued on next card) 
—31171 
rflbl, 


Riehen 


Riego, Miguel del, b. 1781, ed. ... Les doze triumphos de 
los doze apostoles... 1843. (Card 2) 
At head of title; Under the especial patronage of H. R. H. the duke 

of Sussex 


‘The portraits are engraved. 

“Los doze triumphos” and the “Apendice” hav each a special t-p., 
—_ 1841 and 1842, , Seas. 

unpaged es are inserted, with several of E. A. del Riego 

Nenex’ poems tra nalated by Sir John Bowring and Miss F. D. Cart. 

wright. ef. Boston public meee. Cat. of the Spanish library and of 

the Portuguese books bequeathed by George Ticknor, 1879. 

1. Padilla, Juan de, 1468-1522? Los doce tridphos de los doze 


—— 
*padilia, Juan de, ery Retablo. 


im. Dicastitio, Miguel de, 


Tien cent. Avia de Dios. Riego Nafier, Eugenio Antonio del, 1748- 
1816. v. Péres de Valdes, Beatto. El romancero de Riego. vi. Title. 
85—81171 
Library of Congress PQG119.P2A7 1843 
rfib1, 961.2 


Riego, Rafael. 
see 


Riego y Nunez, Rafael del, 1785-1823. 


Biego y Nijiez, Eugenio Antonio del, 1748-1816. 


Poesias varias, postumas, de Don Eugenio Antonio 
del Riego Nujfiez: com en los tres 6 cuatro dltimos 


aiios de su vida. El ro de Riego, por Don oe 

nito Perez... Londres, Impreso por C. ood, 1843. 

se, 358 So > Be ono 29". (Coleccion de 
With Padilla, J 


Los doze i 
ish ae as or ee Qype 
in paging. 


1. Pérez de Valdés, Benito, 


24-2908 

Library of Congress PQCIO.P2ZA6 1841 
(Rlego y Nufiez, Miguel del, 

Romance. El anciano de Hesperia. Dedicado 4 las 
tropas asturianas al mando del gen’. Ballesteros. (Fer- 
rol, 1811) 

18 pp. port. 109. 

Caption-title. 

Signed ““M. del R.” 

Doe 2 

Library of Congress, no. 

Riego y Nifiez, Rafael del, 1784-1823. 
_Provts du général Raphael del Riégo, précédé d’une notice 
biographique. Paris, Chez Ponthieu, 1823. 


ip l.sip . {Wh Joveliancs, - 
Zz ' Gaspar M. de. Mémoires poli- 





+ 28812 
Library of Congress DP206.586 
va4lbl, 
Riehen, Switzerland. Toshotemmen-cnstelt 
Festbericht zur ayy feier der Taubst: 
men-anstalt in oan am mai 1889. 
Basel, Buchdr. ven Me Wen. 


stellt von A. Frese .. 
Riehm, 1889. 
iv, 122 p, 11 double front, 2 port. 22> 


With this is 
bomed Tesrorduung fir Go Cintigne jchsestler dor 


4. meben, Switzerl: Ti 


enstah 





1. Frese, A. 
E11-173 
Education HV2825.R42T2 


Library, U.S. Bur. of 








Riehl, Alois, 1844+ 
Fichtés uviversititsplan. Rede zur feier des geburts- 
tages Seiner Majestit des kaisers und kiénigs gehalten in 
der aula der KGniglichen Friedrich-Wilhelms-universitit 
zu Berlin am 27. januar 1910, von Alois Riehl. Berlin, 
Universitiits-buchdr. von G. Schade (O. Francke) 1910. 
2p ix I 


1. Berlin. 


Universitit. 2. Fichte, Johann Gottlieb, 1762-1814. 3. Uni- 
versities and colleges 
E 11-1643 
Library, U. S. Bur. of Education LF2413. A3R4 
ws24el) 
Riehl, Alois, 1844-1924. 

Friedrich Nietzsche, der kiinstler und der denker. Von 
Alois Riehl. 4. verb. und erginzte aufi. ... Stuttgart, F. 
Frommann, 1901. 

175 p. front. (port.) 219°. ‘Half-titie: Frommanns kiassiker der 
phileaephie v1) 


1. Nietzsche, Friedrich Wilbelm, 1844-1900. 
1-113 


Library of Congress BS3316. RSS 


1 Philosophers 2 Scientists. 1 Tithe. ease 
Library of Congress CTIS4RS 10% 
12) 
Riehl, Alois, 1844— 
Giordano Bruno. In memoriam of the 17th February 


1600. By Alois Riehl. Tr. from the German with the 
author’s Vm ty by Agnes Fry. Edinburgh & Lon- 
don,@. N. Foulis, 1905. 

110, hh) p. from. 2 

From the second German edition. 


1. Bruno, Giordano, 148-1600. 1. Pry, Agnes, 180-— tr. 
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Riehl, Alois, 1844- 





Dor shilecssbiccbe bs hichte und system, 
von Alois Rieh! .. new verfasste auf. Leipzig, 
gelmann, 19 
. um 


Modern—Hist. 2. Knowledge, Theory of 3. Kant, Im 
4 Transcendentalism. 


manoet 172018 


o240974 
Library of Congress 


B3323.RS3PS 1908 
12341) 


Riehl, Alois, 1844-1924. 

Der pits kritiziemus, leq und system, von 
Alois Riehl 3. aufl. Leipzig, A. Kroner, 1924-26. 

Sr. 25". 

Vols. 2-3 edited by Sonat, Sqvanger and Haus Hesse. 

Vols. 2-3: 2. verfindert 

Contents. —1. bd. aemeinn des 
Die sianlichen und logiscben gro 

wissenschaftstheorie und metaphysik 


losophiscben kritiztsm: 1—2. bd. 
ingen der erkenotnis.—3. bd. Zur 


1. Philesopbr, a 2. Know 
Immanuel. 1724-1804. 4 Secssstuaniom't Fy 


ledge, Theory of. 3. Kant, 
Science—| 

6. Metaphysics 1 aH...., Eduard, 1882- 
1801- jolnt ed. 


Philosopby. 
ed. 1. Heyse, Hans, 


31-34208 


Library of Congress B3323.R53P5 1924 


3 12 


Riehl, Alois, 1844-1924. 
The princi of the critical philosophy. Introduction to 
eotin toon ysiecs. By Dr. A. Riehl .. 


Tr. by Dr. Arthur Fairbanks ... 
Triibner, & co., I, 1894. 


xvi, 46 p. 219". (Half-titie: The English and foreign philosophical 
brary) 


London, K. Paul, Trench, 


1. Sctence—Philosophy. 2 Metaphysics. 1. Fairbanks, Arthur, 
14- t. 
586158 
Library of Congress BOT.RS 
1801, 
Riehl, Alois, 1844- 
Zur einfiihrung in die grey der gegenwart: acht 


vortriige von Alois Riehl. 
3p.1, 2538p. 214. 


Leipzig, B. G. Teubner, 1903. 





Contents —Wesen und entwicklung der philosophie. Die philosophic 
im suertenee- 9 in der neucren zeit, ihr vevoitiats zu den 
exakten ‘wissenscha ten — keritische | ie. —Die gi amon < Oa 

jis. — nat 
— Probleme der ny F =| Nietzsche. 





mus 
Zur frage des pessimismus. —Gegenwart und ~~ der philosophie. 


1. Philosophy, Modern—Hist 


Library of Congress B793 RSS 


Riehl, Alois, 1844- 

Zur einfiihrung in die phie der geg rt, acht 
vortrige von Alois Rekl e° fast unverinderte aufl. 
Leipzig, Berlin, B. G. Teubner, 1921. 

vi, 200 p. 205". 





1. Philosophy, Modern. 


23-9624 
Library of Congress B793.RSS 1921 
Copyright A—Foreign 22246 
. 12 
Riehl, Berthold. 
von Berthold Riehl; mit 108 abbildungen. Leip- 
zig, E. A. 1908. 


52%. Ge (On cover: Berfthmte kunststittes, 
mo. 22) 


1. Art—Anugeborg. 2. Augsburg—Descr. 











— Sea 

py ne. . The synthesis from 
uracil of pyri nid lly to thiamine, by Doris 
Rieh! and Treat B. Johnson ... ; Amsterdam, 1940, 


cover-title, 87;-85 p. 2247. 
Constructed from thesis (ru. ae Se 
chimiques des 


From Recueil! des travaux ¥. 58, no. 1, Ji 
1, Jan. 


Bibliographical foot-notes. 
2 Pyrimidines. 1. Johnson, Treat Baldwin, 1875- joint author. 
42-1768 
Library of Congress QD401.R55 
a S78 
Biehl, Edwin Hugo, 1868- 
ue grapes, by Edwin H. Riehl ... Saint Joseph, 
The Pict geewe company, 1906. , 


3 p. illus. 1S™. (On cover: “Brother Jonathan” series—no. 7) 


1, Viticulture. 1. Title. 
1 
Library of Congress SB389.RSS a 
Copyright A 143399 al9el) 
Riehl, F. 
Westfilisches b ht (erb- und famili ht) im gel- 





tungsbereiche des Gesetzes betreffend das eheliche giiterrecht 
in der proving Westfalen vom 16. april 1860. Dargestellt von 
F. Riehl ... Minden i. Westf., J.C. C. Bruns, 1896. 

xvi, 320 p. 229". 


1. Land tenure— Westphal 
Westphalia ( 


ila (Province)—Law. 
succession— Peasan’ 
ince) =. Title. 


2. Imberitance and 
Province) 3. try—-Westphalia (Prov- 
36-19802 
Library of Congress 2) 


Riehl, Frank C. 
Poems of the piasa, by Frank C. Riehl. 
& Gaskins, 1896. 


6p.L,1%2p front 18)”. 


Alton, Ill, Melling 


1. Indians of North America—Poetry. _. Title. 
3582848 
Library of Congress PS2800. RASPS 
Copyright 1896: 7522 141b1, 811.49 


Riehl, Frank 0. 

epee of Ge sok sane Oy Feasts G. ats, Alton, Ill, 
Melling & Gaskins, 1899. 

2 p. 1, 9190 p. enn, dmg i. 

Includes translations from the German 


1. Indians of North America—Poetry . Tithe. 


0-1009 Revised 
Library of Congress PS3S35.144R8 1899 


Copyright 1899: 81251 


Riehl, Gustav, 1855- 

Atlas der hautkrankheiten, von hofrat prof. G. Riehl ... unl 
prof. Leo v. Zumbusch . 
Leipzig, F.C. W. Voge! 928. 


¥. col, plates. 30”. 


1. Skin—Disenses. 1. Zambusch, Leo, ritter von, 1874- Jotat 
author. m. Title. 
(24 — 20850 
Library of Congress RL&LKS 
Copyright A—Foreign 24Me4 





Riehl, Gustav, 1855- 


Atlas of diseases of the skin, by Prof. G. Biehl .. . and 
Prof. Leo v. Zumbusch .. with diagnostic and therspeu- 
tie notes by John B. Lady iladelphia, P. B! 
ston’s son & co. (*1925, 

Sv. col. plates. 30a™. 

Conrenre—st, t Infections Glows of Ge chin—ot, =. Infemmatery 


diseases of the skin—pt. 1m Atrophies, new formations, hypertrophies. 
1, Skin—Diseases. 1. Zumbusch, nal 1874- = joint author. 
nid Joho Borneman, 1880- mi = 
BAY 
Library of Congress RLSL.RSS 
Copyright A 872899 & 


Riehl, Gustav, 1855- 
Die radium- und mesothoriumtherapie 


der hautkrank- 
heiten; ein leitfaden von prof. dr. G. Riehl ... und dr. 
Mit 63 abbildungen im text. Berlin, J. 


L. Kamer .. 
Springer, 1924. 
3p 1.8% p. Mus. 21™. 
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Riehl, Wilhelm Heinrich, 1823-1897. 

Burg Neideck. Novelle von Wilhelm Heinrich Riehl. With 
introduction and notes by Charles Bundy Wilson ... A 
Ginn & company, 1894. 

Sp.1, tx-aizp,11,86p. 1°. 


1 Wilson, Charles Bundy, 1861- od m Title. 
12—88061 
Library of Congress PT2457. RSBSS 
reéigl, 


exercises, and oo by J. 
. ey ty et 
¥, 189 p. front. (port.) 17°. (Heath's modern language series) 











at Redioth bs a 3 Di 3. Mesoth 1, Kamer, Leo, 1, Jonas, Johannes Benoa! Eduard, ed. u, Title. 
Library of Congress RLUB.RS isin it (@) (rTsetnene) 741802 
Copyright A—Foreign 25831 end 
Copyright (fle, 
2 
pps De coe » ais Riehl, Wilhelm Heinrich, 1823-1897. 
ons w ng — _ Burg N -, con, Wilhelm Heinrich Riehl; 
dr, phil. habil. Nikolaus Riehl ... Mit 8% abi Rer- yo vousbalan by Garrett W. Thompeon 
lin, J. Springer, 1941. ;. arewings by © O. F. Howard. 5 York, Cincinnati ete., 
. (Technische physik in einseidar- company ;1916, 
enste Reag ten 0 hice ead Bet 8) he int ok 
ber :p 2, 
1 2F 1 Title 
aa 1. Thompson, Garrett William, 1867- ed. a. Title 
Library of Congress QC4TT.RS Library of Congress PT24657.RSBSS 1916 
a 5055 Copyright A 487765 (03601, 
Riehl, Wilhelm Heinrich, 1823-1897. 


Aus der ecke. Sieben novellen, von W. H. Riehl. 4. aufl. 
Stuttgart, Cotta, 1898. 

xx, 885 p. 19". 

Contents.—Die ecke. vorwort—Die giticklichen freunde.—Die 


Ais 
vierzehn nothelfer.—Der verrtickte Holllinder —Die ewelte bitte —Der 
mirzminister.—Rheingauer deutach:—Trost um trost. 


1. Title. 


Library of Congress PT2457.R3SA8 1806 


(3%1, 


Riehl, Wilhelm Heinrich, 1823-1897. 


eideck, novelle von Wilh. Heinr. Riehl. New 
York, TE Bees Bc. 1000, 
2p.1,45p. 20)". (Ahn's series of German novels, no. 10) 


1. Tithe. 
228 
Library of Congress PT2457.R3B88 1886 
r@ldi, 
Riehl, Wilhelm Heinrich, 1823-1897. 


Burg Neideck, novelle von W. H. von Riehl; with intro- 
duction and notes by Arthur H. Palmer ... New York. H. 
Holt & company ,ete.,; Boston, C. Schoenbot ,1898, 

2, 08 p. front. (port.) 189". (Unterhaltunge-bibitotbek) 
“Riebi's works”: p. tv) 


1 Palmer, Arthur Hobbell, 1860-1918, ed. u. Title. 


PT2457.RSBSS 1808 
asin, 


Library of Congress 
Copyright 1808: 38379 





Von W. H. Riehl. 
aunt G. Gotte'ocher verlag, 1859. 
i, OT p. a. 


Contents.—1. beech. Historisches stillleben —2. buch. Zar volkskunde 
der gegenwart—3. beech. Zor Asthetischen culturpolitik. 





1. Civilisation—Hist. 2. Germany 3. Folk-lore. 
7 34565 
Library of Congress CB7.RS 1800 
az74l, 

Riehl, Wilhelm Heinrich, 1823-1897. 
Culturstudien aus drei jahrhunderten. Von W. H. Riehl. 
Stuttgart, Cotta, 1862. 

vi, 408 p. 10°. 


1. buch. Histortaches stilileben —2. beck. Zor volkskunde 
der quamavert- <8. beck, Sur Eothetiochen culterpeltti. 


1. Clvilisation—Hist. 2. Germany—Civilisation. 8. Folk-lore. 
1 Title. 


‘B4 85106, 
Library of Congress CB7.RS 19m 901 
Oat, Clete Rah, wna 
Cul di hrhund Von W. H. Riehl. 





4. unverinderter roy (8. oktav-ausg.) Stuttgart, J. G. 
Cotta, 1873. 


1 8p 10" 


ConrTurte —1. beck. Historisches st! ‘leben —2. bech. Zar volkskunée 
Ger gegenwart —3. beach. Zur Aethetier’.0 culturpolittk. 





1 Title. 


Library of Congress CBT.RS 1878 


aATDl, 


71 


Riehl, Wilhelm Heinrich, 1523-1897. 

... Der fluch der schénheit. Novelle von W. H. Riehl. - 
for the use of schools by Calvin Thomas ... Boston, D. 
Heath & co., 1891. 


xi, 70p 10°. (Henth's modern language series) 


1. Thomas, Calvin, 184-1019, ed. iu. Tithe. 


12- 38044 
Library of Congress PT2457. BBV 
Copyright 1801: 417 1391, 
Riehl, Wilhelm Heinrich, 1823-1897. 


von W. H. von Riehl With basetedioe end ecente Bs 
« New York, H. Holt and com: Boston, 
C. Schoenhof "1891, — 
¥, 77 p. 10)". (Unterhaltungsbibiiothek) 


1. Kendall, Francis Lockwood, 4. 1808, ed. uo. Title. 
14— 19424 
Library of Congress 
Copyright 1891: 4180 


#01, 


Riehl, Wilhelm Heinrich, 1823-1897. 

2 ty Mary Ar Pros. New York 
use . 
American book company ,1897) 

107 p. illus. (map) 18)". 


ed. for school 
(ete. 


1 Frost, Mary Adeline, 4 1800. 1. Tithe 


Library of Congress 


Copyright 1897: 35768 


1, 


Riehl, Wilhelm Heinrich, 1923-1897. 

Der fluch der schénheit; novelle von ———— Heinrich 
Riehl ; ed. with introduction, notes, notes, exercises, and vocabulary, 
by Arthur N. Leonard ... Boston, New York etc, Ginn & 
company ,*1908, 


me inel. front. (map) 17)™. (International modern language 


‘Title within ornamental border. 
1. Leonard, Arthur Newton, 1870- a n. Tithe 


Library of Congress 
Copyright A 228853 


PT207 Rares 
a3Tbl5 


Riehl, Withelm, H,elarioh, 1823-1897. 
Ein ganzer mann. Roman. Stuttgart, J. G. Cotta, 


1897. 
S43_ mm. 7 
‘Library of Congress, no. 
ee ae ees 
alter zeit; von W. H. Riehl. Erste- 
areite tebe 3 auf. (6. abdruck) Stuttgart und Berlin, 
‘otta, 1904, 1868. 


Serre Guillemein. ‘Det heesten: Kantg Karten Moral Vergeitt Got! 
Die rechte mutter. Ungeschriebene Demophooa vou ‘onel Mie 
ganerben. 
+ Tithe 
wie 
Library of Congress PT24S7 RIGS 1906 





Riehl 


> Waheln Helarich, 1688-1907. 





LIBRARY OF CONGRESS 


Riehl, Wilhelm Heinrich, 1823-1897. 





geechnets vor WA Biel 3. aufl. omen sa aan 


vip, 11, 381, 1, p 19. 


. : Maximilian um. vou 
Bayern. — Eine konig Max. — Ludwig jer. — 
Wegner. 
1. Germany —-Biog. 1 Title. 
1-8577 Revised 
Library of Congress CT1062.R6 
(734b2, 


Riehl, Wilhelm Heinrich, 1823-1897. 

Kulturgeschichtliche novellen. Von W. H. Riehl 4. aufl. 
(8. abdruck) Stuttgart, Cotta, 1898. 

2p.L, dil)-2p,21, 8-46 p. 19°. 

Contents. stadtpfeifer.—I des Herrn —Ovid bei hofe.— 
of cae an ae oR Kage Griifin Ursula. — Meister 
Martin Hildebrand. — Die lehrjahre eines humanisten 


— 1—0112 


Library of Congress PT2457.R3K7 1808 


30al, 


Riehl, Wilhelm Heinrich, 1823-1897. 


Kulturstadien aus drei jahrhunderten, von W. H. Riehl. 
6. aufl. Stuttgart und Berlin, Cotta, 1903. 


xii, 46. 2. 


Cowrewts. — Historisches stillleben—Zur volkskunde der gegenwart — 
Zar asthe.ischen kulturpolitik. 


1. Civitization— Hist. 2. Germany—Civilization. 3. Folk-lore. 1 Tithe. 
641033 
Library of Congress CB7.RS 1907 
1a26d1) 


Riehl, Wilhelm Heinrich, 1823-1897. 
Lebensritsel. Fiinf novellen, von W. H. Riehl. 3. auf. 
Mit dem bildnisse des verfassers. Stuttgart, Cotta, 1893. 
xiv p, 21, ;3;-508 p. front. (port) 18)*. 


Corrents.—Damais wie ~~ yb Ay lel 
kans —Am quell’ der genesung —Dte gerechtigkeit Got' 


1 Title. 
1-9157 
Library of Congress PT2457.R314 1808 
aS2c1, 
Riehl, Wilhelm Heinrich, 1923-1897. 
Musik im leben des volkes ; wae <> dae Geman, on 
W. H. Riehl, erginzt und h 





Josef Maller-Blattau. Kassel, Barenreiter- verlag, | 1936. 
wp =. 
Pang taken from the author's Kulturstudien aus dre jabrhun- 
+ &.- und musikpolitik W. H. Riebis, von 
4. ‘Moller Biartau™ ip Tae 


1. Music—Collected 


3. Folk-songs, Ger- 
mao—Hist. & crit ed. 
am. Tithe. 


works. Music—Germany. 
L mataer- -Biattau, Joseph Maria, 1895- 


384509 


Library of Congress ML3786.RSSM08 


2 TeO.18 


gO ecm nee rage se 
shineenbuch, von W. Ht Bi Mocattgete dG. Cetin 


2v.in1. 1. 
Vol. 1: 4. aufl.; v. 2: 3. auf 


1. Musicians. 1. Title. 


Library of Congress 





Musikalische charakterkipfe. 


Ein kunstgeschicht- 
liches skizzenbuch von W. H. Riehl . 
1899. 


Stuttgart, Cotta, 


2v int. 19”. 
bs LY 8 aufl.; v. 2: 7. auf 
xTS—1. ba. Ein deutscher bunkelsanger und ein welscher kavalier 
(Weel Miller, Astorga). Die schrif «- oA. mt f und schwert 
(Mattheson und seine zeitgenossen) Back und Ly om Gun 50 
tialen ges ~ ye oy Adolf oles 
des Cranrosischen kaise yous (Cotpe ini) Die otichen Pl ‘hilar 
(Gyrowetz, Rosetti, Pleyel, reniaky, ng Zwei 
(Continued on next card) 
1-8576 Revised 
1t24e2, 
Riehl, Wilhelm Heinrich, 1823-1897. Musikalische 
charakterképfe ... 1899. (Card 2) 


Contexts— Continued 
kleine meister (Rosset Kreutzer, Albert Lortzing) Georg Onslow. 
Zwanzig jahre a le der romantischen oper (Room E Bellini, 
Doni Boieldien und my mit ihren genossen. r und 


—y er 


rtettmusik 
(Karl Guhr, eta cl po By Drobisch) Die RK... 
oper 
1. Musicians. 1. Title. 


1-8576 Revised 


Library of Congress ML@.R551 


yr24e2, 


—_- Wilhelm Helarich, 1823-1897. 
des di 





fomt a herausgegeben von Gunther Ipsen. Leipzig, A. 
Kroner ,*1985, 


a =e front. (port.) 18". (Krémers taschenausgabe. bd. 
) 


At head of title: W. H. Riehl. 
selection from the 


esr deutecben scaisigaitibe 50 aek Sraitgare. iel-18 of. 
on ate, * “Te ee OS 
@. Title. ac 
‘Title from Rochester Univ. DD6LR6S6 Printed by LC. 
a 
Riehl, Wilhelm Heinrich, 1823-1897. 

Die naturgeschichte des volkes als grundlage einer 
deutschen social-politik. Von W. H. Riehl ... Stuttgart, 
J. G. Cotta, 1862-69. 

4v. gu. 

Dic bargerliche geecischa (6. auf (7. Sete i tes ea Die te 
milie. 6. unverinderter —4. bd. Wanderbuch, als eweiter 


1. Germany—Civilization 2% Germany—Soc. condit. 


G-1678 

Library of Congress DDe1.Rs55 
Riehl, Wilhelm Heinrich, 1823-1897. 

Die naturgeschichte des volkes als einer 
deutschen sozial-politik. Von W. H. Ri . Stuttgart, 
Cotta, 1892-99. 

4y. 2. 

Cowrants—1. b4. Land und leute. 10. aufl. 1899.—2. bd. Die 

9. anf. 18973. b&. Die ili 


aad ~ “wee 2. Germany—Pol. & govt. 3. Germany—Soc. 
life &eust. tT 


24047 


Library of Congress DD61LRS6 


Riehl, Wlthelm, Heinrich, 1823-1897. 

Religiése studien eines weltkindes. 5. aufl. Stutt- 
gart, J. G. Cotta, 1900. 

4,40 p. 12°. 
ie RTE — Durch nacht sum licht.—Ewige tragen. —Zeittragen.—Kirch- : 


Library of Congress, no. 


Riehl, Wilhelm Heinrich, 1823-1897. 

Das spielmannskind, Der stumme ratsherr; novellen von 
Wilhelm Heinrich Riehl, ed., with introduction and notes, by 
Abbie Fiske Eaton ... Boston, D. C. Heath & co., 1893. 


iv, 91 p. 189°. (Heath's modern language series) 


& Eaton, Mrs. Abbie Fiske, ed. «1. Title. mz. Title: Der stumme 
itsherr. 


ra’ 

Library of Congress PT2457.R3863 
Copyright 1898: 40197 (Sai, 
a Sn ae ae. 

Das und Der Stumme ratsherr; von W. H. 
Riehl. , with notes and a vocabu' , by Geo. M. Priest ... 
Now York, Cincinnati ,etc., American company ,1902, 


Imp 18". 


1. Priest, George Madison, 1878- ed. u. Title. uz. Title: Der 
stumme ratsberr. 


23042 
Library of Congress PT2457.R3806 
Copyright A 20065 (36b1, 


Riehl, Wilhelm Heinrich, 1823-1897. 


Die vierzehn nothelfer ; nang mg Wilhelm aan 
Riehl. Ed. with int 
cabulary, by J. F. Louis Resdiee . 
cete., Ginn & company (1 


xii, 79 p. incl. cont. (port.) 179°". (International modern language 
series) 





” Boston, New York 


1. Raschen, John Frederick Louis, ed. iu. Title. 


Library of Congress 
Copyright A 145388 


T2457 R3VS6 


Rieh!, Wilhelm Heinrich, 1823-1897. 

Die vierzehn nothelfer, Trost um trost; von W. H. Riehl, 
ed. for school use by K. E. Sihler ... New York, Cincinnati 
yete., American book company ,1896, 

125p. 184". 

“Trost um trost™ : p. -44,-82. 


1. Sihier, Katherine Elisabeth, ed. «1. Title. 1. Tithe: Trost um 
trost. 
1238083, 
Library of Congress PT2457. R3V57 
Copyright 1896: 30401 (el, 
Riehl, Wilhelm Heinrich, 1823-1897. 
Die volkskunde als haft. Mit einem verlags- 





bericht : “Zwlt jabre arbeit fiir die deutsche volkskunde” ;in 
der Verlagsbuchhandlung Herbert Stubenrauch, und einem an 
hang: Der Wilhelm-Heinrich-Rieh|-preis der deutsthen volks- 


knnde. Berlin und Leipzig, H. StaSenroech, 1935. 
hy a) -, om. flus., plates, 

it head of : Witbelm Heto: 

“Der vort wi 





Die volkskunde als vortrag von Wilhelm 
Heinrich Riehl, mit einer einleitung von Max Hildebert 
Boehm. Tiibingen, H. Laupp, 1935. 


8p. 2". 

ae ene Se te oer text nach den 
Gret jabrbunderten’ (J. G. Cotta, Stuttgart 1850)"— 

Vorwort. 


1. Folk-lore—Addresses, essays, lectures. 
bert, 1801- ed a. Tithe 


1. Boehm, Max Hilde 


41-23083 
Library of Congress 


GRT2 RS 
(2) ‘808.304 





vT°o FF 


rere 


Riehl, Wilhelm Heinrich, 1823-1897. 





Zur hichte der ischen oper, von W. H. Riehl. 
Berlin, ” Weltgeist-biicher, verlags-gesellschaft m. b. h. ,1928, 
178, (2; p. 18°.  Weltgeist-bicher. nr. 267-260, 
Selections from bis Mustkalische charakterkipfe 
ConrestTs.—Johann Adolf Hasse, der hofopernkomponist —Mode:ne 
~ Konradin Kreutzer. — Albert Lortsing. — Rossini, —— 
1ti.—Boleldieu und Auber mit ihren genossen —Spohr, Weber und 
Meverveer. 


1. Opera—Hist. & crit. 2. Musicians. 


Library of Congress ML1700.R5 


Riehlé, Frederick A. 
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Sian, BEEN, Sah 
.. Pflanzenschutz, von dr. E. Riehm ... und dr. M. Schwartz 
9. aufl., mit 74 bbild: und 8 fi feln. Ber- 








Fifty years of a business man’s life; i by 
Frederick A. Riehlé. Philadelphia, Pa., “1916. 


2p.1,0p. 23" 


P. Parey, 1931. 


vip. 11,100 p. flue, diagrs. 19°. 


Insects, A. 
2, baauantty, Rabestons ont tenatetat a. Entomology, Economic; 








1. Title. 
Agr 31-860 
7-20 Library, U. 8. Dept. of Agriculture 4044R44 
Library of Congress TAA4IZRS 2) 
Konrad, ed. Riehm, Eduard Gottfried, 1882- i . 
Gewerbewesen; hausiergewerbe, stehender gewerbebetrieb Die wichtigst und schii der landwirt 


marktverkehr, nach der Reichsgewerbeordnung in verbindung 
mit dem Hausierstevergesetz und den einschligigen gesetzen 
der nationalsozialistischen regierung (Ordnung der arbeit, 
Aufbau des handwerks, Arbeitszeitordnung usw.) mit einer 
tabelle tiber das gesamte hausierwesen. 2., neubearb. und 
erweiterte aufl., von K. Riehlein. Miinchen-Berlin, J. Jehle, 
ar iD, 41 17. 

“Nachtrag su Rieblein, Gewerbewesen, ausgabe 1935": 4 leaves at end. 

1. Industrial laws and ty 5° jatioon—Germany 2. Licenses—Germany. 


Peddlers and peddiing. 4 Market rmany. 1. Germany. Laws, 
statutes, ete. mo. Title 


87-36461 
Library of Congress 3 
Riehm, Eduard Gottfried, 1882- 
Beobacht an isolierten blittern ... Halle a. d. 8., 


Druck von E. Karras, 1904. 
2p. 1,%p,1L ies 2” 
Inaug.-diss —Halle. 

Lebenslauf 
“Literatur”: p. (35-36. 


1. Leaves. 2. Regeneration (Plants) 3. Growth (Plants) 


Library of Congress QKS49.RSS 


nuenm, Eduard Gottfried, 1882- 
Die krankheiten der landwirtschaftl. Sap pm und 








und . 
kiimpfung, fiir praxis und studium, von dr. H. Braun ... und, 
dr. FE. Riehm ... 4., erweiterte und neubearb. aufl. Mit 194 
abbildungen. Berlin, P. Parey, 1940. 
vip. 11, 270p._ {ius diagr. 28°. (Half-title: Deutecher landban ; 
enema Oe aes (a oe 
On cover: Krankhetten und schiidlinge der kulturpflansen. 
(Continued on next card) 
1-140 





Pe a 2. Agricultural pests. 1+ Braun, Hans, 1806- 
it author 





41-10006 
Library of Congress SBOOLR43 1940 
ner Copyright 2, em 
Riehm, Eduard Gottfried, 1882- 
Die ichtigs pflanzlichen und tierisch . en 
Snefentateniaatitidnen tol r Von dr. E. 


ihre bekiimpfung. Leitfaden fir 





landwirte. Von dr. E. Riehm... 3. none he . Berlin, 
P. Parey, 1927. 


oo 192 p. Mus 21°. (Lettered on cover: Thaer-bibliothek. 65. 


1 Botany—Pathology. ,1. Vegetable pathology, 

Agr 28-723 
Agriculture 4#4R“K 
ia 


Library, U. 8. Dept. of 


Riehm, Eduard Gottfried, 1882- 
Pflanzenschutz. Anleitung fiir den praktischen landwirt 
zur ng und b der b der kul- 











Hechaft. 1 
4p. L, 8 @ 1. Mus, x col. pl (Added t-p.: Anlel- 
ey ty landwirt. Hrag. vom ‘te 


echen landwi fte-geselischaft. Der ——— nr. 6) 


1. Insects, Injurious and beneficial. 1. , Keonomic, 2 
Boteny—Pathology. (2. Vegetable eA Martta, 
Jotmt author. gr tt 


Library, U, 8. Dept. of Agriculture 404.4F85P 
12 


Berlin, P. Parey, 1910. 
vi, 158 p. ilu. 19". (On cover: Thaer-biblicthek) 
“Verseichnig der benutsten Literatur”: p. 158. 


Agr 15-1448 
Library, U. 8. Dept. of Agriculture 464R44 
(2el, 
Riehm, Eduard Karl August, 1830-1888, ed. 
biblischen altertums fir 


_Handworterbuch des 





unter von dr. G. Baur, 
S. oe ~ .u. a. von dr. Eduard C. 4 —% Riebm ... 2 
fi. besorgt von dr. Friedrich Baethgen .. Mit vielen ab- 
bildungen, karten und oa. im text, einechaltbildern, far- 
bigen karten und einer fttafel ausserhalb des textes. 
Neue ausg. Dicitald ond Laipaig, Velhagen & Klasing, 
1898. 
2. front., illus. plates (pert fold. 1 col.) ports, maps (part fold.) 
pian. 25". 


esued 24 
i 7 2. Bible—Antiq. 1 Baethgen, 


Witheim Adolf, 149-1006, ed. m1. Title. 
Friedrich 1 
Library of Congress Bsa. RS 
a3lel) 


1. Messiah—Prophecies. 1 Title 


Library of Congress BT26.R48 1885 


Still alive with Lucas, by Helen Rishm. Landon, P. Davies 


X Public . 
aon ot Ocngreas” (DP200.B 
om 046.08 


Still alive with Lucas, by Helen Riehm. New York, R. M. 
McBride & company ,*1941, 


p. Soete—iet Coe war, 1996-1930—Personal narratives. 


1. Ti 
41-19886 
Library of Congress DP200. R468 1941 
& 046.05 
Riehm, Wilhelm. 
Ueber die experimentelle besti des leich f6 





2 


keitegrades. Von W. Riehm. (Mitteilungen aus dem Maschi- 
nenlaboratorium der Kgl. techn. ong in plage 


(in SettesHangen A -& dom pabiete des in- 
genieurwesens Berlin, 1913. ers 187, incl. iNus, 
tabies, diagrs.) > 


Bibliographical foot-notes. 


1. Mechinery—Testing 2 Tachometer. @ Tachograph, 


Library, U. 8. Patent Office TASTER 








Riechm, Wilhelm, }. 1836. 


Das harmonium, sein bau und seine behandlung. Von W. 
. &, verm. auf. Mit 14 figurentafeln ... Berlin, C. 


Riehm .. 
Simon, 1897 
vill, 06 p. x=rv diagr. om 3 fold. pl. 234". 
Includes advertising matter. 


6-876 Revised 
Library of Congress MLSOT RSS 
(788b2; 
‘Atohmer, Derts. 
akten, Dest Riche Oath (ied ence 
von 

einer wahren begebenheit) .. by hea Riehmer-Op 
gen Orth, *1989. 

an =. 

Reprodeced from type-written copy. 


Sueedend Gun epreemn ene 
.Tite 
42-2812 
Brief cataleging 
Library of Congres PT86.1 Ps 
2 
Riehmer. Derts, 
U (fall: Ben Issa) komédie in 4 akten von Doris 
und Sp gen Orth Berlin-Halensse, Riehmer-Op 
gen Orth, 
ap pen 1. 
Reproduced from type-written cepy. 


1. Op gem Orth, ——, Joint author. 1 Tit, 


Deiat catabging 
Library of Congress PT3886.1 GUT 
a 
Riehn, Reimhold. 
i Referate, fir die sitzung des 
h der Gesellschaft soziale reform am 12. mirz 





Library of Congress 


Riehn, Reinhold. 


Dao tasemmvessigowensn tn, Deutodiand; ¢ ope 


Berlin, J. @. 
nt, f oS 27. ieee tp cay. “On dk 


wirtschaftliche und C—4R-,- , &- 
Riehn ... we ig Cote 1508. sonan See 
gart und 


LIBRARY OF CONGRESS 


Rick, Perest O. 


ibook of refrig 





jon, by Forest O. Riek. 
Rhinelander, Wis., The Rhinelander refrigerator company 
(°1926, 
2p. 1, 196 p. illus, col. pl. diagrs, 279. 


714873 
Labrary of Congress TPee6 RS 
342, 
Riek, Reinhold. 
in der Veronica-sektion Chamaedrys «» Dehlem 
Berlin, Verlag des Repertoriums, 1935. 


vill, 68 p. xvi pl (incl. maps) 26". ( jam specierum nove- 
rum fan vega. a Re mg Beihefte. bd. 
= 





ip @ 


1. (Veronica, -~ 


seen, ome ba. 79 
a 


Library, U. 8. Dept. of 


Rieke, George, 1834-1926. 

Rieke's 

G.E. Hiller ... Fairfax, Minn., Louisa 8. Rieke ,“1927, 
112 p. front. (2 port.) 22. 


1. Hiller, G. B., ed. 


8-14461 
Library of Congress PTSo19.RST 1927 

Copyright A 1074746 a 

Rieke, Hermann Christian August, 1877- 


ee eo aee 


4, 2p. illus. 235. 
Inaug.-diss —Kiel. 
“Literatur”: p. 13-14. 


1. Streptococcus. 


Library of Congress QR&2 SERS 


Riekel, August, 1897- 
Die domokratisierung der bildung, von August Riekel. 
Leipzig, Diirr’sche buchhandlung, 1928. 


vip. 1, 115 Urdeantiiche veroffentiichung der “Pidagogi- 
ectae iiteracurgeecitarkatt ‘sone sahaos”) 


1. Education. 1 Title 


Library, U. 8. Office of 


Riekel, August, 1897- 
Die phil der August Riekel ... Mit 
einem bildnis des Paracelsus. Munchen, E. Reinhardt, 1925. 


13 p11. front. (pert.) 20=. Guan en 
seilurstellungen. abt. rv. ite Diillonophie der 





Philosophie in sin- 
meveren zeit: bd. 15) 





Library of Congress HD3399 R25 


wesweiser”: p. 102-106. 


1. Phllosuphy. Renaissance. 


‘Tithe from Rochester 


Ustv, BTTS.ROP 
Librury of Congress BT7S.R5 


(a36e1, 190 
74 


gedichte, ausgewihit und redegiert ;!, von 





Riekel, August, 1897- 
Vom wesen der erzi h 





dber die prob- 
lematik des ah von August Riekel. Braun- 
schweig ,etc., G. Westermann ,°1927, 


2p. Di-. 
1. Education—Study and teaching. 1. Title. 
‘27-14568 
Library of Congress LBT75.R5 * 
Copyright A—Foreign 34300 
3) 
Rieken, J. 
see 

Riecken, J. 


Riekhoff, Friedrich von, 1809-1881. 
Diiveke. Draimatisches icht in fiinf aufziigen, von 
erg von Riekhoff .. rlin, Gedruckt bei J. Sitten- 


eld, 1 
Bp. 21 


1. Title. 


18-11786 


Library of Congress PT2457.R33D8 1842 


ape H van. 
ag 1563-1565, door H. van 
‘s Gravenhage, M. 3, 4 


“aalia 2". (Added t 4 Wate On Yraaiins tot ultgnaf 
der van bet oud-v: no. 22) 


At head of title: Oud 





Library of Congress a) 


a 1844-1885. 
religieuses et ar meg) vy Louis “David” Riel. 
teseteal, bene de de “L’Btendard”, 
51. (1) p. imel. port. pl 179". 


‘2222800 
Library of Congress PQSO10.RSPS 1886 
om, 
Riel, Louis David, 1844-1885, defendant. 
The Queen vs. Louis Riel, accused and convicted of the crime 
of treason. of trial at Regina —. to the 
Court of Queen's Manitoba.— Appeal to the coun- 








Rielinder, August. 

Das paroophoron. (V. anatomische und 
thologisch-anatomische ie.) ... Marburg, N. G. Ei. 
wert, 1904. ) 

116 p. fold. pl. 239". 

L yrenerener . Ties 


1. Paroophoron. 


Library of Congress QLS81.R55 


Riell, Heary E. 

An appeal to the voluntary citizens of the United States, 
from all nations, on the exercise of their elective 
at the approaching presidential By Henry E. Riell. 
New York, Office of the Evening post, 1840. 

6p 

ony a tet 

Also reprinted, with a few triffing changes, for campaign of 1844. 


1, Campaign literature, 1840—Democratic. 


Library of Congress ACOOL.MS vol. ST6 


1871, 


Riell, Henry E. 
An appeal to the voluntary citizens of the United States, 
from all nations, on the exercise of their elective franchise, at 


few document first io 
Pe byte trifling changes, of a published 


‘1. Campaign literature, 1844—Democratic. 


10—10083 
Tibrary of Congress 400.55 
18801, 
Riella, Galati di 
see 
Galati di Riellae 
Riellieux, Norbert. 
Method of manufacturing sugar. 


wife = 8 Patent office. Boport, 1944, p 295-206. 237. Washington, 


1. Sugar—Manufacture and refining, 
A, 


Library, U. S. Dept. of Agriculture 1Ag4 184 


Riello, Mrs. Mary Carmen. 
Italian cook book, contains about 250 recipes ... written and 
tested by Mary Carmen Riello. New Haven, Conn., 1936. 
2, 2p. 2. 


On cover: Written in English. 
Biank pages for “Memorandum” (;2, at end) 


1. Cookery, Italian. 1 Title. 


36-86165 
Library of Congress TX723.R5 
—-—— Copy 2. 
Copyright AA 220316 3) 4) OHS 
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Riely, Frank L. 


Riely, Francis Lawrence, 1870- 


1. Carrington, Paul, 1738-1818, @ Biography, 


29-5100 
Library of Congress a 
Riem, Ise Hildegard 
008 
Sehénhoff, Frau Ilse Hildegard (Riem) 1890- 
1-2. 


Library of Congress 2 
Riem, Johann, 1730-1807. 

Der praktische bienenvater, in : oder: 
Allgemeines hilfsbichlein firs Pages fn an zur bie- 
nenwartung, in kérben, kAsten und i 
der neuesten erfind 








£ herichti 





d i hi A, ig 
ig, Bei G. Fleischer, dem jigern, 1890. 
“Tet rs an tah fa repeated; p x numbered xii; p xvili 


1. Rees. ;1. Apicultore, «& Werner, Johann Ernst, 4. 1790, joint 
author. 


Agr 26-1016 


¢ 


424RH 
sa4ib1, 


|. 8. Dept. ofagr. Library 
for Livrary af Congress 


‘2913265 


Library of Congress QB700.K5 


Riem, Johannes Karl Richard, 
1868- 


. 
Natur und Bibel in der harmonie 
ihrer offenbarungen 


Netur und Bibel in der harmonie ihrer 
offenbarungen. 


Riem, Johannes (Kari Richard, 1868- 


Ueber die bahn des kometen 1881 m 
-- Halle, 1895. — ee 


Bp, il Wem. 


tere fete 
From ite Rove acta der K. Leop. Carol. deutschen academie der natur- 
1. Comets—1881. 
Library of Congress QB726.81R5 
Johannes Kari Richard, 1868 
.. Ueber eine des kometen 1881 m Teb- 
but. Im anschluss an die von 
dr. Joh. Riem ... Druck der univ. 
von E. A. Huth, 1896. 
2p pl. we. 
1. Comets—1881. 
6 20088 
Librery of Congress QBT36.81.B8 
3501, 


Riemaccker, Alfred de. 

Histoire & Of Se, & Baten, 
Vrabbe A. de Wlemencier Gand, A. Siffer, ” 
214, hp. col. fromt., hus. (incl. coats of arms) plates, ports. 35). 


151-164 left hy ay ony ey 
na: é& Cagaile do Begetene 
Spatead 
1, Hemptinne family. 
Library of Congress CS809.H4 seed 
a 
Riémain, Frédéric. 

.. Droit roma‘n: Des exceptions oppossbles au créancier 

hp oy! Droit francais: La des deux cham- 
Imprimerie des écoles, H. Jouve, 1891. 

1p. my. 

‘Thtse—Faculté de droit ée Lille. 

“Bibliographic”: p. (16,-76. 

1. Bxceptions (lee) or eps cra see $ Suerte ae 
L 3 ~- Bt. 1, m Tithe: 
Question des deux chambres 

‘31-22008 

JAbrary of Congress a 


1. Samoan Islands—Descr. & trav. 


Library of Congress DUBI3.RSS , 
Rieman, Gustav Herman. 

... Genetic factors for pigmentation in the cnior and their 
relation to disease resistance, by G. H. Rieman .. ,Washing- 
ton, U. 8. Govt. print. off, 

Ip lp WL-8 Sp (2c) me. 


1 Heredity 2 Color of planta 3 Onlons—Diseases and pesta 
14747 

Library of Congress _ 1680, 

Univ. of Chicago Lite. (386432) 876.128 








Rieman 


Rieman, Gustav Herman. 
Genetic factors for . ppm! in the onion and their 
relation to disease resistance . 


(In U. 8. Dept. of of agricultural research. 
*. x spe. §. Mar. msec, Mac Spl (2col) 234. Washing- 

Contribution from Wisconsin agricultural experiment station (Wis.— 
a 

. Bo. 108 from the Dept. of genetics, Agricultural experiment sta- 
tion, Trtversity of Wisconsin. 


18, 1981. 
“Literature cited”: p. 277-278. 


arteties 1 Title. 
1. Onlona—; Disease resistant +: iy grat 
Library, U. 8. Dept. of Agriculture ord vol. 42, n0.5 
Library of Congress a ATS vol. 42, no. 5} 


Rieman, William, 1899— 

Quantitative analysis; a theoretical approach, by William 
Rieman, mm ... and Jacob D. Neuss... Ist ed. New York and 
London, McGraw-Hill book company, inc., 1937. 


ix, y La Giagrs. 21". (Helf-title: International chemical se- 
ries, J. . Consulting editor) 


Table on Halee- ye 
“Answers to problems”: p p. 383-880. 


L. Chemistry, Analytic—Quantitative. 1. Neuna, Jacob David, joint 


author 
372002 
Library of Congrems QD101.R5 
yas, 545 

(Riemann, ) geheimer h. 

Der bergbau und hiittenbetrieb der Lahn-, Dill- und benach- 
— reviere (Nassau). Siegen, Druck von C. Buchholz, 
1893. 


fv, 79 p. 229°. 
7 Riemano, gebeimer bergrath. 
wT BR Bag fee A und bitten- 
und reviere dazu 


1. Mines and mineral resources—Nnasav. Ag | fir die berg- 


und héttenménnischen interessen der Labn-, Du und benachbarten 
reviere. 
6—21777 
Library of Congress TNT4.PORS 
a3icl) 


Riemann, Albert. 
SP ee ete Coke Seno ae 
sonderer b de 





a inclemmnetatnaibes einer dibersetzung dieser 

ee SS ee ae Take (Beale) M. Niemeyer, 
_ 2". (Added | -p: Bausteine sur geschichte de- deutschen 

Mteratur... =xz) 


“Literaturnachweis” : p. ;tx;-xil. 


1, Baumgarten, Alexander Gottlieb, 1714-1762. 2. Eathetics—Hist. 
3. Poetry. L Title: Meditationes philosophicae de nonnaullis ad poema 
pertinentibus. 

‘28-20880 

Library of Congress PT36.B3 xx 

)3Hel, 


Riemann, Carl. 


. Die deutschen salzlagerstitten, ihr vorkommen, ihre 
see gad nde die LD gay | ibrer produkte in indu- 
strie und rtschaft, von dr. Carl Riemann. Mit 29 

Idungen. Leipzig und Berlin, B. G. Teubner, 1913. 


niger itlus. 183°. (Aus natur und geisteswelt .. 407. bdchn.) 


1. Salt-mines and mining—Germany. 2. Potassum salts. 


Library of Congress 
Copyright A—Foreign 8337 


—— 


logie der deutschen — =e von dr. 
oni noo Stassfurt, W. Seegelken, 


iv, 100 p. 23". 


1. Geology—Germany 2 Salt—Germany. 
GS 11-583 


Library, U. S. Geol. survey 203(530) R4Sg 


LIBRARY OF CONGRESS 


Riemann, Cari Wilhelm Julius Hugo 
see 
Riemann, Hugo, 1849- 








S—18014 
Library of Congress (89r19e1, 
Riemana, Erhard. 
erobern B ; die ergebnisse der vorge- 
schichte und der haft iiber die ei 
der Sachsen, heen, Angein und Jiiten nach England, von Erhard 


Riemann. Kénigsberg (Pr.) und Berlin, Ost-Europa-verlag, 
1939. 


2p, Mp. Spl on 81,5 maps. 2. 
vou 
schaftliche rethe, b4. 27) 
“Schrifttumslbersicht” : p. 136-143. 


(Schriften der Albertus- 





1. Gt. Brit. — Hist. — Anglo-Saxon period, 440-1086. 2. Anglo-Saxon 
janguage. Title. 


41-16855, 


Library of Congress DA152.B5 


a 942.01 


Riemann, G. 


Die taubstumm-blinden. Vortrag, gehalten auf dem 


Kongress fiir kinderforschung und jugendfirsorge 1906 
in der Universitat zu Berlin, nebst soaen , von G. Rie- 
mann... Mit 2 tafeln. Langensalza, H. Beyer & séhne 


(Beyer & Mann) 1907. 


17, th pl 24" (Added ¢ Beitrage zur kind 
torchue und heer enng Beihefte rur enechritt fir ‘Kinderfor- 
ay i Hrsg. von dr. J. och UT dr. E. Ma 
fer... hft. samatias 
“Literatur”: p. 16-17 
1. Blind-deaf 
7—NWS 
Library of Congress HVI1S96.RSS 
Riemann, Georg Friedrich Bernhard, 1826-1866. 
Bernhard Riemann’s G h werke und 





The ftlich H. hy 


nac unter 
von Richard Dedekind, von Heinrich Weber. 2. aufl., beard. 
von Heinrich Weber. Mit einem bildniss Riemann’s. Leipzig, 











Nachtrige 
Wirtinger Mit 9 figuren im text. 


von M. Noether und W. 
Leipzig, B. G. Teubner, 


vill, 116 p. a. ae”. 
1 


Mathematics lected works. x Functions, 1. We 
ber, Heinrich agg 1842-1913, ed. *Dedekind, Rich 
ard, 1881-1916, joint ed. tm, Noether, Max, 1844— 1. 
Wirtinger, Wilhelm, 1865— Albi, 

Abrary QA3.RSS 3—15678-8a 
Riemann, Georg Friedrich Bernhard, 1826-1866. 
Cuvres thémati de Ri traduites - 





Laugel avec une préface de M. Hermite et un discours 
de M. Félix Klein. Paris, Gauthier-Villars et fils, 1898. 


xxxv, 453 p diagrs. 25°. 


la 
pe, thE A oy Se Seah 98 dem om 08 


1. Mathematics. 1. Laugel, L, tr. um. Klein, Félix, 1849- 
Library, U. S. Geological Survey 719 R44 icra 
18251, 


jeorg Friedrich Bernhard, 1826-1866. 

Partielle ahundddenee und deren anwendung auf 
physikalische fragen. Vorlesungen von Bernhard Riemann. 
Fiir den druck bearb. und hrag. von Karl Hattendorff ... 2. 
aufl, Braunschweig, F. Vieweg und sohn, 187! 

xiv, 328 p. diagrs. 214°. 





1. Differential equations. 2. M thea! phystes Pan ff, 
Karl Friedrich Withetm, 1534-1882. ed. 
14—2u428 
Library of Congress QASTL RA 
(3641, 


76 





Riemann, Georg Friedrich Bernhard, 1826-1866. 

Partielle differentialgleichungen und ihre anwendungen auf 
physikalische fragen. Vorlesungen von Bernhard Riemann. 
Herausgegeben von Karl Hattendorff, mit einem vorwort von 
prof. dr.-ing. e. h. Fritz Emde Braunschweig, Friedr. Vie- 
weg & sohn, 1938. 

xii, 825p. diagrs. 224”. 

“Unvertinderter abdruck der dritten auflage ( 1882)" 


1 Lg ay equations, Partial. 2. Mathematical physics 1 Hat- 
tendorff, Kar! Friedrich Wilhelm, 1834-1882, ed. 
AC 80-106 
Lilinois. i. Library 
for Library of Congress 2 
Riemann, Gotthold. 


.. Der verfasser der “Soupirs de la France esclave, qui aspire 
aprés la liberté” (1689-90); ein beitrag zur geschichte der 
politischen ideen in der zeit Ludwigs x1v, von dr. Gotthold Rie- 
mann. Berlin, Verlag dr. Emil Ebering, 1938. 


143 p. 244. (Historische studien tag. von dr. Emil Ebering. 
bit . Forschungen tur geschichte des ancien régime und der 
sen revolution, breg. von prof. Otto Becker ... hft. 8) 

“Quellen- und Mteraturverzeichnis”: p. (138)-143. 


1, Les soupirs de la France esclave, qui aspire aprés la liberté. 2. 
Jurieu, Pierre, 1637-1713, supposed author. 3. Le Vassor, Michel, 1646- 
1718, supposed author, 4, France—Polities and government—1i43- 
i 15. 5. Church and stete in France. 
AC 38-004 


Columbia univ. Library 
for Library of Congress 12; 


Riemann, Henriette. 


Schwester der Vierten armee; ein kriegstagebuch. Ber- 
lin, K. Voegels verlag g. m. b. h. 1930, 


307, 1; p. 19. 
“1-10. tausend.” 


1. European war, 1914-1918—Personal narratives. 1 Tithe. 
Library of Congress 1D640.R4605 — 
Copyright A—Foreign 10887 
ro 940 482 


Riemann, Hugo, 1849-1919. 

Abriss der musikgeschichte, von Hugo Riemann ... 
7. aufl.... Berlin, M. Hesse ;1919? 

2 ¥. in A, A. 184°". (Lettered on cover: Max Hesses illustrierte 
handbuche: 

Cover- x, ented der musikgeschich: 

First published im 1888 under title Katechiseus der ploudidn. 

“Austug aus der literatur der 2, 
p. 212-220. 

Contents —1. t. Geschichte der musikinstrumente und geschichte der te:1- 
systeme und der notenschrift—2. t. Geschichte der tonformen. 

1. Music—Hist. & crit 


(Full name: Karl Wilhelm Julus Hugo Riemann, 





22-1127 

Library of Congress MLI61.R56 
Riemann, Hugo, 1849-1919. 

... Analysis of J. S. Bach’s Wohltemperirtes clavier (48 prel- 
udes & fugues) D’. H. Riemann. Translated from the 
German by J. 8. lock ... London, Augener & co.; New 
York, G. Schirmer ,1893, 

2. Mus. (music) 

A th 


ugener’s edition, no. 9206-06. 
Vol. 2 has imprint : London, Augener & co. 
A translation of the author's 
og 


= 12,0 
Bach. Row yd Das wohltemperirte ciavier. 
tock, Joho South 1845-1919, tr 


(Pull name: Kari Wilbelm Julius Hugo Riemann, 


der fugen- 





1. Shed- 


2012 
Library of Congress MT145.B14R38 
04001, 
Riemann, Hugo, 1849-1919. 

Analysis of J. S. Bach's can Tras clavier (48 
preludes & fugues) by D*. H. — lated from the 
German by J. S. Shedlock ... 3d ed. London, Augener & co. 
190-1, 


2+. fins. (music) 19°. 


Augener's edition, no. 9205-06. 
A —— of the author's 
pt. pe 





der fugen- 
in Sebastian. Das wobitemperirte clavier. 
tock, Jone F avy "\a43-1019. tr. 
Pull name: Kari Wilbelm Julius Hugo Riemann, 
2010881 


1 Shed- 


Library of Congress MT145.B14R4 


1036c1, 








Riemann, Hugo, 1849- 


. Anleitung zum generalbass- —- (harmonie-iibun- 
gen am klavier) von Hugo 


iemann . 2. verm. und 
verb. aufl, Leipzig, M. Hesse, 1903. 

xvi, 161 p. 189°. (Max Hesue’s illustrierte katechismen, bd. 10) 

“Aulgaben": p. 56-161 


Subject entries: Thorough- bass. 


Library of Congres, no. MT49. R55. 


Riemann Hugo, 1849-1919. 
Anleitung zum partiturspiel. 
Leipzig, M. Hesse, 1902. 


2p.1,127p. 189°. 


Von Hugo Riemann ... 


(Max Hesse's illustrierte katechismen, bd. 30) 
Corrente — Einleitung. —Die 
= ‘am kiavier —Einfache formen der umlegung.—Ersate fr orches- 
erwirkungen. 





1. Score reading and playing. 
(Pull name: Karl Wilbeim Jalius Hugo Riemann, 
3-24865 Revised 
Library of Congress MTS85. RSS 


Riemann, Hugo, 1549-1919. 
Der ausdruck in der musik. Von dr. Hugo Riemann. 


(in Sammb musikalischer herausgegeben von 
gra af Waldersee.” Lei i ee ee 5. rethe ieee) mt ar. ¥ 
p 41-64. ius. (m s 


Imprint date + cover 
Double pagina’ 
Bibilographical toot potes. 


1883 


1. Muste— Analysis, interpretation, appreciation. 1 Title. 
(Full name: Kari Wilhelm Julius Hugo Riemann, 
AC 36-2088 
Title from Newberry Libr, 
Library of Congress (MLSS.W16 ser. 5) 


2 


Riemann, Hugo i. e. Carl Wilhelm Julius Hugo, 1849- 
. Beethoven’s streichquartette erliutert von Hugo 


Riemann ... Berlin, Schlesinger (R. Lienau) ; ;etc., ete., 
1910, 

lp. L, S188 p, 1 L 19%. (Om cover: Schlesinger'sche musik-biblio- 
the” ¢ Retsecfibrer ne 12) 


1. Beethoven, Ludwig van, 1779-1827. 2. Chamber-music. 


12-2B464 


Library of Congress MT145.B423R5 


Riemann, Hugo, 1849-1919. 

Die byzantinische notenschrift im 10. bis 15. jahrhundert; 
paliographische studie mit tibertragung von 70 gesiingen des 
Andreas von Kreta, Johannes Damascenus, Kosmas von Ma- 
juma, Johannes Monarchus u. a.; mit 8 phototypischen fak- 
similes aus handschriften des 10. bis 13. jahrhunderts, von dr. 
phil. et mus. Hugo Riemann ... Leipzig, Breitkopf & Hiirtel, 
1909. 

rill, 96 p. illus. (music) 8 facsim. 249°. (Hie Studien sur byzanti- 
a musik, 1 bft, mk. 5 

i Muste, Byzantive 2 Musical notation. 3. Paleography, Greek. 

L tt 
(Pull name: Karl Witheim Julius Hugo Riemann, 
925248 
Library of Congress 


ML188.R53 hft. 1 
Copyright A—Foreign 165 


3141, 


Riemann, Hugo, 1849-1919. 
.. Catechism of musical aesthetics. 
by the Rev. H. Bewerunge ... 
lv, 67 p. 18°. 
At head of title: Augener’s ed., no. 9207 


By H. Riemann. Tr. 
London, Augener & co. ,1895, 


Philosophy and esthetics. 


ust — 1, Bewerunge, Henry, 1862- 
1. Title. 


1M 
1928, tr. 
(Pull name: Karl Wilhelm Jultus Hugo Riemann, 

4—11787 
Library of Congress MLS&45.R57 


(42r28f1, 780.1 


CATALOG OF PRINTED CARDS 


Riemann, Hugo, 1849-1919. 

... Catechism of musical history, by D' H. Riemann... Tr. 
from the German. London, Augener & co., printed in Ger- 
many 1892, 

2+. Mlus. (incl music) 

ton 


19°" (v. 1: 18) 


Augener’s edition, po. . 
Vol. 2 has imprint: London, Augener & co.; New-York, G. Schirmer, 
©1902. 


“Selection from the literature of musical history”: v. 2, p. 182-188. 
rumeots and of 


Comme — ist pt. History of m history 
jone-systems and notation. a pt. History of musical forms, with bio- 
+ at of the a illustrious composers. 
. Musie—Hist. & ert! 


oe name: Karl Wilbeim Julius Hugo Riemann), 


Riemann 


Riemann, Hugo, 1549-1919. 
Die elemente der musikalischen aesthetik, von Hugo Riemann 
Berlin & Stuttgart, W. Spemann ,1900, 
vip, 11, 2387p. Mlus. (music) 22°. 


1. Music—Philosophy and esthetics. 
(Pull name: Karl Wilbelm Julius Hugo Riemann, 








619045, 3-17288 Revised 
Library of Congress MLI61.RM4 Library of Congress ML3845.R55 
Peanadeee- ant, (r81¢2; 780.1 
Riemann, Hugo, 1849-1919. Riemann, Hugo, 1849-1919. 
ny ys of musical i (guide to of music by Dr. Hugo Riemann; 
tion) by D’ H. a. ted Go een translated by J 8. Shedlock, s. Latest ed., rev. to 1897. 
London, Augener & co. ;189-1, Philadelphia, Pa, T. Presser; London, Eng., Augener & co., 


vip, 1L,10¢p illus (incl music) 18)". 
At head of title: Augener's edition. 1° 9201, 


1. Instrumental and orchestration. 
(Pull nome: Kari Wilhelm Julius Hugo Riemann, 


4—11788 
Library of Congress MTT70.R56 


40g, 


Riemann, Hugo, 1849-1919. 


. Dictionnaire de musique. 2. 6d. frangaise, entigrement 


remaniée et augm. par Georges Humbert Lausanne, Payot 
& c* 1913, 

vi, 2), 1144 p. thus. (facsims., music) diagrs. 26" 

1. Masiet 2 Must 





1. Humbert, 
Georges, 1870- ed 


‘Pull name: Karl Wilbelm Juitas Hugo Riemann; 


16-15742 Revised 


Library of Congress 1913 


Copy 2. 


ML100.R59 
«272, 





Riemann, Hugo, 1849-1919. 
Dictionnaire de musique, traduit par Georges Humbert. 
3. é., Yea refondue et —-. sous la direction de A. 
1 M. Pincherle, Y. Rokseth, 





. 
A. Tessier. Paris, Payet, 1981. 
2p. 1, pvily-xv, 1485 p. ius. (incl. music) 255°. 

1. Musicians—Dictionaries. 2. Music—Dictionaries. . . 
Georges, 1870- tr. u. Schaeffner, = 185- ed. Pincherle, 
Marc, 1883- joint ed. rv, Rokseth, Mme. Yvonne (Rihoudt) Jotat ed. 
v. Tessier, André, 1886-1981, joint ed. 

Pull name: Karl Wilhelm Julius Hugo Riemann, 


Library of Congress ML100.R59 1931 


— ——— Copy 2. 19002, 7908 
Riemann, Hugo, 1849-1919. 

... Dietionary of music, by Dr. Riemann. 4th ed., rev. 
and enl. Translation s. 4. London, Au- 
gener Itd. ,1908, 

2pL.08p 2. 

2 Musicians—Dictionaries. 1 Shedlock, 


John South, 1845-1910, tr 1. Title. 
| Pull nome: Karl Wilbelm Julius Hugo Riemann, 

81767 
Library of Congress ML100.R%4 1908 


4118841, 


Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 1849- 
Elementar-schulbuch der or eel von Dr. 


et mus. Hugo Riemann ... Leipzig, M. Hesse, 1906. 
viii, 192 p. 235™ 
1. Harmony. 
740782 
Library of Congress MTSORSS3 
77 


1899, 
1p.1,884p. illus (music) 224°. 


1. Mustciane—Dictionaries. 2. Music—Dictionaries. 
John South, 1843-1919, tr. 


|Full name; Kari Wilhelm Julius Hugo Riemann, 


1. Shedlock, 





1—10047 

Library of Congress ML100.R54 1890 
—-—— Copy 2. a40r8011); -T808 
Riemann, Hugo, 1849-1919. 

Die ickelung unserer hrift, von dr. Hugo Rie- 

Se usikaliseher vortrige; her vou Pal 

of dee Leipsig, 1879-98. 25. 3 (1881) ar. 2, 
p. 105,-126. illus. (musie)) 


Doutle pagination. 
Bibliographical foot-notes. 
1, Musica) notation. 
(Full name: Karl Wilbeim Jullus Hogo Riemann, 





on AC 36-2072 

inant Came (MLSS.W16 ser. 8} 

2, 
Riemann, Hugo, 1849-1919. 

Folkloristische tonalititestudien. 1. Pentatonik und 
tetrachordale melodik - schottischen " irischen, Ly 4 
schen, sk und im 
| + ome 2 pesange, von. prof. dr. phil. et mus. H. 
Riemann ... Leipzig, Breitkopf & Hartel, 1916. 


vii, hh, 12 p 24. 
institute zu 


(Added 1-2: Adbandlongen der Kgl. sichs. for 
a r if 





1. Folk-songs. 2. Chant (Plain, Gregorian, etc.) 3. Melody. 1. Title 
Pull name: Karl Wilhelm Julius Hugo Riemann 


- 26-23235 
Library of Congress ML3S45.R32 


12 


Riemann, Hugo, 1849-1919. 
Geschichte der musik seit Beethoven (1800-1900) - heaaal 
Riemann ... Berlin & Stuttgart, W. Spemann, 1901. 


vil, (1), 816 p.* Mus. (mesic) 23°. 





1. Mostc—Hist. & crit. 2. Music—Germany. 
(Fell nome: Kari Wilbeim Julians Hugo Riemann, 


1-11119 Revised 
Library of Congress 


——- —— Copy 2. 


ML196. R55 
(r34b2, 


Riemann, Any, 1849-1919, 





im rx.—xrx. jahrhundert. Von 
a". Hugo Sheen Leipzig, M. Hesse, 1898. 


25,629 p11. 224°. 


1. Composition (Music)—Hist. 1 Tithe: Musiktheorte. 
(Pull name: Kari Wilhelm Julius Hugo Riemann, 
3212 
Library of Congress MIAO RSS 
(8Tr25el- 





Riemann 


Riemann, Hugo, 1849-1919. 
Geschichte der 





lin, M. Hease pref. 1920, 
xxili, 5580p. {itus. (music) 
Edited by Gustav Becking 


mR —~! (Music) —Hist 1. Becking, Guster, 186- ed. 
(Pull name: Kari Wilheim Julius Hugo Riemann, 
24419 
Litrary of Congress ML430 R56 
(See, 


ge Carl Wilhelm Julius Hugo, 1849- 





posse Gompoettensishon, von Hi Riemann... Ber- 
lin's Staten WS pemann, 1902-13. 
dv a 
EY pe apg yt ") 
oe) uA, Phe dn yy uge und kanon 
1913. 
1. Composition (Music) 

322447 Revised 

Library of Congress MT40.R55 


Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 18:.9- 
- Counties der musikwissenschaft, von ... Hugo Rie- 
mann ... Leipzig, Quelle & Mever, 1908. 


iy, me 17. (Wi und bildung; eii us 
allen gebieten des wissens ) _ . 





Contains bibbographies. 


1 Music—Theory 2 Music—Bibl 


8s! 
Library of Congress MT6RS 
a — Hugo, 1849-1919. 
a der ae — oe Riemann. 
sufi, durchgesehen von dr. Johannes Wolf .. Leipzig, 
Gueile & Meyer, 1928. 


189 p. a Ry 184". (Wissenschaft und bildung, ein- 
seidarstellungen aus allen gedieteo des wissena 34) 


Bibliography at end of each section 


1. Musio—Theory. 2. Music—Bibl. 1 Wolf, Johannes, 180- od. 
(Pell nome: Kari Wilbelm Julies Hago Riemann, 


215101 


Library of Congress MTERS 1028 


2 


Riemann, Hugo :. c. Carl Wilhelm Julius Hugo, 1849- 
Handbuch der akustik (musikwissenschaft) von dr. 
iil. et mus. Hugo Riemann ... 2. a Leipzig, M. 
esse, 1914. 


vill, 128 p. ius. (music) diagrs. 181°. 


(Max Hesses illustrierte 
handbicher. no. 21) 


1. Musie—Acoustics and physics. 
16-1978 


Library of Congress MLI0S.RS4 


en oo Carl Wilhelm Julins Hugo, 1549- 


oo tenet und modulationslehre 
{pratt wl tech niin a sate ea von 
- "S aufl Leipzig, M. (1913, 


at ius. (music) 184°. (Max Hesses illustrierte handbicher. 


Katechismus der harmomelehre , 24- 
der harmone- und modulatonsiehre 


Ist edimon (1889) under title 
4 editions DS a Fa me At 
1 Harmony. 2 Modulation 


Liteary of Congress 


LIBRARY OF CONGRESS 


Riemann, Hugo, 1549-1919. 

Haudbuch der harmonielehre, von a’ Hugo Riemann ... 
2., verm. auf. de: “Skizze einer neuen methode. der harmonie- 
lehre.” Mit notenbeispielen. Leipzig, Breitkopf & Hiirtel, 


1887. 
xii, 239 p. 237. 
“Autgaben ... von Adolf Weidig” : p. 137-239. 
1. Harmony 1, Weldig. Adolf, 1867- 
(Pull name: Karl Wilhelm Julius Hugo Riemann, 
10-10088 Revised 

Library of Congress MTSO.RS5SS 

(892, 


ag oo neny pehcneter ee ae deen 
harmonielehre, von 


aye he auf. Leipzig, fhe ery om & Har- 


argo 2- 


1. Harmony. 


Library of Congress MTSO.RSS6 


Riemann, Hugo, 1849-1919. 


Handbuch der musikgeschichte, von Hugo Riemann . 
Leipzig, Breitkopf & Hartel, 1904-13. 


Sv. illus. (music) fold. plates (music) 224. 


Contains bibliographies 
Conterts.—1. J Anew und athe (bis — 1904-05. 2 ¥—~ 
2 bd. 1. t. Das re 1600, —2. ba 2. t. 


iter der renaissance bis Das 
forsatetreaie el 2 ba 3. & Die musik b 18. und 19. jahr- 
1. Music—Hist. & crit. 
(Full name: Karl Withelm Julius Hugo Riemann: 
6-10016 Revised 
Library of Congress 
——— Copy 2. 


ML160. RS6 
122e2) 


Riemann, Hugo, 1849-1919. 
Handbuch der musikgeschichte, von Hugo Bi: 


2., verb. und verm. auf. Leipng, Breitkopf & 
Hartel, 1919- 


v. illus. (masic) 234. 
Contains bibl hi 
1, Music—Hist, & crit. 
(Pull same: Karl Wilhelm Julius Hugo Rienanm 


23-2056 
Library of Congress MLIGORS62 1919 
Copyright A--Foreign 20833 
2 
ty ee 
von Hugo Riemann ... 
beige, ig, Breitkopt& Hare, 1000-9 iv 1, wh 
(music) fold. plates (music 
Seotetns babe 


Contexts. — wy: fy bey AH Hy 1. t. Die musik 
des altertuma 8. Alfred Einstein auf. 2t Die 
musik des mittelaitere (ble 1450) 2 avfil—2 1. t. Das seltalter der 
renaissance (bis 1600) 2. durchgesehene » ae Das genera’ 
alter; die monodie 17. jabrhunderts und die weltherrechaft der 
wy 4 -y ~ I 3 t. Die musik 

‘= deutechen meister, 2, von 
1. Binstein, Alfred, 1880- = ed. 


ist. & crit. 
Pull name: Karl Wilhelm Julius Hage Itemann, 
28211 
Library of Congress MLIM PRM o 
40m, 739.9 


Riemann, Hugo, 1849-1919. 

. Harmony simplified, or The theory of the tonal functions 
of chords. By Dr. Hugo Riemann. Tr. by the Rev. H. 
Bewerunge ... London, Augener & co. ,1895, 


vi, Mp. 2. 
Augener’s edition, no. 9198. 
@erman original published ‘a 1808. 
1. Harmony. 1. Bewerunge, Heary, 1882- tr. 
(Pull seme: Kari Witheim Julius Hugo Riemans, 
sar 
Library of Congress MTS0.RS66B4 
(88r19f1, 


78 





Riemann, Hugo, 1849-1919. 

Historia de la misica; traduccién de la décima edicién 
slemana por el mtro. Antonio Ribera y Maneja. 2. ed. Bar- 
celona—Buenos Aires, Editorial wendy 8. a. (1934, 

Coleccion tea Sitar.” serets Secctéa'y: Wenice, 2 ‘2e345) _ 
“Bibliografia” : > Pp (458,466. 


(44404 tp: 


1. Music-—Hist. & crit 1. Ribera y Maneja, Antonio, 1873- tr. 
Translation of der 





(Pull name: Kari Wilbelm Julius Hugo Riemann, 


36-14949 


Idbrary of Congress MLIG1.RS7 1084 


2 780.9 


Riemann, Hugo i. e. Carl Wilhelm Julius H.go, 1849- 





Die hiilf 1 der modul Studie von dr. Hugo 
Riemann. Cassel, Luckhardt'sche verlagsbuchhand!un jung 
(F. Li ) 1875. 

2p. 2. 

1. Modulation. 

10-10089 

Library of Congress MTS2.R43 
Riemann, Hugo, 1849- 

.. Introduction to playing from score, by Dr. Hugo Rie- 
mann ... Tr. from the German. London, Augener & co. 
(1904, 


2p.1, 1290p. 189°. (Augener’s ed., no, 9208) 


1. Score reading and playing. 
(Pull nome: Karl Wilhelm Julius Hugo Riemann, 
6—33827 


Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 1849- 


Katechismus der position Gist, 4 
lied, duett, motette, usw. nage Riemann ... 
oho aufl. Leiprig, M. M. an 1912. 

20, th p. 184°. (Max Hesse’s, illustrierte katechiamen. nr 20) 
1. Composition (Music) 

13-4031 
Library of Congress MTOORS 


Riemann, Hago, 1849-1919. 
Teteshs der k set 





P Jehre ... von dr. Hugo Rie- 
mann... Leipzig, M. Hesse, 1889. 


2 pte i lv. 18°. (Added tp: Max Hesse's illustrierte kate 
chiamen, bd. 8-0) 


Conrants.—t. 1. if 
meniehre 


2 for- 





1. Composition (Music) 2 Musical form. 
{Pull nome: Karl Wilhelm Julius Hugo Riemann, 
3-16982 Revised 
Library of Congress MT40 R56 
(78502, 


Riemann, Hugo, 1849- 

Katechismus der musik : penn musiklehre) von 
Dr. Hugo Riemann ... Leipzig, M. Hesse, 1888. 
a's 19”. (Added t.p.: Max Heave’s illustrierte katechiamen, 


Cowrarrs. — Einleitung. — und notenechrift —Intervalle, ak- 
—. tonart, modulation. — rhythmik, phrasierung —Koatrapankt 
nnd imitation. — Angewandte 


Bubject entries: Music— Manuals, text-books, etc 


Library of Congrem, no. 








Riemann, Hugo, 1849-1919. 





... Katechi der Ricite, ven Hane, Bio. 
mann... 2. verm, und verb. = Leipzig, M. Hesse, 
1901. 

2¥.in 1. itlus. 189°. (Max Hesse’s illustrierte katechismen. no. 2-3) 


Later shed under title: Abriss der musikgeschichte. 
=e Asse pte Ger Uiareter Cor eaitinteman qudidaeded- 


bung”: v. 2, p. « 
Contents —t. 1. H ikinstrumente und gudiidnn der 
und der ostcnacrlfe. "a" Geschichte, de Geschichte der ton! 

1. Music—Hist. & crit, 

Pull name: Karl Wilhelm Julius Hugo Riemanm 

4-497 Revised 
Library of Congress MLIGLRSS 
(12602, 


Riemann, Hugo, 1849-1919. 

. Katechismus der musikinstrumente (kleine instrumente- 
tionslehre) von dr. Hugo Riemann ... 2. umgearb. aufl. Leip- 
zig, M. Hesse ,1897, 

(Max Hesse’s Iilustrierte kate- 


2p. L, dilp-vil, 124 p. Mus. 189°. 
chismen, no. 1) 


1. and 
(Pull name: Kari Wilhelm Jalios Hugo Riemann; 
83-1608] Revised 





MTT0.R55 
872, 


Library of Congress 


chmem, Hugo, 1840-1919. 
der . zum instru- 


alld Gataeteames “ea nie M 1902. 
2p.1,118p. 1847". (Max Hease’s illustrierte katechiamen, no. 51) 








1 and 
(Pull nome: Kari Wilhelm Julius Hago Riemann, 
3-21228 rev. 
Library of Congress MTT70.RST 
(8725, 


Riemann, Hugo, 1849- 
Katechismus der or, ey von Dr. Hugo Rie- 
mann... Leipzig, M. Hesse, 188! 


4 p. 1, 160, font it We. (Added tp. Max illo- 
Pp a2 vi us. ( P Hease's 


“ Literatur”: p. 114-115. 


pain’ ‘Aunge wahite dispositioner: & Alteorgeln. b. Nevere orgein,”” 


Subject entries; Organ—Instruction and study. 


Library of Congrem, no. MTI75. R56. 


Micmann, Huge, 1000- 

rw dea klavi 
Lapeig: Ma laa 1008 
and tus, 18)". (Added t-p.: Max Heane’s illustrierte kate- 





piels, von dr. Hugo Riemann ... 


“Anhang : Studien-litteratur” : p. (70-85. 


1. Planoforte—Instruction and study. 
(Pull nome: Kari Wilbeim Julies Hugo Riemann, 
a 169 
Library of Congress ‘MT210. R55 
edibl, 


Riemann, Hugo, 1849- 
Katechismus des oy te  epematets 
ao von Dr. Hugo Leipzig, M. 
1889. 


Sthi® p 179. (Added tp: Max Hease’s illostrierte katechioe 


“ Beiepiele"’: p. ,48,-122. 


CATALOG OF PRINTED CARDS 


Riemann, Hugo, 1849-1919. 
Kleines handbuch der musikgeschich 





mit periodisierung 


nach stilprinzipien und formen, von Hugo Riemann ... Leip- 
= Breitkopf & Hartel, 1908. 
22 p. 239". (Added t-p.: Hendbiicher der wuslkiebre ... brag. 
on Seborwenks. am) 


Contains bibliographies, 


1. Musico—Hist. & crit. 
(Pull name: Kori Wilbeim Julius Hugo Riemann, 


Riemann 
Riemann, Hugo, 1549-1919. 

Musikalische dynamik und Lehrbuch der musikali- 
schen phrasirung auf grund revision der lehre von der 
musikalischen metrik Von dr. Hugo Riemann. 
Hamburg, D. Rahter; ,ete., ete. 1884. 

1,27 yp 2. 


1. Phreaing (Music) 2 Musical meter and rhythm. 
(Pell nome: Kari Wiheim Julios Hugo Riemasm, 


Riemann, Hugo, 1849-1919. 


Muailkeali 





Library of Congress ML160.R561 — 

Copyright 1008 Rea no. 1506, 
3141, 

Riemann, Hugo, —— 

Kleines handbuch der chte mit periodisi 
ome a“ ren ou —*s von Dy t=] 

5. durchgesehene aufl. reitkopf é 

itarte "1922. 

£2.42 Ls eee 

Includes bibliographies 


1. Music—Hist. & crit. 
Pull name: Karl Wilhelm Julius Hugo Riemanm 


2429082 
MLIOO RS62 


12) 


Library of Congress 


Riemann, Hugo i. ¢. Carl Wilhelm Julins Hugo, 1949- 
. Kompendium der ni von dr. phil. et 
mus. 4 Riemann ... 20 tibungsbeispielen zum 
Regensburg, New York ,ete.; F. Pustet, 1910. 
ip tool ye (Semaine “Kirchensnesth.” hrsg. von dr. 








syntaxis. Grundriss einer harmonischen satz. 
bildungslehre. Von dr. Hugo fo, Leipzig, Breitkopt 
und Hartel, 1877. 


=v1,13p 2. 
1. Harmony. 1. Title. 
(Fell name: Karl Wilhelm Julius Hugo Riemann, 
10- 10080 Revised 
Library of Congress MTOO.RS6 
(78802, 


Hago, 1840-1019. 


Musik. 


satzen, cesiche ud galiche gage we 





suswahl von 150 ton- 

beh ning epee 4 

der klung der musik 

im 18.-18. Iahehundert i eater sat teamed 

Hugo Riemann ... mit erlduterungen von dr. Arnold Schering. 
Laipsig, E. A. Seemann, 1919. 


4p. L, 16, @) 4p 2, 
Issued in 8 parts, 1911-12; pt. 1 bas epecial t-p. and index. 














1 *Bebering, Arnold, 18TT- «4. a Tithe 
1. Masical notation. (Pull seme: Cari Wilheim Julius Hugo Riemann, 
16—T841 
10-3055! Library of Congress M2 Ro 

Library of Congress MLASI RS? ont 
Riemann, Hugo, 1849-1919. Riemann, Hugo, 1849-1919. 

.. oon @ a ro Masikgeschichte in beispielen; eine auswah] von 150 
Pr Bar a. thaleche analyse wren Po tonaitaen, geistliche and weltliche gesinge und instra- 
notizen, von Hugo Riemann ... Berlin, M. ion 1919-20. lang der musik im 13 me. jahrhundert, in noti —- 

Sv. 18). (Max Hesses illustrierte handbiicher, bd. $1-53) 2 systemen von dr. Hugo Riemann ... mit erlaterus 

Vols. 1-2, 34 edition; v. 3, 2d edition. von dr. Arnold Schering. 2. aufi. Leiptig, Breit 

Hartel, 1921. 
4p, 1634p 2. 

1. Beeth l - 8 t. *Sechering, Arnold, 077-9 eds. Tale. 

(Pull mame Kar! Wilhelm Jubus Hugo Riemanm Fall name: Karl Withetm Jutius Hugo Riemann, 

. 22-17341 Library of Congress M2.RS42 

Library of Congress MT145S.B42R4 2 

a 


ae Se See. 

Lehrbuch 1 

pent ond Hugo Riemann ... “15. haan 6 
1888. 


vi, (2), 24 p. 2am. 
“Anhang: Cantus firm! sum kootrapuoktieren” : p. :196,-202. 





1. Counterpoint. 2. Canon (Music) 
Pull nome: Kari Wilbeim Julius Hugo Riemann, 
3-21276 Revised 
MTS6.RSS 
«r4lb2, 


library of Congress 


Biemana, Hugo i. ¢. Carl Wilhelm Julins Huge, 1840- 
Lehrbuch des einfachen, doppelten und imi di 
von Hage Biomana 2, ghnslich durch 

2 a arias a Leipzig, Breitkopf & 

xiv p, 11,22. 24. 

With musical illustrations. 





Library ot Congress esas 1908 Rea. no. 1908) 


Riemann, Hago, 1949-1919. 





2. Music 


(Pell seme: Kari Wilbum Julies Hugo Riemsna, 


819010 Revised 
Library of Congress ML100.RS2 1888 
«r7ad2, 
es 
——- eg FA et ie 5. vollstéin- 
aaa Hesse, 1900. 


xxiii, Ui, 124 p a" 


1. Musicians—Dictionaries 2 Musie—Dictionnries. 
Pell aeme: Kari Wilhelm Jule Hago Riemeam 
1-19846 Reviesd 


Library of Congress MLICORS2 18m 








Riemann, Hugo, 1549-1919. 

Musik-lexikon, von Hi Riemann ... 6. vollstindig um- 
gearb. aufl. Leipzig, M. Hesse, 1905. 

=x, 1868p 2". 

lesved tn 24 parte, 1904-05. 

1. Muatet 2 Must 





(Pell name: Kar! Wilbelm Julius Hugo Riemann, 
5—10029 
Library of Congress 
— —— Copy 2. 


ML100.R52 1005 
#0r20f1, 


ee e. Oarl Wilhelm Julius Hugo, 1849- 
ugo Riemanns Musik-lexikon. 7 
eoutts auf. Leipzig, M. Hesse, 1909. 
xxiii, 19S p 2. 
Issued in 2B 
“Nacht 


vollstindig um- 


pt 
D (xiii 


1 Musicians—Dhctionaries. 2 Music—Dictionaries 


ML100.R5S7 


Riemann, Hugo i. c. Carl Wilhelm Julius Hugo, 1849- 
Hugo Riemanns Musik-lexikon. 8. vollstindig um- 
gearb. aufl. Berlin und Leipzig, M. Hesse, 1916. 
2 p. L, qriiy-xxxii, 1276 p. 26™ 


Issued in 23 parts, 1914-16 
“Nachtrag”™: p. (xiiiy-xxxin 





LM L 2M on 
16-7633 
Library of Congress ML100 RS& 
-— Copy 2. 





Riemann, Hugo, 1849-1919. 

Hugo Riemanns musik-lexikon. 9. vom verfasser 
noch volletindig umgearb. aufi. nach seinem tode (10. juli 
1919) fertiggestellt von Alfred Einstein. Berlin, M. 
Hesse, 1919. 


xix, 1355 p. 26™. 

At head of title: Jubilaums-ausgabe. 

“Nachtrag”: p. F--5 

1, Musicians—Dictionaries. 2. Music—Dictionaries. 1. Eimstein, Al- 
fred, 1880- 


(Pull nome: Karl Wilhelm Julius Hugo Riemann, 


21-7943 
Library of Congress MLIOO.RS2 1919 
———— Copy 2. 2) 
Riemann, Hugo, 1849-1919. 
Hugo Riemanns Musik-lexikon. 10, aufl., beart. von Al- 
fred Einstein. Berlin, M. Hease, 1922 
avi, 1442 p Wiles (music) 2 
“Nechtrag”: p. :alip-avi. 
1. Mosicians—Dictionaries, 2. Music— Dictionaries t Einstein, 
Alfred, 1880- 
(Pell name: Kari Withetm Julius Hugo Riemann, 
24 - 29081 
Library of Congress ML100.R52 1022 
Copyright A—Foreign 2489 
(8Tel, 
Riemann, Hugo, 1549-1919 


Hugo Riemanns Musik lexikon 
Einstein. Berlin, M. Hesse, 1929. 
2. ive (music) 2" 


Page’ continuously 
“Nachtrag” : v. 2, p. :2002,-2100. 


11. aufl., bearb. von Alfred 


1. Musicians — Dictionaries. 2 Music — Dictionaries. 1, Einstein, 
- Pull name: Kari Withelm Julius Hugo Riemann, 
2813080 
MLIO0.BS2 1028 


fel, 


Library of Congress 
—— —— Copy 2. 


LIBRARY OF CONGRESS 


Riemann, Hugo, 1849-1919. 

Hugo Riemanns Musiklexikon. 12. véllig neu bearb. aufl., 
herausgegeben von professor dr. Josef Miiller-Blattau 
Mainz, B. Schott’s sdhne ,1939,- 

ius. (music) 26". 


Cover-title. 
Issued in parts 


1. Musicians— oy 2. * a Dictionaries. 1. Miller. 
Biattau, Joseph Mart 
(Pull name; Karl Wilbelm Julius Hugo Riemann, 
39-33740 
Library of Congress ML100.R52 1989 


——- ——— Copy 2 1 7808 


Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 1849- 

. Mysuxaapunit caonapp. T[lepenoas cp 5-ro ab- 
Menk. uaaania B. COprescosa, aouoanenauh pyccKuMe 
oTAbAOMD, CocTAaRAeHHWMD Upa corpyanayectBS TI. 
Behmapuna, B. Ipeospaxenckaro, H. Onnrefisena, 10. 
Dureaa, B. WOprencona no ap. Tepesor» a seb Aonoa- 


Henia nox» peaaxnieh 1). Jarean... Mocxsa, II. 
a a OH; ete., ete., 1901-04 
2p “em 

Issued in v9 pa 

* Jlota mene > 1500-1581 

1 Msicans—! retro maries. 2 Musie—Di Jar 
Boris, 1 arn, Pavel Platonovich, mt oo 
aL -3 Antonis (Yekorovich 18° Ww Findeisen, Nikolai Fedoro- 
vieh, 1868. v i, DI Dmitrievich, 1868- 


11-6267 


Library of Congress ML100. R57 


Riemann, Hugo, 1549-1919. 
Die natur der harmonik. Von dr. Hugo Riemann. 


+98 = 





Peal 
an i Waldersee 4. rethe (lesa) ar. oe 


cipzig. 
p 157-190. illas. (musie)) 
Double pagination. 
Bibliographical foot notes. 





1. Harmony. 
(Pull neme: Kar! Wilhelm Julies Hugo Riemann, 
AC 36-2081 
Title from Newberry Libr 
Library of Cougress (MLSS.W16 ser. 4) 


Riemann, Hugo, 1849-1919. 

Neue beitriige zur lésung der probleme der byzantini 
schen notenschrift; eine auseinandersetzung mit Mr. H. 
J. W. Tillyard, von dr. phil. et mus. Hugo Riemann ... 
Leipzig, Breitkopf & Hartel, 1915. 


illus. (music) 24. (Added t-p.: Studien sur byzan 
2. hft) 


291.17 BE 
timischen musik .. 


Music, Byzantine. 2. Musical notation. 3. Paleography, Greek. 
4 Tillyard, Henry Julius Wetenhall, 1881 
Full nome: Karl Withelm Julius Hugo Riemanm 


20-1998 


s1bt 


Library of Congress MLIS&.RS3 hit.2 


Riemann, Hugo, 1549 191°. 

Neue schule der melocd Entwurf einer lehre des contra 
punkts nach einer gar h neuen methode Von dr. Hugo 
Riemann Hamburg, K. Gradener & J. F. Richter, 1883. 





sivp,11,22p 23 


1 Counterpoint 


Full name: Kari Wiiheim Julius Hugo Riemann, 
10 - 10001 
Library of Congress MT47 baed 
V42b1 


‘ 
Riemann, Hugo, 1849-1919. 

Opern-handbuch. Repertorium der dramatisc h-musi- 
kalischen litteratur (opern, operetten, ballette, melo 
dramen, pantomimen, oratorien, dramatische kantaten 
u. s. w.) Ein notwendiges supplement zu — m musik 
lexikon, von dr. Hugo Riemann. Leipzig,’ H. Seemann 
nae ate rnd 

862 p. 20" ; 

Polished fe parts, 1881-86 (including Ist supplement) by ¢ 
2d supplement, 1892. In 1900 publication transferred to H 
nachfolger. 

1. Opera 





A. Koch; 
Seemann 
Dictionaries 

Full name: Kar! Withelm Julius Hugo Riemanm 


B-NS2 Revised 


Library of Congress ML102 O6R5 


«rl9el 
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Riemann, Hugo, 1349- 

Opern-handbuch. Repertorium der dramatisch-musi- 
kalischen litteratur (opern, operetten, ballette, melodra- 
men, pantomimen, oratorien, dramatische kantaten u. s. 
w.) Ein notwendiges pte 7 ment zu jedem musiklexikon, 
von dr. Hugo Riemann ... Leipzig, C. A. Koch, 1887, 

4p. 1, 743 p. 209" 


|. Opera—Dictionaries 1 Tithe 
(Full name: Carl Wilhelm Julius Hugo Riemann, 


” 7—180 
Library of Congress ML102 OORSS 


11981942, 


oo Hugo, 1849-1919. 

rn-handbuch. Repertorium der dramatisch-musi- 
naltechen litteratur (opern, operetten, ballette, melodra- 
men, tomimen, oratorien, dramatische kantaten 
u. s. w.) Ein notwendiges —~ a zu jedem musik- 
lexikon, von dr. Hugo Riemann ... Leipzig, C. A. Koch, 





2 p. L, 862, ch 
prin’ 


P 
een; = on one Nitin, Schlesische verlagsansialt (vorm Schott- 


h 
i Apparently a — of the 1887 edition with the addition of the second 


t of Ii 
ta— Dictionaries. 1. Title. 
iPull name: Karl Wilhelm Julius Hugo Riemann 
25-21763 
Library of Congress ML102.06R57 


Riemann, Hugo i. «. Carl Wilhelm Julius Hugo, 1849- 
Practical guide to the art of phrasing. An exposition 
of the views determining the position of the phrasing- 
marks by means of a complete ... analysis of classic and 
romantic compositions ; by Dr. Hugo Riemann and Dr. 
Carl Fuchs. New York, G. Schirmer, 1890 
ix, (10)-147 p. 179° 


1. Phrasing (Music) 1. Fuchs, Carl Dorius Johann, 1838 — joint 
author 


8—12118 
Library of Congress MT75. RM 


_ —~ Copy 2 


Copyright 1891. 17469 


Riemann, Hugo, 1849-1919. 

Priludien u. studien; gesammelte aufsitze zur aesthetik, 
theorie und geschichte der nusik, von dr. Hugo Riemann 
Leipzig, H. Seemann nachfolger (1895-1901, 

ar 

‘hopeinted po various - —— cf. Pref. 

‘ONTEN 


1. bd. 1. Skizzen: Dae ternandnehmen des eeteationne virtuosen. 
tums. Unsere mustkeeitui Unsere konservatorien. Die priester des 

geschmacks. Das formate elec element in der musik ey —_ wa 
Sateres und mustkalischer kolorismus 11 Priiludien: Die sche 
phrasierung totvigen oder phrasierungsbigen. Vorse! schidige “3 be. 
scbrankung der willkir in der wah! des notenwerte ftir die taktschiiige. 
Wurselt der musikalische rhythmus im sprachrhythmus? Gesangsphraate- 
Tung. Was ist, was will, was soll die phrasierung? Was A ein motiv? 

(Contipued on next card 
+516 Revised 2 





(r36d2 


Riemann, Hugo, 1549-1919. 
1895-1901, (Card 2) 
Conteste--Continved 
Die phrasierungsbezeichnung als dauernder bestandtell der notenschrift 

der sukunft. Die vollendung der phrasierungsbezeichnung. Uber 
belebung und vortrag alter vokalmusik —1n — Das chromatische 
tonsystem Von verdeckten oktaven und quint 
Ut. bd. Vorwort.—1. Skizzen amiaae riche ‘eons und jetzt. Die mu- 
~ seit Wagners heimenng ; cin totentan: Yobin stenern wir?—n. Pri 
en Der gegenwartige stand der a lischbeu aesthetikx. H.C. Koch 
erliuterer ——~ & C4 


Priiludien u. studien 
















kiavierpidagoge. Das generalbassplelen. Ueber agogik. U 

in Ober den a Das mustk-diktat ol vehikel ‘7 
rt strenge stti.—1. Studien: Die lehre 

ve om musikalischen vortvad in der nevesten litteratur. Posteuser ‘rans 

Kullaks ideen gur theor) des vortrags. Orgel- 

bau im frithen mnittelaiter Zur geschicbte der instrumente und 

der Instrumentalmusik 








(Continued on next card) 
(1 36a2, 4-516 Revised 2 


Riemann, Hugo, 1549-1919 
1895-1901, (Card 3) 
Contents Cont inned 

m. bd. 1. Pritiudien: Mustkalische logik. Ueber tonalitit. Zur theorie 
der konsonang und dissonsnz Zar reform det harmonie-lebrmethode. 
t von Mozarts G-moll-streichquintett. Beethovens 
Fis-dur-sonate op. 78. Einige seltsame noten bet Brahms und anderen. 
- vervollkommoung der orge!pedal- a —n. Studien: 

der bedeutang der tanzstiicke 
far die entstehung der sonatenform The oot shne Bachs. M. Ugolini de 
Maltero Thuring! ad M Franciscum Culecium Polonum doctrinae suse 
non quidem novae attamen saepius erronee interpretatae De cantu fracti- 
bil! brevis positio pro rudibus decem capitibus digesta —1u. Skizsen: Die 
any My yp ty Hie Wagver! Hie Schumann! Jo- 
banpes 8 moderne kapellmeistertum 


Priludien u. studien ... 





(Continued on next card) 
+516 Revised 2 
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Hugo, 1849-1919 
(Card 4) 


Priludien u, studien ... 


Riemann, 
(1895-1901, 


Fy on 


1. Muste—Instruction and study. 2. Music—Hist. & crit 
4. Musica 6 canoe 


Pbilosophy and esthetics. coustics and physics 
tion (Music) 6 Muste— Analysis, interpretation, appreciation 
Phrasing (Music) 
(Pull name: Kari Witheim Julius Hugo Riemann, 
4-516 Revised 
Library of Congress MLAO. RS 


2 


Riemann, Hugo, 1349-1919. 

Skizze einer neuen methode der harmonielehre. Von d’ 
Hugo Riemann. Leipzig, Breitkopf und Hartel, 1880. 

vill, 92 p. 24%. 


Second edition, 1987. 
monlelebre 


published under tithe: Handbuch der bar 


1. Harmony 
(Pull name: Karl Withelm Julius Hugo Riemano, 


10-1247T Revised 


Livrary of Congress MT RSS 


rS4b2, 


Riemann, Hugo, 1549-1919. 

Studien zur geschichte der notenschrift. Von Hugo Rie 
mann Leipzig, Breitkopf und Hirtei, 1878. 

vill, 316 p. au pl. (5 double) 23". 


“Synoptisch chropologinche tnbelle” lt 
Bellage. Documente der frinkischen notation 


1. Musical notation 


(Pull name: Kari Wilhelm Julius Hugo Riemann, 


66788 Revised 
MLAS1 RSS 


(r2ad2, 


Library of Congress 


Riemann, Hugo, 1849-1919. 

System der musikalischen rhythmik und metrik, von Hugo 
Riemann ... Leipzig, Breitkopt & Hartel, 1908. 

x, 8316p. 2". 


1. Musical meter and rhythm 
(Pull nome: Karl Wilhe’m Julius Hugo Riemann, 
5-10602 Revised 
Library of Congress MT42. R55 


173902, 


Riemann, Hugo, 1849-1919. 
Systematische modulationslelire als grundlage der musi- 


kalischen formenlehre, von d' Hugo Riemann Hamburg, 
4. F. Richter, 1887. 

vi 208 pd 21g 

Label of © FP. Sebridt, Helthroun «. N.. mounted over imprint. 


Modulation: 
Full wame: Kar! Wilbelw Julius Hugo Kiemann, 
18-21164 Revised 
Library 


{ Congress MTI2R44 


8sb2 


Riemann, Hugo, 1849-1919 

Text-book of simple and double counterpoint including imi- 
tation or canon, by Prof. Dr. Hugo Riemann; tr. from the 
German by S. Harrison Lovewell Leipzig, Breitkopf & 
Hirtel, 1904 


vi, (2), 208 p. 239" 


1. Counterpoint. 2 Canon (Music) 1. Lovewell, 8. Harrison, tr 


Full name: Karl Withelm Julius Hugo Riemann, 
6-0902 Revised 
MTS5.RS5S 
12742, 


Library of Congress 
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Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 1849- 
Ueber das musikalische héren 
F. Andrii's nachfolger, 1874. 


2p1,71p 17™ 


Leipzig, Druck von 


Inaug -diss —Gottingen “i 
Vita. 
. 
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1. Harmony. 
621713 


Library of Congress ML3815.R55 
Riemann, Hugo, 1549-1919. 

Vademecum der phrasierung. Von Hugo ‘ 
Leiptig, M. Hease 1900, 


Spl, 1000p 19". (Max Hense’s iltustrierte katechiamen, no. 16) 


1. Phrasing ( Music) 1 Tithe. 

(Pull nome: Kari Witheim Julius Hugo Riemana, 
6 v8 

Library of Congress MTTS. RSS 


a4ibi, 


Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 1849- 


Vademecum yg mye Von Hugo Riemann 
“2. auf. Leipzig, Hesse 1912 


2p 1,92. 184° (Max Hesse’s illustrierte handbicher.. no. 16) 


1 Phrasing (Music) 

13-402 
sabrary of Congress MT75 RSS3 
Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 1849- 


Verloren pegangene selbstverstandlichkeiten in der 
musik des 15.-16. jahrhunderts. Die musica ficta; eine 
ehrenrettung. Von Prof. Dr. Hugo Riemann ... Lan- 
gensalza, H. Beyer & séhne, 1907. 


2% p 21™ . (Musikalisches magazin, hit. 17) 


1. Chromatic alteration (Music) 
Library of Congress 


MLSS.M7 


Riemann, Hugo i. ¢. Carl Wilhelm Julius Hugo, 1849 
Wie héren wir musik? Grundlinien der musik- 


aisthetik, von Hugo Riemann 2. aufl. Leipzig, M. 
Hesse, 1903. 

vii p. 11, 3p, 1 18. (Max Hesse’s illustrierte katechismen. 
bd. 17 

Cover-title: Katechismus der musik-asthetik 


1. Music—Philosophy and esthetics 


Library of Congress ML3845 RS6 
Riemann, Hugo, 1549-1919. 

Wie héren wir musik? Grundlinien der musik-dsthetik, 
von dr. phil. et mus. Hugo Riemann ... 6. aufl. Berlin, 
M. Hesse ,1923, 


vil}, 08, 1) p 1 Mus. (music) 189°. (Mex Hesses Mostrierte band 
bOcher. bd. 17, 


Cover-title: Grundiinien der mosik-dsthetik (Wie biren wir musik?) 


1. Music— Philosophy and esthetics 

(Pull nome: Kart Wilbetm Jolics Hugo Riemann, 
34-31528 

MLAMS.RS6 1923 


Librery of Congress 730) 


81 


Riemann 


Riemann, Karl Wilhelm Julius Hugo 
sce 
1849-1919, 


Riemann, Hugo, 


Ludwig. 


4“ Das wesen des klavierklan m4 und seine beziehungen 
fs 


zum anschlag. Eine akusti 
fiir unterricht und haus dar, 
... mit 120 abbildungen. 
1911. 


viii, 279 p. illus 26" 


ithetische as 
boten von Ludwig Riemann 
ipzig, Breitkopf *, Hartel, 


1. Music—Acoustics and physics. 2 Pianoforte 


11-18070 
Library of Congress 


— —— Copy 2 
Copyright A—Foreign 3261 


ML3807 RSS 


Riemann, Othon, 1853-1891. 


Fitudes sur Ja langue et la grammaire de Tite-Live, par 
Othon Riemann Paris, F.. Thorin, 1979 


1, 20 p. 23". (Half-title: Bibliothéque des Ecoles francaises 
rhthines et de Rome. fase. 11) 


11-16% 


Library of Congress 


Riemann, Othon, 1553-1591. 

Etudes sur la langue et la grammaire de Tite-Live, par 
Othon Riemann ... 2. éd., rev. cor. et considérablement augm. 
Paris, E. Thorin, 1885. 


3p. |, 826 p. 239". (Half-title: Bibliothaque des Ecoles francaises 
Py! Andy) 9 fase. 11) 


1. Livias, Titas. 








F-35 
Library of Congress D6.B4 
3841, 
Riemann, Othon, 1553-101 

Crammetive mparce dn gree et du latin par Othon 
Riemann & Henri Goelzer Paris. A. Colin et cie.. 1897- 
1901 

Vel 1, dated: 19 

“Ourrage couronné por VAcadémic des inscriptions et belles-lettres.” 

Contests v. 1, Phonétique et étude des formes grecques et 
latines. —,¥. 2, Syntare. 

1. Latin long Gremmar. Comperstive, 2 Greek lenguage— 
Gromer, Comm er. Heuri Jule Kirnest, 1658-1920 
joint author, mu. Title "Vhonét ique et tude cles formes grecque et lntines 

1—24T57 

Library of Congres PAIILRS 

asm, 


Riemann, Othon, 1453-151. 
Recherches archéologiques sur les iles Toniennes par 
Othon Riemann Paris, E. Thorin, 1879-80. 





3 pi. 4 maps (incl fromt.) 289". (Half-title: Hibliotheque dew 
Lonles francuiaes d'Athénes et de Rome, fase. §, 12. 18 

Ribiiography: © 1). p. 2-2 

Costests—¥. 1, Corfoa—v. 2, (éphatonie—*. 3, Zante Cértgo. 
Appendice 

1. Corfa-Antiq. 2. Cephalonta—Aatiq. % Zante—Antiq 
4. Corige—Antiq. 5. Inscriptions. Greek 

Satencd 

Library of Congress DS.4 faer. 412,18 

= Cop; 2 OF 261.1 6RS 
watt 





Riemann 


Riemann, Othon, 1853-1891. 

. Syntaxe latine d’aprés les principes de la grammaire his- 
torique, par O. Riemann. 7. éd., rev. par A. Ernout ... nou- 
veau tirage. Paris, C. Klincksieck, 1935. 


2p L. evi, G87, \) p. 179". (Nouvelle collection A lusage des 
classes. x1) 


“Bibliograpbie” ~. (XIV) -xV1. 


1. Latio language—Syotar 1. Ernout, Alfred, 1879- od 





38-81711 
Library of Congress PA2285.R5 19858 
2 475.2 
Riemann, Paul. 
Die k halb der | Ischnitte... Mar- 
burg, Druck von C. L. Pfeil, 1881. 
Mp. diagrs. on pil. 21° 
Inaug. lis. — Marbarg. 
1. Conic sections. 2. Curvature. 
+ roger 


Library of Congress QA5S59. RSS 


Riemann, Robert, 1877- 


Goethes romantechnik, von dr. Robert Riemaun. Leip- 
zig, H. Seemann nachfolger, 1902. 


viii, 416 p. 23" 


2—19529 


Library of Congress 


Riemann, Robert, 1877- 
Gottfried August Birger 
Mit Riirgers bildnis. Leipzig, P. Reclam, jun. ,1904, 
110 p., 11. front. (port.) 15°. (Dichter-biographien, 10. bd.) 
On cover: Universal-hibliothek, 4630. 


Von dr. Robert Riemann. 


1. Birger, Gottfried August, 1747-1704, 
Library of Congress PT1829.Z5R5 


2 
1 


Riemann, Robert, 1877- 


. Gotth. Ephr. Lessing, von dr. Rob. Riemann. Leipzig, 
P. Reclam jun. ,1910, 


102 p. front. (port.) 154°. (Dichter-biographien, 15. bd.) 
Reclame uni versal-bibliothe, nr. S225. 


1. Leasing, Gotthoid Ephraim, 1729-1781. 


39-5513 
Library of Congress PT2406.R5 
& 
Riemann, Wilhelm. 
Beschreibung des bergreviers Wetzlar. Bearbeitet im 


auftrage des ——— oberbergamts zu Bonn von Wil- 
helm Riemann... Bonn, A. Marcus, 1878. 

2p. 1, 115, dip. 8 fold. diagr. 25™ 

Bibhography: p. 110-115. 


1 Mines ant mineral resources—Prussia—Wetzlar. t. Rhine Prov- 
Oberbergamt, Bonn. 


ince 


621443 


Liteary of Congress ‘TN74.PORSS 





LIBRARY OF CONGRESS 


Riemann-conservatorium, Stettin 
see 


Stettin. Riemann-conservatorium, 


ni. £, rift " 





studien. Hugo Riemann 
zum sechzigsten geburtstage iiberreicht von freunden und 
schiilern. Leipzig, M. Hesse, 1909. 
2p. 1, dil-xl, 524p. front. (port.) tus. (music) 25™. 
Dedication signed : Carl Mennicke. 
‘Hugo wann, Eine biographische skizze nebst einem 








Riemens, Gurrtje Johanna Hendrika 
Reurslag, 1l&66- 


see 


Riemens, Johanna (Reurslag) 1&86- 


Riemens, Hendrik. 

Het amortisatie-syndicaat ; een studie over de staatsfinancién 
onder Willem 1 ... door Hendrik Riemens ... Amsterdam, 
H. J. Paris, 1985. 


vill, 248. front. 249. 





seiner werke” 
“Aus der 
following p 380). 
“Dewar mit 2 trios firs erated auf 4 biinde. Franz Schubert. 
818. Zéléz”: 7 p. following p. 


1. *Rienann, Hugo, 1849-1919. a ps Se lectures. 
«. Mennicke, Carl Hetorich, 1880-19) 


op. vila 
Brautmesse ;Christian Ritters, von 1660": 16 p. (music) 


10-2084 


Library of Congress MLS55.R34 


at0b1, 


Riembau, Andre Frederic Maurice 
see 


Riembau, Frederic i.e. Andre Frederic 


Maurice, 1£73 


Riembau, Frédéric i. e. André Frédéric Maurice, 1873- 


. De = ! au Niger: la question du chemin de fer et 
a mise en valeur territoires de la Sénégambie et da 
Niger. Paris, A. Challamel, 1908 


115, 8 p. incl. ius, tables. 3 maps (2 fold.) 25)™. 
Title vignette. 


1. Railroads—Africa, West. 2. Africa, West—Econ. condit. 3. France— 
Colonies—Africa, West 


926155 


Library of Congress HEM29.WSR6 


Riembault, Alfred. 


Ilygiéne des ouvriers mineurs dans ies exploitations 
houilléres, par le docteur A. Riembault ... Paris, J. B. 
Bailliére et fils; New-York, Bailliére brothers; :ete., ete.; 
1861 


xiii, 6 p 22 


1 Coal-miners—Diseases and hygiene. 


Library ot Congress RA787 RO 


" Riemeier » Elisabet 
see 


Randenvorgh, Frau Elisabet (Riemeier) 
van, 1093- 


82 


Bibliography : DP. (240)-246. 
“Stellingea” Zi leaves). laid In. 





1. Fi Hist. 2. ‘Hist.— 1815-1830. 
L Tithe. 
41-0825 
Library of Congress HJ110L.R5 
12 336.402 


Riemens, Hendrik. 

. Les Pays-Bas dans le monde: histoire—conditions poli- 
tiques, économiques et pty d’outremer—l'esprit 
néerlandais, Avec douze croquis dans le texte. Paris, Payot, 
1939. 

S& p. on ee ae. 224". (Collection de documents et de 
témoignages pour servir & I’histotre de notre temps) 
At head of title: H. Riemens. 





L Hist 2 ‘Econ. condit. 8 
Colonies. 1. Title. 
00-2476 
Library of Congress DH107.RS 
(2) 49 2 


Riemens, Kornelis Jacobus. 


Etude sur le texte francais du Livre des mestie: 
scolaire francais-flamand du x1v* siécle .. 
nette, 1924. 


14, 2p, 31 24" 
Proefschrift—Amsterdam. 
On cover: 


livre 
Paris, L. Ar- 


“Esquisse historique de l'enseignement du 


ar 
f Hollande du xvi" sitcle” (the author’ 
—- Eh °% ay ¢ 's thesis pre- 
1. Livre des mestiers. 
29975 
Library of Congress PQ1489.LS4RS 


Riemens, Kornelis Jacobus. 


Etude sur le texte yo du Livre des mestiers, livre sco- 

laire frangais-flamand du x1v* siécle; supplément a 1™* 

historique de veer fd, Rinne du francais en Hollande du xvi* 

au xrx* siécle”, -J. Riemens ... Paris, L. Arnette, 1924. 
14, 2) p31 20=. 


Published also as author's proefschrift (Amsterdam) at Faris ‘24 


1. Livre des mestiers. 


Library of Congress PQ1s80.LO4RS 19240 


Riemens-Reurslag, Gurrtje Johanna 
Hendrika, 1€66- 


Riemens, Johanna (Reurslag) 1666- 








Riemens-Reurslag, J 
see 


Riemens, Johanna (Reurslag) 1886- 


Riemenschneider, Kurt, 1888- 


as iche Ein beitrag zur der 
hasaiertuet i det amills. Ven Kart Miomenechasioer 
Leipzig, H. Beyer 1910, 


2. Mus, 21 (Wie bauve ich mir selbst? bd. taxxvir, 108) 
On t.p. of v. 2: 2. folge. 


1. Plytng-machines—Models. 2. Alr-chips—Models. 8. Aeroplanes— 
Models 1. Title. 


34-3046 
Library of Congress 


— —— Oapy 2. 


TLTT0.R46 
(@20.1307252 


Riemenschneider, Kurt, 1888- 
Lénkbare: zweideckvr-aeroplan, Anleitung zur selbstherstel- 
lung eines 8 flugapparates Is gleit- oder drachenflieger, von Kurt 
Mit 3 detailb 3. aw Ravensburg, 





O. Maier 19189) 


48 p. ius, ut fold. pl. (im pocket) 22°. (“Spiel und arbett", 
Gch.) 
1, Aeroplanes— Models. 1, Tithe, 
33-4292 
Library of Congress TLITO.RS 1018 
2) (629.1807252 
Riemenschneider, Kurt, 1888- 
cur der it in der familie. Mit 18 ab- 
bildungen. Von Kurt Riemenschneider. Leipzig, H. Beyer 
11910, 
28 p. Mos. 21°. (Wie baue ich mir selbst? bd. 88) 
1. Aeroplanes—Modela. 1 Title. 
| cleall 
Library of Congress TLTTO.RSS 
——— Copy 2 €29.1307352 
Reference card 
Riemensnyder, Helen 
see 
Martin, Mrs. Helen Riemensnyder, 1868- 
Library of Congress sous 
Riemer, Edwin. 


Civil service training for stenographers, typists, and clerks; 
& training course for prospective ve candidates for various steno- 
graphic, typewriting, and clerical examinations in the munici- 
pal, state, and federal civil service, by Edwin Riemer... High 
school ed. New York, Chicago ,etc., The Gregg publishing 
company, ‘1941. 

itl, 108 p. 224 x 289". 

Text runs parallel with beck of cover. 

1. Snorthand—Examinationa, questions, + ot et 
nations, questions, ete. 3 Civil service — 
Title. 

4114132 
Library gf Congress JKTIT.STRE 


42f5, 851.30078 


CATALOG OF PRINTED CARDS 


Riemer, Edwin. 

A course in transcription (an intensive course combining 
advanced typewriting, Lax and dictation) by Edwin 
Riemer ... New York, N. Y., Pitman publishing corporation 
(1936, 

x, S57 p. diagra 2 


“Part 1 is especially recommended for students preparing for the 
New York state regents examination in typewriting 1."—Introd. 


. cn ew “Acgamaary = dictation. 2. Type-writing. 3. Commer. 
cial correspondence. 

30 -0T 
TAOS 
idl, we 


Litucy of Congress 


Riemer, Eugen. 


Die schulpflichten i im haus Hi chen leben - 
od eee sli unserer tiéchter 





Riemersma 


Riemer, Otto. 
Erhard Bodenschatz und sein Florilegium portense. Von 
dr. Otto Riemer. Leipzig. F. Kistner & C. F. W. Siegel, 1928. 
2p... 117 p,11 Mus. (music) 234". 


‘onTents. — Erhard Bodenschatz, eine biographeche skizze. — Die 
kirchlichen des 16. —Das tleg! por- 
tense 





1, Bodenschatz, Erhard, 1576-1636, 2. Motet. 1. Title: Florilegium 


portense. 
(29-13920 


Library of Congress MLA10. BOTR4 
Riemer, Otto. 

Musik und musiker in M. tiber- 
blick uber Magdeburgs beitrag zur death musik, von dr. 
Otto Riemer ... Magdeburg, Baensch, 193’ 

3 front.. 1 ius. (music) pl, tea ic ‘meste) Bay 
deburger kultur- und wirtschaftsleben 
“=. or. ayy 


deb hichtlich 





(Mag- 
stadt Magde- 


(sen.) ... Sonate fir ne und kiavier in G-dur 
(originaltite! Trio fiir violine orgel) nach dem manuskript 
Preuss! 





von Eu- 
gen Riemer ... St. Petersburg, Buchd: 
es rg, r. Trenke & Fus- 
2p. 57 p. 25". 
a rte aus dem Jahresbericht der deutschen ch au 


“Literaturnachweis”: 24 prelim. leaf. 


1. Home and school. 2 Girls—Education—Germany 


E 10-2042 


Library, U.S. Education LCM83.R44 


Bur. of 


Riemer, Friedrich Wilhelm, 1774-1845. 


Mitteil iber Goethe. Von Friedrich Wilhelm 
ee. auswabl. Berlin, Morawe & Scheffelt, 

9, ih 179". (Added t-p.: Goethe-bibliothek, brag. von Karl 
Georg Wendriner ...) 

Contents. — eden. — Aphorismen —Brocardica —Goethes 
schriften: a) Galerie her dichtungen v} Atelier Goethescher 
di arate Oe a) Dichter. b . ? 
ner. ni, Naturforacher ¢) Philosophen. {) bee, und staat 


1. Goethe, ar Wolfgang von, 1749-1832. 


ie 1. Wendriner, Karl 


15-1379 


Library of Congress PTAISRS 1913 


Piemer, Guido Carl Leo, 1873- 

Warterbuch und reimverzeichnis zu den Armen Heinrich 
Hartmanns von Ane. von Guido C. L. Riemer ... Gotti 
Vandenhoeck & Ruprecht: Baltimore, The Johns Hi 
press, 1912. 

2p lb. 161, dp (Hesperian: schriften sur germanischen 
philologie ... ar. 3) 


1, Hartmann von Ave. Der arme Heinrich. 2. German innguage— 
Midktle =e S German—Mictionaries. 3. German language — Middle High 
German — 


13--97N 


Library of Congress POOH or.8 


Riemer, J. 

Shaft-s'nking under difficult conditions, by J. Riemer; tr. 
from the German by C. R. Corning ... and Robert Peele ... 
Eighteen engravings in the text and nineteen Ist ed. 
Ist thousand. New York. J. Wiley & sons; ,etc., ete., 1907. 

xiii, 176 p. inet, Mus, plates, tables, diagr. xix fold. pl. 234". 

work consists chiefly of a revision and amplification of 

presi vpublications dealing - shaft-sinking, issued A tt firm of 

niel & Lueg of DGaseldorf .. H. Laeg, Bergrath Licke ... B. Sebulz- 
Brieeen. and the present writer.” "Author's pref. 


1. Shaft sinking. 1. Corning, Christopher R.. tr. um. Peele, Robert, 
Jotor tr. 


12714 
Library of Congress 


Copyright 


TN283.05 
36f1, 


Riemer, Jacob de, 1675 !-1762. 

Beschrvving van ‘s Graven-hage, behelzende deszelfs oor- 
sprong. benaming. gclegenthei:l, witbreidingen, onbeilen en 
luister: mitsgaders stigtinge van het hof, der kerken, kloosters, 
kapellen. gorl<hinizen, en andere voornaame gebouwen ... Uit 
zeer veele nooit gedrukte oorxpronkelvke charters en beschei- 


den getrokken ... door M'. Jacob de Riemer, x. «. Met veele 
nieuwe afbeeldingen verciert Te Delft, Gedrukt by R. 
Boitet. 1730-39. 


2. in May. plates (pert fold.) 419. 

Tithe vignette * initia pieces, Parte 1 and 2 of v. 1 have added 
D. eucraved nil wre sceel coornt Panenestantl y 

raven-huge”: 7h p at end of v. 2, 
1. Hegne. 2. Costuthe- Nethertands- Hague 








1. "Phew 
Te sotto) 
Libeary of Congress 9401 ES 


mel, 


83 


und 
rhen staatabibliothek in Berlin, A ms. 301M, erstmalig 
im generalbass ausgesetzt von dr. Otto Riemer” 
(1p. 1,17 p. 20x 27™., fold.) and separate violin part (“Violine”) (4p. 
344 x 27™., fold.) in pocket. 





1. Music—G y 2. Musici 
1. Rolie, Christian Friedrich, 1684-1751, 1. Title. 
Library of Congress ML279.8.M2R4 
(2; 780.94318 


Riemer, Siegfried. 

Die staatsanschauung des grafen d’Antraigues in seiner 
denkschrift iiber die Generalstinde, von dr. Siegfried Riemer. 
Berlin, — dr, Emil Ebering, 1934. 

1 istorische st Ebering. 
wet fa oe 3 ¢ scuetttenseine Fos 4... - Bagh prochines des 
~-¥, r grossep revolution, —. vou prof. dr. Otto 


“Literatur”: p. (127)-131 


1, Antraigues, Emmanuel Louls Henri de Launay, comte d’, 17%4- 
1812. 2 State, The” 
ACS4- 23400 


Title from Columbia Univ. Printed by L. C. 


2 


, Svend. 

_ Upward mobility and social stratification (Sozialer aufs- 
tieg und klassenschichtung) in Archiv fiir sozialwissenschaft 
und sozinlpolitik, vol. 67, 1932, pp. 531-560. Translated by 
Arnold Lissance. W. R. Dittmar, ru. p., project supervisor. 
yNew York, 1937, 


3p. 1, 85 numb. 1, 21. 28°, (Translation into English of foreign 
soctal science monographs. no. 2) 

be. by the department of social welfare and the Depart- 
ment of social Columbia university, as @ 


165-07-€000-6027 conducted under the auspices of 


1. Class distinction. 2 Germany—Social conditions. 
university. Dept. of social science. 


Arnold, tr. 1. 
1m. New York (State) Dept of social welfare. rv. Title. 
14142, cDe#e-+45 
Library of Congress. Card div. HSLTSS no.2 
(HT =} 
Riemerschmid, Werner. 


hag ta egday fo my ein roman vom unster- 
blichen Augustin, von der blonden geliebten und dem griin- 





fiugigen, vom schwarzen dimon, vom halbmond und von der 
stadt am blaven strom. Wien und Leipzig, F. G. Speidel 
11930, 

4p. 1, 11-264, 8p. 1b 21". 
Bibliography of folk-songs: 1 leaf at end 

1. Title. 

31-7856 
Library of Congress PT2635.145B8 1980 
Copyright A—Foreign 10200 
ay 833.91 
E. 

Flendelerects blest} ht; ten ge- 
teuibe bit bet Kasdshondoetie door Am- 


E. Riemersma. 
sterdam, N. v. Noord-hollandsche gums mij., 1940 
vil, (1), 3990p. 245. 





L law 2 Civil law- 3. Tax 
ation Netherlands—Law 1 Tithe. 
41-26888 
Library of Congress 2 





Riemkasten 


Riemkasten, Felix, 


189+ 
Ali der kater; mit bildern von Olaf Gulbransson. Leip 
zig, Quelle & Meyer ,1938, 
Tap ties Wei 
1 Cate—Legends and stories. t. Golbranason, Olaf, 1873- ue 
tt. Tithe 
89-0752 
Litrery of Congress PTOSS.ISATS 1968 
Coprright A-—Foreign aos 
2 436 88 
Riemkasten, Felix, 1804 
Der bonze, roman von Felix Riemkasten. 1.-10. tausend. 
Berlin, Brunnen-verlag, K. Winckler “1930, 
SB p. 2" 
1. Title 
20--25198 
Library of Congress PTMSAISRS 1980 
Copyrizht A—Foreign SERS 
2 RV G1 


Riemkasten, Felix, 1894- 
In Gottes eigenem land, roman von 


Felix Riemkasten 
Leipzig, Quelle & Mever ,“1939, 


418, 1; p. 1897 
. Tithe 
Ome 
Library of Congress PTOBSISTS 1980 
Copyright A—PForeign 44738 
12) S83. 


Riemkasten, Felix, 1594 


Wir baven uns ein haus, juchhei! Von Felix Riemkasten; 


mit 23 bildern von Karl Arnold. 7-12. tausend. Berlin, 
Brunnen-verlag (Willi Bischoff) ,1835, 
#2 p tpel. front. ios 19%. 
1 Tithe 
W 37-38 
Wesbingtos. D.C Pob. tier 
for Library of Congress [VT2685.1 Sw 
Riemkasten, Felix, 1804- 
Die wunschlandreise, ein heiterer roman. Berlin, Scher! 
(1938 
20@,.45.p tie 
1. Tithe 
ce halt 
Library of Congress PTOSSISWS 1988 
Copyright A—Foreign ‘39737 
2) 


Riemke, Vilhelm, 1896- 


Tonus og kowtraktur; experimentelie og kliniske under- 





segeler of Vilhelm Riemke. Kebenhavn, Levin & Munks- 
3) 
4p.i. 1% p ties, diagre 2. 
Thesie —Copenbagen 
“Litteraturfortegneise”: p 165,-174 
1. Marre 2. Nervous epetem. Sympathetic. 5. NeGenes 
1 Tite 
B10 
Library of Congress QPs21.RS 1981 
a a2 74114 


LIBRARY OF CONGRESS 


Riemschneider, Kari August. 

Die wirtschafuiche ausnutzung von erfindungen unter be- 
riicksichtigung der fassung des Patentgesetzes vom 5. mai — 
von ingenieur Karl August Riemschneider Berlin, O. 
Elsner ,1936 


1100p. 18° 


1. Inventions 2 Patent laws and legisiation——Germany. . Tithe 


oo 28S 
Library of Congress 2) 


Riemedijk, Johan Cornelis Marius van, 1543-1895. 

Het Stads-muziekcollegie te Utrecht (Collegium musicum 
ultrajectinum) 1631-1881. Eene bijdrage tot de geschiedenis 
der toonkunst in Nederland, door j*. m’. J. C. M. van Riems- 
dijk. Utrecht, J. L. Beijers, 1881. 

Sp 1, vill, 1290p. pl. fecsims 2i™ 


Added t-p, with ornaments! border 
“Mustekbijiagen™ : p. (111)-120. 


1. Stade-mustekcollegic. Utrecht 2 Music Netherlands Utrecht. 
| eel 
Library of Congress ML286.8 UOSRS 


AT. 


Riemsdijk, Thea van 
see 


a ee Mrs. Theodora Adrienne Anne (van Riems- 
) 1885- 


21-18770 


Library of Congress 2; 


Riemsdijk, Theodorus Helenus Franciscus van, jonkheer, 

1848-1923. 

Geschiedenis van de kerspelkerk van S'. Jacob te Utrecht, 
door j*. m’. Th. H. F. van Riemsdijk. Uitgegeven met onder- 
steuning van het Provinciaal utrechtsch genootschap van kun- 
sten en wetenschappen. Leiden, E. J. Brill, 1882. 


<¥, 330 p. incl. geneal. tab. pl ay*. 


plan 
Documents: p. :215,-827 
BX4638._N4U86 


(Continued on pert card) 


Riemsdijk, Theodorus Helenus Franciscus van, heer, 
1848-1923. Geschiedenis = de kerspelkerk van S'. Jacob 
te Utrecht 1882. (Card 2 





Bijdragen tot de Geschied van de kerspelkerk van S'. 
Jacob te Utrecht. Door j*. m’. Th H. F. van Riemsdijk. 
U itgegeven met ntutuaie van het Provinciaal 
genootschap van kunsten en wetenschappen. Leiden, E. J. 
Brill, 1888. 

ix, 7p sty 

Documents: p. 55,-74. 


1. Utrecht. Sint Jecobabert. t 
‘an kunsteD ep wetenschappes, 





Provtociea! otrechtech genootechap 
Utrecht. om. Title, 
35-90445 
Library of Congress BX4635 N4U86 Supplement 
2m 402 
Riemsdijk, Theodorus Helenus Franciscus van, jonkhcer, 

1845-1923. 

De grifie van Hare Hoop Mogenden ; bijdrage tot de kennis 
van het archief van de Staten-generall der Vereenigde Neder- 
landen, door jhr. mr. Th. van Riemsdijk. 's-Gravenhage, M. 
Nijhoff, 1585. 


4p 1, 20p.it pw. 


1. Archi ves— Netherlands. 1 Title. 
b+“ 
Library of Congress CD1686. B55 
yestbl 


04 





Riemsdijk, Theod 
1848-1923 


Helenus Franci 





van, jor ukheer, 
De tresorie en kanselarij van de graven van Holland en 
Zeeland uit het Henegouwsche en Beyersche huis door Jhr. mr. 
Th. van Riemsdijk. ‘s-Gravenhage, M. Nijhoff, 1908 

rp, 11, MHp.1l oe 


1. Finance—Holland ( Province) —Hilst 
13-- 18821 
Library of Congress HJ1201 BS 
a4ibl) 


Rienicker, Giinther, 1904 


Potentiometrische mikrotitration. Von dr. Giinther Rie- 
nacker (Mit 12 abbildungen.) 
(in Abderhalden, Emil, Handbech der hen arbeite- 


° Berlin, abt. 1, Physikelisch- 
chemiache methoden. ¢ 4, 2 héifte (1930) p. 1913-1944. illus.) 


Bidliographics! foot-notes. 


1. Volumetric analysia. & Title. 
ACwW3106 
Title from Ohio State Univ. 
Library of Congress (QH324.43 1920 abt.3,t a) 
2, (574.072) 
Riencourt, A de, comtc, b. 1826, 


Les militaires blessés et invalides, leur histoire, leur 
situation en France et A |'étranger, par le comte de 
Riencourt .... Paris, J. Dumaine, 1875. 


2 v. pl, facsim, fold. tab. 22° 


1. War—Relief of sick and wounded. 1. Title. 


19-13980 
Library of Congress UHS20 RSS 


Rienda, Fafael Lopez 
see 


Lopez Rienda, Rafael. 


Riendeau, Alderic W. 

Riendeau's cakes and pastries ... 
Mayes printing co., *1924, 

@ p. incl front. (port) illus. 19°. 


Title from cover. 
Advertising matter: p 62 


(Louisville, Ky., 


1. Cake 2 Pastry 
Library of Congress TX765 RS 
Copyright A 826503 ra) 


Rionecker, | Pete, 


ik zum Epheserbrief ; der Ephe- 
euthalel, die lehre von der g fir die (Von) 
i Holstein G. Thlof & co, 








Fritz R 
1934. 





464, 48. p. illus. (incl. map, plans, facsims.) 264°. (4 

t. by Stasecher handkommentar rom Neven Testament, brag. von rats 
Rienecker) 
“Ephesus, die geschichte einer gemeinde”: 48 p. at end 


1. Bible. N. T. Ephesians — Commentaries. 2. Bible — Commenta- 
. 3. Ephesus 1. Title. 


-N 
ples T. Ephesians. oe-aa1 
Library of Congress BS2344 PT 
Coprright A-—Foreign 11 
3 (225.7) 2275 








Rienecker, Fritz. 
Sprachlicher schlissel zum griechischen Neuen Testament 
nach der ausgabe von d. Eberhard Nestle; bearbeitet von Fritz 
Rienecker. Neumiinster, G. Thioff & co. ,°1938, 
Spt, xi, 7p. 19". 


Added t 
ra dem sammelwerk | P Fakacher besshommenter zum Neven Testament, 
brag. von Frits Rienecker. 





“AbkOrzongeverzeichols der literatur” : p. rxxv-a1 
1. Bibi N. ries, 2. Bible—Commentaries—N. T. 
1. oneatio. Ain ‘aot mit 1m. Title 
30-21407 
Library of Congress BS244.P7T2 b4.1 
Copyright A-—Foreign 41176 
2, (225.7) 225.7 


Rienhardt, Walter. 


Die italienische provinz; ihre grundlagen und ihre organi- 
sation, von dr. Walter Rienhardt. Berlin, Junker und Diinn- 
haupt, 1936. 


Wp. 29" (Added t jeue deutsche forschungen Abt : 
verwaltungs, kirchen., in ee und staatstheorte 
Scheuner. bd. 6) 

Half-title: Neve eg forschungen, breg. von Hans K. G. Ginther 
und Erich Rothacker. bd 


Jesued also as the nets ‘Inaugural dissertation, Tubingen 
“Sehrifttum”: p. 00,-02. 


Staats 
brag. von Ulrich 


1. Local government——italy 1 Title 
38-19190 
Library of Congress ISSTIB. NG 
3, 352045, 


Rienhoff, William, 1858- 

Principles and foibles of cancer research in regard to etiol 
ogy and nature, by William Rienhoff, sr. Baltimore, Md., 
Waverly press, ine., 1936. 

vi, 2000p 22)". 

“References and comments”: p. 166-198. 


1, Cancer 1 Tithe. m. Tithe: Cancer research. 
(Pull nome: William Frederic Andrew George Rienbot, 
‘36 T2E 
Library of Congress ROC! RSS 
— —— Copy 2. 
Copyright A 96570 C7 cece 


Rienhoff, William Francis, 1894— 
. Gross and microscopic structure of thyroid gland in man, 
by W. F. Rienhoff, jr. ... with three plates. 
U institution of Washington. Contributions to 37; 
cep. Grackinglon, 1908. 2928. vol. xx1, 97-123, :1, p. 3 pl) 
Contributions to 


ve. 123 
eacriptive +} ¥ on dna facing the plates. 
Tibiography | 


1. Thyroid gland 
ee 30— 53874 


QMOOLCR rol. 21, no. 128 
rflet, 


Library of Congres 


Rienow, Robert, 1907- 

The test of the nationality of a merchant vessel, by Robert 
Rienow New York, Columbia university press, 1937. 

Op. 1, BT p11 219". 

gg (7m, ».)—Columbia university, 1987. 
Published also without thesis 
“Mate! mals referred to in text”: p. (22-285; “Table of cases”: p. 
(237-242. 





Merchapt marine. 2. Maritime law 
nt vessel. 


1 Tithe. m Tithe: Nation- 
autty of « merc 


88-3840 
Lib of Cougress JX4190.R5 1987 
Columbia Univ. Libr. 3) Mis 
Rienow, Robert. 
The test of the nationality of a merchant vessel, by Robert 
Rienow ... New York, Columbia university press, 1937. 
6p1, B27 p Zr. 


“Materials referred to in text” : p, (221,-285; “Table of cases” : p. 237,- 
242 


1. Merchant marine. 2 Maritime law. 
venael. 


1. Title. 1. Tithe: Nation- 
ality of a merchant © 


37—21807 
Library of Conr eas 3X4190.R5 
—— ——— Copy * 
Copyright A 108806 ori, MLS 
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Riente, Amado del Valle 


Valle Riente, Amado del. 


Rienzi, pseud. 


Domingo, Manuel. 


Library of Congress 


Rienzi, pseud. 


sce 


Kol, Henri Hubert vane 


Rienzi, Cola di 


Rienzo, Cola di, da. 1554. 


Rienzi, Louis Grégoire Domeny de 


Domeny de Rienzi, Grégoire Louis, 1798- 
1843. 


Rienzi, Mrs. Louise 


Genera! instructions for rearing silkworms, with a trea- 
tise on securing healthy silkworm eggs. Also, a sketch of 
the habits and structure of the silkworm. By ‘Mrs. Louise 
Rienzi. Sacramento, State office, P. L. Shoaff, supt. state 
printing. 1887. 


ral Capon SFS45 RSS 
By Mrs. Louise Rienzi, secretary California 
State hoard of silk culture. Sacramento, State office, 
J. D. Young, supt. state printing, 1889. 

3p illus 174° 


1. Silkworms. 


i Aeaty 





ORO 


Library of Congress SFS45 RSSS 


85 





Rienzi 


Rienzi, Raymond de. 

... L’aventure sur la route, roman d’une faible femme 
et de sa petite auto. Paris, E. FR&mmarion (1925, 

my 1 


1. Title 
23-27789 
Library of Congress PQMISI43A8 1925 
Copyright A—Foreign 295 
2 


Rienzi, Raymond de. 


La femme captive, roman d’une jeune détenue Paris, 
J. Tallandier ,1985, 


Sp.1, @r2Op,1L 1. 


. Tithe 
3% 8272 
Library of Congress PQMSS.1 4874 1985 
Copyright A—Foreign ial 
a mio 


Rienzi, Raymond de. 


. Les formiciens; roman de tre secondaire. Paris. Pdi 
tions J. Tallandier (1932, 


8p 1. 
Bibliography: p. 315-818. 


1. Ante. 

Agr 33-625 
Library. U. 8. Dept. of Agriculture 426R44 
2 


Rienzi, Raymond de. 
.. Le gamin pessionné, roman. Paris, E. Flammarion 
(1928, 
60,21 187". 
\ Tithe. 
Ee atied 
Library of Congress PQ288S 14863 1928 
Copyright A—Foreign me 
a 
Rienzi, Raymond de. 


Je cherche une automobile d’occasion. Comment la choi- 
sir '—Comment |'acheter! Paris, E. Flammarion ,“1929, 


21, 1) p 14) x 14". (Collection Baadry de Saunier) 


1 Antomobiles. 1 Title 
2 21900 
Library of Congress TLIGS.RS 
Copyright A—Foreign Sen 
2 
Rienzi, Raymond de. 


— au gtnie, roman. Paris, E. Flammarion 


38 p.21 19. 


2 Title. 
mo 
Library of Congress PQS. 60s 19m 
Copyright A—Foreign sore 
2 





Rienzi 


Rienzi, Raymond de. 
Tremblante et nue, romen criminel. Paris, La Nouvelle 

société d’édition 11981, 

235 p. 11 19 


1. Title. 
31-15000 
Library of Congress PQMS5.143T7T 1981 
Copyright A—Foreign 12128 
2 343M 


Rienzo, Cola di, d. 1354. 

Briefwechsel des Cola di Rienzo. im auftrage der Konigl. 
preussischen akademie der wi--enschaften herausgegeben von 
Konrad Burdach und Paul Piur . Berlin, Weidmann. 
1912-29. 

Sv.ioG ww double facsim. 244%. (Added t-p.: Vom mittelalier sur 
reformation ; forschungen sur geschichte der deutschen bildung 2ba) 


“Abgekfirate titel +} quetien in den crs 
and lesarten dieses ¢ pap rina. pt. 4. p. vli-tz. 





(Continued on nest card) 


serail 


14—15108 


Rienzo, Cola di, /. 1354. Briefwechsel des Cola di Rienzo 








1912-29. (Card 2) 
. Burdach, K. Rienzo und die geistige wandiung sel. 
net zeit. 2. i pp 2. t. Kritische darstellang der quetien aur 
. 1928.—3. ‘ Kritiseber text. lesarten anmerkungen. 
112 —4. t. i. = Urkundiiche quelien sur geschicbte a 
jum sogelicom Cyril und 19124. t. 
Nachiese zu den texten kommentar, mit beitriigen von F. Kibo. 1929. 


1, Rome (City )—Hist.—Sources. P one, Konrad. 1850- ed. 
m. Pior, Paul, 1882- 
Berlin. 


joint & issense’ 
1 Cyrtilus, Saint, general oe the — 4. 1224. +. Joa- 
chim, abbot of Fiore, ca. 1132-1202, supposed « 


14—15106 
Library of Congress 





Rienzo, Cola di, d. 1354. 

—- di Cola di Rienzo, a cura di Annibale Gabrielli 
.. Roma, Forzani e c., tipografi, 1890. 

2TL p11. fobd. tacnim, 27°. (Added tp: Fatt poe te storia ¢'ttalle, 
pubblicate dail Istituto storico Italiano. Fptstolari. Secolo xiv 


“Ediatonre di cloquecento esemplari © 
“Merittert citat! con abbreviatura wel comento” © p. 265. 
a . ay be! on Kienav, preparatory to thix edition coment fm Archivio 
della R. Soc. rom. di storia patria, vol. x1 (1888) p. 381,479. 


1 Gabrielli, Annibale, ed 





3-19465 
Library of Congress DG08. FT 
--- Copy 2. DGSILGAt 
acl, 


Rienzy, Grégoire Louis Domeny de 
see 


Domeny de Rienzi, Grecoire Louis, 
1643 


1789- 


Riepel, Joseph, 1709-1782 

Anfanggrinde zur nusicalixchen setzkunst: nicht zwar 
nach alt-mathematiseher einbildungsart der zirkelharmo- 
nisten. sondern durchgehend~ mit sichtharen exempeln abge- 
fasset. De rhythmopoeia. oder Von der tactordnung. Z 
etwa leliebigem nutzen herausgegeben von Joseph Riepel .. 


Frankfurt -~ Gedvacia lev J. J. Lotter, Augspurg, 1752-68 

Se 2 

Fach caer tan 7 t» Vol. 2: rundresete cor tonordnuns 
in<gemein§ Abermal durchertend~ mit mu-icalixchen ezempein abge 
fasst and weine © fegen ron Joveph Miepel \Zwettes 
vapitel von der tonordpung, Frankfart ete. Gedruckt bey ( U. Wag 

(Continued on next card) 
T 2TIM ree 


(r88es 





LIBRARY OF CONGRESS 


Riepel, Joseph, 1709-1782. Anfangsgronde zur musicali- 
schen setzkunst ... 1752-68. (Card 2) 

ner, Ulm, 1735. Vol. 3: Grindiiche erkifrung der tonordoung insheson- 

dere. sugleich aber fir die mehresten organisten tnagemein. Wieder 

durchaus mit mustkalischbeo exempeln abgefasst und [yen nod vor- 

; jepel (Drittes capitel von tonordpung ins 

besondre, Frankfurt pete. 1757. Vol. 4: ote der betraglicben 

su ve! rene vierte capitel. Abermal durch- 

sus mit musicalischen ——— pnw Be und gesprach.weise —— 
gen von Joxep lepel A . J. 3. Lotter, 1765. Vol. 

tes capitel. Unentbebriiche anmerku~¢en zum contrapunct . 

wieder gespric 








sikalixchen exempeln abgefasst. und h-welse vorgetragen 
von Joseph Riepet .. Regensburg, In commission bey herrn J. C. 
Krippner. 1768. 
1. Melody. 2. Composition (Music) 
5-274091 rev. 
Vibrers ° Congress MT47.A2R55 
("38e2.-, 


Riepel, Joseph, 1709-1782. 

hidssel, das ist, itung far anfinger und liebhaber 
der setzkunst, die aie i i 
gen, aber nur klagen, nee ea ae oes zu setzen 
wissen, von ~ aa Riepel . von Johann Kas- 
Regensburg, i IL Stentegs erben, 1786, 
Spl, dip se. 
With musical {ilustrations. 





1. Harmony. 1 Schubarth, Jobann Kaspar, 1756-1810, ed. 
6-21718 rev. 
Library of Congress MT“O.R55 
(t37b2., 


Riepel, Joseph, 1707 or 8-1782. 

Harmonisches syl/benmass, dichtern melodischer werke 
gewiedmet, und ‘angehenden singcomponisten zur ein- 
sicht mit platten beyspielen gesprichweise abgefasst .. 
oe Joseph Riepel ... Regensburg, Bey J. L. Perile, 
1776. 


2p. 1, Sl, Gh, 54-93, ip. 35™. 
Head and tail piece 


Conrents —1. th. Von recitativ.--2. th. Von arien. 


1. Composition (Music) 


Library of Congress MT64.A2R3 


(Riepen, Charles Henry Theodore, 1862- comp. 
History of the Modern woodmen of America ... 
ha,,Neb., C. H. T. Riepen, 1911. 


128 p illus. (incl. ports) 4i™ 
Includes advertisements. 


Oma- 


1. Modern woodmen of America. 


12-438 
Library of Congress 


Copyright A 305580 


HS1S10.W74RS 


Riepenhausen, Johann, 
Vita di Raffaelle da Vrbino disegnata da G. Rieren- 
hausen in xu. tavole. Roma, 1841. 


2p.L, 12 pl. obl. 4°. 


Title vignette. 
Date on cover: 1844. 





Automobilstrassen i 
ng. Riepert .... Charlottenburg, Z 1 
22 p inet. tus, table. 28°. 


1. Roads—''. 8. 2 Automobiiee—Taxation. 1 Tithe 


22214 


Library of Congress 
(625. 70073 


a hy 
8 








Riepert, Peter Hans, 1874— 

Betonstrassen in Amerika, reisebericht von beurat dr.-ing. 
Riepert. 1 % lag g. m. b. h., 1925 

2p iius,diagrs 2". 

1. Roads, Co: -rete. 2. Roade—U. 8. 1 Title. 

42-28852 
Library of Coogress TE278.RS 
12 

Riepert, Peter Hans, ed. 

Die deutsche zement industrie, hera von dr. ing. 


Riepert. Charlottenburg, Zementverlag g. m. b. h., 1927. 
mia 1, 83-1098, ;1; p. illus. (incl. ports, tables) 2 fold. maps, diagrs. 


4 den 
fant tell . ta 
Pref. 





=. “nee Gaon te ge 
ir den 





Sotissted to the Veneta Goutaces ‘land-cement-fabrikanten 
occasion of its fiftieth anniversary. sam “= sae 

pl ay und ¢ - 
BR ay ap AE. sement-industrie —2. t. bv ang FOB 
und organisa- 





—— des rements —3. t. Wirtschaftliche entwicklung 
(Continued ov next card) 


A 33-2213 
2 


Peter Hans, ed. Die deutsche zement industrie ... 


1927. (Card 2) 


A S3-2218 
Library (TP880.G } 
a nn 9 
a Ifa Efimovich, 1844- 
Bypaaxu ua Bonrtb. Cs pucynkamm aprtopa. 
Tlerep6ypre, Manatenscrso ‘‘ Comme” (1922; 


ws 7 ool =. (Hasa Phones. Bocnomunania, nogs penaxnie® 


1. Volga River anu vailey—Descr. & trav. 
Library of Congress DKS11.V65R 
2, 


Riepl, Wolfgang. 

Das nachrichtenwesen des altertums, mit besonderer riick- 
sicht auf die Romer, von Wolfgang Riepl. Leipzig ,ete., B. G. 
Teubner, 1913. 


xiv, 478 p. 247. 
“Renutzte quelien™ : p, 477-478. 


1. Commanication and traffic—Hist. 2 Postal service—Hist. 
3. Rome—Civilization. 4, Signals and signaling. 1. Title. 
146858 
Library of Congress MEITL. RS 
lel, 


Ford-betriebe und Ford-method Miinch 
Berlin, R. Oldenbourg, 1925. 


Sip. illus, 25 plon 13. 27™. 





i. Ford automobile. ¢ Factory managemem. 4. Efficiency, Industrial. 


1. Title 
26-10307 
Library of Congress TL215.R5 
Copyright A—Foreigr 3OSB4 
a 








Rieppel, Paul. : 
Versuche iiber die verwendung von teerdlen zum betrieb 
des Dieselmotors. Von Paul Rieppel. 
ntetiengen Sher aaf dem des in- 
Soe Berlin, 1 ft. 55, p 1-95 incl. tables, 
) 
1. Diesel motor. 2. Petroleum as fuel. 
PO28-180 
Library, U. 8. Patent Office TAS.FTS2 


Rieppi, Antonio, 1827- 

La mamma prima maestra. Udine, Tip. Domenico Del 
Bianco, 1916. 

2p. 21™ 


1. Education of children. «1. Children—Education—Italy; _ +. Title 


E 17-463 


Library, U. S. Bur. of Education LA74.R44 


Riera, Alberto, 1901- 
. Amor de la tierra. Madrid ,ete., Ediciones “Héroe” 


11939, 
2p... 7-p.31 2". 
Poems 
1. Tithe. am 
Library of Congress PQTSSO. RABAT 
im 3816 


Riera, Alberto. 
Canto del caribe, poema de Alberto Riera. Llustraciones de 


Carlos Enriquez. ;Habana, Talleres de Ucar, Garcia y cia., 
1936, 
2p.L,7-100p.11 Mua 21°. 


“De eata edicién se han ony quinientos ejemplares numerados en 
papel semi-couchet. Ejemplar no. 0110.” 


38-2465 


Library of Congress PQT389.R48C3 


Riera, Augusto. 

Espafia en Marruecos; crénica de la campafia de 1909 .. 
por Augusto Riera. 2. ed. Barcelona, Tipografia de la Casa 
editorial Maucci; ,etc., ete.) 1910. 


416 p. incl. front., iMus. (incl. ports.) col. plates, maps (1 fold.) 
=. 


1, Morocco—Hist.—20th cent. 2. Spanierds in Morocco. 1 Title. 
4280802 
Library of Congress DT824. RS 
2 


Riera, — 
. La gran guerra. Del Sena al Vistula. Barcelona, 
Cc. ‘Martines — (19141, 
222 p11. illus, plates, ports, maps (1 double) diagrs. 19)™. 


1. European war, 1914- 1. Title. a. Title: Del Sena al Vistula. 


18-18032 


Library of Congr: ss DS21.RS 


CATALOG OF PRINTED CARDS 


Riera, Clelia, 
I poeti siciliani di casa reale (re Giovanni, Federico 11, 


re Enzo) Testo critico. Palermo, Tip. “Stella”, 1934. 
2pl, 6 p,2. Mus My". 
smncatagst pb 3s. 
NTENTS.—Giovann! di Brienne. = 41 Gerusalewme. Federico 1 


la cansone Dolre meo drudo.—Re FF 


1. Italian | ye Barly to 1400. 2. Jean 4 hy king of ae 
jem and |atiu emperor Constantinople 3. Friedrich + 
—_ of at. 4 1194-1250. 4. Enzio. bing a 7 Sardinia, 12257 Tt 


AC 84-4082 
Tithe from Princeton Univ. Printed by LC. 
3, 
Riera, Joaquin Navarro 
ace 
Navarro Riera, Joaquin, 1872- 
Linaary or Concazes Rarezance 
Cougrem secostary eatrien which do sot appear as 2 Sepeattory catalogs, 
X 41-2068 
ad 
Riera, Joaquin Valentin. 
La mujer. Breves rasgos descri 


wiptves Go oe de su natu- 
raleza, fisica y moral con relacion Por 
Joaquin Valentin Riera ... New-York, J. M. & Familton, 








printers, 1856. 

190 (i ¢ 144) p, 11 plates 18. 

Paging irregular 

1. Woman. 

owt 
Library of Congress HQI2I4. RSS 
Riera, Jos€ Rocamore y 
see 

Rocamcra y Riera, José. 
Riera, Rafael. 

Pomarada asturiana, escenas y narraciones ... (Madrid, 
spasa-Calpe, s. a. (1926, 

Spl 8-25 PPh ISP (Cefeewién contemporines) 

Conte yt Nerrectues: Ida y voette Aiur en pena. Un toute 
Fray Ki¢mple Bl petiin —{ Teche before, ta deehuctede.—Bawu 
Dig @foyeme, Cao om 

1. Tithe. 

32-1701 

Library of Congress PQURSIdG 1926 seo 


Riera, Rosa Menéndez de Fern&ndez 
see 


Menéndez de Fernindez Riera, Rosa. 


87 


Riera 


Riera, Vicente Carulla 
see 


Carulla Riera, Vicente. 


Riera Gallo, Domingo. 
.- Las brujas de Joshe Mari. Barcelona, E. Subirana, 1933. 
Spl, (3-87 p, 1k 19. 


t Title. 
Library of Congress PQ0683.143B7 1883 — 
Copyright A—Foreign 24038 
ca 8.6 


Riera Palmer, Mariano. 


Cantares, por Mariano Riera Palmer, con un prélogo 
del laureado poeta Don Félix Matos Bernier y una bio- 
grafia por Don Enrique Novoa. Mayaguez, Imp. La Re- 
vista blanca, 1898. 


xviii, 256 p., 1. illus.port. 199%. (Biblioteca de La Revista blanca) 


7-S0R2B 
Library of Congress 


Bion Baines, Mariano. 


M tado al honorable A 
de Mayagwer por “el ey Marian itera Palmer.” Me 
yaguez, P. ‘La Vor de la patria,’’ 


cover-title, 1p. 1, 10p. A= 





™ +» Rico (City) 

H1913 
Library of Congress JS240.M4 1907 
Riera Palmer, Mariano. 


Mis postales, por Mariano Riera Palmer. San Juan, 
Pto. Rico, Tip. Boletin mercantil, 1904. 


cover-title, 2 p. L, 316 p. front. (port) 15x 12j™. 


7-31283 
Library of Congress 


pepe rs he me 


Pensamientos para el pueblo. Mayaguez, P. R 
Impr. 8S. Valle, 1907. 
cover-title, 237 p. 2™. 
“Prilogo de la primera edicién” signed: Rodvifo H. Gautier, 1901. 


7-126 
Library of Congress 








Riera Palmer, Mariano. 


Rasgos. Mayaguez, Impr. de ‘‘E] Progreso,"’ 1903. 


cover-title, xxiii, 283 p. 1 1, @ p. incl. front. (port.) 219° 


Library of Congress 


Riera y Comas, José Mariano, 1827-1858. 


¢Que mal han hecho los Jesuitas? Ojeada filoséfica 
sobre el espiritu y carActer de este religioso instituto, pre 
cedida de una breve resefia sobre la — ‘ec = i 


su fundador. Obra original escrita wwe} 


Riera y Comas. Barcelona, Libreria hy ales de 
la viuda Ra, 1846. 
SU, (1) p. soy. oom 
Library of Congres, aa, 


Riera y Polo, Ramén Blanco Erenas 
see 


Bianco Erenas Riera y Polo, Ramén, marqués de Peta 
Plata, 1833-1906. 








12-2414 
Library of Congress 
Riera y Sans, Pablo, 
Diccionario geogrifico, estad histérico, b ner afi 
tal, icipal, militar, mariti 
sus posesiones de ones pub. bajo la direccion de  d. 2. Pablo 
Riera y Sans, con la de varios di escri- 





tores ... Barcelona, Heredero de P. Riera, 1881-87. 
12. plates, fold. maps (part col.) tables 314™ 
Vol. 12, ~ by wy * 
‘The work was commenced by R. ce Faura y Dévile, and R. del 
Castillo who published the first 10 “cuadernes”™ (up to p. 440) ef. Cuatro 
ae neh oe 
iv —Gesetteers 


. Paure y Davila, Ricardo. 
u Cantilo. o, Hateel on “= Tite Tio geografico, estadistico ... 
de Espafia 


15—12800 


Library of Congress DP12.R5 


Blel, 
Riera y Weise, Bonaventura 
see 


Riera, Bonaventura, 1673- 


Ries, Christoph, 1876- 
Das elektrische verbalten dee kristallinischen selens 


gegen wirme und licht Miinchen, Buchdruckerei 
6 Hafner, 1902 

Np.ii 2 

Inaug -diss —Erlangen 

Lehensiav! 

“Luteraturubersicht” © p. -11 

1. Electric resistance. 2 Selenium. 


5 4056 


Library of Congress QCSILRSS 


LIBRARY OF CONGRESS 


Ries, Christoph, 1876- 

Das licht in seinen elektrischen und oeen wir- 
kungen ; versuchse' jisse, theorien eens von 
= hr. Ries. Mit 62 abbildungen. Leipzig, J. A. Barth, 


vii, ch, 262 p. tables, diagrs 223°. (Wissen und kénnen, 11) 
“Literaturibersicht” at end of each chapter. 


1 Light. 


Title from Harvard Univ. Printed by L. C. 
Ries, Christoph, 1876- 
Sehende maschinen. Eine kurze abhandlung iiber die 
haften , der lichtempfindlichen 
stoffe und die 


der 
maschinen, von dr. Chr. Ries. “uit 95 abbildungen. Dies- 
sen vor Munchen, J. C. Huber, 1916. 


119 p. illus, diagrs. 20°. 








1. Optical instruments. 2. Electric apparatus and appliances. 1. Title, 
16-17161 
Library of Congress TK6620.R55 
Copyright A—Foreign 14096 


Ries, Clara Ernestine, 1855—- 

Easy German stories, by C. E. Ries, ed. with notes, exercises, 
and vocabulary, by Ernest H. Biermann ... New York, Cin- 
cinnati ,ete., American book company (1910, 

13 p 16)" 


1 German language—Chrestomathies and readers 
Ernest Hed. us. Title. 


1. Biermann, 
10—2310 


PF3117. RS 
391, 


Library of Congress 
Copyright A 253900 


Ries, Clara Ernestine, 1855- 


Die miirchen der frau; 


ein buch fiir erwachsene, von 
Clara Ernestine Ries 


1.-2. tausend. Berlin, F. Leder- 


mann (1911, 
232 p. 16)". = -M. 250 
1. Title 
12-1804 
Library of Congress 


Copyright A—Foreign 4350 


Ries, Clara Ernestine, 1855- 

Marchen fiir kinder bis zu 12 jahren, von Clara Ernes- 
tine Ries. 2. verb. und verm. aufl.; mit illustrationen 
und farbigem umschiagbild von Hermann ) h 





ee ae See 


A biological study of Cephus pygmaeus (Linnaeus), 
the wheat-stem sawfly. 


ot Ay journal of agricultural research. 
"i Fabry, ey illus, maps. 23™. Was 


Contribution from Cornell agricultural experiment station (Cornell—7 
eer 10, 1926, cits ‘ , 
“Literature cited”; p, 294-295. 


1. \Cephus pygmaeus, 2 Wheat—,Diseases and, pests. |. Title. 
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2°. (New York state museum. Rulletin no. 44, v. 8 

Mbliegraphy : p. 647, T1-Th2. 

Hibographical foot-notes, 


Lime--New York (State) 2. 


—New York (State) 3. New 
York (State) —Induatries. 


! keh, "Edwin Clarence. 18T5- 


GOSTAM 
U. 8. Geol. survey, Library, 
for Library of Congress {QIL.NS2 vol, 8, no. 44) 
— —— Cupy 2 (TPS70.N7RS)} 
(a3Og2), (074) 


Ries, Heinrich, 1871- 

Limestones of New York and their economic value, by Hein- 
rich Ries, rx. vp. ,Albany, 1899, 

ip lp @57,-407. 2. 

From the Sist annual report of the New York state museum, v. 2 


1. Limestone. 
G81 
Library, U. 8. Geologica. 


Ries, Heinrich, 1871- 
1008 monoclinic pyroxenes of New York state... m. p., 


p. 1124-178, 1 1. tables, 24™. (Contributions from the Min- 
eralogical department tated ot Cole husk Game 


Thode (pu. vo.) —Columbia university. 


Literature: p. 125-127. 
ee ee eee en 


1. Pyroxene. 


All-1232 


Title from Colombia Univ. Printed by L. C. 


Ries, Heinrich, 1871- 

Physical tests of the Devonian shales of New York state 
to ‘determine their value for the manufacture of clay products. 
James Hall, state geologist. Heinrich Ries, assistant ... 
Albany, 1897, 

cover-title, 673-408 p. 274". 
At pase of title: Geologion! survey of the state of New York. 
rom Uh Lith annual! report of the state geologist 


(Geo 


1. Clay—New York (State) 
Gsi4H 


survey. 


U. & Geol, Librar, 
for Library of 


Ries, Heinrich, 1871- 


... The industry of the United States, by Hela 
rich Ries ... Washington, Govt. print. off., 1) 
1p. |, p. 848-880 incl. tables. @ pl 29. 


f title: f the interior—U. S. Geological survey. 
As head of Speman o 


Rt pe ey pe Sor tbs: Dowid 


1. Pottery—U. S. 2. Clay industries—U. S. 1. U.S. Geological 
17701 
Library of Congress HDee115.R5 
Ries, Heinrich, 1871- 


Preliminary rt on the cla: y yee om 
of the western Ty oenen, by Heinrich Ries and 
Keele. Ottawa, Government printing bureau, it am 
231, 10 p. illus. uxt pl, col. Sold, cane, sates fold.) diagrs. 25. 
(Canada. Geological survey. Memoir no. 
“Selected list of 2 and maps (since 


so special economic in- 
terest published by the survey”: p. thr-10 ¢ 


at end) 


cc! 2. Shale. 1. Keele, Joseph, 1863- joint author. 
n. \ 


20-2270 


Library of Congress QEI85.A2 no.24-E 
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Ries, Heinrich, 1871- 

Preliminary report on the clays of Alabama, by Hein- 
rich Ries, ru. vp. Jacksonville, Fla., The Vance printing co., 
state printers and binders, 1900. 


vill, 220 p. 23". (Alabama. Geological survey, 1873- Bulle 
tin no. 6) 

. Clay—Alabama. 

. = 986-302 
U. 8. Geol. survey. Library 441( 285 ' 

for Library of Congress ‘eet no. 6) 
— —— Copy 2. 


Ries, Heinrich, 1871- 


The present status of the laboratory investigation 
of sands, g H. Ries ... Glasgow, 1925. 


26 p. illus. — 184™. (Institute of British foundrymen. Glas- 
gow conference, I Paper no. 6) 

Caption title. 

1. Sand. =. Title. 


GS26-81 


Library, U. S. Geological Survey 453 Ré4p 


Ries, — 1871- 


~~ of flint and feldspar in 1904, by 
Heinrich Extract from Mineral resources of tht 
United ome calendar year 1904 .. 
print. off., 

cover-title, 5p. 23°". 

At head of t.-p.: Dept. of the interior—U'. 8. Geological survey 


Washington, Govt. 


1. Flint. 2. Feldspar. 


Library of Congress HDesav.F5U45 
Ries, Heinrich, 18, 1- 

. Report on the clays of ~~ -% by Heinrich Ries . 
Baltimore, Johns Hopkins press, 1902 


4pb, p aes ine}. iius., xtx-Lxrx (/. ¢. 52) pl. (tncl. front. maps 
(2 fold.)) tables. 255°. 


At head of title: Fg + Geological su 
“Special publication. volume tv, part = 
BibMography : Sae-a00. 


1, Clay—Marylaod. 


@ 85-273 

U. 8. Geol. survey. Labrary 441 (225) BAS 

for Library of Congress a3dd1, 
Ries, Heinrich, 1871- 

Technology of the clay industrv. 

"Fat Senawen s . 16th ammual report, 1894-95, pt. 4. p. 523- 
573. 30™. ) 

nade 9g 

1. Clay. 

GS11-5% 

Library, U. 8. Geol. survey (200) A vol 1690.4 

Heinrich, 1871- 

. Use of sodium chloride in road stabilization, by H. Ries. 
New York, American institute of mining and metallurgical 
engineers, inc., ‘1936. 

8 p. incl. tables. =, f ao Vi, g-t--; < 
crals division (Newmetaltic). 








Ries 


Ries, Heinrich, 1871- 
Uses of peat and its occurrence in New York, by Heinrich 
Ries ... Albany, University of the state of New York, 1903. 
cover-title, anergy plates. 2”. 


Bibliography : p. 
Tee cen ct ts ew York state geologist, 1901 


1. Peat. 

GS 7—4a0 

U. 8. Geol. . Library 
for Li Congress: yaélb1, 


Ries, Herman Elkan, 1911- 

-. Monomolecular films of molecules which lie flat on the 
surface of water. 1. Surface pressures and potentials of films 
of long molecules: polymers of w-hydroxy decanoic acid ... by 
Herman Elkan Ries, jr. ... Lancaster, Pa., Lancaster press, 


ine., 08 
Ip. DP. diagrs. 20 
Sass toe oi) Dervetany o0 


iniversity of Chicago libraries, 


“Reprinted from the Journal of chemical physics, vol. 3, a0, 11, No 
vember 1935." 


Ri ay papers on contact potentials and papers on surface 
vo" Capillark 
1 Capilla ity. 2. Mole- 


ot 
“Private edition, distributed by 
itnots.” 


cules. 3. Caprice acid. L Title. 
3€-17007 
Library of Congress QCISS. RSS 1936 
Univ. a 
eunsons 2% 532.8 
Ries, Johann. 

. Einfiihrung in die lateinische kirchensprache. von 
Johann Ries. Regensburg und Rom, F. Pustet; New 
York und Cincinnati, F. Pustet & co., 1913. 

128 p. gee pltomatons “ "Kirchenmusik,” hrsg. von. dr. Kori Wein- 
mann... 1X hn.) 
1 Latin language—Grammar—1870- 
16-15363 


Library of Congress PA2093. RS 


Ries, John, 1857-1933. 

itriige zur grundlegung der syntax... Prag, Taussig & 

Taussig, ioral. 
tv. ay. 
Each volume has also special t -p. 


Comrerrs.—hft. 1. Was ist 7 
wortgruppeniebre. 


einen anhang verm. ausg.— 
ft. 2. Zur 


Was ist cin eat? 


1. Grammar, Comparative and general—Syntax. 


41-2118 
Ohio state univ. Library 

for Library of Congress 1) 
Ries, John. 


Rm. 2. von ae oe eee, Hée 
Nebel’ einem metrischer excurse. Ein 


on pempces oo wortstellungslehre ... Strass- 
Gaon . J. Triibner, 1880. 
ata be gman ve “Ge nc wt ohare 
ao i-7445 
Ries, John. 


Was ist syntax! Ein kritischer versuch von John Ries 
° arburg, N. G. Elwert, 1894. 


ix, 163. bp. 2". 


1 Language and languages—Syntax. 
15-1230 
(Ret, 
Library of Congress P2VL.RS 


LIBRARY OF CONGRESS 


Bies, Julius. 


Die thythmische hirnbewegung; beitrage zur funktio- 
nellen bedeutung der hirnhiute und furchen fiir die cireu- 
lation des liquor und die ernibrung des gesamten nerven- 


systems, von dr. med. Julius Ries Bern, P. Haupt, 
1920 

3p. 1, 107 p. illus. 25° 

“Literatur”: p. 1105)-107. 

1. Brain. 2. Nervous system. 3. Cerebrospinal 4uid. 1. Title 

22-17463 

Library of Congress OPI76.RS 

Copyright A—Foreign 19863 
(2 


Ries, Julius. 

Schilderungen des treibens im leben und handel in den 
Vereinigten Staaten und Havana, gesammelt auf reisen 
in den jahren 1838 und 1839. Von Julius Ries. Berlin, 
Selbst~erlag des verfassers, 1840. 

x, 2%, 2p. Wim. 


U. S—Deser. & trav. 2. Havana—Deser. 3. U. S.—Econ. condit 
4 kube~ Boom condit. 1. Title. 
2-381 
Library of Congress E165.R55 
1a26d1) 
Ries, Julius. 
Uber die erschépfung und erholung des zentralen ner- 
vensystems ... M en, Druck von R. Oldenbourg, 1905. 
Ap mu. 
Inaug -diss —Bern. 
1 Nervous system 
740907 
Library of Congress QP421.R55 
Ries, L Wilhelm. 


Beziehungen zwichen lohnaufwand und rohertrag. Ein ver- 
such korrelativer ee der buchfiihrungsstatistik. Von 
L. W. Ries und H. H. Greve. 


Landw. jahrb. bd. 73, p. 763-779. Berlin, 1931. 


1. Agricultere—Accounting. 2. Farme—Germany. (2. Farm manage 


‘a 
ment—Germany, 1 Greve, Hons Helurich, 1900- joint author 
Ag 31-1122 
ry, U. 8. Dept. of Agriculture 18L28 bd. 73 

prey of Congress (87.L27 bd. 78) 

1 12) 

Ries, L Wilhelm. 
Ueber den einfluss der kuhstalleinrich auf die saub 





der tiere und der = ban ey Von L. W. Ries, = H. 
Greve und H. Koch. 


Landw. jahrb. bd. 76, p. 845-860. Berlin, 1933. 


1. Barns and stables, 2 1. Greve, Hans Hein- 
rich, 1906 joint author. ecole Hermann, 1900- Joint author. 


Agr 83-789 


Agriculture 18L23 bd. 76 
(S87.L27 bd. 76) 


15 3 


Library, U. 8. Dept. of 
Library of Congress 


Ries, L w. 

Untersuchungen iiber systematik und anwendungsbe- 
reich der lohnberechnungsweisen in der landwirtschaft. 
Pensumlohn, priimie, akkord, anteillohn, tantieme. 


Landw. jabrb. bd. 56, p. 169-242. 


Berlin, 1921. 
“Vornchmlich benutrte literatur”: p. 242 
1 er Stem Germany. ;1. Agricultural labor — Germany, 
2. Wages—German: 
Agr 23-222 
Library, U.S. Dept. of Agriculture 18123 bd. % 


2 
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Ries, L w. : 
Die wirtschaftlichen grenzen der treckeranwendung. diagrs. 
Landw. jahrb. bd. 72, p. 975-1002 


Berlin, 1930. 

1. Traction-enzines 

Agr 31-664 

Library, U. 8. Dept. of Agriculture 18L28 bd.72 

Library of Congress (87.L27 bd. 72) 

18 2) 
Ries, M. 

Ein schidduch aus liebe. (Eine liebeshvirath.) Humo- 
reske aus dem jiidischen volksleben von M. Ries ... 
Frankfurt a. Main, J. Kauffmann, 1894. 

Z2p.1, 6p 19° 

1. Title. 

23-579 


Library of Congress 


Ries, Nicolas. 
Luxemburg: vorwort von Nicolas Ries. Berlin-Ziirich, 
Atlantis-verlag ,1932, 





xv p. Mlus. (map) 112 pl. on 561. 81". (Orbis terrarum) 
1. Luzemburg—Descr. & trav.—Views. 
383-20720 
Library of Congress DH907 RS 
o o1498 
Ries, N. 

Le peuple | is; essai de par N. Ries 
«» @ 6d, rev. et augm. Diekirch, nee J. Schroell, 
1920. 

26 p. 187". 

3. Luxemburg. 1. Title. 

33-503, 

Library of Congress DHOOS.RS 1920 

(150.92240403) [1836.40498] 014.98 


Ries, Pierre du 


see 


Pierre du Ries. 


Ries, Victor Heinrich, 1894- 
Flower shows; their am management anc judg- 
ine, A Victor H. Ries .. Le ma O., Bureau of publicity 
Ohio iation of garden clubs ,*1934, 
as D. incl. front, ius. 23". 
Bibliography : p. 90-01. 





1. Flower shows. 1 Title. 
34-19801 
Library of Congress SB441.R5 
Copyright A 74021 3% a5. 9086 











Ries, Victor Heinrich, 1894- 

How to grow annual flowers, by Victor H. Ries; illus- 
trated by Mark Russell. Garden City, N. Y., Doubleday, 
Doran & company, inc., 1935. 

06 p. incl. front. illus. 19°. (Doubleday garden handbook, no. 7) 


“First edition.” 


1, Floriculture. 2. Gardening. 1. Title. 
85-6178 
Library of Congress 8B405. R406 
—- —— Copy 2. 
Copyright A 81051 (36g5, (685.981 
Ries, Victor Heinrich, 1894- 
How to grow annual flowers, by Victor H. Ries ... Tllus- 


trated by Mark Russell. Garden City, N. Y., Doubleday, 
Doran & company, inc., 1936. 
6 p. front. iilus. 10). 


1. Floriculture. 2. Gardening. 1 Title. 


36-18168 
Library of Congress 8B406. R466 1986 
—- —— Copy 2. 3; 685 981 
Ries, Victor Heinrich, 1894— 
How to grow perennial flowers, by Victor H. Ries ... illus- 
trated by Mark Russell. Garden City, N. Y., Doubleday, 


Doran & company, inc., 1936, 
Mp. front. itus. 199". 


1, Floriculture. 2. Gardens. t Title. 1, Title: Perennial flowers. 


36-084 
S8B405.R47 


rf#igi, 


_ anne ¢ Congress 


Copyright r (485.082 


Ries, Victor Heinrich, 1894- 
Plant welfare; recognition and control of pests and dis- 


eases, by Victor H. Ries ... illustrated by Mark Russell. Gar- 
den City, N. Y., Doubleday, Doran & company, inc., 1936. 
vilip, 11, 11-06 p. front, Mus 107". 
“First edition.” 
1, Botany—Pathology. 2. Insects, Injurious and beneficial 
1. Title. so-~ent 
Library of Congress $8601. R47 
—— —— Copy 2 
Copyright A 92011 137r36b3, €35.92 


Ries, Victor Heinrich, 1894- 
Pruning and repairing of trees, shrubs, and ornamentals, 


by Victor FH. Ries ... illustrated by Mark Russell. Garden 
City, N. Y., Doubleday, Doran & company, inc., 1936. 

Sp. front. us, 109". 

“Firat edition.” 

1, Pruning. 2 Trees. 3. Shrubs. 

36-0603 

Library of Congress SB125.R5 

— —— Copy 2 
Copyright A 02581 41q2, 635.91542 


Ries, William Frederich, 1855- 
Perfect health based on science and experience, by 
.F. Ries... Toledo, 0., W. F. Ries ;“1922, 


165, ,3; p. ius. (incl. port.) 23™. 


1. Hygiene. 2. Food. 1. Title. 
ca 22-232 Unrev'd 
Library of Congress RA776.RS4 
Copyright A 653904 my 
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Ries, William Frederich, 1855- 
Perfect health based on science and experience, by W. F. 
Ries ... Toledo, O., W. F. Ries ,“1927, 


249, 4) p. illus. (mel. port.) diagrs. 229™. 


1, Hygiene. 2. Food. 1. Title. 
27-21733 
Library of Congress RATIORS4 1007 
Copyright A 1007TB44 a 
Riesbeck, Ernest William. 


Air conditioning, fundamental principles, practical installa- 


tions and ozone facts, by E. W. Riesbeck Chicago, The 
Goodheart-Willcox company, inc., 1934. 
Op.1, 3852p. tilus, diagrs. 19)”. 
On cover: Alr conditioning an‘ osone facts. 
1. Alr conditioning. 2. Osone. 
35—218 
Library of Congress TH7387 RS 
———. Copy 2 
Copyright A 78467 (36m5, 6o7.8 
Riesbeck, Ernest William, 1875- 


Air conditioning; ny te principles, practical instal 
lations and ozone facts, by E. W. Riesbeck ... 2d rev. and enl. 
ed. Chicago, The Goodheart- Willeox company, inc., 1939. 


10 p. L, 448 (4. ©. 448) p. Mus, diagra. 204™. 
Includes extra numbered pages 110A, 152A-152B, 224A-224B. 


1. Air conditioning. 2. Ozone. 


30-8053, 
Library of Congress THT687.R5 1960 
—— —— Copy 2. 
Copyright A 125577 (40g3, 628.8 
Riesbeck, Ernest William. 


Practical heating systems, trouble jobs and ventilation; the 
fundamental principles and practical installation of hot ater, 
steam, vapor, vacuum and air line heating . Troubles 
and remedies. The principles of ventilation by E. W. 
Riesbeck ... sixty-one tables, covering every phase of heating, 
and eighty illustrations. Chicago, F. J. Drake & co. ,°1927, 

277 p. incl. ius, tables, diagrs. 19°. 


1, Heating. 2. Ventilation. 1. Title. 
2—TTT8 
Library of Congress TH7467. RS 
Copyright A 972584 atwi 


Riesbeck, Johann Kaspar, 1754-1786. 
Travels through Germany, in a series of letters; written in 
by the Baron Riesbeck, and tr. by the Rev. Mr. Maty .. 
London, T. Cadell, 1787. 
Sv. 217. 
Translation of the author's Briefe eines reisenden 
ey Jy ich, 1788. 
ly believed to be a translation with additions of ©. A. Col- 
ttaf's Lottres our F'Allemagee, Mannheim, 1784 


Fransosen Uber 


ae. e trav. 2. Austria—Descr. & trav 1 Maty, 
Paul =. nyt 1787 
4—28060 
Library of Congress DDS3. R50 
(391) 


Riesbeck, Johann Kaspar, 1754-1786. 

Travels through Germany, in a series of letters; 
written in German by the Baron Riesbeck, and tr. by the 
Rev. Mr. Maty .. 





(I Pinkerton, John, ed. A graces caflextion of the best and mest tates. 
ages and travels ... London, 1808-14, 27)%21™™. ¥. 6 (1809) 

p. 11)-292) 

1. Germany—Deser. & trav. 2. Austria—Descr. & trav. 1. Maty, Paul 
Henry, 1745-1787, tr. 

ca9—418 Unrev'd 

Library of Congress G161.P65 vol.6 

—_- Copy 2. 1s22b1) 
93 


Riesbeck, Johann Kaspar, 1754-1786. 

Voyage en Allemagne, dans une suite de lettres, par 
M. le baron de Riesbeck ; tr. de I’ Anglois, avec portraits, 
plans & carte en taille-douce... Paris, Buisson, 1788. 


3v. fronts. (ports) illus., fold. map, fold. plan. 20”. 


PR by Pierre Le Tournear of the avthor’s Travels through Ger- 
y, London, 1787, which fret sogeered, Be i rich, 1783, under title: Briefe 
an reisenden Franzosen uber Deutech 
Also attributed to C. A. Collini. 


& trav. 2. Austria—Descr. & trav. 


1. Germany—Descr. 1. 
omit cane Pierre, 736-1788, tr. 1. Collini, Como Alemandro, 17918108, oa pond 
author 


Library of Congress DD33. R5e2 


Der begriff “militirluftfahrzeug” im luftrecht, von Erwin 
Riesch. Berlin u. Bonn, F. Diimmler, 1934. 


100 p. 244%. (Volkerrechtsfragen; eine sammi: von vortrigen 
und studien ... 42. bft.) - ” 


“Behriftenverseichnis”: p. (7;-9. 





Aeronautics, Military. 2. L and 
8. War (International law) 1. Tithe. 
3441505 
Library of Congress IXST71.R53 
1351, 387.700087 


Rieseh, Leonard Christian, 1904— 

The kinetic determination of the classical dissociation con- 
stant of benzoic acid in salt solutions ... by, Leonard Christian 
Riesch ... Philadelphia, 1935. 

23 p. incl, tables, diagrs. 234". 

Thesis (ru. o.)—University  j Peunsylvania, 1964. 
ee t from the Journal of physical chemistry, 

“References”; p. 13, 28. 


vol. 30, no. 4 and 


Conrents.—The effect of electrolytes cpyon the rate of hydrolysis of 
diethyl acetal Tithe classical dissociation constant of benzole acid tn 
ery salt ——- 


Dissociation. 2. Electroiytes. 3. Hydrolysis. 4. Acetal. 5. Ben 
sole acid. 6 Baits. 
of Congress DS61L.RS2 1034 
toe ot Pennsylvania Te 
—— —— Copy 2. 3 541 30 
Riesco, Gabriel, 1905- 
... El problema de la guerra actual. Buenos Aires, Editorial 
Difusiér, 1940, 
182, 4) p. 179". 
1. War and religion. Tithe. 
" wi (Pull name: Gabriel Riesco Cano, 
41-80846 
Library of Congress BR115.W2R58 
12 om 


Riesco, Gerardo Or vuzar 
see 


Ortizar Riesco, Gerardo. 


Riesco, Jose Luis 


Riesco Larrain, José Luis. 








Riesco, Gabriel, 1905- 


Lasaazy or Cononess Rerenence 
Cane ae ey es ha Se nt appear sa Rendings ts Sepeatior? catalags. 


Riesco Larrain, José Luis. 
La revolucion social, de su 
J. Luis Riesco Larrain ... 


1 Soctalism—Hist. 


etal conditions 1. Tithe. 


Library of Congress 


HX#.RS 


Riese, Adam, der jingere. 


141-1008 


y de su desarrollo, por 
Santiago de Chile, Imprenta La- 


2 Bolsheviem—Rus<ia. 3. Proletariate. 4. So- 


28-14739 


Reference card 


Der handelsminister auf sechs stunden ... 1851 


Smith, John Prince, 1809-1874. 


Library of Congress 


Riese, Alexander, 1840-1922. 


Bericht tiber die litteratur der Asien latina im jehre 
Riese .. 


1873. Von »rofessor dr. A. 


(in Jahrenbericht iber die fortechritte der 


1. Apthologia \atina—Bibliography. 


classischen 
1, jahrg.. p. (155,-160) 


(Pull name: Friedrich Alexander Riese, 


Tithe Johos Hopkins 
Libewty* ot Congress 


Riese, Alexander, 1840-1922. 
De commentario V 

Bonnae, formis Caroli 
Ipt,%@p 2. 
Inavg -diss —Bonn. 
Vita. 


i 1862, 


1. Probus, 
Gillus Mero, 


Univ. 
(PA3.J3 jebrg.1) 


iliano qvi M. Valeri Probi dicitvr ... 


Marcus Valerius. Spurious and doubtful works. 2. Ver- 
Publius. 


(Pull name: Friedrich Alexander Riese, 


Library of Congress PAG825.R5 


Riese, Alexander, 1840-1922. 


Geographi latini minores. 
inaruxit Alexander Riese 


Eeilh 


30-18126 


Colegit, recensuit, prolegomenis 
apud Henning 





fratves, 1878. 
xivill, 174, 2p. 22". 


M. Vipsanl Agrip 


Addenda. — 
‘spectantia. — <Hierunym! preshyter!> 


mensuratio provinciarum.—Divisio orbie terrarum—lulli Honoris Com 


Tullt Cacsaris. 
cootinentia. — Paul Orestt Historia: 
caput alterum. — Coamographia 

mind et gentium | /unior phslosophus) — Now! 


olim Acthict dicta 


elus 


prt 
Expesitio tutius 
ina provincinrum omniiin 


(Continued on sext card) 


a4ibl, 


oe 
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Riese, Alexander, 1840-1922. Geographi latini minores ... 
(Card 2) 
Contexts—Continued. 
(latervulus gorenenete? —Ex laterculo Polemii Sitvii: Nomina omnium 
-v aus Alexan- 
drine.— Notitia, “aa Pe Sequester —Liber F generationia.—Ex 
chronographbe anol p. Chr. 334 excerptum.—Exordium. 





1. Geography, Ancient—Collections. 1. Title. 
(Full name: Friedrich Alexander Riese, 
5—20871 
G87.ALRS 
qadlbl, 


Library of Congress 


Riese, Alexander, 1340-1922. 

Die inschrift des Clematius und die kélnischen martyrien. 
Von Alexander Riese. 

(In Bonner jshrbiicher. Jahrbiicher des Vereins von 
freunden im Rheinlande. Bonn, 1909. 274°". wie 11h». 290-368) 


1. Clematius. 2 Martyrs— Germany. 3. Inscriptions, Latin — Ger- 


—— (Pull name: Friedrich Alexander Riese, 
A 42-9087 
M+for Library of Congreas TDDOLRIB? ee. 118) 
2) (948.42) 


Riese, Alexander, 1840-1922. 
Jahresbericht iiber die litteratur zu Ovid im jahre 1873. 
Von professor dr. A. Riese .. 


fh Jnaroaberiht er de frtachite dr der classischen 
wissenachaft Berlin, 1875. 22°. 1. fabrg.. p. (1877-154) 


1. Ovidios Naso, Publius—Bibliograpiry. 
(Puli name: Friedrich Alexander Riese, 


Title from Johns Univ. - 
Library of =” (PAS.33 jabrg. 1) 
2) 
Riese, F. W. 
nee 
Riese, Wilhelm Friedrich. 
Linaaat oF Cues Rayezance 
Congress S23 (Seas La Fy ad oon coe art CP) Ky EX ~~ 5 
x 2-051 
ay 
Riese, Friedrich Alexander 
eee 
Riese, Alexander, 1840-1922. 
28 19898 


Library of Congreme 41b1, 
Riese, George F. 
age eb gn | me g ey ym pm ty 


omy, pointe? and hygiene, for teachers and students. 
paddy a9 Portland, Ind., The author, 1894. 
200 p. 203”. 


1. Phystology—Outlines, syllabi, etc. 2 Anatomy, Human—Outlines, 
syllabi, ete. 


Library of Congress 





Riese, Hertha 
see 


Riese, Frau Hertha (Pataky) 1892- 


Riess, Fraw Hertha (Pataky) 1608- 


hlech. 





Berlin, Sturm-verlag, ‘1 
cover-title, x1, 195 p. 25". 


At bead of cover-title: Hertha Kiese. 
Bibliographical foot-notes. 





Contents. —Geechlechtsieben und gesundheit.—Frocbtabtreibung — 
—Kampf dem sterben. 
1. Sexual ethics. 2. Hygiene, Sexual. 3. Birth control. 4. Abortion. 
32-25682 
Library of Congress HQ21.H5 
Copyright A—Foreign 17942 
2 302.6 
Riese, Otto, 1876- 
Untersuchungen iiber die iiberlieferung der Enfances 
Viviien ... Halle a. S. (Druck von A. Kanig i in Guben, 
67, «tip. 224™. 
{gre din —tHatte 
1. Enfances Vivien. 
G-202 
Library of Congress PQI459.E7RS 


(Riese, Wilhelm Friedrich, 

Die dorf-communisten. Vaudeville-scherz in einem acte 
nach Clairville, von W. Friedrich ,perud., ... 2. anfl. Ham- 
burg, Verlags-comptoir, 1857. 

18 p (With hie Die volkevertretor auf arlaub. Hamburg, 


“Den biibnen gegenGber al« manuscript gedruckt.” 


1. Clairvitle, Louls Francois Nicolate, called, 1811-1879. 1. Title. 
S4e21104 
Library of Congress PT2457.RaeZVE 532.79 


(Riese, Wilhelm Friedrich, 


Giinschen von Buchenau. Lustepiel in einem aufzuge. 


Nach Bayard von W. Friedrich ,preud., ... 3. aufl, Ham- 
ie Verlags-comptoir, 1857. 
sulk 20 p. 21%. (With hie Vie volkevertreter auf arlaub. Hamvarg, 
“Dem bObnen gegeuiber alx manuseript gedrackt ~ 
1. Bayard, Jean Francols Alfred, 1700-18. 1. Title 
421167 
VAbrary of Congress T2457. 90206 882.79 





(Riese, Withelm > 
"* liebl Lustspiel in zwei aufstigen, 

oath Bayer von W. Frisch oad .. Hamburg, Verlags- 
comptoir, 1852. 

wn” 21*. ,Wih Mie Die volkevertreter auf arlaub. Mamburg, 

“Des bébsen als 

Adapted from ee Se it nt eee 
de Biéville 

1. Bayard, Jean 4 -by b couleurs de Margus- 
Sonn. ‘tas coulors de mi, Tithe. 

21171 
Library of Congress PT2457.kaw2 V6 982.79 








(Riese, Wilhelm Friedrich, 
Pritendent und Protector. 


— a in ome aufzuge, nach 


Bayard von W. Friedrich ,pseud., lamburg, Verlags- 
comptoir, 1851. 
wa” 21*. (With hie Die volkevertreter auf urlaub. Hambarg, 


“een bilbnen gegeotiber als manuscript gedrockt.” 


1, Bayard, Jean Franguls Alfred, 1706-1808. Les Prétendants. 
uw. Title. 


84-21108 


Library of Congress 1°T2457.R302V6 mam 


(Riese, Wilhelm Friedrich, 

Rauberanfibrer. Posse in swei acten, nach Duvert von 
W. Friedrich ;pseud., Zum erstenmale dargestellt am Thalis- 
theater zu Hamburg am 30. december 1846 ... 
burg, Verlags-comptoir, 1859. 
on” 21". |With Ms Die volkevertreter auf urlaub. Hamburg, 

“Den bOhnen gegenfiber als manuscript gedruckt.” 


2. auf. Ham- 


1. Duvert, Félix Auguste, 1705-1876. Capitaine de voleurs. ou. Title 
21170 


Library of Congress PT2467T. R3G2V6 882.79 


‘Riese, Wilhelm Friedrich, 

Ein roman zwischen eheleuten, oder: Ein brief zu viel. 
Lustspiel in einem acte. Nach dem franzdsischen von 
W. Friedrich (perud., 2. aufl. Hamburg, Verlags-comp- 
toir, 1857. 
nil p. 21°. (With his Die volkevertreter auf urlaub. Hamburg, 


“Den bOhnen gegenfiber als manuscript gedrockt.” 


laébrary of Congress T2457. R3G2V6 


——— 
Die volksvertreter auf urlaub. Lustspiel in drei acten, von 
W. Friedrich peeud., ... Hamburg, Verlags-comptoir, 1849. 


Zp 2. 
“Den bihnen gegentiber als manuscript ” 
With this are bound eleven plays of Riese ts aathor or tran 
1 Title. 

21162 
library of Congress PT2457. RBO2V6 982.79 


|Riese, Wilhelm Friedrich, 

Ein weisser Othello. Possenspiel in einem act. Nach Brise- 
barre’s “Un tigre lu Bengale” von W. Friedrich pseud., 
3. aufl. Hamburg, Verlags-comptoir, 1858. 


16 p. 21° With Ais Die volkevertreter auf urlacb. Hamburg 
154) 


“len b@hnen gegen liber als manuscript gedrockt.” 


f. Biterheren, Rtcnast Leute Atenenten, 2000-4001. Us tigre ¢u Bea 


me. a. 
34-2118 
lAbrary of Congres PT2457.RSSZVE $82.79 
Rieseberg, Harry E. 
I dive for treasure, by Lieut. Harry E. Rieseberg ... New 
York, R. M. McBride & company ,1942, 
331 p. front. plates, maps. 22°. 
“First edition ~ 
1. Diving. 2. Treasure-trove. ‘ Tithe. 
14m 
Library of Congress VMe61.RS 
123, 6 
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Riesell, Albert, 1844- 


Untersuchungen tiber den stickstoff-umsatz in einem 
falle mn Leipzig, Druck von C. C. Nau- 


7lp. chart. 21°. 
Yyane-dies—Laipaig, 


1. Pneumonia. 


Library of Congress RO71. RS 


Riesemann, Frau Hedda (von Schmid) 
see 


Schmid, Hedda von, 1864- 


Riesemann, Oskar von, 1880- 
Fluchten, abenteuerliche kapitel aus meinem leben von 


Oskar von Riesemann. Stuttgart, J. Engelhorns nachf. 
(1925, 


39, th p. 19". 
1. Tithe. 
ull name: Bernhard Oskar von Riesemann) 
26-9222 
Library of Congress PT2635.16F6 1925 
Copyright A—Foreign wiM 
2 
Riesemann, Oskar von, 1880— 
. Monographien zur russischen musik ...  Miinchen, 


Drei masken verlag, 1923- 
v. ports, 2™. 
Vol. 1 has a musical appendix (28 p.) 


Cowrents.—1. B& Die musik in Russland vor Glinka. Michael Iwano- 
witsch Glinka. Alexander Sergejewitsch Dargomyshski. pA Niko- 
lajewitsch j 

1. Music—Russia. 11. Musicians, Russian. 


(Full name Bernhard Oskar von Riesemann, 


AK 
Library of Congress MLI90.R43 


2, 


Riesemann, uskar von, 1880— 


Mussorgski: la vita e le opera. Traduzione di B. Allason. 
Torino ete., G. B. Paravia & c. :1938, 


ah ress 21™. (On cover: Biblioteca di cultura musicale. 


ms YRS 2 ot 3 Se Oe ee aetna 
under title: Modest Petrowitsch Mussorgski. 


1. Musorgskil, Modest Petrovich, 1839-1881. 1 Allason, Barbera, 


1882- tr. 
(Pull name: Bernhard Oskar von Riesemann, 
80-21080 
Library of Congress ML410.M88R42 
2) ors 


nS asia 
Moussorgsky by, von Riesemann: 

Ry 1 4 a Kew York 6 London, AA. 
Keovt, 1929 

2p 1, vil-tz, (1) p, 21, 3-412, xvii, a) p. 22”. 

uthor’s ram. 

a 
“List of iterature relating to Moussorgaky”: p. 


1. Musorgskil, Modest Petrovich, 1630-1881. 1. Engiand, Paul, tr. 


2 1924 
Library of Congress M1410. MS8R4 
—- —— Copy 2. 
Copyright A 2728 (3812, 


95 


Riesen 


oe Se. 1880- 

Moussorgsky ,by, Oskar von Riesemann. Translated from 
the German by Paul England. New York, Tudor publishing 
©0., 1935. 

a vil-ix, (2), 412, xvit, dp. 224". 


ronologica! list of the works of M. P. + p. 888-408. 
“ue of Mterature ame py tebe pny oA 


1. Musorgrkil, Modest Petrovich, 1889-1881 1. Eagiand, Paul, tr. 
Pull nome: Bernard Oskar von Riesemann, 
A 3840 
MIA10.M988R5 
(MIAIO.MSR 
,a40d1, 


Chicago. Univ. Edbrary 
for Library of Congress 


Ricsemana, Oskar ven, 1860- 
des 





Die von Os- 
kar von Riesemann ... Lcinsig, Beeithopt a Piantcl, 1900. 


.. 11, 108, 3 incl. xm facsim. 24°. (Added t-p.: 
op) orem L at p. ry 





hft. vm) 
“Tenutzte russische literatur” : p. vil-z. 


1. Church music—Greek church. 2 Musical notation. 
(Pull name: Bernhard Oskar von Riesemann), 
24280 
ML3060.R6+ 
:80r28e1, 


Library of Congress 


Riesemann, Oskar von. 
Bund um Siid- yore reisebriefe von dr. Oskar v. 


iesemann; mit 43 abbild auf 16 tafeln. 
D. Reimer (E. Vohsen) ie — 
2p.1, M-I9 p. 16 pl 26= 
1. South America—Deser. & trav. 1. Title. 
18-7328 
Library of Congress F223. RS 
> Austin Herbert. 
. Delayed reward in discrimination learning by chimpan- 
zees (by; “Austin A. Riesen ... Baltimore, Md., The Johns 


Hopkins press, °1940. 
ipl, & diagre. , og paychology mono 
graphs. wih oe Bosnia oe 11 Perea Pm 

“he cbettguent of 0 a dissertation presented to the faculty of the Grad- 
ate school of Yale university in candidacy for the degree of doctor of 


losophy ; 
Tact whlished with the aid of the Rosalia Abreu memorial fund of be 
“References” : by ery 





By enonecg 2 Animal intelligence. 1. Title. 

40-10082 Revised 
Libra: Congress 
Yale Univ. Libr. = (150.968640) 154.40 
Die erziehungsfunktion der, th kritik, von dr. Gerhard 
Riesen. Berlin, Junker und Diinnhaupt, 1935. 
Gl p. 249°. (Added t.-p.: Neve deutsche abt: 
deuteche literaturgeschichte .. hrag. von Gerbard ba. 5) 


Half-title: Neve deutsche forschungen, brag. von Hans R. G. Gte- 
ther und Erich Rothacker. bd. 44 


BD (78-81. 


‘88-8480 
Library of Congress PNITOT.RS 1986 

8 008.2 
Riesen, Hidde Binnert van, 189¢— 
Vruch' ik van effecten ... door Hidde Binnert van 
i -. Leiden, "E. Lido, 1988. 
vill, 118 p. 249". 

Uterateur™: p. (111, 
pT wy pe fF. dil-12 


1. Usufruct—Netheriands 2. Securities—Netheriands 


hi 


Library of Congress a 








Riesen, Paul 0 } 

Das schliissellose noten-system der zukunft. Von Paul 
Riesen ... Mit in den text gedruckten notenbeispielen 
und einem n anhang von 5 im neuen system ausgefuhrten 
musikpiécen. 2. auf. Dresden, Riesen & Calebow, 
1902 

21 p. incl. front (port.) 22™. 

At head of cover-titie: Revolte oder reform? 


object eotriee Masten! notation. 


Library of Congress, no. MLASL. RM, 


Riesenberg, Mrs. —_ (Sehorb) 1855- 
B baking, by Emily Riesenberg, foreword by Felix Rie- 
senberg. The modern kitchen ed. New York, The John Day 
con..pany ,“1981, 
xrill, 3-287 p. 189". 


1. Cookery. 2 Baking 1. Tithe. 
31 20049 
Library of Congress TXTIS.RSS 
—- — — Copy 2 
Copyright A 48072 aid 18 
Riesenberg, Emily. 


Preserving and canning; a book for the home econo- 
mist, by Emily Riesenberg ... Chicago, New York, Rand, 
McNally & company (1914, 


Spl, S10tp 167. 950 


1 Canning and preserving 
+1410 
Library of Congress 
Copyright A 379221 


Riesenberg, Emily. 

Preserving at home; a book for the ~~ pe apnea, 
Senge’ ty Baie’ -seven tested =a jected and ar- 
ran y Emily Riesenberg . cago, New Y. 
Rand, McNally & co. ;1916, _ 

Rp a» 


TX601 RS 


1. Canning and preserving 


Library of Congress 
Copyright A 420825 


TX6OL RSS 


Riesenberg, Emily. 
Preserving at home; a book for the home economist, 
-_ a5 thirty-seven tested recipes, selected and ar- 
by Emily Riesenberg ... Chicago, New York, 
Rand MeNally & co. 1921 


Rp mn 


1. Camning and preserving 


21-10983 
Library of Congress TXOOLRSS 1921 
Copyright A 615142 2 
Riesenberg, Felix, 1879- 
Bob Graham at sea, by Felix Riesenberg . illustrated by 


Charles EF. Cartwright. New York, Tarcourt, Brace and com 





pany (“1925 
vit, 387 p front. ‘ue 21° 
Tithe 
: 217085 
Library of Congress P77 RaBhe 
_ Cops 2 
Copyright A s)1 








LIBRARY OF CONGRESS 


Riesenberg, Felix, 1879-1939. 

Cape Horn ; the story of the Cape Horn region, including the 
straits of Magellan, from the days of the first discoverers, 
through the glorious age of sail, to the present time; recounting 
the exploits of Magellan, Drake, Schouten, Fitzroy, Darwin, 
Melville, and many others, including the author's own experi 
ences; wherein many new facts are brought to light, an im 
portant geographical discovery is made, and several great 
heroes of the sea, foremost of them John Davis, are for the first 


time giver their due. By Felix Riesenberg ... charts by Wil 
(Continued on nett card) 
oO ote 
(M0r300"7, 
Riesenberg, Felix, 1579-1939. Cape Horn ... (Card 2) 


liam Briesemeister 
illustrated with charts and photographs 
Mead & company, 1939. 


frontispiece painting by Gordon Grant; 
New York, Dodd, 


xv, 452 p. col. front., (us., plates (1 double) maps (part double) 27" 


Mare on Hoing papers 


1. Horn, Cape. 2 Voyages and travels 1 Briesemeteter, William 


mm. Title. 
bee 
Library of Congress P2217. BSS 
Copy 2 
Copyright A 132284 x7 ong 


Riesenberg, Felix, 1879- 

East side, west side, by Felix Riesenberg. 
court, Brace and company ,1927, 

Spl. 3415p. 1°. 

“Second printing, January, 1927.” 


New York, Har- 





1. Title 
21-2317 
Library of Congress PZ3.R442Ea 2 
— Copy 2 
Copyright A 963385 27e5, 


Riesenberg, Felix, 1879- 


Endless river, by Felix Riesenberg. New York, Harcourt, 


Brace and company ,“1931, 


8 p. lL, 3-816 p. 
“First edition.” 


1". 


31-24495 
P73. R442ED 


Riesenberg, Felix, 1879- 
. The left-handed passenger 
day, Doran & company, inc., 1935. 
Spl, Mop 2. 
“First edition.” 


Garden City, N. Y., Double- 


\ Title. 


Library of Congress 
—— —— Copy 2 
Copyright A 4376 5 


PZ3 Rei2Le 


Riesenberg, Felix, 1579- 
Living again; an autobiography. Garden City, N. Y., 
Doubleday, Doran & company, inc., 1 


ixp.11, 3399. 22° 
“First edition.” 


1. Antbors—Correspondence. reminiecences, etc. 1 Tithe. 


374358 
PS3535.146Z75 1987 
(375, 


Litrary of Congress 


a Copy 2 a1 
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Riesenberg, Felix, 1879 


Log of the sea, by Felix Riesenberg. New York, Harcourt, 
Brace and company ,°1933, 


1F, 358 p. 22". 


1, Seafaring life. 2. Seamen. 1. Title. 
AS 8464 
Library of Congress G540 RAT 
ome Copy 2 
Copyright A 5a322 R3k5, 9104 


Riesenberg, Felix, 1879- 


The maiden voyage, by Felix Riesenberg & Archie Binns. 
New York, The John Day company ,*1931, 


4p. l, G28 p. il 19% 


1. *Binns, Archie, joint author. m. Title. 
31-9214 
Library of Congress P7Z3.R442Mal 
-_ — Copy 2. 
Copyright A 33985 15) 
Riesenberg, Felix, 1379 
The men on deck; master, mates and crew, their duties and 


responsibilities; a manual for the American merchant service, 
by Felix Riesenberg ... New York. D. Van Nostrand com- 
pany, 1918. 

si, 327 ply 


“The sea library”: p. 319. 


1 Seamen 2 Navigation & Merchant marine —-U. 8 1 Title 


18-1284 





Library of Congress VK KS 
—_ Copy 2. 
Copyright A 49TIN6 Stal, 


Riesenberg. Felix, 1879- 
Mother sea, by Felix Riesenberg. 
“1933, 


Spl, 3404p. 21° 


«New York, C. Kendall, 


Iilustrated Noing papers. 
“First edition.” 


1 Title. 

Library of Congress 
Copy 2 
Copyright A 59553 3) 


PZ3 R442Mo 





Riesenberg, Felix, 1874~ 
P. A. L., a novel of the American scene, by Felix Rie- 
senberg ... New York, R. M. McBride & company, 1925. 
4p lLsMp 2. 





1. Title. 

Library of Congress PZ3 R442Pal — ; 
— Copy 2 ‘ 
Copyright A 864693 a { 
Riesenberg, Felix, 1879-1939. 


The Pacific ocean, by Felix Riesenberg; aa by 
Stephen J. Voorhies. New York, London, Whittlesey house, 
McGraw-Hill book company, inc. (1940, 

6p 1, S-S22 p Mus, maps 23i". (Helf-title: Oceans of the 
world) 

Map on lining-papers ; {Ilustration on t-p. 

“Second printing.” 


1. Pacific ocean. 2. Explorers. 1 Tithe. oon 

Library of Congress DUIORS 19408 
—— —— Copy 2. i 
Loprright BS, wo 








Riesenberg, Felix, 1879- 


Passing strangers, by Felix Riesenberg. New York, Har- 
court, Brace and company ,‘1932, 


Spl, 3421p. 20 


“First edition.” 
1 Title. 
3B2- 20367 
Library of Congress P73 RA42Pas 
—— —— Copy 2. 
Copyright A 00488 (Sy 
Riesenberg, Felix, 1879- 


Portrait of New York, by Felix Riesenberg and Alexander 
Alland. New York, The Macmillan company, 1939. 


xill p., 11, 218 p. incl. front., plates. 26% 20". 
Iilustrated Noing-papers. 
“First printing.” 


1, New York (City)—Descr. 1. Alland, Alexander, tiiua, u. Title. 


30-1128) 
Library of Congress F128 5.R6 
amv oman Gigy ®t 
Copyright A 120102 (12, #7471 


Riesenberg, Felix, 1879- 

Red horses, by Felix Riesenberg 
Bride & company, 1928. 

3p. 19)". 


New York, RK. M. Me- 


“The basis of the present story is my novel P. A. L. ... rewritten.” 
1. Tithe. 
Library of Congress PZB. RA42Re 

— ~--—— Copy 2. 

Copyright A 1018871 13, 

Riesenberg, Felix, 1879- 


Seamanship studies for young officers ... by Felix Riesen- 
berg ... red for the United States maritime service. New 
York, D. Van Nostrand company, inc., 1939. 

6¥v. iMfun (part col.) diagrs. 21). 

1. Orders.—leason 2. Ships. —lesson 3. The bridge — 


Contants.—lesson 
lesson 4. Boats. lesson 5. Cargo handling geor. lessen 6. Ground tackle 
Weather lore. 





1. Navigation. 2. Merchant marine—U. § 1 U.S. Maritime 
service. 1. Title. 
32m 
Library of Congress VK341. R52 
— —— Copy 2. 
Copyright AA 318412 13, wn 
Riesenberg, Felix, 1879- 
by Felix Riesenberg; sketches of the sea. New 
York, ‘Theat, Brace & company (*1928, 


x, 23 p. 1. 


Library of Congress G540.R48 — 
— —— Copy 2. 
Copyright A 1074161 1205, 
Ricsenberg, Feliz, 1879- 





for the b service, by Felix 
Riesenberg ... 625 illustrations. New York, D. Van Nos- 
trand company, 1922. 


Pt 942 p. Incl. front., illus. (part col.) tables, charts, diagrs. 22°. 


1. Navigation. 2. Merchant marine. 1 Tithe 


22—11610 
Library of Congress VKMLRSS 
—— —— Copy 2. 
Copyright A 650786 33f, 
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Riesenberg, Felix, 1879- 
Standard hip for the h service, by Felix 
Riesenb ill i 2d ed. Nev York, D. Van 








Nostrand ‘company, inc. ,“1936, 
xvii, 942 p. incl. front., tilos. (part col.) tables, charts, diagrs 22". 


1. Navigation. 2 Merchant marine. 1. Title. 


37-2330 
Library of Congress VEMIRSS 1967 
—— —— Copy 2. 
Copyright A 100757 5) Lied 


Riesenberg, Felix, 1879- 
Under sail, by Felix Riesenberg 
millan company, 1918. 


New York, The Mac- 


iz, 424 p. front. tlus. (incl plan) 21*. 


tory of one of the Inet vrorages around Cape Horn in a wooden 
ship propelled by aall alone the A. J. Fuller,"—p. 11 


1. Voyages and travels. 2. A.J. Fuller (Ship) 1. Tithe 


1817649 
Library of Congress OMO.RS 
—— ——— Copy 8. 
Copyright A STTO 1981, 
Riesenberg, Felix, 1879-1939. 
Under sail; a boy's voyage around cape Horn, by ir 
introduction bs ee Capt. Davi am W. Bone . 


Riesenberg ; 
York, Harcourt, Brace and company ,“1924, 
ery, nies front.,iliua. 21°. 


one of the round cape Horn in a wooden ship 
ore ta oe the 8 P| Fuller,” —p. 11. 
p. 443-447. 


eo and travels 2 A. J. Puller (Ship) 1. Bone, David 
wititam 1. Title. 
420082 

Library of Congress OMORS 1924 
Copyright A soose2 (04001; 
Riesenberg, Felix, 1879- 

Eas als 6 Bats qumnt Gop Sine, ty ite 
Biesenberg .. Harcourt, Brace and company 
(71985, 

po cere front. Mas, 19)". 

B -f 4.4 ES Se acanteay 


orepaiied Wy call ab wise ce ATF Puller” 


1. Voyages and travela 2 A. J. Fuller (Skip) & Tithe. 


‘85 22801 
Library of Congress GOORS 1985 
— —— Copy 2. 
Copyright A 80848 6 mo4 


Riesenberg, Felix, 1879- 
Vignetios of the by Felix Riesenber with a pref- 
ace by C > ee, 4 Charles R. 
Patterson, decorations by ’ Fletcher White. New York, 
Harcourt, Brace and company (1926, 
xvii, 334 p col. front, illus. 21™. 





’ ing life . Title. 
1. Seafaring li 1 “3 


Library of Congress GS40 RS3 
— — Copy 2. 
Copyright A 891081 182643, 


Riesenberg, Felix, 1913- 

Full ahead! A career story of the American merchant marine, 
by Felix Riesenberg, jr. New York, Dodd, Mead & company, 
1941. 

ixp,11,276p 21". (Career books) 


1. Title. 


41-19836 
PZ7.M43Fu 


Library of Congress 
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Riesenfeld 


Riesenberg, Felix, 1913~ 
Golden Gate; the story of San Francisco harbor, by Felix 
Riesenberg, jr. New York & London, A. A. Knopf, 1940. 
9p. 1, 8-847, xlip. 11 plates, ports. 2. 


First edition.” 
Bibliography : p. 844-847. 


1. Sen Francieco—Harbor. 2. Seo ars 3. San Fran- 
ciaco—Comm. 4. Shipping- San Francisco. Title. 


0 B28 
Library of Congress F860 S3R5 
Copy 2 
Copyright 1x7, 970.461 





Riesenberg, Felix, 1913- 
Yankee skippers to the rescue; a record of gallant rescues on 
the north Atlantic by American seamen, by Felix Lge 


jr.; illustrated with authentic photographs. New York. Dodd. 
Mead & company, 1940. 
xvil, 2883p. front., plates, ports. 21°. 
Map on }ining papers. 
1. Shipwrecks. 2 Seamen. 1. Title, 
40-9B125 
Library of Congress G525. RS 
— —— Copy 2 
Copyright 18, o104 
Riesenbiirger, Walter. 


Die rechtlichen grundlagen des mittleren und hdheren 
echulwesens in Preussen seit 1918 und die damit zusammen- 
ha mw b| r schulpolitik, von dr. jur. et dipl. 
rer. pol. Walter R birg Diisseldorf, J. Frembgen, 
1926. 

vill, 308 p. 25. 

“Literaturnachwets” : p. 200-902. 








1. Edvcstion—Prossia. 2. Education, Secondary. 


Library of Congress LaT35.B5 
omen Gagy6, a 


Riesenfeld, Emanuel, 147- 

Zur frage tiber die jer order wages on on omen 
und die resorption ans der vorderen 
Berolini, typis expressit E. Weinberg (1 


Bp 2m. 
Inaug -diss — Berlin. 


1. Cornea. 
7-14205+ 
Library of Congress RES RS 
ee Emil. 
. Eisenbahntariflehre, mit besonderer beriicksichti- 


der ésterreichischen eisenbahnen ... Von dr. Emil 
_— - . Wien, K. K. Hof- und staatsdruckere', 


v 2am. 


At head of title eee ST * 
Staatseisenbahnverwaltung rugelassen gemiss EM. Z. 22135/15. 


1. Railroads—Rates—:Bases) 2. Railroads—Austria—Rates. 

A2-37S 
Railway Economics. Printed by LC 
D2) 


Title from Bureau of 


Riesenfeld, Ernst Hermann, 1877- 

Anorganisch-chemisches praktikum. Quali ana- 
yes aS one nische praparate, von dr. Ei icese. 
feld . oa Mit 13 abbildungen im text. Leipzig, 
S. Hirzel, oon. 


xii, 40 p. illus 24 M6 


1 Chemistry, Inorgame—Laboratory manuals 


Library of Congress 
© June 18, 1910; 2c June BD, 
“png, Germany 


QDISSRS 
1910; A—Foreign 1428; S. Hirsel, 








R feld, Ernst Hi 1877- 
Anorganisch-chemisches praktikum. Qualitative analyse 
und anorgenische priparate, von dr. E. H. Riesenfeld ... 11. 








aufl, unter mitwirkung von dr. R. Klement Mit 29 ab- 
bildungen im text. Leipzig, S. Hirze’. 19382. 

xvi, 386 p. diegrs. 20)*. 

Tables on lning-papers. 

1. Chemistry, Inorganire—Laboratory manuals. 

AO3+-1M1 
Title from Ilinols Univ. Printed by L. C. 
a 

Ri d, Ernst Hi 1877- 

A h ketike analyse und 





anorganische praiparate, von prof. ar. — H. Riesenfeld. 
Dreizehnte auflage. Mit 33 abbildungen. Leipzig, S. Hirzel, 
1936. 


xvi, 414 p. 


Tubles on back lining-papers. 
“Die 13. auflage ist zwar in aliem wesentlichen ein abdruck der vor. 
im einzelnen sher warde munches gefindert, einiges ge 
kirzt und anderes weiter ousgefibrt."—Vorwort 


ilus., tables, diagrs. 204°. 





1. Chemistry, Inorganic—Laboratory manuals. 1. Title. 
AC 38-416 
ichigan. Univ. Library QDIS5.R56 1996 
for Library of Congress [QD15.R } 
ra 
Ricsenfeld, Ernst Hermann, 187T- 
mat 
oumae priparate, von prof. ae a H. Riesen: 
14. auf. Mit 33 abbildungen. Zirich, Rascher veriag ,“1940, 
xvi, 414p. diagrs. 20)”. 
Tables an Iining-papers. 
1. Chemistry, lnorganic—Laboratory manuals. 1. Title. 
41-15160 
Library of Congress QD155.R6 1940 
12) 546.07? 
Riesenfeld, Ernst Hermann, 1877- 


1. Chemistry, Inorganic. 
Princeton univ. Library 
for Library of Congress 2 


Riesenfeld, Ernst Hermann, 1877- 

A manual of practical inorganic 4 qualitative anal- 
ysis and inorganic preparations, by Dr. F. H. Riesenfeld .. 
translated by P. Ray ... An authorised ‘translation of the 
latest German edition of A hes fp 
revised in collaboration with Dr. R. Klement .. 
Chackervertty, Chatterjee & co. Itd., 1933. 

xxii, (1), 471 ittus 224". 

Tables on lining papers. 


oy, ee jporganic—Laboratory manuals. 
mm, Ray, tr. m1, Title. 





C alcutta, 


1. Klement, Robert. 





‘34 33882 
Library of Congress QD155.K62 1933 
4201, 546.072 
Riesenfeld, Ernst Hermann, 1877- 
, Svante Arrhenius, von Ernst H. Riesenfeld ... Leipzig 
gegesellschaft m. b. h., 1931. 
110 p. freet.. 9 of. (tect. porta.) facstm. 234". (Added t.-p.: Grosse 
manner, st sur biologie des genies, brag. von W. Ostwald. “DL. ba) 
“Sebriften von Svante Arrbenius”: p. 03,110. 
1. Arrhenius, Svante August, 1890-1027 
A32-2115 
‘Title from Wisconsin Univ, Printed by LC. 
18301, 





LIBRARY OF CONGRESS 


Riesenfeld, Janet. 
Dancer in Madrid, by Janet Riesenfeld; with drawings by 
-— Justis. New York, London, Funk & Ww agnalls company, 


4p. 1, 28 p. 
Autobiography. 
“First published March, 1988.” 


front. (port.) ius. 21°. 


L Spatn—Hist.—Civi] war, 1986-1980— l'ersonal narratives 
1. Title. 


8827823 
Library of Congress DP209.R47 
—— ——— Cage 2. 
Copyright A 117857 (40q8, 946.08 
Riesenfeld, my Albrecht, 1908- 


Decision of the German Supreme court on termination of 
treaties of the German states. 


in American journal of international law. 
’. i” p. 720-725) 


Signed Stefan Riesenfeld. 


Concord, N. H. 1987. 





L Germany—Foreign relations—Treaties. 2 —Politics and 
8. Treaties—,Termination, 1. Tithe. 
4388-1118 
Carnegie endow. int. peace. Library 
for Library of Congress {JX1LA6 vol. 81) 
(2, (841.05) 


Die Riesengebirgskreise, umfassend die kriese Hicechberg, 
Landeshut, Léwenberg, Bolkenhain, Schénau, herausgege 
ben von erstem biirgermeister a. d. Salomon ... und "Erwin 
Stein unter besonderer forderung der herren: landrat 
Schmeisser-Hirschberg ,u. a., ... und unter mitarbeit von: 
landesbaurat dr. ing. e. h. Bachmann-Hirschberg ,u. &., ... 
Berlin-Friedenau, Deutscher kommunal-verlag g. m. b. h., 


300 p. incl. front. ius. plates, - a2". 
@rapbien deutscher la bd. mm 
Advertising matter included tn paging 
1. Kiesengebirge. 1, Salomon, Bruno, ed. a, Stein, Erwin Otto, 
jotot ed 


188 
30- 28024 


(Added t.-p.: Mono 


DD401. 854R5 
Albi, 


Library of Congress 


Riesenthal, Julius Adolf Oskar von 
see 


Riesenthal, Oskar von. 


Riesenthal, Oskar, von /. ¢. Julius Adolf Oskar von, 1830- 
1898. 
Bilder aus der Tuchler haide. Galgenhumoristische 
gesinge zur erbaulichkeit aller griinrécke und , ihrer 


Rieser, Allan. 
A jar of marmalade; a fable in one act, by Allan Rieser ... 
London, 


New York, N. 
8. French, Itd.; 
27, a) p. diagr 


Y., Los Angeles, Calif., 
"1987. 


S. French; 
yete., ete., 
189°. 


1. Title. 
37-88177 

Library of Congress PS8685.14738 1987 

—— —— Copy 2. 

Copyright D pub. 53082 3, 


1. Title. 


0-24770 

Library of Congress PSSSBS.14TYS 10460 
—— ——~ Copy2 
Copyright D pub. 71580 2, e125 
(Riesgo, Juan Miguel, 

Justo reclamo de la America a las Cortes de la nacion. ;Mé- 
gico, 1820, 

Wp wm. 

Caption title. 

Signed: Juan Miguel Rieago. 

1. Jesuits in Mexico. 1 Title 

42-6493 

Library of Congress BXST12 AIRS 

12) 
Riesgo, Pascual. 

La gran artista y la gran sefiora. Novela por Pascual 
Riesgo. Manila, Impr. del Boletin oficial Filipinas, 
1853. 

426 p. 1. 

pee 


Library of Congress, no. 


Insectos y mamiferos de interes forestal, por A. Riesgo Or- 





unde gereimt auch illustrirt von O. von Ri 
(Leipzig, Der verfasser, druck von Hundertstund & ‘Prica, 
1874) 

4p. 1, # womb. 1, 11 

Titus. t.-p. 


illus, pl. 27. 


Library of Congress 


Rieser, Allan. 


ge a, See ee a8 ie Se Se New 
York, Dramatists play service, inc., 1938. 

2p. diagr. 18)”. 

1. Tithe 

30-4088 

Library of Congress PSSSS5.14TRS 1988 
—- —— Copy 2 
Copyright D pub. 80082 12; 6125 


dofiez ... Madrid, Imprenta Cervantina ,1925, 

Tp. 21. 109". 

: Leaf after p. 79. 
Forests and, i nr & Zoology—Spain. (2. Spatn— 
zoviogy, 3 3. Trees— Diseases and, 
Agr 28-TH 
Library, U.S. Dept of Agriculture 411R44 
12) 


Rfeshilov, Iosif 


Iosif, hegumen, 18th cent. 








Canta, SOS 





The A i and i ional labour legi-la- 
tion, by David ie = 
wii” International labour review. August, 1941. v. 44, p. ,123,- 


Bibliographica! foot-notes. 


vu. 8 Ceaetieution. 2 U. S&S Supreme court. 8. Labor laws and 
recitation, 1 nternational. 


142-15 
U.S. Dept. of Labor. Libr. 
for Library of Congress (H1D4811.165 vol. 44) 
2, (881.05) 
Riesman, David, 1867- 


High blood pressure and longevity and other essays se- 
lected from the published writings of David Riesman ... 
Philadelphia, Chicago ,ete., The John C. Winston company 


1°1987, 
xil, 126 p. front. (port.) 234. 
published in aaa of the seventieth wee 
anniversary of Dr. David Riesman which occurred on March 25, 1 
and is made possible througu the kind co-operation of Dr. Riesman's 
phy of Dr. David Riesman”: p. 708-719; bibliography at 


Riesman, David, 1867-1940. 
Medicine in modern society (by, David Riesman. Princeton, 
Princeton university press, 1938. 
6p. 1, 3-226 p. 224". 
“This volume has been dev 


veloped 
the Vanuxew lectures which the author 
Princeton untversity.”—Pref. 


1, Medicine—Hist. 2. Medicine. 1 Title. 
‘5870 
Library of Congress R138.R53 1088 
a4ig2, 610.9 


Riesman, David, 1867- : 
Medicine in modern society (by, David Riesman. Princeton, 
Princeton university press, 1 
6p.1,.3-26p. 2. 


“This volume has been developed a of lectures known 
the Veszom lectures which the author hor had the honor of deli at 
Princeton university.”"—| '—Pref. 

“Second printing.” 

cine. . Title. 

1. Medicine—Hist. 2. Medicine. 1 20 

Library of Congress R138.R58 1989 
—- —— Copy 2. 

Copyright A 124751 4034, 610.9 

Riesman, David, 1867- 


The of medicine in the middle ages, by David Rieaman 
New York, P. B. Hoeber, inc., 1935. 
xii, 402 p. front. (port.) ius. 23)". 


1. Medicine—Hist. 2. Miredte ages—Hist. 1. Title. 
359255, 
Library of Congress RULRS 
—- ——- Copy 2. 
Copyright A 04311 (3M2, 610.902 


Riesman, David, 1867-1940. 

Thomas Sydenham, clinician, by David Riesman . 
York, P. B. Hoeber, inc., 1926, 
front. (port.) 20°. 


“Reprinted, with additions, from Annals of medical histery (volume 
vit, no, 2. June, ’ 
“Tibliography of the works of Thomas Sydenham”: p. 48-52. 


New 


5p. dt 


1. Sydenham, Thomas. 1624-1689. 


Library of Congress 
Copyright A s90180 


CATALOG OF PRINTED CARDS 


Riesner, Charies Francis. 

Little Inch-high people, by Charles Francis Riesner, illus- 
trated by George Wolfe. New York, N. Y., Junior progress, 
ine, ,*1937, 

9p. l, 7-07 p us, col plates 2. 


Sotpenaee Sass fp ote. 
pT Se Oe eae ae 
on the 


part, igh 
L Title 
‘38-4008 
Library of Congress PTT.HAssLi 
— —— Oopy2 
Copyright A 11280 8 
Riess, Alfons. 
... Kommunale Pee + Von dr. Alfons 
Riess ... Leipzig, G. J. Géschen, 1911. 
112 p. 16. (Sammlung Géschen. (534;) 
“Literatur”: p. 15)-6. 


2. Municipal government — Ger- 


11-15036 


Library of Congress HD4431.R4 


Riess, Alfons, 1880- 
Die mitwirkung des Bundesrats und das Reichstags 
bei abschluss und ~~ —. von staatsvertrigen des 


tschen Reiches ... Breslau, M. & H. Marcus, 1902. 
40, 2) p. 224a™. 
Inaug -diss —Breslau. 
“Litteraturverzeichnis” > p. :6)-8. 
ad 1. Cone Bundesrat. 2. Germany. Reichstag. 3. Germany—Con- 
Library of Congress JNMILRS ee 
(3261) 
Riess, Alfons. 
Die mitwirkung der gesetzgebenden kérperschaften bei 


staatsvertriigen nach deutschem staats' re von dr. Al- 
fons Riess. Breslau, M. & H. Marcus, 1904. 


vi, 100 p. ye (Added Abhand! aus dem staats- und 
verwaltungsrecht, hrag. von dr. 6 Yarie . 1. hit) 
Appeared, in part, as the author's inaugural dissertation, Breslau. 1902. 
5 steraturverseichnis” : p. (97;-100. 
Library of Congress 
Riess, Bernard Frank, 1907 - 
from tho Anima! tsbensiony of tho Depestmene &f per. 
pig; Animal of the Department of psy- 
chology, — Tee by Bernard F. Riess ... 
Worcester, Mass., * 
308-304, 11, wa i 2". (Genetic 
3 ha Ly ogee us, diagrs. ( paychology 
| gad (rm. p.)—Columbia university, 1934. 
Published aleo without thesis note. 
“References” : p. 365-866. 
1. Rats. 2 Guines-pigs. 3. Animal intelligence. 1. Title. 
34-80808 
Library of b a1 1984 
Columbia Univ. (150.9298585) (151.8546) 501.51 


Riess, Bernard Frank. 

.. Limits of learning ability in the white rat and the guinea 
pig: from the Animal laboratory of the Department of psy- 
chology, Columbia university, by Bernard F. Riess ... Worces- 
ter, Mass., Clark university, “1934. 

gay illus, diagrs. 244%. (Genetic psychology monographs ... 
a xy, 
“References”: p. 305-306. 


1. Rats. 2 Guinea-pigs. 3. Animal intelligence. 1 Title. 
‘3421482 
Library of Congress LBI10L.G4 vol. 15, 50.4 
— --—— Copy 2. QL785.R45 
Copyright A 73329 Sy 
((150.9082)] (190.82) (150.9202885) [151.3544] 50151 


Riess, Curt. 
Auswartige hoheitsrechte der deutschen einzelstaaten 
von dr. Curt Riess. Breslau, M. & H. Mareus, 1905. 
2p. 1, 80p, 11 234". (Added t-~.: Abhandlungen aus dem staat: 
und verwaltungsrecht mit einschluss des kolonialrechts, hrsg. ona dr. $3 Bric 
.. und, de. M. Fleischmann. 11. hit.) 
“Literaturverzeichnis” : p. ;77)-80. 


1. Sovereignty. 2. Germany — Constitutional law. 3. Constitutions, 
State—Germany 
. 611293 
Library of Congress JNMILRSS 
2%, 


Riess, Curt, 1902- 


High stakes, a story of strange people and happenings, by 
Curt Riess. New York, G. P. Putnam’s sons ,1942, 


4p.1,.3-2822p 21". 


1. Title. 
42-18467 


Library of Congress 


Riess, Curt. 

Total espionage, by Curt Riess. New York, G. P. Putnam's 
sons ;*1941, 

xil,S18p. 224", 


1 Secret service—Germany. 2.Spies. 1 Title 
41-23109 
Library of Congress UB270.R52 
130, sLT 


Cnergrnd Europe, by Curt Riess. New York, The Dial 
press, 194 
xiii p., 11, 17-825 p. 219°. 
“First printing.” 


1. World war, 1989- 1. Title. 
42—11084 
Library of Congress D4 RS 
42k10, 940.53 


Riess, Edmund. 


Wilhelm Heinses romantechnik. 
Riess. Weimar, A. Duncker, 1911. 


4p.1, 0B p, 1h 25". (Added t-p.: Forschungen sur neueren lite- 
raturgeschichte ... xxxtx) 
“Haufiger ritierte literatur” : verso of 4th prelim. leaf. 


Von dr. Edmund 


12-1483 
Library of Congress 


Riess, Ernst. 

Das neue prozess- u. ht, anleitung zur 
der novelle vom 1. juni | 1909 fiir die beamten der ana 7 
verwaltung, von dr. Ernst Riess ... und Max Binder... Ber- 
lin, C. Heymann, 1910. 


2p L, 1000p. 





1. Civil secretes — Semen . 2, Coste (Law) — Germany, 
1. Binder, %, Joint author. 


Library of Congress od 








Riess, Ernst, 1865— 

Latin drill book, by Ernst Riess ... 
company ,°1925, 
¥,114p 109". 


New York, Globe book 


1. Latin language—Composition and exercises. 


26-318 
Library of Congress PA2087.R55 
Copyright A 872625 ya4icl, 
Riess, 


Ernst. 
Natural and artificial stimuli in teaching Latin. 


eS See akg | Gp tune Journal! 
of proceedings and addresses, 1910. p 499-562) 


1. Latin lenguage—,Stody and, teaching. 


E1la«ry 


Library, U. 8. Bur. of Education 


a29f1, 


Riess, Ernst Richard, 1851- 


Untersuchungen tiber die zusammensetzung des eklo- 
gits ... Wien, A. Hilder, 1878. 


cover-title, 165-241, 1) p. 24™. 
Inaug -diss —Leipzig 





Vita 
“Aus den M Y hen und p i i ev 
Tschermak 1.” 
1. Eclogite 
12-3746 
Library of Congress QEAILRS 


Riess, Florian, 1823-1882. 

Das geburtsjahr Christi. Ein chronologischer versuch mit 
einem synchronismus liber die fiille der zeiten und zwélf ma- 
thematischen beilagen von Florian Riess ... Freiburg im 
Breisgau, Herder’sche verlagshandlung, 1880. 


iv, 267 p. 24°. (Ergiinzungshefte su den ‘Stimmen aus Maria- 
Laach’—11 wu. 12) 


1. Jesus Christ-—Chronology 
(Full name: Josef Florian Riess, 





1-107 Revised 
Library of Congress AP3O0.87 Suppl. bft. 11-12 
(T3882, 
Riess, Georg. 
a be pews eindeutigen ebenen- und raum-trans 
lerer g.-. Freising, Buchdrucke 
rei ai F. P. Deserer, 1893. 
Gp. 224°. 
Inang. dis. —Eriangen. 
1. Transformations ( Math. ) 
ome 
Library of Congres QA001. R56 
Riess, Johann Philipp. 
singe tence und — —— beobacht iiber 
hessische gebir, nden, angestellt aufge- 


= von Johann ewes Riess ... Hreg. und mit 
“ 1 yaa jeitet, von Dietrich Ludwig Gus- 
& riin, H. A. Rottmann, Loutgflcbens 
hofbuchhindier, 1791. 
Ip. lL, xiv, 1002p. illus, w fold pl (incl map) 21™. 
Added t-p.,, engr 


—Hesse (Grand duchy) 


LG 1. Karsten, Dietrich Lod 
Gustav, 1768-1810 we 


G $7-682 
Library, U. S. Geol 


LIBRARY OF CONGRESS 


Riess, Josef Florian 
see 


Riess, Florian i.e. Josef Florian 
1823-1882. 


Riess, Karl. 
Musikgeschichte der stadt Eger im 16. jahrhundert, von dr. 
Karl Riess. Briinn ,ete., R. M. Rohrer, 1935. 
p. ilus. (music) 4 pl. (incl facsims.) 
der Deutschen universitit tn Prag, mit 
flr schulwesen und volkskultar brag. von Gustav Becking. bd. 6) 


The author's inaugural dissertation. Prague. 
“Quellen und literatur”: p. (138)-140. 





1. Music— Crechoslovak republic—Eger. 
Library of Congress ML247.8. ROOMS 
12, 780.9437) 


Riess, Ludwig, 18¢1- 
Englische ee 
von dr. Ludwig Riess ... 
4p. 1, 39, hp Zam. 


hlich 





in neuester zeit, 
Berlin, Nauck & Jiingling, 1926. 


1. Gt. Brit —Hist. 


J 26-1148 
Library of Congress DA32.RS 
Copyright A—Foreign W532 
2) 


=, Ludwig, 1061- o, 
den des 12. und 13. jahrhun- 
derts, herausgegeben 2 Riess. Bonn, A. Marcus & 
E. Weber, 1926. 


61 p. 18)*. (Kleine texte fir voriesungen und Obungen, 155) 
“Abkiirsungen” : p. :2; 





1. Gt. Brit. —Constitutional history—Sources. 1 Title. 
AC 8-27 
Miagen. Univ. Library 
for Library of Congress 2) 
Riess, Ludwig, 1861- 


bw any Fedy Conte oe er 
+ he cies can additional notes by K. L. 
cod. Legh .. Cambridge yan The University press, 1940. 
izp,11,107p. 2. 
of des wablrechts cum englischen Parliament. 
Labth. Im mittelalter. Letpetg, 1886. 
“Authorities cited”: p. 08, 


1. Gt Brit. Parliament — Electi 
eee history. 


Lees 2S. & » > 


41-2454 


1 Wood: 


Library of Congress 6; 


Riess,’ Ludwig, 1861- 

History of the English factory at Hirado (1613-1622). With 
an introductory chapter on the origin of English enterprise in 
the Far Fast. By Dr. Ludwig Riess. 


(In Asiatic societ 


y of Japan. (Yokohama, etc. 23°. 
¥. 26, p. b-4i, (1-114, 7 163,218. 


Transactions. 
fold. facsim.) 


1. East India company (English) 2 Gt. Brit—Commerce—Japan. 
3. Japan--Commerce—@t. Brit. 

AC 389-1415 
Chicago. Univ. 


Library AS552.A83 vol. 26 
for Library of Congress 


{A8562.Y8 vol. 26) 
Ad (068.52) 


100 





Riess, Ludwig, 1861- 


. Der stufengang des deutsch-englischen gensatzes. 
Jena, E. Diederichs, 1917. ~ - 


2p. 1, 55, a) p. 20". (On cover: Der tag des Deutschen ... bft. 5) 


1 , oa 2. Paes wer, ay ne 3. Gt. Brit— 
—Germany 


For . Rely Gt. Brit. 
88-4379 
Library of Congress DDS.TS bft.5 
12) (943.0082) 940.3112 
Riess, Otto Kaspar, 1882- 
Johann Abraham Peter Schulz’ leben ... Leipzig, 


Druck von Breitkopf & Hartel, 1913. 
106 p11. illus. (music) 23™ 
jonss-Aies —Leipzig. 

an, = abhand! Gi tugleich in den Sammelbinden der Inter- 
Dibheerenkied foot-notes. 


1. Schulz, Johann Abraham Peter, 1747-1800. 


21-14180 
Library of Congress ML410.S37R4 
Riess, Peter Theophil, 1804-1883. 
Die lehre von der reibungselektricitat. Von Peter 


Theophil Riess ... Berlin, A. Hirschwald, 1853. 
2. 12 fold pl. tables. 23°. 


1. Electrostatics 


8-7058t 
Stel, 


Library of Congress QCS7IL.RS 


Riess, Philip Charles. 


Dr. Ph ~y Culture, by Prof. Ph. C. Riess and John 


Hewins (New York, Quinn Boden company, 
printers, “1925, 

2p.1,133p. ports. 17°. 

Folded plate laid in 


1. Therapeutics, Physiological. 1. Kern, John Hewins, joint author. 


m1. Title. 
23-1744 
Library of Congress RM702.R5 
Covvrieht A 863356 12 
Riess, Richard, 1890- ed. 
Schicksal krieg ; novellen aus dem weltkriege, hrag. und ein- 


geleitet von Richard Riess. Mit zehn bi von Wera 
von Bartels. ,2. aufl., Manchen und Berlin, G. Maller (1915, 


4p. 1, 350, (2) p. plates. 22". 


1. European war, 1914-1918—Fiction. 2. German fiction—20th cent. 
1 Title. 


21—20715 
PT1334.B5 


41b1, 


Library of Congress 


Riesser, Gabriel, 180¢-1863. 

Gabriel Riesser’s gesammelte schriften. ——5 pe 
auftrag des Comité der Riesser-stiftung von 
Frankfurt a. M, Verlag der Riesser-stiftung; ,etc., ete.; 


1867-68. 
4. port. 20)". 
Vol. 3 Rep epecte Gabriel Riesser's leben nebst mitthellungen aus 
seinen briefen, v ou Bt, eier dr., mit Hiesser's portralt. 


Imperfect: portrait wanting in L. C. set. 


1. Jews in Germany 1. Isler, Meyer, 1807-1888, ed. 


Library of Congress DS135.G33R48 


2) 








Riesser, Gabriel, 1806-1863. 

Gabriel Riesser, eine auswah) aus seinen schriften und 
briefen, mit einem bilde ar ag sowie einem —— des 
herrn justizrat dr. M. Horwitz ... 2. verb. auf 
a. M., J. Kauffmann, 1918. 

120 p. front. (port) 20”. 
B. May und J. B. Levy. 2. ba.) 
Frontispiece accompanied by leaf 'w'th descriptive letterpress. 


(Denkmiller jOdischen geistes, hrag. von 


1. Jews in Germany. 
39-16178 


Library of Congress DS135.088R49 1918 


Riesser, Gabriel, 1806-1563. 

Ueber die stellung der bek des Mosaischen glau- 
bens in Deutschland. An die Deutschen aller confessionen 
von Gabriel Riesser. Altona, In commission bei J. F. 
Hammerich, 1831. 

xvi, 644 p. 20° 





1. Jews in Germany. 2. Jewish question. 
22-28842 


Library of Congress DS135.G33R5 


Riesser, Jacob, 1853- 


Das bankdepotgesetz (Gesetz, betreffend die pflichten 
der kaufleute bei aufbewahrung fremder wertpapiere, 


vom 5, juli, 1896). Fiir die praxis erliutert von dr. 
Riesser ... 2. vollig umgearb. aufl. Berlin, 0. Lieb- 
mann, 1 

x, 1p 22 


“Literatur zum bankdepotgesetz”: p. rviiir~x. 


1. Commercial law—Germany. 2. Banking law—Germany. 3. Bank- 
ruptcy —Germany 1. Germany. Laws, statutes, etc. 


823939 


Library of Congress ia26d1) 


Riesser, Jacob, 1853- 


Bemerkungen zum MB ee ie | entwurf eines deut- 
schen beriicksichtigung 
der herbeifahrung snes "inheltlichen scheck-rechts in 
Deutschland, Oesterreich und Ungarn. Von dr. J. Riesser 
Pa J. Guttentag, 1908. 


den schrift sind vier artikel zusammengefasst, welche 
Bank- archi @ uber den (im Reichsan- 





setzes 
verflentlicht habe, mit 
1. Checks. 


von aenderungen und rusitzten.”—Vor- 
2. Banking law. 3. Commercial law—Germany. 


10-26757 
Library of Congress 


HE1329. N4R6 
Riesser, Jacob, 1853- 
o. ~ — und wir; ; finanzielle und wirtschaftliche kriezs- 


in England und und Deutschland, von dr. J. Riesser 
ome 8 1, 1914. 
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nection with the economic development of Germany, by Dr. 
Washington, 





Riesser, Jacob, yy 


+ keti. ' 


Die nebet 
for tae matt und for watson anderungn, Mit riicksicht 


dargenel und eis von Joma & Ki . Berlin, 
O. Liebmann, 1899. 


xiv, 217p. 2. 


—? 








Library of Congress ;a40b1), 


Riesser, Jacob, 1853- 
Zur entwicklu 


schichte der deutschen 
mit besonderer riic 


icht auf die bensentectonsbesteo- 














bungen. Von dr. Riesser ... 2. verm. und verb. auti. 
Jena, G. Fischer, 1 
xii, 525 p. incl. tables. -, 
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“Sirvidme de bax yara ello la parte que, con el mixwno titulo de la 
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nues, par Frédéric Riesz ... Paris, Gadthier-Villars, 1913. 
vi, 182 p. 259%. (Collection de monograpbies sur la théorle des 

fonctions, pub. sous la direction de m. Emile Borel) 
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thier-Villars, imprimenr-libraire du Bureau des longitudes, 
de VReole polvtechnique. 1435. 











cover-tithe, 18 p11 244". 
At head of title Société mathématique de France. 
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Eine praktische studic, von J. J. Rietmann, v. p. mu. St. 
Gallen, Huber und comp. 1853. 
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Handbuch der urkundwissenschaft. Von dr. ins! iarl 


Friedrich Rietsch, 2. anfl. 
1904 


Berlin, Strappe & Winekler, 


xxiv, MS, 2h, 
“Verzeichnis der wichtigsten schriften™ 
1. Diplomatics, 


DP. (xiliy-xix 


Library of Congres< CDRS? 








Rietschel 


Rietschel, Ernst. 

. Das problem der unsichtbar-sichtbaren kirche bei Luther 
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reformationsgeschichte. 1891. 

Bp Ww 


(Schriften fur day deutsche volk, 12) 





1-G-14 
Library of Congress 
Rietschel, Georg, 1842-1914. 
Weihnachten in kirche, kunst und pepe go von coonomn 
Rietschel. Mit 4 | il und 152 abbild 
Bielefeld und Leipzig, Velhagen & Klasing, com 
2p... 1600p. iuse (pert col.) — 20". (Added t.p.: Sammlung 
‘tustrierter monograpbieo, hreg. von Zobeitits. 5) 
“Liebhaber-euagabes.” 
1. Christmas. 1. Tithe. 
Pull name: Christian Georg Rietschel, 
3-12155 Revised 
Library of Congress BV4S. RS 
(r42e2, 


LIBRARY OF CONGRESS 


Rietschel, Hermann Smeneel, — 

. Heating and ibook for archi and 
engineers, by C. W. Brabbée, translated for American use from 
the seventh German edition of Rietschel-B: 
und liiftungstechnik”. Ist ed. New York ,etc.; McGraw- 
Hill book company, inc., 1927. 

xi, 332 p. incl. tllus, tables. diagrs. (1 fold.) 
Seven folded tables in pocket. 
At head of title: Rietachel-Prabbée. 


1. Heating. 2. Ventilation. 





23". $4.50 


1. Brabbée, Carl William, 1870- 


28—470 
Library of Congress 


—— ——— Copy2. 
Copyright A 1010013 


THT222.R53 1927 


Sip, 


Rietschel, Hermann Imanuel, 1547-1918. 
Seaton come Sees wad eaten sun, tena, ond 


heizungs-anlagen. anregung seiner 

ministers der Seentlichen arbeiten verfasst von H. thie” 

8., volistiindig neu bearb. aufl. ... Berlin, J. Springer, 1902, 
2. ius, xxvim double pl, tables, diagrs. 24)”. 
“Litteratur-verzeichaies” : ¥. 1, p. 450,-452. 


1. Heating. 2. Ventilation. 
Library of Congress THT222.R5 1902 
2) 


Rietschel, Hermann Imanuel, 1847-1918. 

H. Rietschels Leitfaden der heiz- und liiftungstechnik, 
ein hand- und Iehrbuch fiir architekten und ingenieure. 
6., véllig neu bearb. aufl. von dr. techn. K. Brabbée ... 
Berlin, J. Springer, 1922. 

2 v. illus. tables. 274. 

“Hilfstafeln 1-x" in pocket of v. 2. 


1. Heating. 2. Ventilation. 1. Brabbée, Karl, 1879- 
23-0957 
Library of Congress TH7222R5 1922 
Cop right \ Foreign 21585 
2) 


Rietschel, Hermann Imanuel, 1847-1918. 


H. Rietschels Leitfaden der | heiz- und ‘ingenieur 
ein band- und lehrbuch fiir 





verb. aufl., von prof. dr. "ode. K. Brabbée . Berlin 
J. Springer, 

2. ius, tables. 2747. 

“Hilfstafel a Ig oafv.2 

1. Heating. 2 Ventilation. 1. Brabbée, Karl, 187% 89 ed. 

2S-24251 

Library of Congress TH72Z2Z2RS 1925 

Copyright A—Foreign Be 
2 


Rietschel, Hermann Imanuel, 1847-1918. 
H. Rietschels Leitfaden der heiz- und liiftungstechnik. 8. 





verb. aufl. von prof. dr.-ing. Heinrich Grober ... Mit einem 
—_ liber hygiene von | prof. ar. med. J. Biirgers .. Mit 
26 und den h I-. 


Berlin, J. Springer, 1928. 


xv, 319, (1) p. incl. Mtius., tables, dingrs. x fold. tab. 279". 
Cover-tifie: Heiz- und Ifftungstechnik. 

The 10 folded tables (“Hilfstafeln”) in eit. 2 

“He Mteratur ptum vierten abschnitte,”: p. 162. 


Bibliographical foot-notes. 
1. ge 2. Ventilation. 3. Sanitation, Housebold. 
Getnrich, 1 ed. um. BOrgers, Joseph. ui. Title: Hels ued tae tat: 
20-12288 


Library of Congress ‘THT222.R5 1928 
Copyright A—Foreign 2085 


Rietschel, Hermann Imanuel, 1847-1918. 

H. Rietschels Leitfaden der heiz- und léftungstechnik. 9. 
verb. aufl. von prof. dr.-ing. Heinrich Gréber ... Mit einem 
pyre = ba ng Ae F novel dr. med. J. Bargers . . Mit 

20 in und den hilfstafeln 1-vn. 





Bertin, J. Springer, 1930. 
=. ry -y ae tables, diagrs. vi fold. tab. 27)”. 
eeeb cue cee ie 


vierten abschnitte,”: p. 158. 


1. Heat: 2 gre 3. Sanitation, Housebold. 1 Grober, 
— 160- ed. u. *Burgers, Joseph, 1881- m1, Title: Hei» 
31-3814 
Library of TH7222.R5 1980 
Copyright A— he 9410 an 





Rietschel, Hermann Imanuel, 1847-1918, 
H. Rietschels Leitfaden der heiz- und yey 10. 
verb. aufl., von prof. dr.- =< Heinrich Grober .. . mit einem 
und einem h 





sbechniss 
von dr. F. Bradtke ... mit 284 textabbildungen, 18 Seahlontatale 
und den hilfstafeln 1-vu. Berlin, J. Springer, 1984. 


xii, 204 p. illus., vir fold. tab. (im pocket) diagra, 273". 

Heating. 2. Ventilation. 3. Ladite fn Household. Grider, 
Heloriche 1880- ed. son, 1884— mm. Tite: Talt. 
=e der heiz- und Tottengutechalé, 1. "Title: Helz- und Ifftungstech- 

35-671 
Library of Congress THT222 RS 1084 
Copyright A—Foreign 26125 
res ar 


Rietschel, Hermann Imanuel, 1847-1918. 

H. Rietschels Leitfaden der heiz- und liiftungstechnik. 11., 
verb. aufl., von prof. dr.-ing Heinrich Gréber ... Mit einem 
meteorologisch-klimatischen und einem hygienischen abschnitt 
von dr. habil. F. Bradtke ... Mit 269 textabbildungen, 17 
zahlentafeln und den hilfstafeln 1-vu. Berlin, J. Springer, 


1938. 

x, 282p. {lus., vir fold, tab. (in pocket) diagra. 28°. 

1. Heating. 2. Ventilation. 3. Sanitation, Household 1. Grober, 
Heinrich, 1880- ed. ut. Bradtke, Franz, 1884- 

8234208 

Library of Congress THT222.R5 1938 

Copyright A-—-Foreign 43380 
12) 697 


Rietschel, Hermann Imanuel, 1847-1918. 

Traité théorique ct pratique de chauffage ct de ventilation; 
guide pour le caleul et létablissement des projets et installa- 
tions de cb et de a Tusage des ingénicurs, 
constructeurs, architectes, entrepreneurs, etc., par le dr. H. 
Rietschel, Reva et mis & jour par le prof. dr. ing. Heinrich 
(iréber ... augmenté d'une partie sur Vhygiéne = le prof. dr. 
med. J. Biirgers .. . traduit sur la éditi 
par Ad. Jouve ... avec 299 figures et 20 tables eunilenes dans 
le texte. 7 tables numé riques auxiliaires hors texte. Paris et 
Lidge. Ch. Béranger, 1932, 

i, 349, (1) p. Mlus., 7 fold. tab. y-! Eval diagrs, 271°" 
med on next card) 
C 32-346 








Rietschel, Hermann Imanuel, 1847-1918. — Traité 
et pratique de chauffage et de ventilation 
(Card 2) 


“Ll ‘importance bygiénique du chauffage et de la ventilation, par 
J. Biirgers”: p. oe 


“Bi he’ 
Bibiiogrnphiest AA, notes 


1982. 


feating. 2. Ventilation. 
ph, 1881 


1 Griber, Heinrich, 1880- ed. 
u ‘purgern Joseph, 1) tr. 


1 
ut. Jouve, Adolphe, 1876- 

AC 82-346 
Printed by L. C. 


Title from N.Y. Pub. Tiber 


2) 


Rietschel, Siegfried, 1871-1912. 

Das burggrafenamt und die hohe gerichtsbarkeit in den deut 
shen bischofsstiidten wiihrend des friiheren mittelalters, von 
dr. Siegfried Rietschel ... Leipzig, Veit & comp., 1905, 


xi, 344 pp. 2B". (Added tp. Untersuchungen aur geachichte der 
dentschen «tadtverfassung, von de. Shegfried Kietachel, 1. bel.) 


1. Local government—Germany 1. Title. 
6-23738 
Library of Congres a SAAT SIC 
a3, 


Rletschel, Siegfried. 


. Die civitas auf deutschem boden bis zum ausgange 
der Karolingerzeit. Ein beitrag zur geschichte der deut- 


schen stadt. Von Dr. jur. Siegiried Rietschel. Leipzig, 

Veit & comp, 1894. 

PR p. 23. (Ausgewahite doktordissertationen cer Leipziger juristen- 
ultat 


Inang. <li. — Leipz: 


“ Verzeichn' 7: 1 Viteratur”: p. ,7)-14. 


Library of Congres, no, 








eorerr 


Rietschel, Siegfried, 1871- 
Markt und stadt in ihrem rechtlichen verhiltnis; ein bei- 
trag zur geechichte der deutschen stadtverfassung; von dr. 


Siegfried Rietschel ... 
vill, 233 pp Sa. 


Leipzig, Veit & comp., 1897. 


at Municipal government—Germany—Hil«t 2. Murkets — Germany— 
ist, 

G-2104 
(JBSS24. R55 


n38b1, 


Library of Congress 


Rietschel, Siegfried, 1871-1912. 

Das recht am eigenen bilde. Von dr. Siegfried Rietschel ... 
Tiibingen und Leipzig, Mohr, 1903. 

1p.l,p. 23. 


“Die voriiegende abhandi: wurde @uch im ‘Archiv ffir die civilt 
stische praxis’ sum abdruck cht.” —Prelim. leaf. 


1, Photography—Law. 2. Caricature—Germany. 1 Title. 





83-80087 
Library of Congress 2) 
Rietsema, Izaiik. 
Beechrijving en a agg & van in Nederland voorko- 
mende k H. Veenman & zonen, 
1928. 


241, (1) p. illus, 8 fold. diagr. 244. 


Ney onl ‘ageningen 
adpleegde tatereteer”: p. 220-233. 


1, Cherry — Varieties, 2. Fruit— Netherlands. (2. Netherlands — 
H 


Agr 28-1074 
Agriculture 98R442 
2 


Library, U. 8. Dept. of 


Rietstap, Johannes Baptist, 1828-1891. 

Amerika. De jongste zee- en landreizen in dat wereld- 
deel ; aan het volk verhaald door J. B. Rietstap. Leiden, 
Van den Heuvell & Van Santen ;187-1, 

4.1, 2,18 p. col. fromt. 24)". 

Parts 2-3 are apparently based on’ Friedrich Gerstiicker’s “Neue reisen 
durch die Vereinigten Staaten, Mexico, “area Westindien und Vene- 
zuela.” with numerous changes and addition: 

Contents.—Reizen van Dr. E. K. Kane, naar de Noor: yoora gewesten — 
joan A in de Vereenigde Staten en Canada—Reizen in Midden- en Zuid- 

merika 


1 America—Dese 1. Kane, Elisha Kent, 1820-1857. 11. Ger- 
sticker, Friedrich Withelon "Christian, 1816-1872 


15-7721 
Library of Congress E27. RS6 


Rietstap, Johannes Baptist, 1828-1891. 

Armoiries des familles contenues dans |’Armorial général 
de J. B. Rieststap ,!, pub. par I"Institut héraldique universel. 
Paris, Institut héraldique universel, 1903-26. 

Ov. coats of arma 81j*. 

Atlas to Rietstap’s “Armorial général”. 

My Sgt FD o Peaneen Oe goeeas ) général 


B. Riet- 
stap, par V. Rolland; . par H. ¥. Rolland, with td, & Haye 
M. Nijhoff, 1921-26. 


Heraldry. 1 Institet pe universel. i n. Rolland, 
victor, 1843-1912. m. Rolland, Henri, 1887- 1. 
27-854 
Library of Congress CR1170.R55 
#041, 


Rietstap, Johannes Baptist, 1828-1891. 

Armoiries des familles contenues dans |'Armorial général de 
J.B. Rietstap, publiées par l'Institut héraldique universel. La 
Maye, M. Nijhoff ,19—,-38. 

6v.in3 coatsofarms. 32”. 

tty Plosches de Tarasertal gloéeal ée 3 -R. Rietstap, 
par H. V. i. ¢. Henri et Victor, Rolland. 

Vola. os ‘have imprint date, 1988. 


1. Heraldry. 1 Inacitut ~—<y universel, Paria u. Rolland, 
Vietor, 1843-1912. mt. Rolland, Henri, 1887- iv. Title. 
41-288) 
Library of Congress CR1IITO. BM 
2 op 608 


CATALOG OF PRINTED CARDS 


Rietstap, Johannes Baptist, 1825-1891. 

Armorial général, contenant la description des armoiries des 
familles nobles et patriciennes de l'Europe; = d@un dic- 
tionnaire des “eo du blason, par J. B. Riestap ... Gouda, 
G. B. van Goor, 186 


vi, xxiv, (25)-1171 p. plates. 239°. 


1. Heraldry. 1 Tithe. 


10—1500 
Library of Congress CR1179.R" 
(038b1, 
es Johannes Baptist, —— 
or "un Dictionnaire des termes 


du blason ; oo & refondue et sugm. 
Gouda, G. i for J Map 3. - 


2v. TpL 26. 
Vol. 1: A-K; v, 2: L-Z. 
Supplément. Appendice. 


1. Heraldry—Dictionaries. 1 Title. 


F-11065 
Library of Congress CR1170.R52 
aon, 
Johannes Baptist, 1828-1891. 


Armorial général de J. B. Rietstap. 
cf. ¢. Victor et Henri, Rolland . eg 
2 ¥. Iilus. (incl. ports. coats of arms) fold. gemeal. tab. 254°. 
“Fascieules 1-x11 par Victor Roll it Henri Rolland” 


land, xm 
Nyy rt ra, A Parte de 1004-1014; le 
on 7 yo pe fasctcules 


1. Heraldry. 1 Rolland, Victor, 1848-1912. om Rolland, Heart, 
1887- m1. Title. 
281608 
Library of Congress CR11T9.R52 Suppl. 


186c1, 


Rietstap, Johannes Baptist, 1828-1891. 
Armorial général, précédé d'un dictionnaire des termes du 


2. vm pl. (conte of arms) 24". 
Conrurrs—1. A-K.—t. L-Z. Supplément. Appendice. 


85-16211 
Library of Congress CRIIT0.RS2 1984 
3 929.608 
Rietstap, Johannes Baptist, 1628-1891. 
van Nederland en 





zijne kolonién, door J. B. Rietstap. etd y B. Wolters, 
1892. 





1. Netheriands—Descr. & trav.—G 2 Oot 
onies. 
D386 
Library of Congress DJ14. RS 
a28el, 


Rietstap, Johannes Baptist, 1824-1491. 
Wapenboek van den Nederlandschen adel met logische 
en heraldische aanteekeningen, door J. B. Rietstap .. Gro- 
ningen, J. B. Wolters, 1883-87. 
2 ¥. 105 col. pl. (coats of arms) 46°. 





1. Netherlands — Nobility. 2. Netheriands—‘Geneal. 3. Heraldry— 
‘etberiands. 


2-205T2 
Library of Congress S817. R6 
e38b1, 


105 


Rietz 
Rietti, Dardo A 1897- 
El sindicalismo y el poder jurisdiccional ... Cérdoba, 
Talleres grificos Cubes Madueto, 1928. 
S52p.21. 24". 


“Monografia Preseotada para optar a la supleacia de legisiaciéo indus- 
trial y obrera eo la Facultad de derecho y y clencias sociales.” 
antecedentes argentinos” : p. /130,-848. 


1. Syndicaliem. o kane en ok Be 3. Labor laws and 
legisiation—Argentine republic. 


41-94102 
Library of Congress 2; 
Rietz, Arnold, 1899- 
lands staatsanleihen nach dep kriege ... von Arnold 


ua \Wiirzburg, K. Triltsch, 1982, 
98 p11. dingr, 229°. 
Inaug.-diss.—Berlin. 
“Literaturvergeichnis™: p. 89-00. 


1. Debts, Publie—Gt. Brit. 2. Finance—Gt. Brit. 1 Title. 
Library of Congress HJs627.R5S 1082 
2) 336 30042 


Rietz, Arnold, 1899- 
Englands staatsanleihen nach dem kriege, von dr. Arnold 
= Berlin, Berliner kommissionsbuchhandlung g. m. b. h., 


98 p diagr. 23°. (On verso of cover: Forechungen sur interna- 
tlonsien finans. und bankgeschichte ... ba. 2) 


Issued also as author's inaugural-dissertation, Berlin. 
“Literaturversetchnis” : p. 89-90. 


1. Debts, Public—Gt. Brit. 2 Finance—Gt. Brit. 1. Title. 
Library of Congress Hyee27.RS 19826 


Copyright A—Foreign 18886 
2 336.30042 
Rietz, Axel Einar 
eee 
Rietz, Einar, 1891- 





86-23500 
Library of Congress 
Rieiz, Edward, 19:1- 
in the ion of di-threonic and di 
erythronic acids . =f * Edward Rietz .. yy tee t 
6p. 2)x 20". 


Part if thesis ( —University of Chicago, 
<Private od ae ahetriauaes tp thn Uaivesekty ef Chteage whverien, 
inols.” 


ge en ROS ER Sees S~ 
" 


1, Threonte acid. 2. Brythronic acid. 





41-6770 
Library of Congress QDS.A2R56 1940 
Univ. of Chicago Libr. 
—_ Copy 2. 2 MTT 
Rietz, Einar, 1891- 


Sterblichkeit und todesursachen in den kinderjahren; eine 
in den vier gréesten stidten 
Schwedens, von Einar Rietz. Uppsala, ‘Almaviat & Wikselis 
boktryckeri-s.-b., 1980. 








Rietz, Einar, 1891- 
Sterblichkei di hen in den kinderjahren ; eine 
sozialhygienische untersuchung in den vier stiidten 
Sch von a Rietz ... Uppsala, Almqvist & Wiksells 
boktryekeri-a.-b., 1 
175 p. ae. tables, ll 249°. (Acta pediatrica. vol. rx, supple 
‘estum mI 





The thesis, Karolinska medico-kirurgieka institutet. Stock- 


“Literaturverseichnis”: p. 167-175. 


L erg = Childrea—Mortality. 3. Deatb—Causes. 
4. Sweden— Statistics. 
(Full name: Axel Einar Riets, 


AC 34-676 Revised 


oe } 
B72, 614.13300485 


Jobe Crerar library 
for Library of Congress 


Rietz, Henry Lewis, 1875- 

College algebra, by H. L. Rietz ... and A. R. Crathorne ... 
New York, H. Holt and company, 1909. 

sip. 11, 2601p diagrs. 21%. 


1. Algebra. 1. Crathorne, Arthur Robert, 1873- joint author. 
9 —-1625 
Library of Congress 


Copyright A 243620 


QALS2. RS 
33jr 


Rietz, Henry Lewis, 1875- 

College algebra, by H. L. Rietz ... and A. R. Crathorne .. 
Rev. ed. New York, H. Holt and company ,*1919, 

stip, 11, 28p. diagrs 20)”. 


1. Algebra. t Crathorne, Arthur Robert, 1873- Joint author. 
19-11955, 
Library of Congress QAIS2.R5 1919 
Copyright A 530298 A381, 


Rietz, Henry Lewis, 1875— 
College algebra, by H. L. Rietz ... and A. R. Crathorne ... 
Sded. New York, H. Holt and company “1929, 


2p. 1, itt-al J 11,273 p. diagra 20°. (Holf-title: American 
mathematical a 


1. Algebra. 1. Crathorne, Arthur Rovert, 1873- Joint author. 


29— 11030 
Library of Congress QAR 1929 
—~- ——— Copy 2. 


Copyright A 00m 40nl, 


Rietz, Henry Lewis, 1875- 


College algebra, by H. L. Rietz ... and A. R. Crathorne . 





‘thed. New York, I. Holt and company ' 
av, i) p. 1b. 2p agree, 2". ( Hal/-title: American mathematl- 
en) series | EB. J. Townsend, srnoral editor) 


“Anewers to add nanbered exercises and problewa’: po 27-2 


1. Algebra. 1. Crathorne, Arthur Robert, 1x73 Julot nuther 
be tie] 
Library of Congress QAI 19an 
——- Copy 2. 
Copyright A Lacs eld, wae 


Rietz, Henry Lewis, 1875- 

. Correlation of efficiency in mathematics and efficiency in 
other subjects. A statistical study, by IL. L. Rietz, ru. o., ‘and 
Imogene Shade, a. v. .... Urbana-Champaign, University press 
11908, 

2p. 21". 
mo. 1) 
On cover: University of Ilinotx bulletin, vol. vt, no. 10. 


(University of Mlinolx. The university studies, vol. mt, 


1. Ability. 2. Mathematics—Study and teaching. 3. Language avd 
Innguages” 1. Shade, Imogene, joint author. 


10 20806 
AS36153 vol. 3, 00.1 
BF323 F2R5 
@221, 


‘Library of Congress 
~— —— Copy 2. 


LIBRARY OF CONGRESS 


Rietz, Henry Lewis, 1875- 

Degree of resemblance of parents and offspring with 
respect to birth as twins for re Batered 8 Shropshire ‘sheep. 
By H. L. Rietz ... and Elmer Roberts .. 


(In U.S. Dept. of oo 


Journal of agen y research. vol 
TV, no. 6, p. 479-510 incl. tables. 5 15) 


Washington, 19. 


1. Sheep. 2 Stock and stock-breeding 
ity t. Roberts, Elmer, joint author. 


tl, 2. Sheep—Breeding: 3. He- 


Agr 15-1271 Revised 


Library, U.S Dept. of Agriculture LAg84) vel. 4 


Rietzs, Henry Lewis, 1875- 
An exposition of the Illinois syllabus on algebra for 
secondary schools. 


Ca Bottenet education association of the United States. Journal of 
P addresses, 1909. p. 511-514) 


1. Algebra—Outlines, syllabi, ete—iHigh schools; 2. Algebra— Study 
and, teaching—|llinois) 


E 10-689 


Library, U.S. Bur. of Education 


Rietz, Henry Lewis, 147)- 

Handbook of mathematical » 
in-chief, H.C. Carver, A. RC 
Glover, EF. V. Huntington, 1: Kelley, Warren M. 
Versons, Allyn A. Young, member. — .he Committee on the 
mathematical analysis of statistics of tae Division of physical 
sciences of the National research council. Boston, New York 
yete., Houghton Mifflin company (1924, 

vil, 221 p. diagrs. 22). 

Bibliography : p. 195-208. 


1, Statiaties. 


. L, Rietz, editor- 
«» Crum, James W. 





1. National research council. Division of physical 


24— 18460 
Library of Congress HAD RA 
41q2, 
Rietz, Henry Lewis, 1875- 
Intermeaiate algebra, by H. L. Rietz .. A. R. Crathorne .. 


and L. J. Adams... New York, H. Holt and company (1942, 
vill, 248 p. dingrs. 22". 
“An adaptation of Introductory college algebra, by Riets and Cra- 
“Answers to od<, numbered problems” : p. 223-244. 


1. Algebra. ane, goes OS Robert, 1873- author. 
mu. Adams, Tovteny i ig author, tt. Bets, ‘Beary 
Lewis, 1875- Introductory college am X, ty. Title. 
42-14441 
Library of Congress QA152. R52 
oh 512 


Rietz, Henry Lewis, 1875- 
Introductory college algebra, by HI. L. Rietz ... and A, R. 
Crathorne ... New York, H. Holt and company ,*1923, 
x, 273 p. diagre 20°. (Half-title: American mathematical series) 
“A special edition of the authors’ College algebra.” —Pref. 


1. Algebra.  Cratborne, Arthur Robert, 1873- Joint author. 
23—-12208 
Library of Congress QAIS2.R5 1023 
Copyright A 752731 12401, 


Rietz, Henry Lewis, 1875- 

Introductory college es J Rev. By H. L. Rietz 
and A. R. Crathorne ... New York, H. hat “and company 
"1943, 

xi, 1). 9M, Bp. dingra 204" 

“Anawers to odd numbered exerciaes and problems” 23 p. at end. 


1. Algebras. 1. Crathorne, Arthur Robert, 1873- Joint author 
332273 
Library of Congress Qare Rn 198 
Copyright A TOS nt m2 


106 





Rietz, Henry Lewis, 1875- 

Mathematical statistics, by Henry Lewis Rietz ... Chi 
cago, IIl., Pub, for the Mathematical association of America by 
the Open court publishing company ,‘1927, 


- . 181 p diagrs. 19{*. (The Carus nuwthematical menographs. 
No. 3) 
Notes”: p. 178-177 


1. Mathematics, 2. Statistics. i. Title 
27-1880 
Library of Congress QALTE.RS 
Azke, 


Rietz, Henry Lewis, 1875- 
Mathematics of finance, by H. L. Rietz 
J. Chas. Rietz 





A. RB. Crathorne 
New York, H. Holt and company 





xi, 280 p. 
matical! series) 


incl. tables, diagrs, 20° ( Half-tithe: American mathe 


1 maa ~Problems, ex poy ete. 2. Business. 3, Arithmetic, 
Commercial 


ithorue, bur Robert, 1873- Joint author. 
tt, Rietz, J, Charles, Jolot coe. — Title. 
21— 16062 
Library of Congress HFS491 RS 
oS 
Copyright A @27024 Alr40m2, 


Rietz, Henry Lewis, 1875- 
Mathematics of finance, by H. L. Rietz ... A. R. Crathoen 
-. and J. Chas. Rietz ... Rev. ed. New York, H. Holt au. 
company ,°1932, 
xv, 346 p tock. tables, diagrs. 20°. 


(Half-title: American mathe 
matical series) 






1. Mathematics—Problems, exercises, etc 2 Business. 3. Arithme 
tie, 1 Crathorne, Arthur , Joint author. 
™ Riets, J. Charles, joint author. m1. Title. 

32 18864 

Library of Congress HFSOLES 1962 

adigl, 5118 
Rietz, Henry Lewis, 1575- 

On primitive creups of odd order bw Henry Lewis 
Tietz. Baltimere, Me Lord Baltimore press, the Fricd- 
enwald company, 104 
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wer iean journal of mathemates. v. 
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Rietz, Henry Lewis, 1875- 

. On the measurement of correlation, with special ref- 
erence to some characters of Indian corn, by Henry L. 
Rietz and Louie H. Smith. Urbana, IIL, 1910. 


Ap 1. p SN-M BIN. (Universi f IMinois. Agricul he 
periment station. Baltes wo. 18) sadiie . —— 


1. Maize. 1. Smith, Louie Henrie, 1872- joint author 
A 11-2105 
Title som Iinois Univ. Printed by L. C. 
Rietz. Henry Lewis, 1875- 
Plane and spherical tri; by H. L. Riets ... J. F. 
Reilly and’ Roscoe Weods ev. ed. New York, The 
Macmillan company, 1936. 


xi, 168, 72, xili p. incl. tables, diagra. 22". 
cal texts (for colleges) ed. by E. R. Hedrick, 


‘Amawers to odd numbered exercises and problems”: p. t-ix at end. 


iA eertes of mathemati- 





1, Trigonometry. 1. Reilly, John Franklin, 1875- joint anti. 
TL. Woods, 1880- joint author. 
36-8530 
Library of Congress QA581 RSS 
_ Copy 2. 
Copyright A 92901 8, 5145 
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Rietz, Henry Lewis, 1875- 
en a | , by H. L. Rietz ... J. F. Reilly ... and 
New York, The Macmillan company, ‘1935. 
og epee om \A eeries of mathe 
matieai penta, of. by gE. 
“Answers to odd numbered exercises and problems”: p. i-vill at end. 


L. Trigonometry, Plane. 1. Reilly, Joho 2. 1875- Joint 
author. 1. Woods, Roscoe, 1880- Joint a 
85—T402 
Library of Congress QASS8. RSS 
—— —— Copy 2 
Copyright A 82006 130e2, 5145 
Rietz, Henry Lewis, 1875- 


School algebra, rYC~- ou, ty © L. Rietz ... A. B. 
Crathorne ... and E. H. Taylor ... New York, H. Holt and 


company, 1915. 
2v. dingrs. 199%. (Half-titie: American mathematical series, BE. J. 
Townsend, general editor) 


Algebra. 1, Orathorne, Arthur Robert, 1876- author. 
u. ‘Teylor, Bison Homer, 1874: Joint author. “a 


15—16784 
Library of Congress QA152. R58 
Copyright A 410051; 411656 
S711, 


Rietz, Henry Lewis, 1875- 

A statistieal study of some indirect effects of certain 
selections in breeding Indian corn. By U. L. Rietz ... and 
L. HL. Smith . 


(ie U.S. Dept. of ye Journal of agricultural research. vol. 
XI, no, 4, p. 105-146 incl diagrs. 26°". Washington, 1917) 


Contribution from the Ulinors agricultural experiment station (Ill—6) 


1. Maize —i Breeding: 1. Smith, Lome Henrie, 18&72- joint author 
Agr 17-1167 Revised 


Library, U.S. Dept. of Agriculture 1AgM4J vol. 1) 


Rietz, Henry Lewis, 1875- 

Tables for Mathematics of finance, by H. L. Rietz ... A. R. 
J. Chas. Rietz ... Rev. ed. New York, 

H. Holt and company ,*1984, 


i, 4p. 2. 


1, Mathematics—Tables, ete. 1 Orathorne, Arthur Robert, 1878- 
joint author. m. Riets, J. Gbaries, joint author. 


34-18504 Revised 
Library of Congress HFSOOL.RS. 1982 Tables 
— —— Copy 2. 
Copyright A T2464 ir40d2, 5118 


Rietz, Johan Ernst, 1815-1868, ed. 

Scriptores suecici medii evi cultum culturamque respicientes. 
E manuscriptis hucusque ineditis edidit d:r Joh. Ernestus 
Rietz ... Lund, typis Berlingianis, 1842-44. 

Sv. fold. tab, fecsim. 204". 

Vol. 1-11 have also special t.-p. 

Collection of medieval tl Swedish texte tesved in 0 series of scademse 
disserta Land. 
pages and theses o! 
Gregorti A At 

page with date 1843, re by ° 
fe inserted in this cop: 
” euttanet on next card) 


(38b1, 


Rietz, 
Reite; Johan Ernst, 1815-1868, ed. 
medii wvi... 1842-44. (Card 2) 


Contents —1. - Bonaventure Melitetionom vite Christi versio seuca. 
nm. A. ita 8. ‘Uremvtit Armen! 


Scriptores suecici 





um i" a. » 
suger at Clwustrum wotme. in. Henricus de Howie, De vita coene- 
bitlen trectatus, ot Johannes Matthwus, confowor generalia vadete 
x, wel xoreres Monaxtert! varletenensix epixtoln hortativa. rv. Dr. 
Antoninus, archlepixeqms ferentions: Le instructione 
femerum. \ MelHtethnes vite monasterialis cuntum reeulus ordinum 
SS. Hediii et Benedictt. vi. Margareta, abbatl Vadatenensium, 
Chrenicon de 8. Birgitta. vn. Orde regiminis Monnsterii cadstenensis 
fe 1491 dates, vil, Relatls de % Gregorio missam celebrante et in- 
dalgentiix per eum et succetentes jeatifions dati, 


6 Wee 


Library of Congress :38b1, 


CATALOG OF PRINTED CARDS 


Riets, Johan Ernst. 


Skanska skolvisendets historia. Utarbetad i synner- 
het efter otryckta kiillor af Johan Ernst Rietz ... “Lund, 
Berlingska boktryckeriet, 1848. 


9p 1, 655, yp, LL 21. (Added t.-p.: Skdnes historia och beskrif- 
ning 


“Férteckning pi de hufvudsakligaste otryckta <illor”: 7th prelim. leaf. 


1, Education—Sweden—Scania 

6-25951 Revised 
Library of Congress LA908.S6RS 
Riets, Joban Ernst, 1815-1868. 


Svenskt dial ei teatioen, of Stan Wenst Bits . Mal- 
mé, B. A. Cronholm; ete., ete.) 1867 


2v. a. 
Added t.-p.: Ordbok Sfver svenska allmoge-epriket ... Land, N. P. 


, 1867. 
on Sn © he eh oh os a 8p 





82012 
Library of Congress 
Rietz, Raymond Carl, 1901- 
. Kiln design and devel of schedules for 
seed from cones, by Raymond C. Rietz ... Webtagen tea 
Govt. print. off., 1941, 


cover-titie, 70 p. incl illus, tables, diagrs, 237. (U. 8, Dept. of 
agriculture. Technical bulletin no. T78) 


Contribution from Forest service. 


1. Kilns. 2 Coniferae—;Seed—Drying, & Seeds. 1. Title. 


Agr 41-800 
” baby tnd vot Congress Ly (821.472 m0 78) 
6) (€80.6178) 
Rietz, Torsten du 
ace 
Du Rietz, Torsten. 
Laat or Concanss Rarexance 
Congress secondary ext‘ien which o Bot appear ss bendings ta Aapesitary eatalags. 
10-00 


ay 


Rietsz, Wilhelmine (Enke) grdfin von Lichtenau 
see 


Lichtenau, Wilhelmine (Enke) grafin von, 1752-1820. 


17-8277 
Library of Congress 


Rietzsch, Arwed i. ¢. Franz Arwed, 1874- 


Uber die thermische und elektrische leitfihigkeit von 
kupfer-phosphor und kupfer-arsen ... Leipzig, J. A. 
Barth, 1 


2D, iho. Mus, diagrs. 23™. 
Inaug -diss —Leipzig. 
Lebensiauf 


1. leat—Conduction. 2 Electric resistance. 


641873 


Library of Congress QCIZ3.RS6 


107 


Rieu 


Rietzsch, Franz Arwed 
see 


Rietzsch, Arwed i.e. Franz Arwed, 1874- 


Rietzech, Franz Ferdinand. 
Bewegung eines schweren punctes auf einigen rota- 
tignsoberfidchen ... Jena, Druck von W. gr 
61, yp diegr. 71". 
Tnayg.-die.—Jena. 
1. Dynamics of « particle. 
Library of Congress QA855 RO 


Riéu, Charloun, 1550- 

... Li cant déu terraire (Les chants du terroir) Edicoun 
coumpléto emé Ia musico. Marsiho, P. Ruat, 1904. 

8v.io1 19". 

Cover-titie. 


Mistral. 
tour  Elséard Rougier. 1900.—-Li darrié cant déu terraire (Les der- 
tere chants du terroir) Avec uve étude sur l'auteur, par J. Véran. 1904. 


1 Songy, Provencat. 2. Provence! poetry, Modern. 1 Tithe. 
22—10075 

U3808. BS 

(391, 


Library of Congress 


Rieu, Emile Victor, 1887- ed. 


A beck of Latte pory free Bante einen b 
sen and annotated London, Methuen & 
co., ltd. (1925, 

viii, 120. 17. 


1. Latin poetry (Selections: Extracts, etc) 


PA6I21.A7RS 
2 


Library of Congress 


Rieu, J. Joussain du 
*see 


Joussain du Rieu, J. 


Rieu, Job du 
see 


Du Rieu, Job 








Rieu, Jules. 
Solution de la grave question séricicole par la repro- 
duction des races poe documents — par M. Jules 





en France depuis 1863 
de deus race anno, Texans lanes Taste & 
cocoons jaunes. Avignon, ie Gros 


fréres, 1865. 








1, Silkworme—France 1 Tithe, 
30-17861 
Library of Congress SFS40.RS 
Rieu, Nelly. 
oan sae, ty Bae Bim, Sete by Ete 
Burns. New York, The Macmillan company, 1930. 


6 p. |, 298 p. tnel. col. front. illus. plates. 19°. 


L Tithe. 
(80-20168 
Library of Congress PTT. R4Re 
——- —— Copy 2. 
Copyright 4 26528 (BAd2, 


Rieu, Willem Nikolaas du 
see 


Du Rieu, Willem Nikolaas. 


Rieu-Vernet, Aubin. 
-Le dans les tranchées ; 
Carrillo .. ‘adrid, Ediciones de ** 


2 p. illus. 197. pesetas 5 


rélogo de E. Géme: 
ive Razon,”’ 1917. 


venti langage Glens, 2. Military > FX science— Dictionaries. 
French wg 5° ie Spanish language—Diction- 
pF nee Le European war, 191 
17-15180 
Library of Congress PC1977.S7RS 
Copyright A—Foreign 14616 


(Rieunier, Adrien Barthélémy Louis Henri, 1883-1918! 
La question de Cochinchine au point de vue des intéréts 
francais, par m. H. Abel :pseud., Paris. ainé, 1864. 
“ep. 2. 


“Réédition de 


la Société des études indochinotses, 1928." 
“Préface 4 la réédition de 1928".(4 p.) inserted 


1. French in Cochin China. 2 Cochin China—Hist. 3. France— 
China, . Tithe. 


‘ochin L 
82-0428 
I ®rary of Congress DSS57.CTRS o.7 
Meterence catu 
Rieupeyroux, Louise d’Alquié de 


Alq, Louise Alquié de Rieusseyroux, known as d’, 18401- 


Library of Congress 


LIBRARY OF CONGRESS 


Rieusseyroux, Louise d’Alquié de 


see 


Alq, Louise Alquié de Rieusseyroux, known as d’, 18401- 


Library of Congres+ 


Rieux, J de, pseud. 


see 
Sonnois, Jules. 


ca 13-1378 Unrev'd 
Library of Congress 


Rieux, Jean Baptiste Eugéne, 1872- 

Tuberculose des organes hématopoiétiques, le sang dans 
la tuberculose, par J. Rieux ... et B. Le Bourdellas ... Avec 
11 figures dans le texte et une planche en couleurs hors texte, 
Paris, G. Doin & c"*, 1933. 


2 p. 1, (7-239 p. tel, ius, plates. col. pl. 
bliothéque de la tuberculose ...) 


214°. 
Bil 


(Half-tttle: 
“Index bibliographique” : p. (ATT-228, 


ConTerts.—Tuberculose des ganglions |ymphatiques.—Tuberculose 
fae ae eee eee osseuse —Le sang et la tuberculose. 








Spleen — 3. Bones— 
Tebersions “ Blood. 5. Tubercelecie-Dibt Le Bourdeliés, 
Bernard, 1888- joint author. uw. Title. 
33-24738 
Library of Congress RC311.1.R63 
Copyright A—Foreign 21499 
8, 616.905 
Rieux, Jean Baptiste Eagine. 
.» La tub latente, prétuberculose, som- 
mets suspects. Avec xt planches hors texte, reproductions 


de radiographies thoraciques. Paris, G. Doin & c'*, 1926. 
xvii, 247, (2); p. xt pl. diagrs. 24%. 
At head of title: J. Rieus ... 


1. Tuberculosis. 


Library of Congress 
Copyright A—Foreign 


27-4208 
C311. RAT 
32512 
2; 


Rieux, Jules de, pseud. 
see 


Sonnois, Jules. 


ca 15-1979 Unrev'd 
Library of Congress 


Rieux, Rodolphe 
see 


Xavier de Fourviéres, Rodolphe “Rieux, 
1853- 





Rievaulx abbey. 

Cartularium abbathie de Rievalle, Ordinis cisterciensis, 
fundate anno wcxxxu. Durham ,Eng., Pub. for the Society 
by Andrews & co.; etc., etc., 1889. 

exiif p., 1 1, 471, 18 p., 1 1. incl. front. pi, map. 23°, 
The publications of the Surtees society . . Lxxxm) 
Edited by J. C. Atkinson. 


Report of the sure soctety for 1888, list of publications, list of 
meinbers, ete.: 18 p., 1 1. at end. 


(Half-title: 


1. Atkinson, John Christopher, 1814-1900, ed. 
C 8 35-31 


Library of Congress Coop. Catg. Serv. DA20.89 vol. 8 


3 (842 0062) 


Rievauly, Aelred of 
see 


Ethelred, Sainte 


Rievel, Heinrich, 1866- 


Handbuch der milchkunde. Von dr. H. Rievel ... 
Hannover, M. & H. Schaper, 1907. 
x, 376 p. illus. 22" 
“Literatur”: p. 356-366. 
1. Milk 
Agr 7-2319 


Library, U. S. Dept. of Agriculture 44R435 


Rievel, Heinrich, 1866- 
Handbuch der milchkunde. Von d’. phil. et med. vet. H. 


Rievel ... 2d., neubearb, aufl. Hannover, M. & H. Schaper, 
1910. 

x, 48p. iNus. 22°. 

“Literatur” : p. 486,-448. 

1. Milk 


Agr 12—-825 
U.S. Dept. of agr. Library 44435 
for Library of Congress 41b1, 


Rievel, Heinrich, 1866- 


Handbuch der milchkunde, von dr. phil. et med. vet. 


H. Rievel ... 3., neubearb. aufl. Hannover, M. & H. Schaper, 
1926. 

mi, 482p,11 tle @ 

“Literatur”: p. ll;-421. 

1. Milk. sen 


Rievel, Heinrich, 1866- 


Die reg ten bee dont 
bei einigen anneliden ... Marburg, 1896. 
67, i». illus, 8 fold pl s2a™. 


I = 
“iciccerrerenchels*: p. 01-06, “Litterater” ot beglaning of exch 


eparat-abdrack aus: “Zetachrift fir wsvensch. soologie” tan bd, 


1 Annelida 2 Regeneration. 





und enddarmes 


Library, U. S. Dept. of 


Agriculture 436Re4 








Riewald, Alfred, ed 
Gewerbesteuer, preussische yerordnung und reichsrah- 
mengesetz, eingeleitet von dr. jur. Alfred Riewald... Halle/S 
Berlin, il des Wi 1933. 





5*, 1) p. 11, 125 p. 164". (Die preussische landesgesetagebang ... 
12) 


1. Industrial laws and legisiation—Prussia. 2. Taxation—Prussia— 
Law. 1 Prussia. Laws, statutes, etc. m. Title. 


34-2517 
Library of Congress 4 


Riewald, Paul, 1888— 
... De imperatorum romanorum cum certis dis et compare- 
tione et aequatione. 


In Halle. Universitit. Dissertationes halenses 
Halle Sazoncm, 1912. 224°". vol. xx. an caer ay 

At heed of title: Paulus Riewald. 

Insued also as the author's thesis, Halle, 1911. 


1. Rome—Religion. 2. Roman emperors. 3, Apotheosts. 


AC 87-1900 
Yale univ. Library 

for Labrary of Congress ay 
Riezler, Erwin, 1873- 

Deutsches urheber- und erfind h 
darstellung von Erwin Riezler .. abt. .. 
und Berlin, J. Schweitzer verlag ‘“ ‘Bellier) 1909 

v. 23. 
“Literatur und bilfsmittel” : v. 1, p. 7-4. 


tanh 


Miinchen 


Eine 





1. Patent laws and legisiation—Germany. 2. Copyright—Germany. 


10—TT25 


Library of Congress T273.T2R4 


rflb1, 


Riezler, Erwin, 1873- 


Das rechtagefthl ; betrachtungen, von 
Erwin Riesler. Minden, bole aes 2. Schweitser, 1921. 
7 8p 2. 


L Tith 
‘35-2978 


1. Law—Philosophy. 2 Paychology, Forensic. 


Library of Congress 2 


Riezler, Kurt, 1882- 


.. Gestalt und gesetz, entwurf einer metaphysik der 
freiheit. Miinchen, Musarion verlag, 1924. 
vill, 649. 244™. 
Corepere —Der grenze—Die gestalt und ihre bewe- 
—Verstand —Die metaphysik der 
Vepgand snd eterna £ Diet das gieichris und das 
1M i . 
letaphysics. 1. Title. 
Library of Congress B3323.R63C3 
Copyright A—Foreign 24858 
a 


Riezler, Kurt, 1882- 
Parmenides, von Kurt Riezler. Frankfurt am Main, V. 
Klostermann ,1984, 


eo ( Added t-p.: Prankfarter stodien sur retigion und kal- 
tur der » « b&y) 


ash! & Seements ent Corman teumstatieon on eqpectto gage (. $9 


1 Parmenides Eleates. 


Title from Univ. of Chi- 


CATALOG OF PRINTED CARDS 


Riezler, Kurt, 1882- 
Traktat vom schénen; zur ontologie der kunst, von Kurt 
Riezler. Frankfurt am Main, V. Klostermann, 1935. 


227 p. 23". (Added t-p.: Philosophische abbandiangen. bd. m) 


1. Art—Philosophy. 2. Esthetics. 1 Title. 


38-16410 


Library of Congress NGS.RS 


3 701 


Riezler, Kurt, 1882- 
Uber finanzen und ten Uri 


Riezler 


Riezler, Sigmund, ritter von, 1843-1927. 


des 90. geburtstages Seiner Kéniglichen Hoheit i 
regenten Luitpold gehalten in der Offentlichen sit K. 
Akademie der wissenschaften am 8. mirz, 1911 von 
v. Riezler ... Miinchen, K. B. Akademie der 
in kommission des G. Franz’echen verlags (J. Roth) 1911. 

3p. 24. 

agri t p 40-43. 


Art patronage. 2 Wittelsbach, House 3. Laitpoid Kari Joseph 
wihan Ludwig, prince regent of Bavaria, nites. 1. Tithe. 
11—28061 
Library of Congress N8390.W5RS 
a30c1) 


Riesler, Walter, 1878- 





tur theorie und gesbichte ct antiken wadteiiacha 





von Kurt Riezler ... Berlin, Puttk 
1907. 

Bp mw 

“Von der Philosophischen fakultét der Universitit Minchen gekrénte 
preisschrift.” 

Published, in part, under title: Das zweite buch dot poundoarisgctel 

6konomik, as the author's maugural fowe. Munich, 1906. 

Jahreqwerzeichnis der an den ‘Gounden os itaten erschienenen schrif- 
ten, vol. xxt, I! 48 


1. Finance — Greece. 2. Monopolies — Greece. 3. Economics — Hist. — 
Greece. 


816436 


Library of Congress HJ217 R6 


Riezler, Sigmund, ritter von, 1843-1927, ed. 
Akten zur geschichte des bairischen bauernau’ 
1705/06, hrag. von Sigmund Riezler und Karl v. Wallmenich 
Miinchen, Verlag der Kéniglich bayerischen akademie der 
wissenschaften, 1912-15. 


3 v. in 2, 204". (Abbandlungen der KSnigiich bayerischen akademie 
der P und historische kiasse. 
xxvi. bd. 4, 6. abh.; xxrm. bd. 1. adh.) 





“Literatorverzeichnis” : t. 1, p. xvil-xx 
ntry Ps 2. Bavaria— History 1. Wallmenich, 
Keri von, oy — Title. 
AC33-3187 


Title from Cornell Univ. 
Library of Congress {A8182.M817) 


2 
ea 


Riezler, Sigmund, ritter von, 1843-1927. 


ften, 1909. 
Op. 2. egietnn ce ES rahe ante 





der F 
Jabrg. 1908, 2. abb.) 
Bibliographica! foot-notes. 


1, Maman, Gongeaghtent—Davate. fa en Songaghitent—Suatte, 


8. German language—Etymology— 
ACS4242 
Title from Johns Hopkins Univ. 
Library of Congress [A5182.M828 1908, abb. 2) 
2 


Riezler, Sigmund, ritter von, 1843- 
Geschichte Baierns. Von Sigmund Riezler .. 
Gotha, F. A. Perthes, 1878- 











fold. geneal. tables. 21*. (46tes Seas Geschichte der euro 
pllschen staaten Hireg. von A. H. L. . F. A. Ukert and W. ¥. 
Glesebrecht ) 
Raed tp. wanting tv . 2 and 8. 
Verseichnis der in gekiireter form citierten queilen, archive and 
L iP i; ¥. 3, p axyy 
‘ols. 5- have at head of added tp: Allgemetoe 
ra von K. Lamoprecht. Gcechiches aor curephiocies 
|. bd. Bie 1180. 18782. bd. Bis 1947. 1880. 
Von 1507 ts inte oe Vou 1908 bis 1587. 1 . bd. Von 
15987 — qo = =* und kultur, Von 1608-1651 1908. 
varia— 
SWT3S 
Library of Congress DD801.B3SRS 
(026d), 


Riezler, Sigmund, ritter von, 1843-1927. 

... Herzog Sigmund und die Miinchener Frauenkirche, von 
Sigmund Riezler ... Miinchen, Verlag der Kéniglich bayeri- 
sehen akademie der wi haften, 1910. 





16 =. gy eB -- -- F 
jahrg 1910, 9. abb.) 


Bibliographica! foot-notes. 
1. Sigmund, duke of Bavarta-Munich, 1439-1501. 2 Munich Freven- 
Kirche. 1 Title 
AC 96-4851 
‘Title from Johns Pot 
Library of Congres: { 82.MS23 1910, abb. 0) 
a (08s) 


109 


en, von Walter Riezler. Berlin und Zarich, Atlantis 
verlag *1986, 
817, 1) Pp Mas. (music) porta. 20". 


“Verseichnis der wichtigsten 
wichtigsten 


werke”: p. 908-818. “Verseichnis der 
DOcher Ober Beethoven”: » %14-817. 


1. Beethoven, Ladwig van, 1770-1827. 


‘87-10882 
Library of Congress MILA10. B4R45 
Copyright A—Foreign eee 
a oars 
Riesier, Walter, all 
by Wilhelm 2. oe 





Md py oy any ay D. H. Pideock. 
M. C. Forrester, 1938. 
312 p. (us. (music) ports. 22)”. 


‘Chronologica! list of the more important works”: p. 208-296. Bibli- 
ography : p. 290-802. 


1. Beeghoven, Ludwig van, 1770-1827. 1 Pidcock, George Douglas 
= «6 


MLA10.B4AR452 10888 
2 e718 


Library of Congress 


Riezler, Walter, 1878- 

... Beethoven; with an introduction by Wilhelm Furtwiin- 
gler; translated from the German by G. D. H. Pideock. New 
York, E. P. Dutton & company, inc., 1938. 

312 p. ius. (music) ports. 224™. 


Saeed Gree ee 
“hronologica) list of the more !mportant works”: p. 206-298. Bibil- 
ography : p. 


2. Semana, Lately com, SDA. L Pideock, George Douglas 


Henzel, 1886- 
89-15088 
Library of Congress MIA10.B4R452 
o oars 
Riezler, Walter, 1676- ed. 


Byeher der form 
see 


Bucher der form. 


, 29”. 
werkbundes brag. 


2B 20048 
Library of Congress NK9G1.BS 
Copyright A—Foreign BslN 
o~ 








Riezler 


Riesler, Walter. 


Hans Pfitzner und die deutsche biihne, von dr. Walter 
Riezler ..._ Miinchen, R. Piper & co., 1917. 


72 p front. (port.) 227. 


1. Pfitaner, Hans Erich, 1869- 


23-677 
Library of Congress ML410.P32R4 
Riesler, Walter. 
Die kulturarbeit des Deutschen von dr. Walter 


werkbundes, 
Riesler ... Miinchen, F. Bruckmann, a. g., 1916. 


0 . (Added t. fb Cees ne Sen: Gectarte end 


mes ee 2. Germany—Civilization. 3. Deutscher werk- 
‘27-15406 
Library of Congress pews nbft.7 
2 

Riesler, Walter, 1878— 

Weisagrundige attische hen, nach Adolf Furtwiingler’s 
— bearb. von Walter , mit beitrigen von Rudolf 

1; hrag. mit unterstiitzung der Thereianos-stiftung der 

Konigiich Sagertashen akademie der wissenschaften .. in. 
chen, F. Bruckmann a.-g., 1914. 

ay. itt, 08 (4 0 8) vi oe rie. a i 
niin od ¢. Vorwort. 

Conrarrs.—4. bd. Text —a bd 

1 _Lecythi. 1 Purtwingier. 1888-1907. wu. Hackl, Rodolf. 
mm. K. Akademie der wissenschaften, Munich. iftung. rv. 
Title. v. Title: Attioche lekythen. 

14—T2 
Library of Congress NK4@80.L5R5 
r4le1, 

Riesler, Wolfgang. 


Einfthrang in die beraphysit, von dr. dr. habil. Wolfgang 
Riealer. Leipzig, Bibliographisches institut ag. ,1987, 
188 p. Giagre. 20)". (Heilf-titie: when ttiy a al 6) 


1 Atoms 1 Tith. Title: Kernphysik. 
31-81407 
Library of Congress QCIT3. Re 
Copyright A—Foreign 36108 
a wa 


Rif, Jose la y Sacanell, 
marqués del 


Sanjur jo y Sacanell, José, marques del 
Rif, 1872- 


Rifaat, Mohammed Ali, 1909- , 
The monetary system of Egypt; an inquiry into its history 
and warkiog, by Mohemmed Al Rifeat _. London, 
G. & Unwin itd. ,1985, 

208 p., 11 incl. tables, 21%. 


1. Currency question—Egypt. 2 Banke and benking—Egypt 
1 Tithe. 


‘36-11833 
Library of Congress 


LIBRARY OF CONGRESS 


(Rifet, M M 1 
A id inst English h 

dates: 1882°1914. Egypt and Belgium. 

cover-title, 16 p. incl. port. 18)™. 

“Introduction” signed: Dr. M. M. Rifat. 





1, Egypt—Pol. & govt.—1aa2- 1. Tithe. 
1$-22742 

Library of Congress DT107.RS 
Rifat, M M. 

Die knechtung Agyptens, belastende dokumente fiir 
englische henchelei, von dr. M. M. Rifat . Berlin, 
K. Curtins, 1915. 

Mp. incl. port. 22. 

1. Feypt—Pol. & govt.—1882- 1. Title. 

22-1830 

Library of Congress DT107.R45 


Rifat, Samih. 

Sarkin masal analari ,yazan, Samih Rifat. 2 bes. istan- 
bul, Deviet matbaasi, 1930. 

1p.l.3 ap 2. 


1 Title. 


Library of Congress 


Rife, Clarence W 

Norman W. Kittson, o Gertenter ot Penhien. 

(In Minnesota history. Saint Paul, 1925. 22)". ¥. 6, p. 225-252) 
Bigned Clarence W. Rife. 


1. Kittson, Norman Wolfred, 1814-1888. 2. Fur trade—Minpesota. 
a 81-72 Unrev'd 

FOO1.M72 vol.6 

a 


Library of Congress 


Rife, David Cecil. 

Studies in human inheritance vi. A genetic refutation of 
the principles of “behavioristic” psychology, by David C. 
Rife and Laurence H. Snyder ... Baltimore, Md., The Johns 
Hopkins press, 1931. 

cover-title, p. ,547,-059. illus. 247%. (Contribution from the Depart- 
ment of toolugy and entomology of the Oblo state university no. 104, 

“Reprint from Human biology, :¥. 3, no. 4, December, 1931." 


1. Behav! ‘sychology) 1. Snyder, Laurence Hasbrouck, 
1901- joint author. 1. Title. 
A 32-3001 
Title from Ohio State U 
Ldbrary of Congress {QL1.083 no. 108) 
3 


Rife, George Washington, 1857-1928. 

John and Mary J. Rife of Greene county, Ohio, their an- 
cestors and descendants, by Geo. W. Rife. 3d ed. rev. by 
J. Merle Rife. Richmond, Ind., J. M. Rife, 1935. 

Spl, 42, & p Mus (porte) 2. 

Ruled peges for “Addenda” (;3, at end) 


1, Rife one. 
Merle, 1 


2. Rife family (John Rife, 1882-1809) 
Joba ed. 


35-82270 
Library of Congress C8TLRS6T 1935 


2 
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L Rife, 


= John Merle, 1895- 

A beginning Greek book based on the Gospel according to 
Mark, by J. Merle Rife. New Concord, O. (Mimeographed by 
Lawrence letter service, 1941. 


*, 119 numb, 1. 28x23". 


1. Greek language, Biblical—Grawmar. 1 Tithe. 
41-11929 
Library of Congress PASIT.RS 
2 487 38242 
Rife, John Merle, 1895- 
ai The mechanics of translation Greek ... by John Merle 
le 


(Leipzig, Printed by Offizin Haag-Drugulin ag., 
1933, 
Ipt.op 2. 
Part of thesis (pa. p.)—University of Chicago, 1 
can Raining J = distributed by the University of a Ubraries, 


“Reprinted from Journal of Biblical literature and exegesis, vol. ur. 
Bo. rv, 1983." 


ene ne 2 Greek language 1 Title. 1m. Tithe: Translation 





34-10215 
Library of Congress PA20719R5 1931 
Univ. of Chicago Libr. 
—_— Copy 2. 2, 418 
Rife, Lee Erasmus, 1878- 


A record of the ancestors and descendants of Erasmus Jones 
and his wife Mary Sellers Jones, compiled by Lee Erasmus 
Rife... Philadelphia, Pa., 1936. 


a* L, 36 (4. ¢. 40) numb. 1 ius. (coat of arms) fold. geneal. tab. 
Mimeographed. 
Contains also the Thomas and Sellers families. 


1. Jones family (Erasmus Jones, 1760-1850) 2. Thomas family. 
8 Sellers family. 


88-14737 


Library of Congress CSTLIT6 1086 


3) 


Rife hydraulic engine manufacturing co., New York. 
Rife hydraulic ram for the water supply of towns, vil- 
lages, mansions, estates, cot , farm houses, railr 
tanks, irrigation. New York, Rife hydraulic engine 
mfg. co., “1915. 


28 p. illus. (incl. plan) 23" 


1. Hydraulic rams 1. Title. 


18-10416 
Library of Congress 


Copyright A 396978 


TJ9OS.RS 


Rifenbark, Duane. 


Poems by, Duane Rifenbark. 
(1913, 


4 p. 


Boston, R. G. Badger 


19)*. $1.00 


14-337 
Library of Congress 


Copyright A 388868 


PS3535.148P6 1913 


(Rifenberick, Robert B } 

A statement of ‘‘facts’’ concerning the so-called “‘Bar- 
croft appraisal’ of the Detroit united railway lines in 
the city of Detroit. August, 1910. (Detroit? 1910, 

cover-title, 51 p. 274° 


Letter tm the editor of the Engineering-contracting magazine, Chicago, 
with Exhibits Ant 


a Barcroft. Frederick T Report and appraisal of the Detroit united 
railway 2. Detroit united railway. -” . 


13-33810 


Library of Congress HEM91.D6DS5 1910 








XUM 


(Riff, Eugéne Alphonse, 
Histoire de l’ex-corps d’Etat-major, par un ancien 


officier supérieur du corps. Paris, A l’administration du 
Spectateur militaire, 1881. 


Zip. 224" 


At head of title: Publication du Spectateur mibtaire. 
“Ouvrages publiés par des officier$ d’Btat-major” : p. (256)-262. 


i, Reenee Etat-major de V'armée. 1. Le Spectateur militaire. 
mm. Tit 
21-14681 
Library of Congress UB22S.F8RS 
Riffart, August. 
. Versuche mit verdichtungsdiisen (diff ) von dipl.- 





ing. “ August Riffart. Berlin, J. |. Springer, 1922. 
42 p. incl. tilus., diagrs. fold. tables. 27°. (Forschungsarbeiten auf 
dem geblete des ingenieurwesens ... hft. 257) 
“Literatur-nachweis” : p. 42. 
Bibliographical foot-notes. 


POs 


Riffarth, Theodor. 

Priteche, prateche, hoppela; eine buben. 
geschicht' in bild und gedicht, von Theodor 
_— 1. aufl. ... M. Gladbach, A, Riffarth, 

2 p. 1., 30 numb. 1. col. illus 264%, mM. 2.75 

Printed on one side of leaf only. 


9-2801 
© bent. 3935 19097 ee. Oct. 15, 19095 A--Foreign 
ladbach, Germany 349; A. Riffarth, 
Riffaterre, 0. 


Le mouvement antijacobin et antiparisien & Lyon 
et dans le wag * Loire en 1793 (29 mai-15 soit) par 
C. Riffaterre ... Lyon, A. Rey; ete., ete.) 1912. 
me ole i. Oe a ai de l'Université de Lyon. 

wheal 


1, Lyons—Hist. 2 Jacobins. 3. France—Hist—Revolution—1793. 


13-1887 
136b1) 
Library of Congress DCI9S.LORS 
Riffault 
see 


Riffault des Hétres, J. R. De 


Riffault des Hétres, Jean René Denis, 17541-1826. 
A practical treatise on the manufacture of colors for 
isi and classi- 





etc rs nd T 

and . Tr. from the French 
tlie as we imma 
adelphia, H. C. Baird; cete., ete. 


xvi, (17-659 p. by - + 


1, Paint. Vergnaud, Armand joint author. 
11. Tounelat, ©. Alvar, joat euthor geitor ins Maaperre Frangie + Shares 
Francais, 1794-1877, ed. rv. Fesquet, A. 
‘88663 
Library of Congress TPese. Rss 
Copyright 1874: ose (3301, 


CATALOG OF PRINTED CARDS 


Rifté, J F de. 
Suaciest; on, Roseall do plows arvengtes cmponie 
01; ou, ei) i ou com) 
dans différentes cioeoustanses ur les classes inférieures 
blissement. Par J. F. de Riffé Saint- 

Pétersbourg, J. Hauer & c” ete.) 1845 
49.1, vii, 9p. 214. 
Dedication signed: F. J. de Riffé. 
Cowrawts.—La fete (srervemese; 





Un épisode de pensionnat—Le 





PAP SP ry 
aine; ou, yyy — ; ou, 
—! Ne de classe. — ; 

Sen Bebe hee eet eee 
retour des saturnales. 

1. College and schoo! drama. 

Library of Congress PQIZ9.RS oo 
Riffel, Jakob. 

Die Ruselanddeutachen insbasondere die Wolgadeutacbon am 

La Plata (Argentinien, Uruguay und Paraguay). Festschrift 


zum 50-jihrigen jubilium ihrer einwanderung (1878-1928) 
2. verb. und erweiterte aufl. Herausgegeben im au seiner 


. R., Argentina. Buenos Aires: 

(Druck von J. Riecke,“Imprente Mercur”, 1928, 

129, 1; D. plates, ports. 25". 

“Litera *: p. 125-128. 

1. Germans in 2. Germans in Crone, 3. Ger. 
mans in "Paraguey. "eras in Roma 5. Protestants in Argentine 

32-33208, 

¥8021.G8R5 


a 328 248 


Library of Congress 


Riffert, George Raymond, 1883— 


Great pyramid, proof of God ,by, —- R. Riffert. Ha- 
verhill, Mass., Anglo-Saxon federation of America, 1932. 


226 p. fold. front., illus. (incl. plans) diagrs, 224”. 
Printed in Great Britain. 


% | eee and miscellany. 2. Christianity—Evidences. 


33-1498 


Library of Congress DT63.5.R5 


3 913.37 


Riffert, Raymond Hesser. 
The great problem solved, “the Riffert plan”; the way out 


of the dep 
(Philadelphia, American peoplea 





into p 
Hesser Riffert. ist ed. . 
publishing co., ‘1982. 
ipl &p =. 


1, U. 8 —Econ. condit —1018- 1 Title. 
33-2124 
Library of Congress HC106.3.R5 
Copyright A 54221 rey 330.973 


Riffus, Gualtherius Hermenius 
see 


Ryff, Walther Hermann, 16th cent. 


Rifiorito, pseud. 
see 


Ridolfi, Francesco, fl. 1660. 


lll 


Rifkin, Lilian. 
Our planet the earth then and now; text by Lillian Rifkin; 


by Kurt Wiese. Boston, Mam. Lothrop, Lee and 
company, 1984, 
@, 2p tee Drm. 
1. Berth 2 Man 1 Wiese, Kurt, 1687- tive, m Tithe 
35—198 
Library of Congress QEOO1.R45 
- —- —— Oopy 2 
Copyright A T8615 a2, 551 
Rifkind, Lewis. 


Zioniam & socialian, by Lewis Rifkind. London, Jewish 
socialist labour party, 1918. 
cover-title, 20 p. 21%. 


1. Jewish question. 2. Jews—Restoration. 1 Tithe 


Library of Congress 


Rifle, Dick, pseud. 


Leacock, John. 


614315 
Library of Congress 


The Rifle. Boston, 1885-88 


The American rifleman. 


Library of Congress 


Rifleman, A., coq., gens. 
Prisoner of war. (1865, 


Keiley, Anthony M. 


Libeary of Congress 


“A rifieman.” 
The struggle for bread 


Library of Congress 2 








Riforma in peggio 


Reformatio in pe jus. 


La Riforma musicale, Alessandria 


Biblioteca de "La riforma musicale". 


La Riforma sociale, rassegna di scienze sociali e politiche 
Torino rete.) noux e Viarengo, 1904— 


F. S. Nitti, Luigi Roux, Luigi Einaudi. 


efit, Preneane Reverie, 1008- ed. 
Lam. 


Freningen f6r svensk kulturbistoria, Tidskrift ... 
upe rosian!. 
till Rig, fr &ren 1018-1027, band 1-x": 


—Antiq. —Pertod. 
a fOr svensk Tulturhistoria, 


The Rig and reel magazine. v. 
paren W. Va., Parkersburg Rig and ree! co., 


LIBRARY OF CONGRESS 


Rig Veda ... 


Jacksonville, Illinois college, *19 
v. illus. (incl. ports.) 274°. 


1. Tilinois college, Jacksonville. 


24-1288 
Library of Congress LD2341.1 55 


Copyright ie 


Riga, A. Weber- 
see 


Weber-Riga, A. 


Rigs. 

Zwei kammerei- ow der stadt Ri Ein beitrag 
zur deutschen wirtschaftsgeschichte. TSg. von August 
von Bulmerincq. Leipzig, Duncker & Humblot, 1902. 

xi, 279, 1) p. 24". 

mele 


Library of Congress. no. 


Riga. Laws, statutes, etc. 

Threr Kéniglichon Majestat hrte und confi 
wi i Gegeben Stockholm, den 
10 october, 16%. Riga, Neu ebgedruckt und zu Kk 








Riga. Magistrat. 


Prijudicate des rigaschen Raths betreffend den civil-process 
(1871-1881.) Riga, N. Kymmel, 1881. 


vi, G24 p. 22y=. 


1. Civil procedure—Livonia, 1. Title. 


30-18622 
Library of Congress a 


Riga. Magistrat. 

Ueber die brodtaxe in Riga und die grundlagen einer brod- 
taxe im allgemeinen. Amtlicher bericht an einen wohledlen 
rath der kaiserl. stadt Riga von dem zur begatachtung dieses 


Riga, Druck von 
W.F. Hicker, 1857. 


3p.1, 113 p. 21%. 





1. Corn-laws— Riga 1. Title. 
Oa 25-1129 Unrev'd 
Library of Congress HD9067.R9ORS 
148241, 
Riga. Rat 


Riga. Magistrat. 


Riga. Staatam. 


Motive und erlauterungen zum project einer ee. 
einkommensteuer fiir Riga. Im auftrage des ri hen 





bey J. C. D. Miller, privilegi , 1797, 
BiieDp we. 


Title vignette (coat of arms of ) 
With this is bound its Der stadt 
Riga, 1796. 





Handels-ordnung vom jahr 1766. 


1. Commercial! law—Riga. 1. Tithe: Wette-ordnung. 


Library of Congress 12) 


Riga. Laws, statutes, etc. 

Die in ganz Liefland ausgenommen Revall und Narva 
annoch geltende Statuta und rechte der stadt Riga, das Rigische 
civiloquium de 1375., die Bursprake de 1412. und die neueste 
willkiirliche gesetze dieser stadt als der Rigischen rechte 
11. band 1. theil aus original-handschriften. Bremen, Gedr. bey 
D. Meier, gymnasii buchdrucker, 1780. 


2p, 8-14p 2. 
1. Law—Riga. 2 Law—Livonia ¢. Title 
89-15624 


Library of Congress 2; 


Riga. Laws, statutes, ete. 
Der stadt Riga statuta und rechte. Riga, Neu abgedruwkt 
und zu bekommen bey J. C. D. Maller, 1798. 


8p. 1, BI p. 20217. 
Title vignette (coat of arms of Riga) 


1. Title 


Library of Congress 2) 


ausgearbeitet von Burchard von Schrenck, 
director der Statistischen commission der stadt Riga. 
Riga, Miillersche buchdruckerei, 1906. 

txv, 213, it) p, 1 1. inel. tables. 239° 

“Literatur” 


6. 
“Steuergesetze”: p. 7-8. 


1. Income tax 


Riga 
Burchard von 


2 Finance—Riga. 3. Income tax. 1. Schrenck, 
7-3 


Library of Congress HJ9SIG.RSIAS 


Riga. Statistische hommission. 


Beitriige zur statistik der stadt Riga und ihrer verwal- 
tung. Hrsg. von B. v. Schrenck, direktor . 
Riga, Miillersche buchdruckerei, 1909- 


v Be. 


1. Riga—Stat 1. Schrenck. Burchard von. 


10-17648 
Library of Congress HAIMBR4 
Riga. Vailde. 
Riga ka Latvijas galvas pilséta. T. Liventila un V. Sadov 
ska redakcija. (Rigi, Rigas pilsétas valdes izdevums, 1932, 
| o& 1, . on p. Incl 4 (inel ates) tuhles, diagrs. plates (part 
maps (1 fold 205 x28". (Added tp; Raketu krajume 
Tae vepubtibes 10 port pastfiveiinas ceneret) 
P. Detrve (Latvija tzdotf périodika ry 


biografija parrigu 
1001 &) uo Papiidina jus, 1981. g. un 1082. g izpfikudas Ndz 1 
Jam," : p. 813-842. 


Riga. 2. Riga—Hist 1. Liv i mad 1882. n. Sa 
torshe Walters. tm. Deérve, Paulina, tv 


Library of Congress 


DKGOLRSAS 1982 
(3, O14.74 








ee 
enn 





Riga. aveemelogiocher kongress, 
10th, 1 


Archiologischer kongress 10th, Riga, 
1896. 





Riga. Baltijas aizv@stures kongress, 
| 2d, 1930 
| 

| see 


| Kongress Baltischer arch&ologen. 2d, 
| Riga, 1930, 


— 





Riga. e+ ema gesellechaft 
Lettland 
see 
Latvijas biologijas biedrfba, Rigas 
Riga. Birshevol komitet. 
Paxckift Topropuf apxraBs TOAd BSAaHiA. 
34. Pamcxaro Ompmesoro KOMBTETA .., 
(Para, Tan. P. Pyatns, 
v 2a". 
Russia — Econ. condit. 2. Riga—Harbor. 3. Labor and laboring 
. PRA. n 4 Business education—Russia. 
20-10428 
Library of Congress \HF 3690. R4A2 
re) 
Riga. RBérsen-comité. 
ye zur statistik des rigaschen handels Riga, Druck 
der | gouverneme! ypogrep 1866, 
85, 3) p. incl. xxxxm tab. 28)”. 
On cover: Als manuscript gedrockt. 
"e exporthandel —io Rigs 
handel — Werthaiffern 





1, Rige—Comm. 2. Shipping—Riga. 8. Commercial statistics. 
& Title. 


28 200277 
Library of Congress HIF3630.R5AS 1866 
Riga. Borsen-comité. 
Der rigasche Bérsen-comité in den —y 1816 bis 1866 


(Als manuscript gedruckt) (Riga, Druck der Livlandi- 
schen gouvernements-typographie, 1866, 


ii, 200 p. incl. tables. 289%. 
Comp. by H. von Stein 


1. Riga—Comm 2 Shipping—Riga 1. Stein, Hermann vor. 
7-19295 


Library of Congress HF318 ROR 


CATALOG OF PRINTED CARDS 


Riga. Botaniskais darzs 
see 


Riga. Oniversitate. Botaniskais Darzs. 








Riga chess club. 
Riga match and corresp ducted and 
d by the itt < the iga chess club, with 
Rice gambit | t and for 








cor 
ence players. New York, American chess bulletin, "1916. 
100 p. incl. illus. ports. 234°. $1.25 
p. 100, advertising matter. 


1. Chess. 1. Title. 


16-18575, 
Library of Congress 


Copyright A 438368 


GVI45L.RS 


Riga. Congressus archaeologorum 
balticorum, 2d, 1930 


Kongress Baltischer archiologen. 24, 
Riga, 1930, 


Riga. Deutscher juristenverein 
see 


Deutscher juristenverein zu Rigas 


Riga. Gesellschaft ftir geschichte 
und altertvhumskunde der Ostsee- 
provinzen Russlands 

see 
Gesellschaft fiir geschichte und alter- 


thumskunde der Ostseeprovinzen 
Russlands, Riga. 


Riga. Gesellschaft praktischer 
aerzte 


Gesellschaft praktischer aerzte zu Riga. 
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Riga 


Riga. Herdergesellschaft 
see 


Herdergesellschaft zu Riga. 


Riga. Herderinstitut 
abhandlungene se 


see 
Herdergesellschaft zu Riga. 


Abhandlungen der Herder-gesellschaft 
und des Herder-instituts zu Riga. 


Riga. Kongress Baltischer 
archfologen, 2d, 1930 


see 


Kongress Baltischer archéologen. 2d, 
Riga, 1930. 


Riga. Latvijes augstskola 
see 


Riga. Universitate. 


Riga. Latvijas banka 
see 


Latvijas banka, Riga. 


Riga. Latvijas biologijas biedribe 
see 


Latvijas biologijas biedrfba, Riga. 








Riga. Latvijas kedgrafijas biedrfba 
see 


Latvijas feografijas biedrfba, Riga. 


Riga. Latvijas skoZJotaju saveeniba 
see 


Latvijas skoZotaju saveeniba. 


Riga. Latvijas Gniversitate 
see 


Riga. Universitite. 


Riga. Latvijas valsts biblioteka 
see 


Riga. Vaasts biblioteka. 


Riga. Latviju zakstniecku un 
zurnalisti erodbiedriba 
see 
Lutviju zukstnieku un zurnalistu 
erodbiedribs, Riva. 


Ricu. Lettisch-literdrische 
vesellschaft 


see 


Lottirch-literfricehe 
Mitciue 


resellcchaft, 


LIBRARY OF CONGRESS 


Riga. Literdrisch-praktische 
biirgerverbindung 


see 


Literaérisch-praktische blirgerverbindung 
in Riga. 


Riga. Lovlandische genealogische 


gesellschaft 
see 
Livlindische -enealogische gesellschaft, 
Riga. 


Riga. Misina bibliotéka. 

Rigas pilsétes Misina bibliotéka, 1885.-1935. Sarnkstijis 
Karlis Egle. bibliotékas parzinis. Rigi, Izdevusi Rigas pil- 
sétas Izglitibas valde, 1935. 

55 p. incl. illus. (incl. ports.) diagrs. 195". 

Includes a summary in English, German and Russian. 


1. Egle, Karlis. 1. Title. 


Library of Congress 7821.5.R56 
2) 027 4474 


Riga. Museum. 

Einladung zur einweihungsfeier des Museums in Riga am 
7. miirz 1858. Riga, Gedr. bei W. F. Hiicker, 1858. 

vi, 31 p. 27°. 

NTENTS.—Dile Literirisch-praktische agen ny ee —Geachichte 
scbichte und alterthumskunde 
turforschenden vereines zu Riga, von seiner griindung im jahre 1845 bis 
zum februar 1858. 


1. Literfirisch-praktische birgerverbindung in Riga. 2. Gesellschaft 
praktischer serzte zo Riga. 3. Gesellschaft fir geschichte und aiter- 
tumskunde der Ostseeprovinzen Russiands, Riga 
verein cu Riga 


4. Naturforscher- 


934800 


Library of Congress QHT71. RS 


438b1) 


Riga. Naturforscher-verein 
see 


Naturforschereverein zu Rigae 


Ric 


ue Obshchestvo istorii i 
arevnosteY OctacYskikh cuvernif 


see 


Ob :.¢i 1estvo istorii i drevnosteTt 
>kikh pubernif, Rigae 


Ostzef 
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Riga. Pilsétas biblioteka. 
Katalog der juristischen abtheilung der Rigaschen stadt- | 
bibliothek. Riga, Druck von L. Weyde, 1874. 
vill, 276 p. 234. 
3510 titles ; classified, with alphabetical index. 
Erste fortsetzung. Riga, Gedruckt in der Miiller- 
schen buchdruckerei, 1882. 


1p. L, 75, (ly p. 289". (WU ite Katalog der juristischen abtheilung. 
Riga, 1874, 


Titles numbered 3520-4304 ; classified, with alphabetical index 
L =i aaa 2. Law—Baltic provinces—Bibi. 3. Law— 
Germany—' 








32-20780 
Library of Congress ZBA59. RSS an 
2) 016.34 
Riga. Politekhnicheskil institut. Dibiatel 
Katalog der bibliothek der Pol, ischen schule zu Riga. 





2. aufl. Riga, Druck von W. F. = 1895. 
x, 807, (l; p. 27. 


1. Technology—Bibl.—Catalogs. 2. Industrial arte—Bibl.—Catalogs. 
3. Science— Bib). —Catalogs. 


1-7518 Revised 


Library of Congress 77400. R56 


(130g2) 


Riga. Polytechnikum 
406 
Riga. Politekhnicheskil institut. 


T-20487 Revised 


Library of Congress (730e2) 


Riga. Frivate technische hochschule 
see 


Riga. Politekhnicheskil institute 


Riga. Societus biologiae Latviae 
see 


Latvijas biologijas biedr{fba, Riga. 


Riga. Société biologique de 
Lettonie 


see 


Litvijaus biologijas biedriba, Riga. 








Riga. Société de biologie de 
Lettonie 


Latvijas biologijaq biedrfba, Riga. 


Riga. Stadtbibliothek 
see 


Riga. Pilsétas biblioteka. 


Riga. Technischer verein 
see 


Technischer verein zu Rigae 


Riga. Universitas latviensis 
see 


Riga. Universitate. 


Riga. Universitate 
Acta Universitatis latviensis 
Philologorum et philosophorum 
ordinis series 


see 
Riga. Universitate. Filologijas un filo- 
sofijas fckultate 
Latvijas Gniversitates raksti... 


Riga. hetsijes dniversitite. 


Latvijas augstskolas raksti. Acta Universitatis latviensis. 


Riga, 1921- 
¥. (lus, col. pl. tables, diagrs. 22) 218". 
In various languages. 


1. Tithe: Raket!, Latvijas augetskolas. u. Title: Acta Universitatis 
latviensis. 


0s 90-877 Unrev'd 


Library of Congress AS262. R65 


CATALOG OF PRINTED CARDS 


Riga. UOniversitate. 


Vécturisks par Latvijas augstskolas nodibinddanu un 
vinas darbibu. 1- 1919/20- 
Rigi, Latvijas augstskolas izdevums, 1921- 
. 2 
1 Tithe. 
0a 32-847 Unrev'd 
Library of Congress LF 4443.42 878.474 


Riga. Universitate. Botaniskais 





darzs 
Acta Horti botanici Universitatis 
latviensis 
see its 
Raksti. 
Riga. Ty ‘ ai th R. Jabal dares. 
«» Raksti... 1- 1926— 
Riga, 1926- 
’. tus, plates, diagrs. 24)”. 
Title- page 


reads: Latvijas universitites BotaniskA Girsa raksti. Acta 
latviensis. 


1. Botany—Societies, etc. 1 Malta, Nikolajs,1600- ed m Tithe 
m1. Title: ‘Acta Hort! botanic! Universitatis latviensia. 
80-10158 
Library of Congress QELRAM 
ra 680.82 


Riga. UOniversitite. Filologijas un filosofijas fakultate. 
Latvijas Gniversitites raksti. _Filologijas un filosofijas fa- 
kultites serija. Acta U: latviensis ... Philolog 
et philosophorum ordinis series. 1.- t. Rigi, 1929- 
’. ius, pl., maps, 234". 


A continuation of papers of the faculty which appeared 1921-29 in the 
university's general series, “Latvijas Oniversitites raketi". The earlier 
ge A ee eS OS a as (6. 9 ee 

in Lettish German, or French. 








1. Philology—Socteties, ete. 2 Philosophy—Societies, ete. 1. Title. 
™ Title: Acta latviensis ... P et 
40-98929 
Library of Congress AS262. R652 
2 08.2 


Riga. UOniversitite. A imijas fakultate. 

Latvijas Gniversitites raksti. Kimijas fakultites serija. 
Acta Universitatis latviensis. Chemicorum ordinis series. 
1- t. Rigi, 1929- 

’. ittus., plates, diagrs. 234°. 


tion of papers of the faculty which appeared ‘ey the 
yh Qniversitites raketi” 








papers of faculty are indexed tn the ny Sy fy bee 

Text chiefly in Lettish or German. 

1. Chemistry—Societies, etc. 1 Title m. Tithe: Acta Universitatis 
latviensis Chemicorum ordinis series. 

40-36930 

Library of Congress AS262. R525 

12) 540 82 
Riga. Oniversitate. Medicinas fakultite. 

Latvijas dni 2 sti. Medici fakultites serija. 
Acta Uni i h Medi ordinis series. 
1- t. Ret, Latvijes Gniversitate, 1929- 

’. Mlus., plates (part col.) diagra, 234. 


A continuation of papers of the faculty which appeared 1921-29 In the 
university's general series, “Latvi Hy npn eny ites raketi". The earlier 
present 


papers of the he are indexed in the ae (¥. 1, p. 6i1,-512) 
Text in German 
1 ine—Societies, etc. alk a m. Tithe: Acta Universitatis 
atviensis .. Medicorum ordinis 
40-36931 
Library of Congress AS8262.R6527 
2 610.82 


Riga 


Universi Tautsaimniecibas un tiesibu vindtpu 
fakultéte. 


Latvijas Gniversitites raksti. Tautsaimniecibas un tiesibu 
zindtpu fakultites serija. Acta Universitatis latviensis ... 


ordinis series. 
1- ‘ a 








university's general series, “ 
papers of the faculty are mW 4, lot 


ae ate @ Sh @ Sees: occasional articles in French, 





1 Naw Socetion etc. 1 Title. m. Title: Acta Universitatis lat- 
et ordinis series. 
40-80882 
Library of Congress AS26862. R654 
—— —— 2d eet. 12) 340.82 


Riga. Oniversitate. Teologijas fakultdte. 
Studia theologica ... edidit Ordo theologorum Universitatis 
latviensis, Rigae, 1935- 
v. 2. 
Vol. 1 has coateation : Immanuel Benzinger .. septuagenario dedicant 
collegae et discipul 


ConTents.—t. ite der von Joh. Lindblom. Zur exe- 
von im 46. von A. F. Puukko. Die paulinische rechtfertigungs 
lebre und das Al ament, fael G:; Die erste ver- 
folgungszelt der lettischen Brfidergemeinde, 1743-1745, von L. Adamo 
vits. Aut rt ? Eh der jerusa- 
ischen berichte der Evangelien an der hand ihrer topographischen 
daten, von K. Kundzip&. Dievs. der got! raditionen, 
(Continued on next card) 
36-19834 
2 
Studia theolo- 


Riga. Oniversitate. Testaiiane ‘a 
gica ... 1935- (Card 2 
Conrente—Continued 
von Wold. Maldonis ~ ——— bet —— und Lokes, thr 





verbiltnis Lem me von Janis 
is. Die Boch cy conse und des mondes in der lettischen 
mythologie, von Ed Queiques potes sur Ras Gueanes fouilles, 


monuments et mytbes, par F. Treu. 


1. Religions—Collections. 2. Theology—Collections. 3. Benzinger, Im- 
manuel, ‘1845-1935. 1. Title. o0-s0000 


Library of Congress 
a 204 


Riga. Université latvienne 
see 


Riga. OUniversitate. 


Riga. Valsts bibliotéka. 

Valsts bibltotékas biletens, Latvijas ayy zurnils. 
1- gads ... 1927- oS Bibliothaque , 
@'Etat, p ran de hihii. +, ~ ~ 
ennte oes Rigs, Vi Vata bibitaanaderume 87 


Vou i tesued ta 15,7. Zin 16 noe 





(Continued on next card) 
&2— 23520 
fel, 
Riga. Vi bibliotéka. Valsts bibliotékas bijetens 
,1927,- (Card 2) 


1 Latvie—Biel. 2. Lettish Mterature—Bibi. 1. Stumbergs, Mar- 
tet od. Caune, Valdemfrs, ed. sm. Title. vv. Title: Bulletin de la 
Bib.t-%. ‘ue @Rtat. 

3223529 

Library of Congress ‘72585. R56, 

rflel, 15.474 








Riga. 


Valsts zemes banka 


Valsts zemes banka, Riga. 


Larary or Concress Rererence 


Lk Kk Sy TO & fn co Sana of 


xX 42-1208 


Rigacci, Giuseppe. 
delle hig] i la coll Rigacci 
classificata col sistema di Lamarck e con I’indicazione di a!cuni 
generi ¢ sottogeneri adottati dal pit: recenti conchiologi .. 
Roma, Tip. Salviucci, 1866. 
v. 2". 
By Gluseppe and Enrico Rigacct. 
Contents. —pte. L Delle conchigite viventi. 





1. Molluske—Catalogs and collections. 1. Rigacci, Earico, joint 
author. 


ca 8-110 Unrev'd 


Library of Congress QL408. B6 


Aibl, 


Rigada, Maria de la 
see 


Rigada y Ram6én, Maria de la Encarnaci6én 
de la, 1863- 


Rigade, Maria Encarnacién de la 
see 


Rigada y Ramén, Maria de la Encarnaci6én 
de la, 1863- 


Rigada y Ramén, Maria de la Encarnacién de la, 1863- 

. Paidotecnia, especialmente en lo = se refiere 6 los nifios 
anormales, Maria de la Rigads ... Madrid, Imp. de la 
viuda de A. Alvarez, 1916. 

111, ©) p. 1 LB tab. (2 fold.)diagrs. (8 fold.) 3 fold. forms, 17°. 


At bead of title: De un curso breve sobre estudio y pedagogia de los 
nifioe anormales. 


1. Children, Absormal and backward. 2. Education of children. 
L Title. 


31-24401 
La16. BS 


Library of Congress Stig 


Rigail Certon, Henri Louis 
see 


Certon, Henri Louis Rigail, 1856- 


LIBRARY OF CONGRESS 


Rigal, Eugéne Pierre Marie, 1856-1920. 

Alexandre Hardy et le théatre francais 4 la fin du xvr* et au 
commencement du xvi" siécle ... par Eugtne Rigal ... Paris, 
Hachette et c’*, 1889. 

xxiv, 715 p. incl. front. 23°. 

“Bibliographie”: p. iz)-xx!v. 


1. Haray, Alexandre, 6. 1595-1631 


5 2. Theater—France—Hist. 
French drama—16th cent —Hist. & crit. 


3. 
4. French drama—i7th cent.— 


Hist. & crit. 
30-5986 
Library of Congress PQ1801.H2Z56 
(33b2, 
Rigal, Eugéne Pierre Marie, 1856-1920. 


... De Jodelle 4 Molitre; tragédie, comédie, tragi-comédie. 
Paris, Hachette et c’*, 1911. 

vill, 302, (2) p. 19°. 

Contents. — Les personnages conventionnels dans les comédies du 
xvi* siécle—La mise en scene dans les tragédies du xvi* siécle.—Les 
trois @ditions de la Sophonisbhe de Montchrestien et la question de la 
mise en scéne dans les tragédies du xvi te. —Corneille et |'évolution 
le la tragédie.— Le Cid et la formation de la aeee idéaliste.— 
Polyeucte et lachévement de tragédie 

: Un retour ‘offensif 4 de la tragi-comédie.—L' ML ftourat de Moliére 

et 4 Parasite de Tristan ‘Hermite. 





French drama—i6th cent.—Hist, & crit. 2. French drama—i7th 
eot-—Euet & crit. 3. Theater—France—Hist. 1. Title. 
13—1149 
Library of Congress PQS21L. 25 
— Copy 2. Author's presentation copy to R. Tot- 
net. with autograph. lhl, 
Rigal, Eugéne Pierre Marie, 1856-1920. 
.. Molitre ... Paris, Hachette et c*, 1908. 
2¥. 19. 
1. Moliére, Jean Baptiste Poquelin, 1622-1673. 
11—18088 
Library of Congress PQ1852. 5 
a38b1) 


Rigal, Eugéne, Pierre Marie, 1856-1920. 
Le théatre francais avant la période classique (fin du xvi 


et commencement du xvii’ siécle) par Eugene Rigal ... Paris, 
Hachette et c*, 1901. 
vill, 363 p. incl. front. 19°. 
“Bibliographie” : p. 343,-258. 
1. Theater—France— Hist. 
2—1™97 
Library of Congress PN2629.R5 
—— -——— Copy 2 381, 
Rigal, Eugéne Pierre Marie, 1856-1920. 


. Victor Hugo, potte épique. Paris, Société francaise 
Vimprimerie et de librairie, 1900. 
xxxvill, 332 p. 189°. (Nouvelle bibliothéque littéraire) 


1. Hugo, Victor Marte, comte, 1802-1885. 


1 -25908 
Library of Congress PQ2301.K5 
lel, 
Rigal, Eugéne Pierre Marie, 1856-1920. 
.. Victor Hugo, potte épique. Paris, Boivin & c* 19—, 
2p. L, (llly-xxxvill, 882 p. 19°, (Nouvelle bibilothéque littéraire) 
At head of t-p.: ... Bugtne Rigal ... 
First pablisbed 1900. 
1. Hugo, Victor Marte, comte, 1802-1885. aan 
Library of Congress PQ2801.R5 
ra 
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Rigal, Georges. | 
La natation moderne rey & tous, par Georges 
Rigal ... et Louis Vénard uis de P. Garnier, pré- : 
face de ‘Gaston Vidal ... Paris, Delagrave, 1921. | 
2p. 1, evii-vili, 78 p. illus, 19%. : 
1. Swimming. Vénard, Louis, joint author. / 
21-16421 : 
Library of Congress GV837.R55 i 
Copyright A—Foreign 18500 
12) 


Rigal, Remigio. 

. El Liasico en la Cordillera del Espinacito (Provincia de 
Sen Juan), por Remigio Ri Buenos Aires, Talleres gré- 
ficos del Ministerio de agricultura de la nacién, 1980. 


9p. ¥ pl. (incl. fold. col. map, profile) 267. (Argentine Republic; 
Direceién general de minas, geologia e hidrologia. Publicacién no. 74) 


At head of title: Republica Argentina. Ministerio de agricultura de | 
la nacién. 


Geology, Stratigraphic—Jurassic. 


2. Geology—Argentine Repub- 
wee Juan (Province) 


G 830-81 
(QE231.435 no. 74) 


Survey (420) P no. 74 
2) 


Library, U. 8. Geological 


Rigal, Remigio, 

.. La mina de oro de San Ignacio en la 
doba, por Remigio Rigal; con 6 laminas. 
reccion de minas y geologia, 1934. 

18 p, IL (inel. profile) 26°. (Argentine b- 
Me. tecettn 40 moans i on ee ee Publicacién no. ton) a 

At head of title: Republice argentina. Ministerio de agricultura de 
la nacion. 


vineia de Cor- 
uenos Aires, Di- 


1. Gold mines and mining—Argentine republic—Cordoba (Province) 


© Title. 
G8 85-16 
Library, U. 8. Geological Survey (420)P no. 104 
Library of Congress (QE231.A35 no. 104) 
3 


. Las minas de Columbita y Tantalita y el descubrimiento de 
minerales de uranio radioactivos en la Cafiads de Alvarez, Dep. 
Calamuchita, Cérdoba, por Remigio Rigal. Buenos Aires, 1938. 

29, 3p, SL = ot (3 ont. 1 fold.) 2 maps, 2 diagrs. (1 fold) 27. 
(Argentine repubi! Direceién de minas y geologia. Boletin no. 45) 

At head of title: Repdblica argentina. Ministerio de agricultura de 
ty Direccién de minas y geologia. 

by transparent guard leaf with tracing; pl. m-v by 

leaves with descr! 

“Bibiiografia” : p. (31, 


1. Mines and mineral resources—Argentine republic. 2. Uranium. 
G 8 38-268 
i. eurvey. Library (420) B no. 45 
i by ted of Congress (QE231.43 no. 45) 
3 


Rigaltius, Nicolaus 
see 


Rigault, Nicolas. 


stadtblatter. 
iga, W. F. Hacker, 18 


v. tables. 23. 


18 “hrsg. im auft der literarisch-praktischen burgerverbin- 
dung von dr. Arthur “Poelchaa™ 


ed. 1m. Literi- 





1. Riga 1. Poelchau, Arthur H. Petrovich, 1845- 
h-praktische ng in Riga. 


ca 10-958 Unrev'd 


Library of Congress JSOO9S.RSAS 








Rigast, Adolph K. 
Teachers’ manual for Mechanical drawing, by A. K. Rigast 
New York, The Macmillan company, 1929. 
cover-title, vi, 65 p. illus, diagre. 19)". 
“References” at end of most of the chapters. 


1. Mechanical drawing—Study and teaching. 


Library of Congress 7351 5.5 
Copyright A 7482 2) 


Rigau y Ros, Hyacinthe 


Rigaud, Hyacinthe, 1659-1743, 


Rigaud, A. 

. Traité pratique de la culture du café dans la région cen- 
trale de Madagascar, par A. Rigaud ... Paris, A. Challamel, 
éditeur, 1896. 


2p. 1, 102 p. 29. (Bibliothéque d'agriculture colontale) 





1. Coffee. 2 Ite 2. gricult) 
Agt 3-102 
U. 8. Dept. of agr. Library 6s 2R44 
for Library of Congress a37b1-, 


Rigaud, Amédée, 1819-1874. 

Catalogue de beaux livres, rares et curieux composant la 
biblioth’que de feu m. Amédée Rigaud. Paris, A. Aubry, 
1874. 

2¥.i1. 29". 

Vol. 2 has Lh Coton Sp 8 livres, anciens et modernes composent 

seconde partie de 


inrrecection by P. L. Jacob, Dibliophtle (Paul Lacroix) ; biographical 
+ Ba 


RT Ney 1. ptie., le ... 28 avril 1874, et les jours eulvants 
a pene 8 ot 8 Juin Sey 
im manuscript. 
1, Bibliography—Rare books. 2. Books—Prices. 
‘3S 22434 
Library of Congress Z9OT RS6S 72 
Rigaud, André. 
wore age de Teddy Hubbarth, roman. Pa- 
ris, A. Miche 1986; 
20 p,21 19”. 
1. Tithe. 1779 
Library of Congress PQ263S.144E8 1926 ° 
Copyright A—Foreign 31076 
72) 


Rigaud, Auguste, 1760-1835 
see 


Rigaud, Pierre Augustin, 1760-1835. 


CATALOG OF PRINTED CARDS 


Rigaud, Candelon. 

P des dans les — eee iculture, indus- 
trie, légendes, religions, su la plaine de Ia Croix 
des Bouquets dite: “Cul Se pec 1789-1928, par Candelon 
Rigaud... Paris, L’Bdition francaise universelle (193-1, 

220, (2; p. plates, porta, fold. map. 20°. 





1, Cul de Sac, Haiti. 2. Haiti—Descr.&trav. 1 Title. 
Library of Congress F1929.C8R5 
cay 917.204 


Rigaud, Cyrille, 1750-1624 
see 


Rigaud, Jean Cyrille, 1750-1824. 


Rigaud, David, fl. 1637-1653. 
e. ~y oevvres poetiqves dv sievr David Rigavd accom- 
d’vne notice et de notes par M. J. Brvn-Dvrand. 
Paris, A. Avbry, 1870. 
2pnLvtep 1. 
With reproduction of original t-p.: Avtres oevvres 


“Bx bibliotheea R. Toinet 


1. Brup-Durand, Justin, 1836- ed. 
30-11983 


Library of Congress PQ1014.R58A8 


Rigaud, Eude, abp. of Rouen 
see 


Rigaldus, Odo, abp. of Rouen, d. 1275, 


Rigaud, Félix Antoine. 

. Du bail & colonat ou bail & a oe 
romain et en droit francais. “iat én 18 ellie 1000 Paris, 
A. Rousseau, 1891. 


271 p. 249". 
Thase—Feculté de drott de Paria, 


Library of Congress Od) 


Rigaud, Hyacinthe, 1659-1743. 
Testament «’Hyacinthe Rigaud. Communiqué par m. Niel. 
annoté par m. Mantz. 


le Archives de Vert francais Paris, 1855/56. 21°". «. 7) 
Documents t. 4, p. :25.-82) 


1. Matz, Poul, 1821-1805, ed. m. Niel, Jules. 
AC 38-18 
New berry brary a 
for Library of Concress (NGRILAS vol 7] 
a (704) 
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Rigaud 


Rigaud, Joseph Hyacinthe Francois 
de Paule de, comte de Vaudreuil 


Vaudreuil, Joseph Hyacinthe Francois de 
Paule de Rigaud, comte de, 1740-1817, 


Rigaud, Louis. 

.-» Cours de droit international privé. Paris. Domat-Mont- 
chrestien, 1937. 

Ip, 49p 2". 

At head of title: L. Rigaud ... 

Mimeographed. 


1. International law, Private—France. 1. Title. 
Library of Congress JxXe002.R5 
ra) MLS 


Rigaud, Louis. 

... La théorie des droits réels administratifs ... par Louis 
Rigaud... Paris, L. Tenin, 1914. 

2p. 1,860p. 24". 


Thése—Univ. de Toulouse. 
Published also without thesis note. 


1. Administrative law. 2. Public domain. 8 France—Public lands 


Library of Congress HDG2.R5S 10léa 


Rigaud, Louis. 
. La théorie des droits réels administratifs, par Louis 
Rigaud .. . Préface de M. Maurice Hauriou ... Paris, 

L. Tenin, 1914. 


xi, 60 p. 1 1 254°". (Bibliothéque de la Fondation Thiers, fase. 
XXXIV) 


kL, “ene law. 2. Public domain. 3. France — Public lands, 
L ttle. 


20-6522 
Library of Congress HD642.RS 


Lucien. 
Dictionnaire d’argot moderne, par Lucien Rigaud. Nonv. 
éd. avec supplément. Paris, P. Ollendorff, 1888. 
2p. 1, i 40T p. 189". 


1, Frege language—Slang— Dictionaries. 





1— 19048 
Library of Congress PCS741.R5 
(A361, 
Rigaud, Lucien. 
du style tole <a tht d ity d a 
in sty’ laire, tre, du livre, du 

Paris, P. ilendort 1881. 

2pLv, M2p. 19. 

1. French language—!Idioms, corrections, errors. 

1-196 


Library of Congress 








Rigaud 





Rigaud, Pierre Augustin, 1760-1835. 
Pouésias patouésas, d’Augusta Rigaud et dé Cyrilla 
Rigaud. Mounpéié, Renaud, 1806. ’ a 
120, ip. 16" 
Contents. —Las véndémia: 


diversas, d'A. Rigaud 
dé 


is dé Pignan, per A Y 14 2. ed. —Pouésias 
différéns aouturs . 


Lest amours dé Mounpeéie, Rigaud —Cansous 


1. Provengal language, Modern—Texts 
n. Title 


sok 1. Rigaud, Jean Cyrille, 1750- 


16-7729 


Library of Congress PCHO2RS 1806 


Rigaud, Stephen Peter, 1774-1839, ed. 

Correspondence of scientific men of the seventeenth century, 
including letters of Barrow, Flamsteed, Wallis, and —_ 
printed from the originals in the collection of the Right H 
ourable the Earl of Macclesfield . 
1841. 

2¥. Gpl. (4 fold) diagrs, 2 

Batted ty, Stepnen Peter Rigaud: eZ, sfter hie death, by bio son, 
Stephen Jordan Rigaud. 

(Continued on next card) 


(38d1, 


Oxford, University om, 


12—31584 


(Rigaud, Stephen Peter, 1774-1839, ed. Correspondence of 
scientific men... 1841. (Card 2) 
—— Contents of the Correspondence of scientific men of the 
seventeenth century, printed ... under the superintendence of 
the late Professor Rigaud Comp. by Augustus De Mor- 
gan... Oxford, University press, 1862. 
86 p. 22. , With his Correspondence of scientific men of the seven- 
teenth century. Oxford, 1842. ¥. 2; 











Science— Earl — to 1800, 1. Riga Stephen Jordan, bp., 
1816-1850, ed. re asrow. Son anne, 1050-2677 0 jamaterd. John, nose. 
1719. 1. Wallis, “John, in. 1818 Tn. Newton, isaac, 1042-1727. v1. 
De Morgan, Augustus, 1806-1871. vn. Title. 

12—91534 
Library of Congress QI. RB 
13041, 


Rigaud, Stephen Peter, 1774-1839. 

Defence of the resolution for omitting Mr. Panizzi's biblio- 
graphical notes from the Catalogue of the Royal society. 
London, Printed by R. & J. E. Taylor, 1838, 

Tp 27. 

No. 2 in @ collection of pamphlets entitled Royal society tracts. 


8. P. Rigaud, supposed author 


1 Pestest, Sir Anthony. 1797-1879. & Revel society of London. Li 
brary talogue taloging 

ca 8-325 Unrev'd 
Q41 LASRS2 
1u39b1, 


Library of Congress 


Rigaud de Vaudreuil de Cavarnai, 
Pierre Francois, marquis de 


Vaudreuil de Cavagnal, 
Rigaud, marquis de. 


Pierre Francois de 


Rigaud-y-Ros, Hyacinthe Francois 
Honorat Mathias Pierre-le-Martyr 
André Jean 
see 
Rigaud, 


Ilyacinthe, 1659-1743, 


LIBRARY OF CONGRESS 


Spain Sb (Cte 
Te ae < fee em ae 


Ste—Sete. Oo 
Dllographie™: D. (247,-260. 


Labor and classee—France—Hist. 2. France—soc. condi: 
8. Soctalion tn Peron’ us 


1. Tithe. 
42-2611 
Library of Congress HDG420.R5 19860 
ry 881.0064 

sas em lg 

~~~ + hee pré- 
mace: Bouglé... Paris, F. Alcan, 1936. 
xi, 282 p. 23°. (Publication du Centre de documentation sociale de 
VEcole normale 


“Bibliographie” : p. :247,-260. 


1. Labor and laboring classes—France—Hist. 2. France—Soc. condit. 
8. Socialism tn France. 1 Title. 


38-29859 

Library of Congress HD8429.R5 
rea 331.0044 
Rigaudias- Weiss, Hilde 
see 
Rigaudias, Hilde (Weiss) 

38-Zu08D 

Library of Congress fed 


Rigaudiére, E. de la 
see 


Le Rigaudié@re, E. de. 


— Abel. 
procés de Guichard, évéque de Troyes (1308- 
1313) 2J Pabel Rigault ... Paris, A. Picard et fils, 1896. 


3p L, xii, 313, ,2, pilus, facsim. 249°. (Paris. Ecole des chartes. 
Socidté de I'Bcole des antes Mémoires et documents. 1) 


1. Gu pitas, bp. of Froves 4. 1317. 2. France—Hist—Philip iv, 1285- 
1314. 3. Witcheraft—Franc 
2—553S 
DC92KS 


ra26cl) 


Library of Congress 
Ricuult, ange Hin olyte 

see 
Rigault, 


Hiprolyte, 1221-1856. 
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Rigault, F A. 
Ltoile de la Légion d’honneur, 1804-1904. La médaille 
militaire. Paris, J. Leroy, 1904. 


2p. 1, vil-vill, 47, p. Mus, 10 pl. (2 col.; incl. port.) 33". 





Légion @honneur. 2. Decorations of honor—France. 3. France— 
ae ~—Medals, badges, decorations, etc. | 


23— 18858 


Library of Congress CR65.R5, 


41b1, 


Rigault, Georges, 1885- 
. Histoire nérale de I'Institut des fréres des écoles 
chrétiennes .. Plon ,1937- 
¥. tat por) 


On cover, v, 2: 2 
Bibliographical ‘foot-aotes. 


Ae in ED aie ce 


1. La Salle, Jean Baptiste de, Saint, 1651-1719. 2 Brothers of the 
Christian schools. 


40-2817 
Library of Congress BX3000.R40 
12) 271.78 
Rigault, Georges, 1885— 
. L'Institut des fréres des écoles chrétiennes ... Paris, 


B. Grasset 1928, 


5p. L, 13;-246 p, 1 19". (Collection “Les grands ordres monas- 
tiques” ... (¥%)) 


1. Brothers of the Christian schools. 2 La Salle, Jean Baptiste de, 
Saint, 1651-1719. 1 Tithe. 
29—15138 
Library of Congress BX3080.R5 
rf2e1, 


Rigault, Georges, 1885- 
-. Orléans et le val de Loire, par Georges Rigault ... 
ouvrage illustré de 118 gravures. ’Paris, H. Laurens, 1914. 
2p.1, 154 p. illus. 267°. (Les villes d'art célébres) 
“Bibliographie” : p. (148;-149. 


Art—Or! 2. Oriéans, fuse Gom. 8. Art—Loire 
River and Valley. 4. ge River and Valley—Desecr. & trav 
14—12816 
Library of Congress N6851.07RS 
19301, 


Rigault, Hippolyte, 1821-1858. 

(Euvres completes de H. Rigault, précédées d'une notice bi- 
ographique et littéraire par m. Saint-Marc Girardin. Paris, 
L. Hachette et c"*, 1859. 

4. 

CorTents.—t. 1. Notice blographique « ¢ Uttéraire yo de la 
ee Se caeee Oe t. 2. Questions d'inst 

fs prononcés dans les ; distributions de prix. Studes 
littéraires et morales.—t. 3-4. £tudes littéraires et moraies. 

1. French literature—Hist. & crit. 2 Literature, Comparative—Clas- 
sical and modern. 3. Literature, | - reat and classical 
1. Saiat-Mare Girardin, 1801-18738, ed. 

(Pull name: Ange Hippolyte Rigault, 


30-5907 Revised 


Library of Congress PQ189.R65 


Rigault, Hippolyte, 1821-1858. 
Histoire de la querelle des anciens et des modernes, par m. 
Hippolyte Rigault ... Paris, L. Hachette et cie., 1856. 
Spl. ivy, Gop. tk we 


2. Critictam—Hist 3. Litera- 


1. Classical er te pee thon. 
a and = 4 
I 


ture. Comparatt . Literature, 
Modern and clas 5. Classictem. 1, Tithe, 1. Title: Querelie des 
— ' (Pull name: Ange Hippolyte Rigault, 
11—186T3 
Library of Congress PNSS3.R5 
034e 








\Rigault, Nicolas, 1577-1654. 

De lege venditioni dicta. Observatio dvplex ad |. Cura- 
bit praeses, c. de act. empti. Tolli Leveorvm, apud 8. 
Belgrand & I. Laurent, typographos regios, 1644. 


23 p. 20™. 
Title vignette. 





1. Title. 

| 22-10439 
Library of Congress 

Rigault, Nicolas, 1577-1654. 


Funus parasiticum sive L. Biberii C ureulionis parasiti, 
mortualia, Ad ritum prisei funeris. Auctore Nicolao 


ee tee ee 


Rigaltio. Lugd uni, Batavorum, apud Hackios, 1672. 
H ap = (ith Kirchmann, Johann. De funeribus Romanorum 
f libri quatuor. Lugdiuniy Bataviorum: 1672 
1. Title 


18-13693 


Library of Congress DG103.KS 


Rigault, Odone, abp. of Rouen 
see. 


Rigaldus, Odo, abp. of Rouen, d. 1275. 


Rigault de Rochefort, Aimé Théodore Marie, 1797-1968. 


1. Horsemanship. 2. Horses. Title. 
41-85521 
Library of Congress SFS00.R55 1830 
12) 708.23 


Rigaux, Bd. 

Notice géologique sur le Bas Boulonnais par E. Rigaux. 
Boulogne-sur-Mer, M™ Deligny, 1892. 

108 p11 mpl, 2 fold tab 22. 


Batra do av" vat des Mémoires de la Société académique de Bou- 
logne—Séance du 4 décembre 1889. 


1. Geology—F rance—Pas-de-Calais. 


GS7-1081 
Library, U. S. Geol. survey 

i Par 
La magnésie; om tty ob con angie ee ogee 

Fix Rigaux ... et Paul Fevekenne... Paris, A. Davy, 1910. 

26 p11. fies, 22°. 
1. Magnesia. 1. Fevekenne, Paal, joint author. 

Agr 28-1711 
Library, U. 8. Dept. of Agriculture 306R442 


XUM 


CATALOG OF PRINTED CARDS 


Rigaux, Marcel. 
Les codes de police, par Marcel Rigaux ... et Paul-Em. 
Trousee .. . Bruxelles, E. Bruylant ; ,etc., ete., 1 
av. 2am. ( é- dee 1. ptie) 





“Bibiographie” : v. 1, p. (8)-6; ¥. 2, p. 8-5. 

—t1L han eoummerentions Go Onto niu. 8. San tetien 
ons a Coe rural & Ou Code foreatir. Lee infractions en matiére de 
pache fluviale. 


1. Criminal law—Beigium. <z. Police—Beigium. 3. Forms (Law)-— 
Beigium. 1. Trousse, Paul Em., joint author. m. Title. 
41-25643 


Library of Congress 12) 


Rigaux, Maurice. 

... Au laboratoire des essais russes; comment on “alchimise” 
un peuple. Paris, Action populaire, Editions Spes, 1932. 

100 p., 11. 19, 

“Bibliographie” : p. 5-6, 


1, Russia—-Social conditions. 2. Bolshevism—Russia. 


Title from N, ¥. Pub. Libr. 


2 


Printed by L. C. 


Rigaux, Maurice. 

El jardin de los misterios, por el p. Mauricio Rigaux, s. 3. 
Versidén de la segunda edicién francesa... Barcelona, L. Gili, 
1934. 

224 p. us. 20". 

Translated by Luis Gilt. 


1. Gill, Luis, tr. 1. Title. 
34-20152 
Library of Congress PZ73.R5 
Copyright A—Foreign 25373 
12) 848.91 


Rigby, Christopher Palmer, 1820-1885. 
General Rigby, Zanzibar and the slave trade, with journals, 
hes, etc., edited by his daughter, Mrs. Charles E. B. Rus- 
sell. London, G. Allen & Unwin, itd. ,1935, 


5 p. L, (15)-404 p. 1 ius (coat of arms) fold. map. 22°. 


1 Slave-trade—Africa, East. 2. Zanzibar—Hist. 1, Russell, Mrs, 
Lilian M, (Rigby) ed. 1m. Tithe 
36—8810 
Library of Congress DAS65.R4BA4 
—— —— Copy 2. lel, 923.542 


Rigby, Edward, 1747-1821. 
Chemical observations on sugar. 

don, Printed for J. Johnson, 1788. 
2p...112p. 219". 


By Edward Rigby. Lon- 


1. Sugar. = t Title. 


Library, U. 8. Dept. of Agriculture 887.1R44 


Rigby, Edward, 1747-1821. 
Dr. Rigby’s letters from France &c. in 1789. Ed. by his 
os Lady Eastlake. London, , Green, and co., 


xvill, 232 p. 109° 


1. France—Deser. & trav. 1. Rastlake, Eliaabeth (Rigby) lady, 


180 1 NH3. 
53843 
Library of Congress 
a2Tel, 
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Rigby 


Rigby, Edward, 1747-1821. 

An essay on the theory of the production of animal 
heat and on its appli in the F avmy 
eruptions, inflammations, ont comme other diseases. 

Edward Rigby ... London, Printed. for J. Johnson, 1788 

viii, ch, 32 9. 22™. 





1. Animal heat. 2. Medicine. 


Library of Congress R1287.RS6 


Rigby, Edward, 1747-1821. 

An essay on the uterine hemorrhage, which precedes the 
del.very of the full grown foetus: illustrated with cases. By 
Edward Rigby ... The 3d ed. Philadelphia: Printed for 
Thomas Dobson, in Second-street, two doors above Chesnut- 
street, M DCC LXXXVI. 

ix, Mp. 204". 

Signatures: (A;-L* 


1. Hemorrhage, Uterine. 

32 28856 
RG711 R56 1786 
co) 618.54 


Library of Congress 


Rigby, Edward, 1747-1921. 

An essay on the uterine hemorrhage, which precedes the 
delivery of the full-grown foetus: illustrated with cases. By 
Edward Rigby The 4th ei. London, J. Johnson, 
MDCCLEXXIX. 

iv, 254, (2; p. 22". 


1. Hemorrhage, Uterine. 


Library of Congress RGTILRS6 1780 
Rigby, Edward, 1747-1821. 

An essay on the uterine hemorrhage which precedes 
the delivery of the full-grown fetus: illustrated with 
cases. By Edward Ryzby ... 6th ed. With a memoir of 
his life, by John Cross ... London, Hunter, Printed by 
Burks and Kinnebrook, Norwich, 1822. 


Ixi, 267 p. 22 


1. Hemorrhage, Uterine. 


Library of Congress RG711L. RS 


Rigby, Edward, 1747-1821. 
Holkham, its agriculture, &c. By Edward Rigby ... 3d 
ed.. considerably enlarged. 1819. 


(In The Pamphleteer. London, 1819. 224%. ¥. 13, p. 453,-528) 


1. Agriculture. England—Holkham. 
oa 6—240 Unrev'a 
Library of Congress AP4P2 vol. 18 


1381, 


Rigby, Edward, 1747-1821. 


s 3 P A poe | Mivati 





KK for an imp 
of mange! wurzel. By Edward Rigby ... Norwich 
Printed by Stevenson, Matchett, aad Si Stevenson; Le! 


Johnson and co. :pref. 1915, 
iv, Bp,1l me 
No. 10 of a volume of pamphlets lettered: Botanical theses, &c. 


1. Mangel-wurzel. 


Library of Congress 








Rigby 
Rigby, Edward, 1804-1860. 

Memoranda for young practitioners in midwifery. By Ed- 
ward Rigby ... 2d American ed., enl. and improved. | don 
W. D. Ticknor & co,, 1847. 

ap uw. 


Editor's preface signed: D. H. &. 


1. Obstetrics. 1.8, D. Hed oD. HS, ed 


33-14473 
Library of Congress RGR IMT 6182 


Rigby, Edward, 1804-1860. 
On the constitutional treatment of female diseases. By 
Edward Rigby Philadelphia, Blanchard and Lea, 1857. 


3p. 1, dav, 13,-256 p. 20". 


1, Woman—Diseases. 1, Title. 
34-36006 
Library of Congres, RG10LRS 
Rigby, Edward, 1804-1860. 
A system of midwifery .... By Mdward Rigby .... With 


notes and additional illustrations 
Blanchard, 1841. 


13-091 p illus. 27 


Philadelphia, Lea & 


3p 1, axny 


1 Obstetrics 


82992 


Rigby, Edward, 1+)4-1560. 
A system of midwifery. 
and additional illustrations 

Lea & Blancharil, 1851 


By Edward Rigby ... 
2d American ed. 


With notes 
Philadelphia, 











3p 1, ds,-avi. (17,422 p. ius. 23" 

1. Obstetrics 1. Title. 
34-20007 

Library of Congress 1.836 1851 

Righy, Elizabeth 
see 
Eastlake, Elizabeth (Rigby) Jody. 1909-1894. 

741205 


Library of Congress i 


Russeli, Urs. Lilian &, 


LIBRARY OF CONGRESS 


Rigby, N L. 
Christ our creditor (‘‘How much owest yo PO or, 
The tithe terumoth, its philosophy, history, and 


tuity. 2d ed., rev. Chicago, New York rete.) F. H. a 
co. {1899} 
1p. 1, 126 p. 12°. (Revell’s popular religious series. no. 194) 
1. Title 
91476 


Library of Congress 
Copyright 1899: 11333 


Rigby, N L. 

His memorial day; its relation to moral, ceremonial 
and civil law, by N. L. Rigby ... Kansas City, Mo., Pub- 
lishing house of the Pentecsstal church of the Nazarene, 
1913. 


76p 17" = gOS 


1. Title 
13-10877 
Library of Congress 


Copyright A 346081 


Rigby, T Cc. 
Dr. Rigby’s papers on Florida, giving a general view of 
every portion of the state, “’ — resources, statistics, so 


ciety, crops, trade, &ec. . C. Rigby, ™. vo. Cincinnati, 
E. Mendenhall, 1876 
63 p. 254". 
1. Florida, 
1-13405 


Library of Congress 
Copyright 1876: 8197 


F316.R56 
28d) 


Rigby, W. 

Mode! aircraft; a practical handbook on the making and fly- 
ing of model aeroplanes, by W. Rigby; fully illustrated by the 
author. London, H. Milford, Oxford university press ,1935, 

ix, 11-96 p. incl. front., Mus, 19°. 


1 Aeroplanes— Models 1. Title. 

36-11142 

Library of Congress TLI70.R6 

3 (620.13334 
Rigby, Will 0. 

Righy’s reliable candy teacher and soda and ice cream 
Tormnlas. Containing over 500 recipes for the manufac- 
ture of the mest popular confections and summer drinks 
on the market, by Will 0. Rigby. Sth ed., rev. and enl, 
Topeka? Kan., 1902 

1 19)" 

! ‘ 

2-330 
i Cong TX791 R36 


Rigby, Will 0. 

Rigby 's reliable candy teacher and <oda and ice eream 
fornnulas by Will OF Righy 10th ed., rev. and enl, 
Topeka, Kan. W. O. Righy, 1909 


sv, 1. 177 p nel fromt. (port) 19)°* 
1 Confectionery 
1388 
Library of Congress TX791 RSS 
Ove A227 


120 


Rigby, Will 0. 

Rigby’s reliable candy teacher, with complete and mod- 
ern soda, ice cream & sherbet sections. llth ed. 750 
recipes, by W. O. Rigby ... Topeka, Kan., Rigby publish- 
ing company (1914, 

2 p. L, tixi-xxxi, (1), 222 p. front. (port.) 224° $2.00 

D. (204)-222, advertising matter. 


1. Confectionery. 


14-16742 
Library of Congress 


Copyright A 380584 


TX791.RS8 1914 


Rigby, Will 0. 

Rigby’s reliable candy teacher, with complete o 
modern soda, ice cream and sherbert sections ... 

O. Rigby... (12thed., Topeka, Kan., Rigby publish’ 
Mid company ‘1918; 


118), 250 p. front. (port.) illus. 23. 
Advertising matter: p. 237-250. 


1. Confectionery. 


18-1675 
Library of Congress 


Copyright A SOSIRI 


TX791.R58 1918 


Rigby, Will 0. 
.. Rigby’s reliable candy teacher, with complete and modern 
soda, ice cream and sherbet sections ... by, W. O. Rigby and 


Fred Rigby ... 13th ed., Topeka, Kan., Rigby publishing 
company ;*1920, 


8p. 1, 271 p. incl. front. (port.) ius, 224°. 


1. Confectionery 1, Rigby, Fred, joint author. 


Library of Congress 
Copyright A 568084 


TX701.R58 1920 
rile}, 


Rigby, Will 0. 


. Rigby’s reliable candy teacher, with complete and modern 
soda, i ice cream and sherbet sections ... ;by 


y, W. O. pd and 
red Rigby ... ,14th ed. Topeka, Ken., Rigby lishing 
pth. (1923, 


XY, :1), 268, -t) p. incl. front. (port.) illus. 23°. 
Blank pages for “Favorite formulas” (1i-tll, 4 at end) 


1, Confectionery 1. Rigby, Fred, joint author. 


23—1472 
Library of Congress 
Copyright A 608806 


TX791.R58 1928 
1a35e1, 


Rigby, William Cattron, 1871- 

The shipping situation in Puerto Rico, facts about Puerto 
Rico's water transportation facilities; memorandum submitted 
to the Inter-American maritime conference, by Col. William C. 
Rigby ... and, Enrique Ortega ... Washington, D. C., 1940. 

Bp map 2 


1. \ 
Eortque, 1888— joint author 11. Inter-American maritime conference, 
Washington, D. C., 1940. mt. Title 


Library of Congress 
& 387.5225 


Rigby, William Titus, 1841- 


Historic Vicksburg, an epitome of the campaign, siege 
and defense of Vicksburg, March 29-July 4, 1863; a state- 
ment, by states, of the organizations engaged therein ; and 
a brief account of the inception of the Vicksburg national 
military park and of the work that has been done toward 
its establishment. Comp. by Capt. W. T. Rigby ... (2d 
rev.ed. Vicksburg? Miss., 1906, 

12% p tee. (incl. maps) 214 x 20™ fold. to 214 x 10™. 

= ty "Siege of Vicksburg and the Vicksburg national military park, 
second revised edition, 1905 

1. Vicksburg—! —Siege, 1863. 2. Vicksburg national military park 


1029570 


Library of Congress E4752 R56 








(Rigbye, B E 

Storeys of old; historical, biographical and genéalog- 
ical observations on the Storey and Story family. Promi- 
nent members of the same of the four | counties— 
Northumberland, Cumberland, Durham and Westmor- 
land, including the branches settled in Lancaster and Fur- 
ness. Preston, Exors. of ¢. W. Whitehead, printers, 


359, xxxvii p fold. geneal. tables, gen of arms. 31™. 


planes. PRR 
Lettered on cover 


Rigbye (Cross Flew 
pK g- oh eed ee cant ed and quoted: p. 354-3! 
$. pamphlets, manuse: It 
Storrs of 7 United Statens p. 16l- 167. x 2 ” 
‘ontains also the Patrick- son, Sherren and i families. 

1. Story family 2" Stor famil Caliah Sac ae 
1725) 3. Patrickson family. 4 Thetven family. 5. Lush- 
ington family 1. Title. 


4 
Library of Congress CS439.88975 1920 25-9349 


(Rigbye, R G K 1 
*Time-honoured Lancaster’... Historic notes on the 
ancient borough of Lancaster, written, collected & com- 


er by Cross Fleury ;pseud.,... Lancaster, Eaton & 
ulfield, printers, 1891. 


xi, 612 p. front., pl., port., fold. map. 22°. 


Subject entries: Lancaster, tng. —Hist. 


Parte) 
Library of Congress, no. DA690. LORS. 
Rigdon, Jonathan, 1858- 
The art of speaking, « textbook for colleges, normal schools, 


and high schools and handbook for individual speakers, by 


Jonathan Rigdon .. — and Danville, Ind., Indiana 
publishing company, 1932. 
320 p. 1 illus, 219° 
1. Oratory. 1. Title. 
Library of Congress PN4121.RAT 
——— Copy 8 
Copyright A 47024 38) ‘808 5S 


Rigdon, Jonathan, 1558- 

The art of speaking, a textbook for high schools and hand- 
book for indiv’ iual readers, by Jonathan Rigdon ... Indian- 
apolis and Danville, Ind., Indiana publishing company, 1932. 

256 p. 1 Mus, 21°. 

Reissue, with a different preface and the omission of some material 


at end, of the author's The art of speaking, a textbook for 
Bormal schools, and high schools and handbook fo: individual speakers. 


1. Oratory. 1. Title. 
32-3174 
Library of Congress PN4121.0AT 19320 
—~ ---— Copy 2 2, 808.5 


Rigdon, Jonathan, 1858- 


English grammar for beginners with language, by Jonathan 
Rigdon ... Danville. Ind., Indiana publishing company, 1896. 
savl 118 p. 18°. 


1. English \anguage—Grammar— 1870— 
“17198 
Library of Congress 
Copyright 1806: 22834 


PENILE 
a37b1-, 


Rigdon, Jonathan, 1558- 
English grammar for the common school, by Jonathan Rig- 
don ... Danville, Ind., Indiana publishing company, 1896. 


vil, 2006p. 19°. 


1. English language -Grammar— 1870- 
1228670 


Library of Congres» 
Copyright 1896: 22835 


Pei Ree 
a3Tb1, 


XUM 


CATALOG OF PRINTED CARDS 


Rigdon, Jonathan, 1855- 
Grammar essentials for the high school, by Jonathan Rig- 


don ... New York city, N. Y., Hinds, Noble and Eldredge 
(1912, 

202 p. 2. (On cover: Rigdon’s grammar and language course) 
0.15 


1. English language—-G rammar— 1870- 


12—16615, 
PE1111.R625 


(32b1, 


Library of Congress 
Copyright A 319051 


Rigdon, Jonathan, 1858- 
Grammar of the English sentence, by Jonathan Ri 
.. Danville, Ind., The Indiana publishing company, 903. 
x, 286 p. diagrs. 2™. 
On cover: Thirtieth thousand. 


1. English language—Grammar—1870- 


3-120 
Library of Congress 


Copyright 


PEI111.R65 
(2a, 


Rigdon, Jonathan, 1858-- 

Infinitives and participles, containing also 
a classification of sentences, outlines of all 
the parte of speech, models and sentences for 
parsing, and some new and interesting exercises 


for examinations and reviews, by Jonathan Rigdon 


Danville, Ind., Indiana publishing company, 1895. 
64 p. 183° 
1. English language--Inf ini tive, 2. English 
language--Participle. 3. English language-- 
Grammar --1870- 12-38188 


Library of Congress PE1311.R5 


Rigdon, Jonathan. 
Rigdon's normal pone, containing coinplete and 

abridged models for all the parts of speech, ruled blanks 

for written parsing, and new sentences ... By Jonathan 

Rigdon ... Danville, Indiana publishing company (1887; 
cover-title, (8; p. 21 x 179*. 


Ruled sheets inserted between p. 4 and (5; 


1. English language—Composition and exercises. 

ca 11-2530 Unrev'd 
Library of Congress PEI R63 
Copyright 1887: 21106 


Rigdon, Jonathan, 1858- 

Science and religion as they look to a layman, by Jonathan 
Rigdon ... Danville, Ind., The author, 1928. 

136 p. 18°. 


1, Religion and science. _t, Title. 
7 oR93, 
Library of Congress BL240 R56 
Copyright A 6730 2 


Rigdon, Winfield Taylor. 

Mystic chain of discovery ; the era of great awakening, from 
the fifteenth to the seventeenth a the leading 
ters in the drama, the final | the N 
W. T. Rigdon . 
192%). 

406, 18, 3; p. incl. front. (port.) 1 iitus, 20° 


Appendt fom & Ge ete Ee eS to the forma- 
teen el © pertaanens government io The Oregon archives. 18 p. 





. by 
Salem, Or., Elliott ‘poatiog house, inc., 


1. America—Dise. & explor. 2. The West—Hist. 2. Oregon—Hist.— 
To 180. 1, Tithe 
30-213 
Library of Congress E101. B84 
14241, 
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Rigg 


Rigdon, Winfield Taylor. 

Truth in rhymes, by Winfield Taylor Rigdon ... 
Salem, Or., R. E. Moores & co., 1927. 

202 p. illus. (ports.) 20)". 


1, Title. 
TBS 

Library of Congress PSS585.16TT 1927 
Copyright A 1018924 C7 
Pcybup Guvvites, pseud. 

see 
Dubois, Edward, 1774-1850. 
18 19059 
Library of Congress 


Rigel, Franz Xaver, 1783-1852. 

Der siebenjAhrige kampf auf der pyren4ischen halbin- 
sel vom jahre 1807 bis 1814; besonders meine eigenen 
erfahrungen in diesem kriege nebst bemerkungen tiber 
das spanische volk und land. Von Fr. Xav. Ri os 
Rastatt, Der verfasser, 1819-21. 


3v. fronts, 5 pl., 4 fold. mapa. 214. 


1. Peninsular war, 1807-1814. 








ue 

Library of Congress DC231.R56 
Rigell, William Richard, 1887- 

Prophetic preaching; a study of the ministry of wg Ge 
Baptist for modern prophets, by William R. Rigell .. 
ville, Tenn., Broadman press "1936, 

Sp. 1, 0130 p. 199". 

1. Jobn, the Baptist. 2. Preaching. 1. Title. a4 

Library of Congress BS2456. RS 
—_— Copy 2. 

Copyright A 94674 2) 225.92 
ed. 

Stee betreffend die erwerbung des schweizerbiirger- 
rechtes und den verzicht auf dasselbe (vom 25. juni 1903) her- 
ausgegeben und mit geschichtlichen notizen und | erlduterun- 
gen, unter | der kan- 
tone und des ——— bentigtich deo vom 3, 


dy 1876, versehen von L. Rigert ... Ziirich, Schulthess & co., 





ap ue. 
1. . Citizenship 
1. Switzerland. Laws, statutes, etc. 1. Title. 
‘38-8763 
Library of Congress INS8901.R5 
2 323.61404 


Rigg, Arthar. 

Modern gene ond enchatews powder. By Arthur Rigg and 
Jeune Gave London, E. & F. N. Spon; New York, Spon 
& Chamberlain, 1892. 


Ip. t, 8, a) p. diagrs 229". 


1. Ordnance. 1. Garvie, James, joint author, 1. Title. 
2 eo 
Library of Congress UF3OO.RS6 
aS2e1, 








Rigs 


Rigg, Arthur. 


A practical treatise on the steam Arthi 
Laden Nee YoRE ar. N. pa ee 


xvi, S12p. tus, 08 pl. (part fold.) diagrs. 284 x 22. 


Iibustrated t-p. 
Bibliography : p. vi. 
1 Steam-engines 
1624285 
Library of Congress TIGR 1878 
1, 

Rigg, Arthur. 

A practical treatise on the steam engine, b Arthur 


(2d ed., rev. and enl., go . & F. N. Spon; 
New "York, Spon & Chamberlain, 1 


xxiv, 379 p. illus, diagrs, 103 pl (part fold.) 284 x 22> 
Mustrated t-p. 


1 Steam-engines. 


Library of Congress TJ465.RSS 


Rigg, Charles Henry, 1874- 
Roses of quality; « selection of some modern roses 


: 


a Se & Gate & es ~ London, E. 
limited, 
Mp. 11 col plates 29". 
1. Ren = t. Title. 
35-7288 
Library of Congress SB411L RS 
a (635.96337 
Rigg, Edward. 
aap ae Reine Seth quam, &, S enue btn. 
duction to the Latin tongue. Formed from the most approved 
in this kind. By the late presidents Burr, Finley, 
and : and now carefully revised and reformed by s great 
variety of amendments, corrections, and useful remarks, most 
of which are entirely new ; with the definitions of all the gram 
matical terms, in their proper places By Edward Rigg 
New-York: Printed and sold by Hugh Gaine, at his Book- 
Printing-Office, at the Bible, in Pearl-Street. 1797 
14 p 17. 
langoage—Grammar— 1500-1800 
11-7838 
Library of Congress PA2084. R56 
e28fi, 


oa ua woricie of aneutaentn corrections, and useful re- 
marks, most of which are entirely new .. By Edward Rigg 
.. New-York: Printed by James Oram, no. 102, Water- 
street, for the New-York association of booksellers. 1801. 
M1 p. 189". 
1. Latin language—Grammar—1900-1870. 1. Title. 
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Rigg, George Burton, 1572- 
botany, with ~pecial reference to liberal education. 
by George b. Rigg... Mlastrate| with 157 engravings. Phila- 
delphia. Lea & Febiger, 1930. 
xvii, (17-442 p. front. ius 207". 
“Suggestions for frether reading” at end of most of the chapter 


1. Botemy 1 Tithe. 
» oe 
Library of Comer QKaT at 
Copyright A 27197 Met, - 
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Rigg, George Burton, 1872- 
.. Deeay and soil toxins .. 
cago, 1916. 
1p. Lp. 295-310. 24" 


Thesis (pn. d.)—University of Chic: 0, 1914 

-- private edition distributed by the University as ine libraries.” 
Repr*ated from the Botanical gazette, vol. x1, 

“Literature cited” 309-310 


. by George B. Rigg... Chi- 


1. Soils— Analysis. 


16-1368 Revised 
Library of Congress $593.R55 
Univ. of Chicago Libr 


Rigg, George Burton, 1872- 


Notes on the ecology and economic importance of 
Nereocystis luetkeana, G George B. Rigg ... Friday 
Harbor, Wash., 1912. 


cover-title, p. 83-92. illus. 25°. (Bulletin Puget Sound marine sta- 
tior, no. 1) 


“Reprinted from the Plant world, vol. 15, no. 4, April, 1912.” 


1. Nereocystis luetkeana. 


16-17835 
Library of Congress QKS69.L2RS 
Rigg, George Burton, 1872- 
The pharmacists’ botany, by George B. Rigg ... New York, 
The Macmillan company, 1 
xvii, 308 p. lua. 22. 
1, Botany. 2 Botany, Medical. 1, Tithe. ose 
Library of Congress QK47. BS 
Copyright A 765571 (38)1, 
Rigg, Gilbert. 


The sales engineer ; some ial aspects of metallurgi 
cal and chemical engineering, by Gilbert Rigg. London, Min- 
ing publications, ltd, 1998. 

4pLiu2gp 1.- 





1. Saleemen and salesmanship. 2. Metallurgy. 3. Chemical engi- 
neering 1 Tithe. 


Library of Congress HFS415. R55 
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Rigg, James Harrison, 1821-1909. 

The li Wesley, as he was in his youth a: 
By James - 
po. New York, Nelson & Phillips; Cincinnati 
Walden, 1874. 


208 p. front. (port.) 10)". 


1, Wesley, John, 1708-1781. 1 Title. 
37-12170 
Library of Congress BXS06.WGRS 1874 
Copyright 1875: 3530 ra oma. 742 


Rigg, James Harrison, 1821-1909. 

The li Wesley. — bed geben doh Be 2d ed, 
rev. and great! several new chap- 
ters and ame law. 
vera! Mathodian during the cntary sine the 
London, C. H. Kelly, 1891. 

ati, 238 p front. (port) 20". 


prime a ‘wes published some years 
ago.” —Pref. 
1. Wesley, Jobo, 1703-1701. 2 Methodiem. 1. Tithe. 
+18 
Library of Congress BXS06.W5RS 1891 
S741, 


Rigg, James Harrison, 1821-1909. 


Nationa! education in +t social conditions and as 


pects, 
ish and for- 


and public el Engl 
London, Strahan & co., 1873. 


eign; by James H. Rigs .. 
viii, (2), 517 p. fold tab. 199° 





1. Education. 2 Education—Gt. Brit 


6-574 


Library of Congress LA13L Rs 


Rigg, James Harrison, 1821-1909. 

The progress and present position of public elementary 
education, especially as regarded from a Christian point 
of view. Being an gee: address delivered before pa 
training colleges of W and 8 
ae Seiveary 5th, 1887, at the pengge 7 Wes. 
we chapel, by the Rev. James H. Ri London, 

estminster college school-book seit - A ‘jas7, 

27, lip. 20a. 


1, Church and gieeation in, Gt. Brit. 2. Methodist Episcopal church 
in Gt. Brit ‘ 
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Rigg, James Macmullen, 1855-1926. 
St. Anselm of Canterbury, a chapter in the history of re- 
ligion; by J. M. Rigg London, Methuen & co., 1896. 
Mp1 2. 


‘Appendix containing certain miraculous incidents attested by Ead- 
mer in bis De vita Anselm! ...": p. 277-284. 


L Anselm, Saint, abp. of Canterbury, 1083-1109. 


29828 
Library of Congress BX4700.A58R5 
140g}, 
Rigg, John, 1858— 
How to take the o&air, by John Rigg ... New York, Fred- 


erick A. Stokes compepy ,1928, 
Sip 174". 


Printed to Great Britav,. 
“Companion volume to the author's How to conduct a meeting.”"— 


1. Parliamentary practice. 1. Title. 


Library of Congress 


in his form debate. schools 
|. Rigg... With an introduction by J dat ¥ Hr John Rin 7 and , for schools and colleges, by 
tcheock & 


1. Oratory. 2 Debates and debating. 1 Tithe 


Library of Congress PN4121. RS asians 
(30r2, 
Rigg, Melvin Gillison, 1895— 
Making good in college, by Melvin G. Rigg ... New York, 
T. Nelson and sons, 1939. 
2p.1.,%p 18)”. 
1, Students. 2. Stody, Method of 1. Tithe. 
0 1241 
Library of Congress LB2306.R35 1939 
— —— Copy 2. 
Copyright A 133162 ile?) 713 





Rigg, Melvis: Gillison, 1895- 

A psychological analysis of certain problems of learning 
involved in college English ... by Melvin Gillison Rigg ... 
,Columbus, O., 1 

cover-title, p. (54,-66, 03,06, 790-802, 814-620. 24. 

Thesis (Pu. p.)—Obio state university, 1929. 

Autoblography. 

Conrents.—Alas, the compositions of the college freshman! Re 
printed from the Educational review, ¥. ore, eS June, 1927.—The 
course in freshman journal of higher edu- 
Ey yy BS 1 tests in English. 

(Continued on next card) 


82-18604 
a 


Gap ete Ciiem, w- A opted ote 
certain problems of learning involved in college English 
1932. (Card 2) 
Comntente—Continued. 
ee een, pn Ae Ay EE 
ber, 1081.Texihook awd an student knowledge in 


Decen| 
literature. be English journal (college edition) vol. 
x1x, no. 10, December, 1980. 


1, ‘Study and » & 
Lanes erect tron“ Seevets iiette ely eof eee 
~ 82-18504 
Library of Congress LB2365.E5R5 1929 
Ohio State Univ. Libr. 
—— —— Copy 2. 2) soe 


Rigg, Melvin Gillison. 


Theories of the .° ‘ation r- citizen to state. By 
Melvin Gillison Rigg, 2nd ... Philadelphia, Pa. ;Lan- 
caster, Pa., Press of Intelligencer printing co.) 1921. 


Sp. 24. 
Thesis (rut. ».)— University of Pennsylvania, 1920. 


1. Patriotism. 2. State, The. 1. Title. 


21—14077 
Library of Congress JCI2O.RS 
— Copy 2. 
Copyright A 614626 1s23e2) 
Rigg, Melvin Gillison, 189(— 
. What features of a musical have emotional sugges- 

tiveness! By Melvin Gillison --» Stillwater, Oklahome 

land ical college, 1939. 





as 20-88 p. (music) 2". Gian 0 to Cas eet 
tural and mechanical college... ¥. 96, no. 18) 


Publications of the Social science research counci! of the Oklahoma 
A. & M. college, no. 1. 


1. Music— Psychology. 1. Title. 
Library of Congress 
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Rigg, Philip. 

Southern —_. A true account of a Mediterranean and 
western ocean passage in a small ship, L Philip Rigg. New 
York, E. P. Dutton and company, inc., 1 


5 yp. 21°. 
Maps on Iining-papers. 
“First edition.” 


1. Seafaring life. 2. Mediterranean sea—Descr. & trav. 3. Atlantic 
oceaD. 1 Title. 





(36-14875, 
Library of Congress G640.RS4 1906 
_ Copy 2. 
Copyright A 90073 (53, 9104 
Rigg, Robert, 1792-1861. 


Stewie carbon researches ; and Fp on 


‘bon to be ind by plants, 
& compou 

posed d byp stio By Robert bert Rigg, ?. as. 

toy Smith, Elder and 0., ie” 


«ii, 4p. 2. 





1. Agricultural chemistry. 2 Carbon. 
12-10913 
Library of Congress (2d 
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Riggall, Elizabeth. 
Blessings on this house, « 9 tty & Gon ome by Ee 
Eldridge entertain 


Riggall ... Franklin, O., Denver, Colo., 
ment house ,°1939, 


82 p diagr. 19°. (On cover: Eldridge church entertainments) 


1. Title. 
0-174 
Library of Congress PN6120_45R4065 
—— —— Copy 2. 
Copyright D pub. 67880 2 6125 
Elizabeth. 
Settee ott Bane Contig « Christmas play, by Eliza- 
beth Riggall ... New York, N. Y., Tullar-Meredith oo., *1941. 
*p. 1". 


1. Christmas plays. =. Title. 
41-18801 


Library of Congress 


Riggan, George Garland. 
The song of the vineyard; a study in Isaiah’s hook, 
by al Garland Riggan ... Boston, R. G. Badger 


(192 
67 p. 199°. 
1. Title. 

‘ 20-15727 

Library of Congress BSISIS.RS 

Copyright A $76344 2; 

Rigge, John. 
Observations on the statutes for registering deeds : with 


a collection of cases u n the operation and intent of 
those statutes. To which are added, instructions for 


ama ze. 


Library of Congress 


Rigge, William Francis, 1857-1927. 

The graphic construction of eclipses and occultations ,by, 
ae &: OP ~ Chicago, Til, Loyola university press, 
1924 

157 p. tus, diagrs. 25°. 

Bibliography: p. 153-157. 


1, Eclipses. 2 Occultationn 1 Title. 


‘28770 
Library of Congress QB175.R5 
Copyright A S0TTI2 (32g2, 
Rigge, William Francis, 1857-1927. 
Harmonic curves ;by, William F. Rigge ... Omaha, Neb., 
The Creighton university, 1926. 
213 p. incl. rent, Sen, Gages told. ph. 2. 
1. Harmonic analysis. 1 Title. 
3816380 
Library of Congress QAd08. BS 
Copyright A 901910 (22, 
123 








Riggenbach 
a ae ee 
b ditischen und der 
wien pole dar Aa nisch logischen anstalt der 








Hi zu Basel... Zérich, Druck 
pwr wy Beg 
Ip. yh: diagrs. 30”. 
Signed 
es: wreck tn, Das echvelaeriche Griechoet, brag vow der 





1. Latitude. 2. Basel. 
anstalt tm Bernoullianum. 1. Title 


(Pull nome: Germann Albert Riggenbech, 
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library of Congress QB235 R56 


(r83b2) 


Riggenbach, Albert i. ¢. Germann Albert, 1854— 

Se See -- Basel, 
L. Reinhardt, universitits-buchdr. 

Wp, 1l BWx2Z™_ (Wissenschaftliche beilage zum Bericht iber das 
gymnasium schuljahr 1890-1891) 

“Quellen-schiissel”: p. 3) 


Library of Congress (QC989.S9B32 
Riggenbach, Albert i. «. Germann Albert, 1854— 

Die erdbebenaufzeichnungen der Astronomisch-meteo- 
rologischen anstalt im Bernoullianum zu Basel 1888-1903, 








von Albert bach. Basel (Buchdr. Kreis, 1903. 
Ip lip. im. 
1. Earth ‘Switeerland. 1 Basel. Universitit. Astronomisch- 
anstalt im, B. 
6 a4 
Library of Congress QESM.RS6 
Riggenbach, Albert i. ¢. Germann Albert, 1854- 
Ergebnisse nar oy h) gistri 
gutted Karlsruhe, G. Braun, 1898. 
Dp « 
1G 2 
Library of Congress 
Riggenbach, Eduard, 1861- 


The resurrection of Jesus, by Eduard ase 
aod _" & Maser Cincinnati, pS. aay yy 


74» 179%. (On cover: Foreign religious series) 


Library of Congress (Copyright 1907 A 19520) 


Riggenbach, Germann Albert 
see 


Riggenbach, Albert, 1654-1921. 





Riggenbach 


Riggenbach, Niklaus. 


Costa-Rica, land und leute, geschiluert nach mitthei 
lungen des Herrn Niklaus Riggenbach 


Druck-von A. Michel irs sacs 
cover-title, :3,-18 p. 17%. 
Separatabdruck aus dem “ Oltner wochonblatt.” 
1, Costa Rica, 2. Swiss in Costa Rica. 
Library of Congress F153. R56 iad 


(Riggenbech,; Nikolaus, 1817-1899. 
Entwoarf fiir ueberschienung der Alpen mit zahnrad- 
betrieb. Mit zwei lithographien. ;Aarau, 1868, 


16 p. fold. nl, fold map. 2%™. 
Signed: N. Riggenbach, Olivier Zschokke. 


1. Railroads—Alps. 2. Mountain railroads. . Zschokke, Olivier, 
jomt author. eas . 
10-21919 


Library of Congress TFOOO.RG 


Riggin, Aileen. 
Modern swimming and diving, by Aileen Riggin ... New 
York, Dodd, Mead and company, 1931. 
vip, 11, 2109p. front, illus, plates. 19°. 


1. Swimming. 2 Diving = t Tithe 

31-20084 
Library of Congress GVS37.R56 
Copyright A 41252 o ™2 


Riggio, Ach ile. 

... Bibliografia sommaria dell’ Oriente e dell’ Africa; ossia, 
Indicatore sintetico degli scritti piu’ curiosi e rari, e di quelli 
piu’ importanti, pubblicati in Italia, con — riguardo asi 
psesi islamitici, dall’ anno 1495 ai primordi del novecento. Con 
esclusione delle opere Intine. Arti, commercio, costumi, diplo- 
mazia, letteratura, linguistica, politica, teologia, storia, viaggi, 
ece. Tunisi, Edizioni I “Il Ghibli,” 1933. 


28 p.81. m2. 
1. Levant—Bibl. 1 Title 
42-82539 
Library of Congress 73013.R5 
12) 


Riggio Cinelli, Linda. ’ 
a Firenze, Milano, G. Agnelli 
€ 
MIp. 204". 
At bead of title: L. Rigglo Cinelli. 


& Tithe. 
0-20881 

Library of Congress PQ60.145PS 1988 

Copyright A—Foreign 43006 
12 58.91 

Riggle, Herbert McClellan, 1872- 

Beyond the tomb; or, Man, his nature and destiny, by Her- 
bert McClellan Riggle ove Anderson, Ind., Gospel trumpet 
company ,°1929, 


1. Future life. 2. Man. 1 Tithe. m. Tithe: Man, his nature and 


2 15233 
Library of Congress BX7900.G7R48 


Copyright A 10204 3 
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Riggle, Herbert McClellan, 1872- 
sn J Christian church, its rise and progress, by H. M. 


Riggle - - Anderson, Ind., Gospel trumpet company 
” -) 


8p. 18)". $100 


1. Title. 


Library of Congress 
Copyright A 312412 


Riggle, Herbert McClellan, 1872- 
. Christ's kingdom and reign, by H. M. Riggle. An- 
derson, Ind., Gospel trumpet company (1918, 


2p. 1, 9300p. 184. (Kingdom series, vol. 1) $1.00 


1. Title. 


Library of Congress 
Copyright A 492299 


BX7990.G7RS 


Riggle, Herbert McClellan, 1872- 

... Christ’s second coming and what will follow, by 
* i Riggle. Anderson, Ind., Gospel trumpet company 
(191 


1p. 1, 7-317 p. 184°. (Kingdom series, v.27 $1.00 


t Title. 


16-11367 
Library of Congress 
Copyright A 497390 


BTS8sS.RS 


Riggle, Herbert McClellan, 1872- 
The kingdom of God and the one thousand years’ 


reign, by M. Riggle ... Moundsville, W. Va., Gospel 
trumpet publishing co., 1899. 


3p. L, 9-262 p. incl. plan. 184™. 


1. Title. 
+18910 
Library of Congress BT@90.RS 
Copyright 1899: 77559 ya2tel, 


Riggle, Herbert, McClellan, 1872- 


Man, his present and future, by H. M. Riggle ... 


Moundsville, W. Va., Gospel trumpet company, 1904. 


3p. 1, 9208p. 184. init 


Library of Congress Copyright 

Riggle, Herbert McClellan, 1872- 

The New Testament church; spiritual, practical, by Herbert 
McClellan Riggle .. , Ind., Gospel trumpet company 
1987, 

¥, 7-198 p. 19. 

1. Church. 2. Church of God—Doctrinal and controversial works. 
2 Title. e 

Library of Congress BV 600. R52 
—- ——— Copy 2. 
Copyright A 111165 8, 260 
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Riggle, Herbert McClellan, 1872- 


Pioncer evangelism; or, Experiences and observations 


at home and abroad, by H. M. Riggle ... Anderson, 
Ind., Gospel trumpet co. 1924 
3S1 p. front., plates. ports. 207 
1. Title. 
24- 10000 
Library of Congress BV3785.RSAS 
Copyright A 792170 2 


2 


Riggle, Herbert McClellan, 1872- 

Roman Catholicism in the a of their own Scriptures 
and authorities, by H. M. Ri Anderson, Ind., 
trumpet company (1917; 


2p. 1, 7-182 p. 18)™. $1.00 
1. Title. 
18-22 
Library of Congress BX1765.R5 
Copyright A 477991 
Riggle, Herbert McClellan, 1872- 
The Sabbath and the Lord's day (6th ed., rev.) by H. M. 


Riggle. Anderson, Ind., Gospel trumpet company “1928, 
xi, 13-263 p. 10)". 


1. Sabbath. 
23-1325 
Library of Congress BV110.R5 
Copyright A 1074550 12 
Riggleman, John Randolph, 1895— 
isti John R. and Ira N. 


ose ist ed. New York 
and London, McGraw- Hill book company, inc., 1932. 

xix p.,11, 707 p. illus, diagre. 234™. 

“Genera! list of references” : p. 670-686. 

1. Business. 2. Statistics, 8 Statist! 


\eo-—Graphic methods. . Fries 





», Ira Nobles, 1897- Joint author, 1. Title. 
82-9002 
Library of Congress HF1017.R5 
_ Copy 2. 
Copyright A 47730 (40%2, 658.001 
Riggleman, John Randolph, 1895— 
and Ira N. 


Business statistics by John R. Le ose 
Frisbee ... 2ded. New York and 
company, inc., 1938. 

xix, 790 p. inci. Illus, diagrs., forms. 234™. 

“General list of references” : p. 761-172. 


McGraw-Hill book 


1, Business. 2. Statistics. 8. Stat _-\ “aa methods. 1, Fris- 
bee, Ira Nobles, 1807. joint author. 1. Title. 
38—30004 
Library of Congress HF1017.R5 1988 
— ——- Copy 2. 
Copyright A 122027 (4102, 658.001 
Riggleman, John Randolph, 1895— 


Graphic yay for presenting ry ag: by John 
R. Ri . introduction by M.C. Rorty... isted. New 
York ,ete., Metiraw. Hill book company, “4 1926. 


xii, 231 p. ius, diagrs, 23)". 


1. Statistics—Graphic methods, 2 Rusiness. 1. Title 
26— 1865 
Library of Congress HASLES 
Copyright A ST70287 (a39t1, 
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Riggieman, John Randolph, 1895— 
presenting business statistics, by John 
by M. C. Rorty ... 2ded. New 
York and he McGraw- fot phen Eng 1936. 


sill, 250 p. tus, diagrs. 234". 
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Reference card 
Riggs, Alexander, pseud. 
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Library of Congress 


Riggs, Alfred Longley, 1837-1916. 

Wicoie wowapi kin. The word book. By Alfred L. Riggs 
.. New York, For the Dakota mission, American tract soci- 
ety, 1881. 

4p. tus. 18)”. 


Primer in the Santee dintect. cf Pilling, Bibliog. of the Siouan lan- 
guages, 1887. 


1, Santee dislect—Texts. 1. Title. m. Tithe: The word book 


6 15283 
P1024.R36 


(a30d1, 


Library of Congress 


Riggs, Vrs. Alice Claudia (Shepard) 1885— 

Shepard of Aintab, by Alice Shepard Riggs. New York, 
Interchurch press ,“1920, 

=x, 200p. front., plates, ports. 19)™. 

Map on front lining-papers. 


1. Shepard, Fred Douglas, 1855-1915. 1 Tithe. 
20—18710 
BV81T7.35R5 


aflel, 


Library of Congress 


Riggs, Arthur Stanley. 

France from sea to sea, by Arthur Stanley Riggs ... 
York, McBride, Nast & company, 1913. 

6p. 1, vi, S15 p. front, plates 19". $125 


“Some of the materia! .. Ren senverss og eotiden 2 Seen? 
“Some good books on France”: p. 


1, France—Deecr. & trav. 1& Tithe. 

1810887 
Library of Congress DCA RT 
Copyright A 347387 (871, wee 


Riggs, Arthur Stanley, 1879- 

France from sea to sea, by Arthur Stanley Riggs ... New 
York, R. M. McBride & company, 1925. 

4p. 1, vilip,11,304p. front. plates, 207. 


“Revised edition.” 
“Some good books on France”: p. 370-881. 


1. France—Deacr. & trav 1 Title. 
25—13878 
Library of Congress DCAART 1905 
~— —— Copy 2. 
Copyright A 855008 n40e1, 
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Riggs, Arthur Stanley, 1879- 
‘The cenenee of hanen geen be Arthur Stanley Riggs ... 
New York, Indianapulis, Bobbs- Merrill company (‘1938, 
xix, 21-405 p. front. illus. (maps) plates, facsima,, diagr. 24)". 


“First edition.” . 
Bibliography : p. ;881,-887 ; “Supplementary bibliography” : p. 388 


1. Archaeology. 2. Civilization, Ancient. 1 Title, 
38-8724 

Library of Congress CBS11.R55 
—— ——— Copy 2. 
Copyright A 122786 (39K10, 371 
Riggs, Arthur Stanley. 

The Spanish pageant, by Arthur Stanley Riggs ... In- 
dianapolia, T The Bobbs- company ,*1928, 


8p. 1, 416 p. front, illus (music) plates, double map. 23)*. 


1. Spain—Desecr. & trav. 1 Tithe 


2s 28880 
Library of Congress DP42. R615 
—— —— Copy? 8901, 
Riggs, Arthur Stanley. 
Vistas in Sicily, by Arthur Stanley Fr. 8. G. 8. 


New York, McBride, Nast & company, 1912. 
1p L, xii, 272 p. front, illus. (map) plates. 197. 61.10 


Partly reprinted from the Travel magazine 
“The best books on Sicily”: p. 265. 


1. Sicily—Deser. & trav. 1. Title. 
13-128 
Library of Congress DG864. RS 
Copyright A 328014 
Riggs, Arthur Stauley. 


Vistas in Sicily, by Arthur Stanley Riggs, r. 2.0.8. New 
York, R. M. McBride & company, 1925. 
Sp. lL, xiv p. 11, nn front., lus. (map) plates. 20™. 


“Revised edition. 
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1. Sictly—Desecr, & trav. 1 Tithe. 
Library of Congress DGS64.B5 1925 
—- —— Copy? 
Copyright A 805185 (S841, 
Riggs, Arthur Stanley. 
With three armies on and behind the western front, by 
Arthur Stanley Ri .. with illustrations, 


. cartoons, posters 
and placards. Indianapolis, The Bobbe-Merrill company 
(1918, 

Tp. L, 98 p. front. plates, ports. facsims 10)”. 


1. European war, 1914-1918—Personal narratives. 1 Tithe. 
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Library of Congress D640.R47 
SO Copy 2. 
Copyright A 01422 (0361, 


Riggs, Austen Fox, 1876- 

Intelligent living, by Austes. cox Riggs, m. o., with an intro- 
duction by Dr. Frederick Tilney ... Garden City, N. Y., 
Doubleday, Doran & company, 1929. 


xrvip,.t1,230p. 219". 


1. Conduct of life. 2. Education of children. 8. Mental ology and 
hygiene. 1. Title. ne 


29-7825 
Library of Congress BJ1581. R55 
— —— Copy 2. 
Copyright A 7041 1839n"2, 
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Riggs, Austen Fox, 1876- 
Intelligent by Austen Fox Riggs, «. p., with an intro- 
duction by sian ty De Poederuk rederick Tilney ... Garden City, N. Y., 


Doubleday, Doran & company, inc., 1930. 
xxvip.11,20p 21". 


1. Conduct of life. 2. Education of children. 8 Mental physiology 
andhygiene. § 1 Tith 
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Library of Congress BJ1581.B55 1980 
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Riggs, Austen Fox, 1876-1940. 

Just nerves, by Austen Fox Riggs, «.». Boston and New 
York, Houghton Mifflin company, 1922. 

op. wir. 


1. Nervous aystew—Dtseasea, 2 Mental physiology and hygiene. 


& Tithe. 
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Riggs, Austen Fox, 1876- 

Play; recreation in « balanced life, by Austen Fox Riggs, 
™.p. Garden City, N. Y., Doubleday, Doran & company, inc., 
195. 

villi p11, 2308p. diagr. 20)". 


First edition.” 
“A catalogue activities, with a Uist of books 
dealing with each, from which the seeker may draw both guidance and 


1, Play, 2 Leisure. 8 Hobbies 4 Hobbies — Bibi. L Coonley, 
Pleanor Kavanaugh, 1911- 11. Title: Recreation in a balanced life. 


8522000 


Library of Congress GV14.B5 
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Riggs, Calvin Harold, 1905— 
... Geology of Allegan county, by C. H. Riggs... Lansing, 
1938. 
title, 29 numb. 1. incl. tables. 8 fold. 5 fold zy. 
Teport, no. 4) 
At head of title: State of Michigan. Department of conservation ... 
survey division ... 


Photoprinted. 
Folded maps and plans in pocket. 


1. Geology —Michigan—Allegan co. 


G8 30-104 
U. 8. Geol. survey. Library (255) bo. 4 
for Library of Congress (2N24 no. 4) 
2) (858.00774) 
Riggs, Chauncey Wales. 


How we find relics. Pleasures and perils on the Mississi) 
Ger to 4 Gating Soe - A series of letters, by C. 
Riggs ... "Chicago, W. B. Conkey company, printers, 1893. 

107, a DP. incl. fromt. (port.) ius. 187°. 


river—Desecr. & trav. rway- pe ar 3 
by — cae 
1-877 

Library of Congress F354 R56 

Copyright 1898: 42350 Mel, 
Riggs, Mrs. Dionis Coffin. 

From off island; So ne ot ae. , by Dionis 
Coffin in collaboration with Noyes Riggs. New 
York, . MeGraw Hill book company, inc. ,“1940, 


xvi, 347 p. incl. front. plates, ports. 21”. 
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Riggt, Eleanor. 
Stories from lands of sunshine, by Eleanor Riggs. New 
York, Boston ete.) University publishing company (1904, 


4p Llp ius BD. 
1. Title. 
416265 
Library of Congress PZ10. R498 
Copyright A 90378 (3041, 
Riggs, Eleanor E. 
An American history, by Eleanor E. Riggs ... New 
York, The Macmillan company, 1916. 
aii p, 11, 526 p. illus. (incl. ports.) maps. 199". $1.00 
“References” at end of most of the chapters. 
1. U. S—Hist 
Library of Congress E17B.1.RS6 
Copyright A 418763 


Riggs, Elias, 1410-1901. 

A brief grammar of the modern Armenian language as 
spoken in Constantinople and Asia Minor. Smyrna, Printed 
by W. Griffitt, 1847. 


80 p. 204". 
Preface signed: F. Riggs. 


1. Armenian language—(remmer. 1, Title. 


Library of Congress 
— -—— Copy 2. 


PRKS373.25 
a37bi, 


(Riggs, Elias, 1810-1901. 
Notes on the grammar of the Bulgarian language. Smyrna, 
1844. 


2% p iW”. With hie A brief grammar of the modern Armenian 
oo Constantinople and Asia Minor. Smyrna, 1847. 
Copy 


Caption title 
Footnote (p. 1) signed: BE. R. 4. ¢. Ellas Riggs, 


1. Bulgarian language—Grammar. —_. Title. 


Library of Congress PKS373.R5 Copy 2 
138b1, 


Riggs, Elias, 1810-1901. 

A vocabulary of words used in modern Armenian but not 
found in the ancient Armenian lexicons. Smyrna, Printed by 
W. Griffitt, 1847. 

iv, 12 pp, 1b 2am. 

Preface signed: E. Riggs 


1. Armenian language—Glossaries, vocabularies, etc. 1. Tithe. 
11-27687 Revised 
Sony wn Ko 'bret ot the meters 
Minor. Smyrna, 4 
(7302, 


Riggs, Elmer Samuel, 1869- 

The carapace and plastron of Basilemys sinuosus, a new 
fossil tortoise from the Laramie beds of Montana. By Elmer 
S. Riggs ... Chicago, 1906. 


Ip. L, p 260-256 pl. cacvi-txxve 247°. (Field Columbia - 
seum. Publication 110. Geological series. vol. a, no. 7) 7 


6— 14083 
Library of Congress QELFs 


LIBRARY OF CONGRESS 


Riggs, Elmer Samuel, 1869- 
. The dinosaur beds of the Grand - valley of Colo- 


rado. By Elmer S. Riggs... Chicago, 190) 
ip. L, p 267-274. ase unienael? 25". (Field Colum- 
bian museum. Publication 60. Geological series. vol. 1, no. 9) 


Plates 34-88 each preceded by guard sheet with brief explanation. 


1. Geology, Stratigraphic—Jurassic. 2 Geology—Colorado—Grand 
river valley. 1. Title. 


Library of Congress 
—— —— Copy 2. 


Riggs, Elmer Samuel, 1869- 

The fore leg and pectoral girdle of Morosaurus, 
with a note on the genus Camarosaurus, by Elmer 
Riggs ... Chicago, 1901. 


1 p. L, p. 275-281 xu-xutt (part fold.) 254°*. (Field Columbian 
museum. Publication Geological series. vol. 1, no. 10) 


Plates 40 and 41 each preceded by guard sheet with brief explanation 





1. Morosaurus. 
410472 
Library of Congress QELF4 
(3341, 
— Elmer Samuel, 1869— 
logical history and evolution of the horse, by Elmer 
8. oe ~ Chicago, ield museum of natural history, 1932. 


cover-title, 54 (Field maseum of 


natural history, 
Bibliography : p. 54. 


Mes, rm pl. on 101. 219%. 
. Geology leaflet 13) 


1. Horses. 2 Horses, Fossil. 3. Evolution 1. Tithe. 
32-3568 
Library of Congress QELFS no.13 
Copyright A 51215 (3518, (550.82) 969.795 


Riggs, Elmer Samuel, 1869- 
. Mounted skeleton of Homalodotherium, by Elmer 8. 


Riggs ... (Chicago, 1987, 

Dp. 233-243. Illus. 24°. (Field museum of natural history. (Publi- 
cation, no. 385. Geological series, vol. v1, no. 17) 

Caption title 

2. (Hemaiodot berium, 

C D38-188 
Ldbrary of Congrens. Card div, QELF4 vol. 6,n0. 17 
3) 


Se 1869— 
ylagaulide: an extinct family of sciuromorph ro- 
dain ty thee Riggs ... ae 1899. 


1 p. 1, 181-187 p. ius. 2". 
tion 34. Geological series. 


Field Colombian museum. Publica- 
wat on 4} 


1. Mylagaulidee. 
4+ 10888, 
Library of Congress QELF4 
anncinataagls QEAR? RERS 
(36b1, 


Riggs, Elmer Samuel, 1869- 
. A new marsupial siber-tooth from the Pliocene of Ar- 
ntina and its relationships to other South American pre- 
) evn marsupials ,by, Elmer S. Riggs. Philadelphia, The 
American philosophical society, 1934. 
1p. 1h, 32 p. Mus, tables, var ye 
1B philosophical society ... 


304". ae of the 
America: 


. VOL, xurv. pt. 1 





1 lia, Fossil. 2. P Pliocene. 3 Paleontology — 
Argentine republic. 
A 38-528 
oe. Univ. Library 
for Library of Congress {(Q1L.P6 2.8. vol. 24) 
re (908.2748) 


126 





Riggs, Elmer Samuel, 1569— 

New or little known titanotheres from the lower Uintah 
formations, with notes on the stratigraphy and distrit+ tion of 
fossils. By Elmer S. Riggs... Chicago, 1912, 

Ip. bp 141. ius, pl rv-zm. 24)". (Field museum of natural 
history. ication 159. Geological ser. vol. rv, no, 2) 
Plates v-x11 accompanied by guard sheets with descriptive letterpress. 





1, TP 2? — Tertiary. 8. Paleontology— 
Utah. so 
12—27060 
Library of Congress QELF4 vol. 1v, 00.2 


Copyright A 440018 rAlcl, 


Riggs, Elmer Samuel, 186- 

Preliminary description of a new masvapial sabertootl 
from the pliocene of Argentina, by Elmer S. Riggs Chi- 
cago, 1933, 

Dp. 61-66. illus. 26°. (Field museum of natural bistory. 
tion, no. $25. Geological series. vol. v1 (pe. %)) 
Caption title 


(Publica- 


pis li 


M Fossti. 2 
pet. republic. 





Pliocene. 3%. Pal 


CD38-175 
Vbrary of Congres Card diy 
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QPLFs vol. 6no.3 


Riggs, Elmer Samuel, 1869 
... A skeleton of Astrapotherium, by Elmer S. Riggs ... 

(Chi 1935, 

167-177. ittus. 26 

tion, no. $48. (ieolagical 
Caption title 


(Field museum gpeen history. (Publica- 
. 18) 


series, vol. v1, no. 


1. Astrapotheriam, . Tite 


CD88-188 


Library of Congress. Card div. QEIF4 vol.6,n0.13 


* 


Riggs, Elmer Samuel, 1869- 
A specimen of Elasmosaurus serpentinus, by Elmer S. 
Riggs... Chicago 1989, 


885-891 incl. illus, tab. 24". (Geological series of Field myseum 
of catural history. vol. v1, no. 25. atsver tt. 1000) 
Captton title. 
Field museum publication no. 454. 
1. |Elasmosa: serpentinus, 
: i opw2 
Library of Congress. Carddiv. QELF4 vol. 6,n0. 25 
3) (560.82) 
Riggs, Elmer Samuel, 1860- 


1 1: 


and of 
Pt. Apatosaurus Marsh. BS Elmer S. — . Chicago, 
1903. 





1 p. L, 265,-196 p. illus, xiv-lill pl. (incl. front) 244°. (Field 
Columbian museum. Publication 82. Geological series. vol. u, no. 4) 


Plate 45, 47-51, each preceded by guard sheet with brief explanation. 





1. Apatosaurus. 
45198 

Library of Congress QELFs 

— —— Copy 2. QES#2. DERE 
ad0b1, 
Riges, Elmer a 1000- 
nd ips of opisthocation di 

Part 1. The he -* Elmer 8S. Riggs ... Chicago, 


ipo a 
Jumbian musen: 


Issued September 1904. 


Mus., pl. cxxr-txxv (part fold.) 25°. (Field Co- 
‘ublication 04. Geological series. vol. m, no. 6) 


1. Brachlosauridee 


Library of Congress QE Fi 
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Riggs, Emma E comp. 

The mystic key. A poetic fortune teller. With three 
hundred quotations from over eighty standard authors. 
Arranged by Emma E. “a ew York, The authors’ 
publishing company (187 

Sp 15 x 1". 


1. Quotations, English. 2 Fortune-telling. 1. Title. 


Library of Congress PNOOBI.RS 
Copyright 1878: 14488 (3301, 


Riggs, Emma King (Hynes) 1867- 

Our pioneer ancestors ; perf tay 8 Ryne by = 
tion as > the Hynes, Chenault, ee, Anderson, Tay. 
lor, Finley, Letcher and Houston tamil in the direct line a 
ancestry of Samuel B, Hynes and Ellen M. Anderson Hynes. 
Compiled ... by Emma Hynes Riggs and Henry Earle Riggs. 
Ann Arbor, Mich ,Edwards brothers, inc., lithoprinters, 
1941-42. 
2¥. fronts, ee (incl, facsims., coats of arms) pi, ports, fold. 
gevea), tables. 

(Continued on next card) 


42-16153 
ou 


Riggs, Emma King (Hynes) 1867- 
.. 1941-42. (Card 2) 


1. Hynes family (William Hynes, 1714-1780) 2 Sep Quty (E4- 
ward Riggs, ca. . 1672) 1. Riggs, Heary Earle, Jotat 


42-16158 
CST1.H008 1041-42 


fo) 


Riggs, Mrs. Frances Somers. 

Children of the Great spirit, a course on the American 
Indians for primary children, by Frances Somers Riggs, with 
stories by Florence Crannell Means. New York, Friendship 
Press ,°1982, 

Spl, 158 p. illus, 199, 


Map on 

Music! Dp i41- 

“Reference list": p. :147;-158. 

Indians of North Fy y Wterature. 1 Means, Mra. 
nice Crannell, Joint author. 1. Title. 
8281738 

Library of Congress ET7.RO4 

Copyright A 56711 8 970.1 


Riggs, Frederick B. 


Life of Christ, an outline; Jesus Taanpetu. By Fred- 
erick B. Riggs ... Santee Agency, Neb., Santee normal 
training school press, 1891. 


47 p. 1747 


‘The larger r part of the work on this book was done epi 
Suntee normal training schoo!, Santee Agency, Neb."— LA, I 


2 A. Josue Christ—Biog. 2. Dakota language—Texts. 3. Santee dialect 
ex! 


25- 16854 


Library of Congress PM1024.R4 


Riggs, George Alanson, 1877- 

Baptists in Puerto Rico; brief historical notes of forty years 
of Baptist work in Puerto Rico, 1899-1939 ... by, G. A. Riggs 
-. Ponce, P. R., Puerto Rico evangelico :1939, 

cover-title, 2-44 p. illus. (incl. ports. map) 29°. 


1. Raptists—. Puerto Rico, 2 Missions—Puerto Rico. 3. Haptiste— 
Minsions. 1. Title. 
39-24420 
Library of Congress BX6206.1°8R5S 


—_——ee 2, (206.6) 277.205 
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Riggs, Mrs. George Christopher 


Wiggin, Kate Douglas (Smith) “Mrs. G. ©. Riggs”, 1857- 


Library of Cangress 2 


Riggs, Henry Earle, 1865- 


Depreciation of public utility properties and its relation 
to fair value and changes in the level of prices, by 


Earle Riggs ... Ist ed. New York ,etc., McGraw-Hill book 
company, inc., 1922. 
ix, 21 p21. 
1. Public utilities—Valuation. 2 Depreciation 1. Title. 
Library of Congress HD2T6.RS 1022 
—— ——- Copy 2. 
Copyright A 692081 87, 
Biggs, Homer © comp. 


omni a fabrics . pian by ry Riggs .. 


18". (Lettered 
ont BSm yt gel Plate re ee oS ( on 


1. Dyes and cyeing—Wool. 1. Rodney Hunt machine co., Orange, Mass. 
314 
Library of Congress TPOORS 
Copyright A 883118 & 
Riggs, Homer C comp. 


ee ae ae eee - . compiled by Homer 
C. Riggs ... Orange, Mass., Rodney Hunt machine co. “1927, 

3 p. L, 78, ad) p. Mus, diagrs. 179210°. (Lettered on cover: 
Modern practice in textile wet finishing, no. 3) 


1. Bleaching 1. Rodney Hunt machine co, Orange, Mass. 1. Title. 
28-0754 
Library of Congress TPS. RS 
Copyright A 1010401 rH 


Riggs, James Gilbert, 1861-1936. 

Hello Doctor ; obit eee te ee eo. 
by James G. Riggs ... East Acrora, N. Y., Printed and bound 
in the Roycroft shops, 1986. 

vill p.. 41, 8-120 p, 21. front. plates, porta 21”. 

Illustrated lning-papers. 


1. Bernstein, Charles, 1872- 2 New York State echool, Rome 


1. Tithe. 
36-15046, 
Library of Congress HV3006.NTRTS 
— —— Copy 2. 
Copyright A 98003 3, 923.673 
Riggs, James Gilbert, 1861- 


p ano pity of Bow Dekh ciate Ci sages t igual 


(in Nationa) education association of the United States, Ad@resses and 
proceedings, 1918 p. 352-333) 


1. Physical education and training—New York (State) 


E 19-300 


Library, U. S. Bur. of Education 


CA 
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Riggs 


Riggs, James Gilbert, 1961- 
Training of teachers for special classes. 


(in National education association of the United States. Journal of 
Proceedings and addresses, 1916 p 884-886) 


1. Children, Gove sf wtnwt, 2. Education of children. «1, 2 
Atnormal childeen Education 


E 17-1009 
Library, U. S. Bur. of Education 

Riggs, James Harrison, 1521-1909. 
Public elementary education and trai colleges, in- 


cluding observations on over-pressure ; Gis an inaug- 
ural address ~ aed the tra colleges of 
We ‘ebruary 7th, 
1885, it the Cea Wesleyan pm by the Rev. 
James H. Rigg ... London, Westminster college school- 
book depot rete., 1885. 

ny thp. 2=. 


and education sim, Gt. Brit. 2. Methodist Episcopal church in 
gal "3 Grerpresnure (Education) py net py ee 
LT 





E1S-48 
Library, U. S. Bur. of Education LCS77.R4 
Riggs, James Steverson, 185— 
A history of the Jewish people during the Maccabean and 
Roman periods (including New Testament times) by James 
Stevenson Riggs ... New York, C. Scribner's sons, 1900. 


xxi, 320 p Seat (ine. om) 8 mange £8 Sty my". (Helf-4tle: 
The historical series for Bible students. 


“Books of reference”: p. 802,-808. 


1. Jewe—Hist.—#. c. 588-a 0. 70. 


Library of Congress DS118. B56 
Copyright 1900 A 6505 r#lul, 
Riggs, James Stevenson, 1553- 

. The messages of Jesus according to the Gospel of John; 
the discourses of Jesus in the ao ana- 
lyzed and freely rendered in as James Stevenson 
Riggs ... New York, C. Scribner’s sons, 1907. 


xvi, 374 p. 17x 139°. (Half-title: The messages of the Bible; ed. by 
F. K. Sanders ... and C.F. Kent... vol. x) 


Series title also at head of t.-p. 


1. Tithe. 
18824 
Library of Congress BS401.M4 vol. 10 
Copyright A 191927 (4011, 


— John cute ooiend 


iat Scene eis 


ol front. (col. coat of arms) plates, ports. 24”. 


“This edition ts limited to 250 coples, book number 85." 
Inctudes bibliography. 


1. Riggs family. 

Library of Congress CSTLEST 1980 

———Copy 2. “Book number 136." 
2 


Riggs, John Davis Seaton, 1851- 


9. Satin papiege—Gengedies ans canna. 1 Seott, Harry 
Fletcher, 
ee e7 
Library of Congress PA2087. RSS 1880 
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Riggs, John Davis Seaton, :351- 

In latinum (Caesar and C.vero) translation of te 
exercises in the revised edition, by J D. 8. Riggs .. 
vised by H. F. Scott ... Chicago, Scott, Foresman a 
company, 1900. 


1p. 1, $110 p. 194%. (Intercollegiate classical series) 


a}; Latin peemas—Compestiion ext enercions. 1. Scott, Harry Fletcher, 


0-6457 Revised 
PA2087.R592 1900 
(12642) 


Library of Congress 
Copyright 1900 A 7720 


Riggs, John Davis Seaton, 1851- 
.. In latinum (Cicero) for academies and high schools, by 


pot tentee So co H. F. Scott 
orations and ey 
company, 1899. 


108 p 107". (Intercollegiate classical series) 
1. Latip language — and exercises, 2 Cicero, Marcus 
Tullius 1 Scott, Harry oe ed 


Library of Congress 
Copyright 1800: 65435 


PA208T.RSO 1800 
(36r22e1; 


Biggs, John Davis Seaton, 1851- 

.. In latinum. (Pensa in latinum sermonem vert«nda). 
For academies and high schools. By J. D. S. Riggs ... 
Chicago, Albert and Scott, 1890-92. 


2¥. 19. (Inter-<ollegiate Latin series) 
Contents. — 1. Based upon “Caecsaris De neti bello commentarii 
iv" —pare 2. upon selected. orations and letters 
1. Latin language—Composition and exercises 
Library of Congress PA2087.RS7 se 
Copyright 1890: 28828; 1892; 37935 
*s23e1, 


Riggs, John Davis Seaton, 1851- 
- In latinum. 
academies 


127 ©. 19". (Intercollegiate Latin series) 


1. Latin language—Composition and exercises. 
11—11868 
Library of Congress 
Copyright 1803: 40866 


PA2087.RST 1808 
(2841, 


Biggs, John Franklin. 

The next step in school legislation; annua! address de- 
livered by John F. Riggs, superintendent of public in- 
struction, before the lowa state teachers’ association, 


ursday, December 31, 1908. Des Moines, E. H. Eng- 
lish, state printer, 1908. 
2p 1m 
1. Schoo! I 
legislation—lowa 29-125 


Library, U. S. Bur. of 
Copy 2 


Education LR2529.1 85R4 





Riggs, Mrs. Kate Douglas (Smith) Wiggin 
ane 
Wiggin, Kate Douglas (Smith) “Mrs. G. C. Riggu,” 1857- 
1923. 


2312786 


Library of Congress (30c3, 
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Riggs, Lloyd Kendrick. 

... Action of salts upon the metabolism of nerves ... by 
Lloyd Kendrick Riggs ... ;Baltimore, 1919, 

1p. L, p. 385-402. diagrs. 22). 

Thesis (pH. p.)—University of Chicago, 1918. 

“Private edition, distributed by the University of Chicago libraries, Chi- 
cago, Ilinois.” 
Pn from the Journal of biological chemistry, vol. xxx1x, no. 2, 

ptembe 

Bivlicetaphy p. 402 


1. Nerves. 2. Salts—Physiological effect. 


20-5178 


Library of Congve: 
Univ. "of Chicago Live 


QP33i Re 
2 
Riggs, Louis Warner. 

Elementary manual for the chemical laboratory, by Louis 
Warner Riggs ... 1st ed., Ist thousand. New York, J. Wiley 
& sons; ,etc., ete., 1904. 

vil, 138 p. 239% 


1. Chemistry—Laboratory manuals. 2. Chemistry, Analytic 


4—218968 
Library of Congress QD45.R57 
Copyright s27el, 
Riggs, Lynn, 1899- 
Big Lake; s tragedy in two as produced by the Amer- 


ican laboratory theater, New York city, by + Riggs; fore- 
word by Barrett H. Clark. New York city, S. French; Lon- 
don, 8. French, Itd., 1927. 


iz, 81 p. front. pl. 20". 





1 Tithe. 
2122828 
Library of Congress PS3585.1 4585 1927 
— —— Copy 2. 
Copyright D 81487 (0881) 
Riggs, Lynn, 1899- 
Green the lilacs, a play, New York, 
ta anne 8 Fomehr tetas d Peat .» 1981. 
vii p. 41L,3-166p 20". 
1. Title 
Library of Congress PSS535.164567T 1931 
— Copy 2. 
Copyright D pub. 621 (82n8, 812.5 


Riggs, Lynn, 1899- 

The iron dish, by Lynn Riggs. Garden City, N. Y., Double- 
day, Doran and company, inc., 1930. 

ix,@p. 21". 


Poews. 
“First edition.” 


1. Tithe. 
S0— 258% 
Library of Congress 
———— Copy 2. 
Copyright A 28628 


PSSAS.1 64517 1980 


Mel, S115 


Rises, Lynn, 18990- 
Knives from Syria, a play in one act, by Lynn Riggs. New 
York city, S. French ,1928, 


Spl, @p 19”. 


L Tithe. 
4 29608 
Library of Congress PS3535.1645K6 1928 
Copyright D 85001 38d1, $125 
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Riggs, Lynn, 1599- 

Roadside. a comedy, by Lyon Riggs. foreword by Arthur 
Hopkins. New York, Lox Angeles, 8. French; London, 3. 
Erench, Itd.. 1940. 

6 p. 1, 3-158 p. Incl. front 

Tall-plece. 


ry Yi 


1 Tithe. 

Oo 29780 
Library of Congress PRISE 10 
—  ——_ Cops 2. 


Copyright 1D pub, 341 hed, 125 


Riggs, Lynn, 1899- 
Russet mantle, and The Cherokee night, two plays by Lynn 
London, 


Riggs. New York, Los Angeles ,ete., S. French; 
S. French Itd., 1936. 


6p. 1, 5-202 p. front. 1)™. 


t. Title. 1. Tithe: The Cherokee night. 
3613056 
Liveary of Congress PS3535.1 645R8 


4211, 


1986 


Riggs, Lynn, 1899- ° 

Sung Ti sing 008 A Satame to om Op One Clams 
plays, by Lynn Riggs. New York, S. French, 1928. 

Tp.L.t-im@p. my. 

“Music for the plays” : p. 180-192. 


1 Title m Title: A lantern to see by. 

Library of Congress 
—- —— Copy2. 
Copyright D 84045, 


2820858 
PS8585.1 64588 1928 


Riggs, McDonald Howard, 1896- 


A history of Battery F, = field artille: McDon- 
ald H. Riggs and) Rutherford H. Platt, jr. "Gevciand, 0., 
Priv. print, int by J.B. Dempesy (2 920, 


5 o. L, xiii-xx, 154 p. illus. 23°. 


Fo yon Ray 


1. —Regi wo 
323d fie! Ss. pr ‘4 
1917- in. 


mental histories—U. S. 
aruiery i t 3234 field artillery. | F, 
tt, Rutherford Hayes, 1894- joint author. ite. 


Library of Congress 1D570.32.3234.RS ested 


ys 


Riggs, Mrs. Margaret G ed. 
Things old and new from Rutherford. Ed. by Mrs. M. G. 
a New York, Bowne & co., 1898. 


7 p. Mes 24. 


1. Rutherford, N. J.—Hist. 1 Tithe. 
o10081 
Library of Congress F144. RORS 
(a35b1, 


mom | Mary Ann Clark (Longley), “Mrs. S. R. Riggs,” 


* ‘Costish and Dakota vocabulary, by s member of the 
Dakota mission. Published by the A. B.C. F.M. New York, 
Printed by R. Craighead, 1852 

120 p. 23)™. 

“Extracted from Riggs (8. R.), Grammar and dictionary of the Da- 
kota language, and printed on smaller sheets."—Ptiling, Bibl. of the 
Siouan lang., p. 61 


1. Buglish Eager Dictionartes— Dakot 2 Dakota language 
Dictionaries— lish. 1 American board of commixsioners for for- 
eign ay u. Title 

541144 

Library of Congress ‘PM1023.R5 

:n38b1, 





Riggs, Mrs. Mary Bess (Michaels) 
see 


Riges, Mrs. Bess (Michaels) 


Riggs, Norman Colman, 1870- 


Analytic geometry, by N. C. Riggs ... New York, The 
Macmillan company, 1910. 

si, 204 p. diagrs. 19°. $1.60 

1. Geometry, Analytic. 

10—21840 

Library of Congress QAS5!. RS 
Copyright A 271845 ane, 516 
Riggs, Norman Colman, 1870- 

New York, The 


Applied mechanics, by Norman C. Riggs ... 
Macmillan company, 1930. 


=p, 11, 8238p ius, diagre, 225°. 
ence series) 


( Half-title: Engineering sci- 


1. Mechanics, Applied. 
30-21004 
Library of Congress TASSO. R58 


42b1, (620.1) 581 


Riggs, Norman Colman, 1870— 
Strength of materials; a first course, by Norman C. Riggs 
. gand, Max M. Frocht ... New York, The Ronald press 
company ,*1938, 
xi, 4382p. ius, diagra 22°. 


“The final form of the text is the result of revision after extensive use 
ad ee Pret. 


includes problems with answers. 
1. Strength of materiale 2 Strains and stresses. 1. Frocht, Max 
Mark, 1894- joint author. 
38—16134 
Library of Congress TAMS.RS 1088 
42K2, 620.11 


Riggs, Ollie L. 

Three days and three nights in the heart of the earth, by 
Ollie L. Riggs ... Durham, N. C., The author ,“1928, 

3p. 1, 5180 p. 16. 


1, Jesus Christ—Passion. 2. Jesus Christ—Resurrection. 1. Title. 
2821399 
Library of Congress BT430.R55 
Copyright A 1054230 12, 


Riggs, M/rs. Renée (Coudert) 

Animal stories from Eskimo land, adapted from the orig- 
inal Eskimo stories collected by Dr. Daniel S. Neuman, by 
Renée Coudert Riggs; with illustrations and decorations by 
George W. Hood. New York, Frederick A. Stokes company, 
1923. 


6p.1, 1138p. col. front. col. ius. 10)*. 
1. Animals, Legenas and stories of 2. Eskimoe—Legends. 8% Indians 
tomy America— Legenda 1 Neuman, Daniel Sabeyause, 1860- 
a. Tit 
23—12976 
Library of Congress E90 ETR52 
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Riggs, Mrs. Renée (Coudert) 

Igloo tales from Eskimo lund, by Renée Coudert Riggs ... 
with illustrations and decorations by George W. Hood. New 
York, Frederick ‘A. Stokes company, 1928. 

Spl, 182 p. col. front. col. ttius ae 


Exkiuion— conee, 2. Indian« of North America—Legends. 
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Riggs, Richard Asbury. 

Gold nuggets of health, by Dr. R. A. Riggs. Abundant 
health nature's gift. ,Lexiagton, Ky., Commercial printing 
company, 1934. 


265 p. incl. front. (port.) 214". 
“Messages, which are in part a series of radio broadcasts.”—Fore- 





1. Hygiene. 1. Title. 
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Library of Congress RATIO. R545 
—_ Copy 2 
Copyright A 78645 3) 613 
Riggs, Richard Asbury. 
.. Gold nuggets of health. (Lexington, Ky., 1940. 


Bip. port. 19)”. 

At head of title: Dr. R. A. Riggs. 

“Revised second ad 

“Messages, which are in part a series of radio broadcasts."—Foreword. 


1. Hygiene. . Title. ou 
Library of Congress RATTORSS 1940 

——- ——- Copy 2 
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Riggs, Royal E T. 
Some legal problems of railroad valuation. By Royal 
E. T. Riggs... (New York, 1913, " 
cover-title, 28 p. 26™. 
“Reprinted from the Columbia law review, November, 1913.” 


1. Railroads—Valuation. 


A 13-2158 


Title from Bureau of Railway Economics. Printed by L. C. 


Riggs, Sara May, 1860- 

Studies in United States history; a Fa for the use 
of students and teachers, by Sara M. iggs ... Bos 
Ginn & company, 1902. 
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Riggs, Stephen Return, 1812-1883. 
Address of S. R. Riggs. 


(in Minussota historical society. Annals. St. Paul, 1851. 23°". p. 
6132)-143) 


Also aay be ie Collections of the soc.) 


v. 1, 1872, under title: 
The Dako 


1. Dakota language 
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Library of Congress FOOLM65 185i 


Riggs, Stephen Return, 1812-1883. 
Dakota A B C wowapi. By Rev. S. 
American tract society (1868) 
 p. 149 x 1249" 


. R. Riggs. New York, 


filas. 


1. Dakota language. L Title. 
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Library of Congress PM1024. R45 
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Riggs, Stephen Return, 1812-1883. 
. A Dakota-English pam by Stephen Return Riggs. 
a. toy Semen Owen Dorey .. ‘ashington, Govt. print. off., 


4p. 30°. (Contributions to North American ethnology. 


At head of title: Department of the interior. U.S, Geographical and 
geological survey of the Rocky mountain region. J. W. Powell, in charge. 
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Dictionaries — Dakota. 1. Dorsey, James Owen, 1848-188, ed. mn. 
Title. 
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Riggs, Stephen Return, 1812-1883. 
The Dakota first reading book, pre; 

Riggs, and Gideon H. Pond 

board of commissioners for foreign missions. 

Kendall and Henry, printers, 1839. 
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Dakota or Sioux Indians. 
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Riggs, Stephen Return, 1812-1883. 

Dakota grammar, texts, and ethnography, by Stephen 
Return Riggs. Ed. by James Owen Dorsey. Washington, 
Govt. print? off., 1895. 
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ethnology. vol. r 
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The Dakota language. By Rev. 8. R. Riggs. 
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Library of Congress FOOuMM vols 
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1M p 159" 
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24—22831 
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Washington, Smithsonian institution, 1852, 
Sitip-uix, hy, HH, BBB p. SIM (Added tp 
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History of the Dakotas. James W. Lynd's manu- 
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18-9228 
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History of the Dakotas. James W. Lynd’s manu- 
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/Riggs, Stephen Return, 1812-1883. 
In memory of Rev. Thos. 8. Williamson, s. p. 
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C. Bartlett 


1, Dakota Indiens—Missions. 
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Riggs With an introduction by Rey. 8. C. Bartlett 
Boston, Congregational Sunday-school and publishing society 
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Model first reader. Wayawa tokaheya. Prepared in 
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Cover-title: Model wayawa tokaheya 
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1. Dakota language--Texts. 2 Santee dialect—Texts. 1. Title. 
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Protestant missions in the Northwest, by Rev. Stephen 
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(in Minnesota historical society. Collections. St. Paul, 1894. 24™. 
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Deals principally with the missions to the Chippewa and Dakota Indians. 
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The gospel among the Dakotas 
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Library of Congress E99.D1RS3 
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Tah-koo wa : kati; or, T! gospel among the Dakotas’ By 
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Boston, Congregational publishing society ,18691, 
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Library of Congress 
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First printing.” 
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—— —— Copy 2. 
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2p.1,28p,11 2 
Author's pseud, Cletto Arrighi, at head of title 


Righi, Augusto, 1850-1920. 
Il radio Bologna, Ditta N. Zanichelli, 1904. 
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Milano, Cooperativa editriece 
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teenies ttaliana la sera del 25 maggio 1904.” 


1. Title 1. Radioactivity 
1620973 535873 
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Righi, Augusto, 1850-1920. 
Righetti, Homer, 1884- A — 
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hard Dessau ... Mit 258 eingedruckten abbildungen. Braun- 
schweig, F. Vieweg und sohn, 1903. 
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Spreckels physiological laboratory and Hearst 


“From the Rudolph 
laboratory ‘ot pathology and bacteriology of the University of California.” 
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Modern theory of physical pasnenem, ont radio-activity, ions, 
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Righi, Augusto, 1850- 
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congresso della Soe. ital. al. pel progresso delle scienze. Bo- Milano-Palermo, R. Sandron, 

logna, N. Zanichelli, 1 





nell’ Italia politica moderna 
1901. 
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Farmacopea popolare per il regno d'Italia ossia commenta 
ro delle pid utili cognizioni chimiche applicate agli usi domes 
tici, all’ igiene. alla farmacia, alla terapeutica, alle arti, all’ is- 
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Giovanni Righin 2. ed., accuratamente riveduta ed au- 
mentata considlerevolmente. Torino, Tipografia nazionale di 
B. Luigi, 1866. 
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Library of Congress R41 4G 1866 615.1 10945 
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1, Impressment 
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Library of Congress \i4b2 4 
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letti, Alfredo. 
E917 


Library, U.S. Bur. of Education TT166.18R4 


Rigler, Frank. 

Lessons in American history. The revolution . 
(Portland, Or., Madden & Crawford, 1892, 

2 pp. maps 214~. 

Cover-titie. 

Subject entries : U. 5. —Hist.—Revolution. 


Library of Congres, no. £208.57. 


Rigier, Frank, d. 1914. 
‘Numbers step by step; an elementary 
Rigler Chicago, O. P. Barnes "1913, 
364 p. ius, diagre 10)”. 


arithmetic, by Frank 


1. Arithmetic—Text-books. 


Eis 
Library, U. 8. Bar. of 


Anieitung pong und dem klaviere, oder die 
orgel zu omelen: nebst 2 — granden = komposi - 
zion; als ndthige vorkenntnisse der freyen 
nen fantasie; mit 2 anhangen : der 33 Ricchenlicler, und und 
31 charakteristischen meister 
dieses jahrhunderts ... Verfasset: von Franz Paul Rig- 
ler ... Ofen, Im verlage der Kénigl. hungar. universi- 
tAtsbuchdruckerey, 1798. 
hee S10 p. 19x XL 
a besten musikahschen bicher, and der beriinmtesten 


mena 
1. Music— Monuals, text-books, etc 





12-18602 
Library of Congress MT4@0.A2R4 
Rigler, Friedrich Otto, 1877- 
see 


Rigler-Hufeland, Otto, 1877- 





— by Jean FE. Hirsch. New York ete, 
iB. i company ,“1938, 
vit, 12) DB i ‘ o 

“The author, some ten years ago, 8 series of lecture notes in 
a oe ‘These notes, revined and expanded, heve been 

Bibliography p. 194 

1 2 2 

Ly — Le eee X-raye 1 Tithe: Roestgen 
ee = Sapen RCTR RS ‘Ss 2060 
Copyright A 1197 303, 16.0757 
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Rigler, Otto, 1877- 
see 


Rigler-iufeland, Otto, 1877- 


Rignano, Eugenio. 
The aim of human existence; being a system of mony 
— on the harmony of life, by Eugenio Rignano ... 
‘ago, The Open court publishing company, 1929. 
IplLa4p 2. 
“Translated from the French by Paul Crissman and Edw ar 


with subsequent revisions by the author.” 
“Reprinted from the Montst, January, 1029." 


L. Schaub, 


1 Cee, Paul, tr. 1. Schaub, Edward Leroy, 1881- 


1. Ethics. 
Joint tr. ut. Title. 


29-4153 
Library of Congress BJ1087.R5 
Copyright A 4352 (3941, 
Rignano, Eugenio, 1870-1930. . 
Biological memory, by Eugenio Rignano ... Tr. with an 


introduction by E. W. MacBride ... London, K. Paul, Trench, 
Trubner & co., Itd.; New York, Harcourt, Brace & company, 
inc., 1926, 

vi, 253 p. 224*. 


(Half-tigle; International brary of psychology, phi- 
losophy and scientific method) 


1, Life (Biology) 2. Biology. 3. Evolution. 1. MacBride, Ernest 
William, 1800. tr, 1. Title, 
280688 
Library of Congress QH366 RE 
ee, 


Rignano, Eugenio. 
... Di un socialismo in accordo colla dottrina econo- 
mica liberale. Torino ,etc., Fratelli Bocca, 1901. 


iv, 523 p. 24°". (On cower: Biblioteca di scienze sociali. vo! xxxvti) 
1. Socialism. 2. Economics. 3. Sociology. 
24412 
Library of Congress HX29L RS 
1a26e1) 


Rignano, Eugenio, 1870-1930. 

Essays in scientific synthesis, by Eugenio Rignano ... 
cago, The Open court publishing company, 1918. 

Mp. 24". 

Printed in Great Britain. 

Translated by W. J. Greenstreet. 

“The emays composing this volume have already appeared in various 


Chi- 


1. Philosoph: ys, lectures. 2 Sclence—Pbilosophy. 
L Grecnarene Willem Sons John, Yeo 1930, tr. 
19-1197 
Library of Congress R3636 ROSES 
a34fl, 
ae. Eugenio, 1870-1930. 
wenio Rignano upon the inheritance of acquired 


Pn ad a hypothesis na heredity, development, and as- 
similation: authorized English translation by Basil (. H. 
Harvey ... with an appendix upon the mnemonic origin and 
nature of the affective or natural tendencies. Chicago, The 
Open court publishing co., 1911 

ipl. H4Bp. 2. 


1. Heredity 1. Harvey, Dosti Coleman Hyatt, 1875- tr. 


lAbrary of Congress 
Copyright 


QUE. 
a 2m wy 








LIBRARY OF CONGRESS 


Rignano, Eugenio, 1870-1930. 

- Das leben in finaler auffassung, von Eugenio Rignano .. 
Autorisierte deutsche ausgabe von Paul graf Thun- -Hohenstein, 
mit einem vorwort von Hans Driesch. Berlin, Gebrider Gebriider Born- 





traeger, 1927. 
2 g . Sp wer. ( bt ia 
wih if iv tur jologte 


t. Thun-Hobenstein, Paul, graf von, 


1. Life (im) 2. Vitaliem. 
1854- tr. m Tithe. 


AC 38-3783 
John Crerar library 
for Library of Congress ra 
Rignano, Eugenio, 1370-1930. 
Man rot a machine; a study of the finalistic aspects of life, 


by Engenio Rignano ... with a foreword by fessor Hans 
Dries. London, K. Paul, Trench, Trubner & co., Itd., 1926. 
Tl p 10°. (Half-tithe: Payche miniatures. General series, no. 3) 


1. Life (Biology) 2 Vitalism 1 Tithe 


Qti331 RAT 
2, Stra 


Library of Congress 


Rignano, Eugenio, 1870-1930. 
La mémvire biologique ; essais d'une conception philoso- 
phique nouvelle de la vie. Paris, E. Flammarion, 1923. 


Tp. il wy. ( de 





1. Life. 2. Biology. 3. Evolution. 1, Title. 
24—2008 
Library of Congress QH366.R6 
Copyright A—Foreigo mae 
m4lel, 
Rignano, Eugenio, 1870-1930. 
The nature of life, by Eugenio Rignano London, K. 


Paul, Trench, Trubner & co., Itd.; New York, Harcourt, Brace 
and company, 1930, 

x MB p 2. Tipe ae my I Worary of pe oey 
philosophy’ and actentific met! 


“Translated by N. Matlinaen.” 





1. Life (Mology) 1. Mallinson, N., tr. a. Title. 
8011980 
Library of Congress QH331. 15 
(42g) 5701 
Rignano, Eugenio, 1870- 
og, ToDlemes de puychologie ot de morale -. Paris, F. Alean, 


(On cover: Bibdilothéque de Philosophie contem- 


Pornipe) 
“Tra méme auteur”: p. div), 
on toe ‘chologie og A = me avec la pbilosophie had 





= lies ortentations en pay 3 etd 

quot et dod dérive le Snalieme, des } 
ebiques?—La théorie de la forme de la nourelie tule paychologinee 
allemande opposée & I'nssociationniame de Iécole ap 
ginine —| sur la théorie de tn forme —Science et — 
Premiers linéaments d'nne morale fondée sur I"harmonie de in vie. 

2. Bthice—Addrenses, es 





says, lectures” 1. Tite : 
Library of Congress BF22.n53 —_— 
12) 
Rignano, Eugenio, 1870-1930. 


The psychology of reasoning, by Eugenio Riguano ... 
thorized! translation by Winifred A. Holl. London, K. Paul, 
Trench, Trubner & co., ltd.; New York, Harcourt, Brace & 
company, inc., 1923. 

oii 3%, 1) p 224". 


Bey Toternational library of paychol- 
Philosophy and scientific method) 


1. Reasoning. 1. Holl, Winifred A., tr. 
2311765 
Library of Congress BFMLES 
#001, 
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Rignano, Eugenio. 
... La question de I’héritage. Avec une introduction 
par Adolphe Landry. Paris, G. Bellais, 1905. 


116 p. 11 17°. (Bibliotheque socialiste n* 27) 
Le prices livre wa pas été fait par M. Rignano lui-méme. Je lai 
one en extrayant et en arrangeant selon un plan nouveau des mor 
ux de louvrage de M Rignano, Un soci dons en harmonie avec la 


doctrine éconoemque Uhiesie.”— Pret (signed. Adolphe Landry) 


1 Lan- 


Inheritance and succession 2 Inheritance and transfer tax 
on Adolphe, 1874- ed 


5-25864 


Library of Congress 


Rignano, Eugenio, 1870-1930. 

The social significance of death duties adapted from Dr. 
Shultz’s translation from the Italian of Eugenio Rignano, by 
Sir Josiah Stamp ... London, N. Douglas ,1925, 

167, (1) p. ¥ 


HJS801.R6 


443.C. fa 
American = (New York, A. Knopf) has title: The social sig- 
nificance of the inheritance tax. 
Appendix 1): A Fg means for the more rapid extinction of the Brit- 
ish national debt y Francisct Gerbino. 
1. Inheritance pA transfer tax. 2. Socialiem. 3. Inheritance and 
transfer tax—Gt. 1 Stamp, Josiah Charles Stamp, baron, 1880- 
it Shultz, William Joho, 1002- tr 


mm. Title. 
26—1479 
Library of Congress HJS801L.RGS 1925 
a4idl, 
Rignano, Eugenio, 1870-1930. 


The social significance of the inheritance tax, by Eugenio 
Rignano; translated and adapted by William J. Shultz, ru. v., 
with an introduction by Edwin R. A. Seligman. New York, 
A. A. Knopf, 1924. 

128 p. 1". 

“It was deemed wise, with the consent of the author, to alter the 


second part of the work and make it fit American conditions.” —Introd. 

London edition (N. Douglas) has title: The social significance of 
death duties. 

1, Inheritance and transfer tax. 2. Socialism. 1. Shultz, William 
John, 1902- tr. 1. Title. 

24--29008 
Library of Congress AI5801. RAS 
—— Copy 2. 

Copyright A 807741 (3002, 


Rignano, Eugenio. 
. Un socialisme en harmonie avec la doctrine écono- 
migue libé ~—_ ee Eugenio Rignano ... Paris, V. Giard 


vii, 390 p. me 


ye soc! 
la direction de René W 


internationale publiée sous 


1. Socialism. 2 Economic conditions. 3. Social conditions. 


Library of Congress HX2S1.RS2 


‘The war and the settlement, an Italian view by Eugenio 
Rignano ... tr. by A. M. Sanderson Furniss, with an 
introduction by Ramsay Muir ... (London, Council for 
the study of international relations (1917, 


100p 214°". (On cover: Foreign series.—no. 3) 


European war, 1. Furniss, A. a, a tr. 
1. Mai, Ramsay + - _ 3 on 1872. — 
19-2175 
Library of Congress D61O.RS 
h 


Rigné, Raymond de. 
L'abbaye du Bel-Amour, trente-quatre illustrations 
de C. Hérouard. Paris, A. Morance (1921, 


L, viiexii, 228 p., 11 


plates (part col., part mounted) 254°". 
La cité vivante) 


(His 


Imprint covered by lahel of La Renaissance universelle, Paris 
Coxtexts.—Le noviciat «'amour.—Angelicus et Pudica, LA Christian- . 
concours 


Thélémite.— Sous tes ramures de larbre de la science. — 
contes purs— Au temple de beaut 


1. Title 


te 
nS 
3s 
5 
w 


Library of Congress PQ26I3S.14SA65 1921 


Copyright A—Foreign 10244 


> 
2 








Rigr* Raymond de. 
. Angelieus et Padica, dix-huit illustrations de C. Hé- 


rouard. Paris, La Renaissance universelle (1921, 


3p 3-77, 11) p., 1 1 incl. plates (part col.) pl. 284 x 23°", 
cité Sreante (Euvres de Christian-le-Thélémite) fr. 100 


eet My f..- 


(His La 


mpanied by rd sheet with descriptive letterpres: 
Published also in the author L' ‘abbaye du Bel- daar. — 


1. Title. 


22-9073 
Library of Congress PQ2635.145A8 1921 
Copyight A—Foreign 19245 


12) 


Rigné, Raymond de, 1883- 

La clef de l'erreur judiciaire de Mgr. Pierre Cauchon, par 
Raymond de Rigné ... Paris, Editions Valp ,1928, 

Sp.1, 0, 2p. 25=. 

Running title: Pour la vérité historique. 


| ees @ Are, Saixt, 1412-1431—Trial. 2. Cauchon, Pierre, 4. 1442. 
tle. 


1 


20-7279 
Library of Congress DC105.6.R5 
Copyright A—Foreign 89563 
a 
Rigné, Raymond de. 
Dans le style de Huysmans, Conan Doyle, Paul 
Bourget; préface de M. Adrien Fresnay ... Paris, La 


Renaissance universelle 


5 p. lL, «13-116 p. 25 
a@Arvil, 1) 


1922 


(His La cité vivante, CEuvres de Jeas 


1, Huysmans, Joris Karl, 1848 oom. 


2 Doyle, Sir Arthur Conan, 1859- 
43. Bourget, Paul Charles Joseph, 1 1, Title. 


23-2291 
Library of Congress PQ2635.145D3 1922 
Copyright A—Forcign 21s 
2, 
Rigné, Raymond de. 
Le disciple de Massenet . 
Paris, La Renaissance universelle (1921- 
¥. illus. (facsims, music) 2540". (Mis La cité vivante) 
Imprint on a “ mounted on t-p. 
toman du 
1, Muxsenet, Jules Rmile Frédéric, 1842-1912. 4, Title. m1. Title: La 
clté vivante 
22--7856 
Librury of Congress MLA10.M42R4 
Copyright A~ Foreign 19198 


(8Te} 


Rigné, Raymond de. 
.. Sous l’il vivant des morts ... 
Paris, La Renaissance universelle ,*1921- 
v. plates (part col.) ports. 25°. (His La cité vivante) 


The plates and portraits are mounted 


1. Title 208 
168 


Library of Congress 


PQ2655.14587 1921 
Copyright A—Foreign 192" 


2 


Rigné, Raymond de, 1883 

La vraye istoire de Jehanne-la-Pucelle, par Raymond de 
Rigné Paris, La Renaissance wniverselle, 1929, 

2p). 4% p. 19 


1. Jeanne d Are, Saint, 1412-1481. 1. Title. 
30-8721 
Library of Congress DC108.R55 
Copyright A-—Foreign 5275 


12) 


CATALOG OF PRINTED CARDS 





pany ;*1982, 
126 p. incl. front, tus, 219". 


American. Title. 

1. Short stories, L oo-c000s 
Library of Congress Pw.RWOW 

—— —— Copy2. 

Copyright A S473 3641, 


(Rigney, John T 

Constitution and laws, and rules and regulations of the 
Bunkum railroad, by Jo Ak igeeud With a —“_ ne 
eal illusion, by Muk Nub. Itimore, Printed by J. 
Piet & co., 1882 


vi, 7-95 p. 18™ 


1. Title. 


ca 17-1541 Unrev'd 


Library of Congress PN6161.R55 


Copyright 1882: 2393 


Rigney, Peter Samuel, 1872- 

History of the Two hundred and third regiment, New York 
infantry volunteers. Prepared by P. Samuel 
With preface by William Cary Sanger ... Newburgh, N. Y. 
,Newburgh journal print, 1899. 

Sp. 2 pl, ports. 24". 


1. U. 8. list.—War of pea oe histories—N. Y. inf —2084. 
2 New York Minfontry_-20d regt., 1896-1890. 
518516 
Library of Congress B726.NSRS 
18001, 


Rigney, Samuel Peter, 1872- 
see 


Rigney, Peter Samuel, 1872- 


Rigo de’ Righi, Eleanor. 

Holiday in Morocco: El Maghreb el 'Aksa, the land of the 
farthest west, by Eleanor Rigo de’ Righi. G. T. 
Foulis & co., itd. (1935, 

xp. 11, 13-191 p. front. hus. (plans) plates. 19°. 


= on I ing-papers. 
Mist of 2 Dp. 186. 


1, Morocco—Deser & trav.—Guide-books 1 Title. 
36-0531 
Library of Congress DT310.R5 
3, e164 


Rigoberto Paredes, M. 
see 


Paredes, UM. Rigoberto. 
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Rigolage 


Rigobon, Marcella. 


Tl teatro e la latinita di Hrotevitha. Padova, Cedam, 
Casa editrice dott. A. Milani, 1932. 


3p.1. Pavail, 8 p. 20". (On cover: R. ee oom. Pub 
blicazion! della facolta di lettere e Glosofia, v. 


Presented as inaugural dissertation, Poses, = 
“Nota bibliografica”: p. iz;-xil. 


Lean. of Gandersheim. 2. Latin language, Medieval an@ modern. 
2 . 


+ 18360 
Library of Congress PASSO.BS 1039 
oh era 
Rigol, Arturo. 
Los viejos — por Arturo Rigol .. Barcelona, 


Editorial Devid (19291, 


(4, p. @ pl. (1 col.) on 331. 21" (Mi tesoro artistico de Mapas. 
a) 


‘Text (including bibliography) in Spanish, French and Bngitsh. 


1. Gardens—Spain. 1 Title. 
Me 
Library of Congress SB466.87RS 
(ca) 
Rigola, Rinaldo, 1864- ed. 


Collezione "I problemi del 
lavoro*® 


Collezione "I problemi del lavora". 


Rigola, Rinaldo, 1864- 

Ke See OO, ie Rly, cadens 0 vihtm, Avy. 
Ferruccio Colombo: Tl cont controllo sulle industrie ... Firenze, 
R. Bemporad & f. ,1921, 

64 p. 194%. (Collesione “I problem! del lavoro” anno 1. 
2B. 2, marzo, 1921,) 

“Béltaton! delle “Criticn svctale’.” 

“Raasegna del movimento internasionale” signed F. P.: p. 60,48. 


serie 2, 


ee. & toteser—Cgaientien, erated, ote. 


8. Tra: 1, Colombo, Ferruccio. 
27-23083 
Library of Congress HX201. R55 
2 


Rigola, Rinaldo. 
The reconstitution of the General confederation of la- 
bour in Italy, by Rinaldo Rigola ... 


(Jn International labour review, Geneva. Sept. 1921, v. 3, p. 261-278) 


1. Trade-unions—Italy. 2. Confederazione generale del lavoro. 


L108 


Library, U. S. Dept. of Labor 


2, 


Rigolage, Emile 
see 


Rigolage, Jules Emile . 








Rigolboche 


Rigolboche ... 
év. 1915- 
m. py 1915- 
y. illus, 32™, 
“Parait tous les 10 jours ; si¢ge social ambulant.” 


fateqreghas {rom 
Includes special numbers : boche? Revue en 4 tableaux 
de Jean Mady” (July 2, 1915) ; “Ls Marraines” (June 1917?) 


no. (l;- 


1 European war, 1914-1918—Period. 


Library of Congress DSOLRG 


Rigoley de Juvigny, Jean Antoine, d. 1788. 
De la décadence des lettres et des meurs, depuis les 
Grees et les Romains jusqu’a nos jours. Par M. 
de Juvigny ... Dédié au roi. 2. 6d. Paris, Merigot, oat 
vii, 2, SS2p. 179™ 


1. Civilization—Hist. 1. Title. 


16-1165 


Library of Congress CBISLRS 


Rigoli, Giuseppe. 

... La grande guerra d'Italia narrata al popolo. Fi- 
renze, Vallecchi ;1 

25 p 1%™ 


1. European war, 1914 —ltaly 1. Tithe. 


20929 
Library of Congress DS@.AZRS 
Copyright A—Foreign 16674 
oo 





ate ot 
L Germany—L apt 
36-8715 
Library of Congress HESO@.G3R5 1981 
— ——- Capy 2 ‘Sa TUDES 
Rigelict, Heart, 1809- 


sur quelques actinomatres 


$00 tact Sins, ection, tages MY”. (Annales de \Université de 


is! 
} 
8 


| setinospeter 


Rigollct, Marcel Jéréme, 1796-1855. 

Catalogue de I'euvre de Léonard de Vinci, par le d’ Rigoi- 
let. Paris, Chez Dumoulin, 1849. 

xuxiv, 12. front. 2". 


t Leonardo da Vinci, 1452-1519. 


Library of Congress pe Lire 


awl, 


LIBRARY OF CONGRESS 


Rigollot, Pierre Claude Henri 
see 


Rigollot, Henri, 1852 


28-17143 


Lipfary of Congress 


Rigomer (/?omance) 

.» Les merveiles de Rigomer von Jehan, sitfranzisischer 
Artusroman des xu. jahrhunderts nach der einzigen Aumale- 
handschrift in Chantilly; zum ersten mal hrsg. von Wendelin 
Foerster Dresden, Gedruckt fiir die Gesellschaft fiir ro- 
manische literatur, 1908-15. 

2+. 249". (Half-tithe: Geaellechaft fir romanieche literatur. 6. 
Jabrg. 1007, & bd; 14. jabre. 1915, 2 bd. Der ganzen rethe bd. 19, 39) 
Series note also at bead of t.-p. 


“Lancelot de Jeban,” 


Sometimes designated Lancelot being a prom. 
iaent character In the fret 1 part. 


(Coatinued on next card) 


20-27 
flel, 


Rigomer as e) .- Les mervelles de Rigomer von 
Jehan... 1908-15. (Card 2) 
Vol 1: Copy no. “254. Library of Congress, Washington” ; 

Copy no. "201. Prof. dr. David Lopes, Lissabon.” 


Contents. — 1. Text.—t. Vorwort, einiettung, be pg glomar, 
Bamenverzeichals, sprichwoérter von W. Foerster und 


vol. 


& Jeban, 18th cent. u. Foerster, Wende- 
Hermann, 1878 joint ed. cy. Arthur, 


Brever, 
King (Romances, ete.) v. Title 


2-370 


Library of Congress PC3.65 bd. 10,99 


rflel, 


Rigon de Magny, Claude de, marquis 
see 


Magny, Claude Drigon, marquis de. 


Rigon de Magny, Edouard de, comte 
see 


Megny, Edouard Drigon, comte de. 


Rigor, Thomas Valdez, 1899- 

The offest of presuse in the wider apse the sate ond quelliy 
of milk secretion ... by Thomas Valdez Rigor... (New York, 
1933, 

16, p diagrs 24". 

Thesis (ru. p.)—University of Minnesota, 1990. 


“Reprinted from the Proceedings of the Society for experimental 
Ulology and medicine”. 


J. Udder. 2 Milk. 3. Mammary glands. 


33-15104 
Library of Congress SF239. R57 1960 
Univ. of Minnesota ‘Libr. 
— Copy 2 a (636 2080728643 
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Rigord, d. ca. 1207. 

(Euvres de Rigord et de Guillaume le Breton, historiens de 
Philippe-Auguste, publiées pour la Société de Vhistoire de 
France par H. Francois Delaborde Paris, Librairie Re 
nouard, H. Loones, successeur, 1882-85. 

2¥. 14)". (Société de Vhistoire de France. 

210, 224, 

Conrenta.—t. 1. Chroniques de Rigord et de Guillaume le Breton 
t. 2. Philippide de Oumocme le Breton. 

1. Philippe m Auguste, king of France, 1165-1123. 2. France—Hist 
Philip nm Augustus, 1180-1223. 1. Guiletmus Brito-Armoricus, 1165? 
12267 =u. *Delaborde, Henri Francois, comte, 1854-1927, ed. 


Publications in octavo. 


5—5516 
Library of Congress DCH ALS 
(M0371 
Rigord, d. ca. 1207. 
Vie de Philippe- Auguste, par Rigord. 


(fe, Cetortion Geo celegeteny wetatit & Tetetctne do Prone par 
= Paris, 1823-35. 22°". ¢. (x3) (1825) p. ¢¥)-x, 11-179) 


2. France—His 
AC #2500 


library pass tu 
(DCB.G96 vol 12) 


12) (944.0082 ) 


1. Philippe m Auguste, king of France, 1165-1223. 
Philip 1: Augustus, 1180-1228. 


New York univ. Wash sq. 
for Library of Congress 


Rigot, Ernest. 

Examen de quelques immunités accordées au coupable. 
Réformes possibles. Par Ernest Rigot Lyon, Imprimerie 
Waltener & c'*, 1903. 

2p, 11 wa. 

“Bibliographie”: p. 217;-220. 


1. Limitation of actione—France. 2. Appellate procedure—France. 
France. 


3. Pardoo— 4 Parole—France. 5 Criminal iaw—France. 
L Title. 
31-1326 
Library of Congress 2 
Rigot, Jules Gilles Désiré. 

De |'insuffisance ou de l'absence dge contractions utérines 
pendant et aprée l’accouchement. et traitement ... 
Paris, Rignoux, imprimeur, 1859. 

ep. Bix mye. 
At head of title: the: Recelté Go médecins Go Parte N° TR Thése 
te doctorat en 5 avril 1850, par Jules Gilles Désiré 
1. Labor (Obstetrics) 
36-31062 
Library of Congress ROTUS. RS 
2 
Liexploitation du commerce pendant la . par Léon 
Rigot-Muller. Lipons Boe frtees M8 Le Rion, 1904 
Sp..imp we. 
Thése—Univ. de Lyon. 
“Bibliographie” : p. (179, 
1. Rankruptcy—France. 2 Debtor and creditor—France. . Tithe. 
42-5302 
Library of Congress 1% 
myttnin, Léon. 





faillite, par Léon 


i du pendant Is 
niga Malle .. Paris, Librairie générale de droit & de juris- 


2pL "aanen 1M p,1L 24". 
“Bibliographie” : p. 179) 


1. Bankruptcy—France. 2. Debtor and creditor—Framce. 1 Title. 
4 81S 


Library of Congress 12) 








Rigotard, Laurent. 
La cultare du noyer en France. diagrs 


Ann. sci. agron. année 38, p. 1-9. Paris, 1921. 


1, Walnut. 
Agr 23-1092 
Library, U. S. Dept. of Agriculture 14An75 année 38 
8 2 


Rigotard, Laurent. 
Etude de quelques sols volcaniques d’Italie. illus., map. 


Ann. agron. ns. année 4, p. 776-780. Paris, 193 
1. Sotle—Italy. 2 (Solls, Volcanic, 

6 : Agr 35-345 
Library, U. 8. Dept. of Agriculture 14A4n75A année 4 
Library of Congress (85.467 2.6, 00.4) 

5 2 


Rigotard, Laurent. 
Etudes d’agronomie alpine. maps. (1 fold.) diagrs. 1m. 
Ann. sci. agron. année 45, p. 1-26; Ann. agron. n. & année 3, 
p 345-858. Paris, 1928-33. 


I bas title: Etudes sur la formation des terres arables d'origine 
continentale. 


1. Sotle—France. 
Agr 28-1583 Revised 


Agriculture 14An75 année 45 
n.® aunée 3 


Library, U. 8. Dept. of 


(7882, 


Rigotard, Marcel. 

La canne A sucre, sa culture, son importance économique, par 
Marcel Rigotard ... Paris. Société d’éditions géographiques, 
maritimes et coloniales, 1929. 


148 p. mm pl, diagr. 109”. 
“Bibilographie” : p. (145,-146. 


- 
1, Bugar-cane 


Library, U. 8. Dept. of 


’ Rigotard, Marcel. 


Contribution a l'étude agronomique des asane du Ma- 
roc. Par Marcel Rigotard et Laurent Rigotard. 


Ann. sci. agron. année 34 (sér. 4, année 6) p. 197-215. Paris, 1917. 


1. Soils—Morocco. 1. kigotard, Laurent, joint author. 
Agr 23-1093 
Library, U. S. Dept. of Agriculture 14An75 année 4 
s 72) 
Reference card 


Rigout, d. ca. 1207 


see 


Rigord, d. ca. 1207. 


Library of Congress 


CATALOG OF PRINTED 


CARDS 


Riesarkivet, Denmark 
see 


Denmark. Rizsarkivet. 


Rigsby, Howard. 
Voyage to Leandro, by Howard Rigsby; pictures by Henry 
Pitz. New York and London, Harper & brothers, 1939. 


4p. 1, 242 p. incl. plates (part double) front. 219°. 
INust rated lining-papera. 
7 edition.” 


1. Title. 
3023081 
Library of Congress PZT .RAMVo 
— ——— Copy 2 
Copyright A 132839 cy 
Rigsby, Lewis Wiley. 
The Georgia branch of the Mp md Clays and thei ir cele- 
brated cousins; with Harden and and notes 


of related families. Written and published by L. W. Rigsby. 
for Service section no. 1 “Home and family.” July 4, 1926. 
im. p., 1926, 


- aed iy (4 port.) 2a. 
iene Jn oo 1-70. 
“Charlies Clay and bis descendants”, by Frances Powell Othen: 
D. :32)-55. 
1. Clay family. 2. Harden family. 3. Jones family. 1 Otkea, 
Frances Powell. 1. Title. 
‘27-21174 
Library of Congress CaT1LOm@ 1936 
2 


Rigsdacens bibliotek, Copenhagen 
see 


Denmark. Rigsdagen. Bibliotek. 


Rigsforsamlingen paa Eidsvold, 1814 
see 


Norway. Rigsforsamlingen, 1614. 
Eidsvold. 


Rigemal 
see 


Edda Séemundar. Rigsmal. 
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Rigvtini 


Riguidi, comresse. 
... L’€poque : les merurs, les modes, le style; dessins de Bevan. 
Paris, Berger-Levrault, 1931. 


xiil, 329. 1, p. incl. front. Mas. 19°. 
1. France—Soc. life & cust 1. Title. 
3324321 
Library of Congress DC33.7.R45 
Copyright A—Foreign 14302 
oo wee 


Rigutini, Giuseppe, 1829-1903, 

Del vero senso della maniera dantesca “femmine da 
conio" 1 | v. 67 read 66, c.xvint della Commedia; stu- 
dio letterario di Giuseppe Rigutini. i, una 
nota filologica di Ciovanni Tortoli . trenze, Tipo- 
grafia editrice dell’ associazione, 1876. 

3p. 2. 
quasen tails nota di Sta”: 5 aaa . 


Added entries: Tortoli, Giovanni, 1832- 


one 
Library of Congress, no. 
Rigutini, Giuseppe, 1829-1903. 

Le varianti al testo della Divina commedia escogitate dal 
prof. Giambettista Giuliani ed esaminate de Gi Rigu- 
tini. Firenze, Tip. del Vocabolario di A. Favi, 1880. 

ap ar. 

“Bat ‘ 
oan orate © 50 St, P Gite Ramey spy tees, 68 om 

On cover: Béisione 4i soli 150 esemplari. 

A review of G. B. Gtuliant's edition of the Commedia, “Dante sple- 
gato con Dente”, Florence, 1880. 


1. Giuliant, Gtovann! Battista. Dente eplagato com Dante. 2 Dante— 


3100 
Library of Congress PQ6642 RS 
ana, 
Giuseppe, 1829-1908. 





1812802 
Library of Congress PCIG25.R5 1880 
ade, 
Giuseppe, 1829-1903, comp. 


At bead of tithe: Rigutial ¢ Punfeni. 


1 Italian language—Dictionaries, 1 Fanfani, Pietro, 1815-187). 


o-11T33 
Library of Congress PCI@S.RS 1908 
e381 
Rigutini, Giuseppe, 1829-1903. 


Vocabolario latino-italiano e —-er comp. per 
jg heeding A da Giuseppe Rigutini. 1 1. ed. Fireaze, 


xxviii, 74, 3-98 p. 2™ 


Library of Congress 





Riguzzi 


Riguzzi, Biagio. 
Sindacalismo e riformismo nel Parmense. Luigi Musini— 
Agostino Berenini. Bari, G. Laterza & figli, 1931. 


(On cover: Biblioteca di cultura moderna. 
At bead of title: Saggio sulla storia dei movimento operaio. 


181 p11. 2y* mm. 202;) 


1. Syndicalism—Parma. 2. Musini, Luigi. 3. Berenini, Agostino, 
1858- 1. Title. 
32-7004 
Library of Congress HDOT14 P3BS 
2 331 386200454 
Rigveda 
see 
Vedas. Rigvedae 
hana. 
Revidhinam ;Edidit, Rudolf Meyer Rerolini, typis 


A. W. Schadii ,18771, 
2p lL. xxxvili, 2p. 2yr 
Inaug.-dise. Berlin. 


ta 
Sanskrit text transliterated 


K30TS 
——- Edidit cum —. — Rudolf Meyer, dr. phil. 
Reretini, F tension, 1878. 
2, aexxvill, Op. = 
Apother tome Ln demecent t-p The “Vita” on recto, and 
tentiae contr mm vera of inst leaf are omitted. 
| Mover, Rudolf Renst Withelm, 185% od 


the “Sen- 


11—20001-2 
Library of Congress PKS075 «1878 
41b1, 
Riha, Arthur von Rziha- 
nee 
Raiha-Riha, Arthur von, 1876— 
324908 


Library of Congress 2 


Riha, Jaroslav, -d 


Gesetz iiber die arbeitsgerichte samt durchfiihrungs- 


verordnungen und erliuterungen, hreg. von dr. Jar. Riha 
Reichenberg. Gebriider Stiepel, 1932. 


ip ep amg jung de 





staates. folge 


1. Labor laws and legisietion—Csechosiovak republic Title: 
Arbettagerichte. . 
37-1218T 
Library of Congress 2 
Rihaku (Chinese poet) 
see 
Li Po, 705-762. 
1S-16464 


Library of Congress 





LIBRARY OF CONGRESS 


Rihani, Ameen Fares, 1876- 


Arabian peak and desert: travels in al-Yaman, by Ameen 
Rihani. Boston and New York, Honghton Mifflin company, 
1930. 

ix, 280 p. front. 1 illus, plates, porte, map. 224° 


"Printed in Great Britain.” 


1. Yemeo—Deser. & trav 1. Title 
31-4429 
Library of Congress DS8247.Y4RS 
(38, 915.33 


Rihani, Ameen Fares, 1876- 

Around the coasts of Arabia, by Ameen Rihani ...  Bos- 
ton and New York, Houghton Mifflin company, 1930. 

=p. 21, 3-364 p. front, illus. (map) plates, ports, 22). 

Printed tp Great Britain 


1. Arebia—Deecr. & trav. L Title. 
Library of Congress DS8207.B5 —— 
tar? 9153 


Rihani, Ameen Fares, 1876- 
The book of Khalid, by Ameen Rihani. 
Mead and company, 1911 
3p. L, v-vill, 349 p. tus. 


New York, Dodd, 


19” 

C ¢ In FPretke which is in Mount Leba Syria, on the 
twelfth day of January 1910 anno Christi and the first day of Mubar- 
ram 1328 hegirab, this book of Khalid was finished. 


$1.50 





1. Title. 
11-29080 Revised 
Library of Congress HINTS.R6 
—_ Copy 2 
Copyright A 300496 (r80e2; 


Rihant, Ameen Fares, 1876- 
A chant of mystics, and other poems, by Ameen Rihani. 
New York, J. T. White & co., 1921. 


Bp. 8y= 
1, Title. 

21-4346 Revised 
Library of Congress P83535.165C5 1921 


Copyright A 608540 r30b2) 
Rihani, Ameen Fares, 1876- 

The descent of bolshevism, by Ameen Rihani ... 
The Stratford co., 1920. 

xii, 2p. 10. 


Conrests.—Masdak and Masdakism Te Kbawartj—-The Karma- 
thians —The Assassins —The [luminat!. 


Boston, 


1. Bolshevism. 2. Communism 1. Title. 
Library of Congress X50. RS 
(73042; 


Copyright A 565447 


Rihani, Ameen Fares, 1876- 

Thn Ss’oud of Arabia, his people and his land, by Ameen 
Rihani. London, Constable & co., Itd., 1928. 

xvii, 370 p. frowt., 


ittwa. (incl, mapa) plates, ports. 224". 


itiom (Boston and ee York, Hongeton Miffin com- 
gangs nie title Maker of modern A’ 


1. Thm Sed, _ hing of Saudi Arabia, 1880- 2. Nejd—Deser. & 
trav. . Title 
29-783 Revised 2 
Library of Congress DS27T.NARS 1928 
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Rihani, Ameen Fares, 1876- 


Maker of modern Arabia, by Ameen Rihani. Boston and 
New York, Houghton Mifflin company, 1928. 
xvil, 370 p. front. illus. (incl. maps) plates, ports. 224". 


Printed in Great Britain. 
» — edition, 1928, has title: Ibn Sa‘oud of Arabia, bis people and 
is In 


i ~, agus. , king of Saudi Arabia, 1880- 2. Nejd—Descr. & 
tray. 
(28- 26638 Revised 
Library of Congress 


—— —— Copy 2. 


DS247.N4RS 
(7362; 


Rihani, Ameen Fares, 1876- 


Myrtle and myrrh poems, by Ameen Rihani Boston, 
R. G. Badger, 1905. 
8p. 11,950 p, 199% 
1, Title. 
6-O648 Revised 
Library of Congress PS3585.165M8 1905 
Copyright A 113800 (13002, 


Rihani, Ameen Fares, 1876- 
The path of vision; pocket essays of East and West, by 
Ameen Rihani. New York, J. T. White & co., 1921. 


195 p. 183”. 


1 Title. 

21-12534 Revised 
PS3535.165P3 1921 
(78042; 


Library of Congress 
Copyright A 622141 


Rihbany, Abraham Mitrie, 1869- 
America save the Near East, by Abraham Mitrie Rihbany 
Boston, Mass., The Beacon press ,“1918, 
x, 4p. 18°. 


1. Syria—Pol. & govt. 2 Jews—Restoration. 3. Esstern question. 
it 





L Title 1 
Library of Congress DS98.R5 

—_— Copy 2. 

Copyright A 506547 (27m2) 


Rihbany, Abraham Mitrie, 1869- 

The Christ story for boys and girls, by Abraham Mitrie 
Rihbany; illustrated by Gustaf Tenggren. Boston and New 
York, Houghton Mifflin company ,°1923, 

vill p21, 230 p. col, front., illus., col. plates, 21%. 

An adaptation for young readers of the author's Syrian Christ. 


1 Syrie— Soc. life & cust. 2 oo: "a life & cust. 3. Jesus 


—Iiog.— Juvenile literature. L 


23—17825 
Library of Congress BT302.B5 
—— ——— Copy 2. 
Copyright A 760010 (41%, 232.9 
Rihbany, Abraham Mitrie, 1869- 
A far journey, by Abraham Mitrie Rihbany ... Boston and 


by Al 
New York, Houghton Mifflin company, 1914. 
xill, (1), 351, (1) p, 1 L front., plates, ports, facsims. 264". 


“Several autobiography appeared in the saone 
— aa and are BS. A.¥. (with much sew m terial 
Tre 


1. Syria—Soc. life & cust 1. Title. 
14— 16082 
Library of Congress BX9800.1GA3 
Copyright A 370761 (30y2, 





Rihbany, Abraham Mitrie, 1869- 
The five interpretations of Jesus, by Abraham M. Rihbany. 
Boston, Houghton Mifflin company, 1940. 


ixp, 71, 3-126 p. 29". 


1, Jesus Christ—History of doctrines. L Title. 
40— 11388 
JAbrary of Congress BS198.R5 
———— Copy 2. 
Copyright 4168, 232.9 


Rihbany, Abraham Mitrie, 1s69- 
den treasure of Rasmola, by Abraham Mitrie Rih- 
Boston and New York, Hy. aghton Mifflin company 











ip. DL 180, 2) p. trent, flus. 20. $1.75 


The frontispiece and decorations are from drawings by Stanley Rog 


1. Syria—Soc. life & cust. 1 Title. 


20— 19874 





brary of Congress PS35.163H5 120 


ight A 6016s s2nt 





Rihbany, Abraham Mitrie, 1869- 

Militant America and Jesus Christ, by Abraham Mitrie 
Rihbany. Boston and New York, Houghton Mifflin company, 
1917 





European on. 1914-1918—Religious aspects. 2. European war, 
1914 1918-—-U. 8 Title. 


17-1542 
Library of Congress D6 RAKS 
Copyright A 479319 Parraly 
Rihbany, Abraham Mitrie, 1869- 
Seven days with God, by Abraham Mitrie Rihbany ... Bos- 
ton and New York, Houghton Mifflin company, 1926. 
4p. 1, 233, ly p. 209°. 
1. Mysticism. 1. Title 
26-5405 
Library of Congress BV 5082.R48 
— Copy 2 
Copyright A S7969S a37jl; 149.3 


Rihbany, Abraham Mitrie, 1869- 
The Syrian Christ, by Abraham Rihbany. 
York, Houghton Mifflin company, 1916. 


si, ;1), 425, 


Boston and New 


Lp.th 2 

The ventral purpose of this publication is to give the oriental 
background of certain Seriptural passages, whose correct understanding 
lepends upon knowledge of their original environment.” —p. 408 











1, Jesus Christ—Biog. 2. Syria—Sve. life & cust. 3, Palestine—Soc 
fe & cust Title 
16—21561 
Library of Congress BT301.R55 
Copy 2 
Copyright A 438033 1x2, 


Rihbany, Abraham Mitrie, 1869- 
Wise men from the east and from the west, by Abra- 

ham Mitrie Rihbany ... Boston and New York, Hough- 

ton Mifflin company, 1922. 

309, (yp 208". = $2.50 

Cowrents.—pt. 1. East is cast and west is west 


social tendencies in the east and in the west —pt. 01. 
tween the east and the west 


vii, oh, 


. TM. Religious and 
‘oints of contact be- 


1. Civilization, Oriental. 2. National characteristics 1. Title. 
22—20296 
Library of Congress CB251.«5 
—— —— Copy 2 
Copyright A 683706 st 


CATALOG OF PRINTED CARDS 
Rihcolfus, abp. of Maine 
see 
Riculfus, abp. of Mainz, d. 813. 
4C88421 


New York. Public library 
for Library of Congress 


Rihouét, Simonne 


see 


Rihouét, Mme. Simonne (Coroze) 


Rihouet, .\/:ne. Simonne (Coroze) 

. L’eurythmie, un nouvel art du mouvement ... 
Germaine Claretie. 41 planches et illustrations. 
Science spirituelle” ,“1926, 


Poemes de 
Paris, “La 


2 p., 21 incl. plates, ports. plates. 263°. 
1. Rhythm. 1. Claretie, Germaine. t. Title. 
26-17961 Revised 
Library of Congress GV1505.R5 
Copyright A—Foreizn 81647 
1382; 
Rihouet-Coroze, Simonne 
see 
Coroze) 


RihouSt, Mme Simonne 


Riiber, Carl Caspar, 1864- 

... Norges granitindustri. Af Carl C. Riiber ... 
**An English summary of the contents.” 
kommission hos H. Aschehoug & co., 1893. 


Med 
Kristiania, I 


2p.1,46p,11 illus. 24". (Norges geologiske undersggelse. no. 12) 


1. Granite. 2. Stone— Norway 


Library of Congress QE2B1.A2 no i2 


Riiber, Claus Nissen, 1967 - 
Bidrag til kjendskabet af de umettede organiske forbincel 


ser. af C. N. Riiber. Kristiania, Centraltrykkeriet. 1909. 
1p 2a 
1. Compounds, Unsaturated 
2913200 


Library of Congre-- Qnes RS 
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Riis 


Riis, Claus Pavels, 1826-1886. 


Til seters, dramatisk idyl af C. P. Riis. 
The Northern book & music co. (1926, 


6p. 1" 
“Uforandret aftryk af fprste udgave (Christiania, 1850; 


Chicago, I1., 


t. Title. 


26-1062 


Library of Congress PT@92S.RSTS 


7) 


Riis, Jacob August, 1549-1914. 

The battle with the slum, by Jacob A. Riis ... New York, 
The Macmillan company; London, Macmillan & co., Iti, 1% 

si, 485 p. incl. ius. plates. front. (port) 214. 

"The battle with the slam” is properly the sequel to “How the other 
half lives.” Based upon the author's earlier work, A ten years’ war, 
retaining al) that still agp’ of the old volume” with the addition of 

of. Pref. 


much new matter. 


1. Voor, 2 New York (City)—Poor. 3. Tenement-houses--New York 


(City) 1. Title 





Library of ¢ HV 4046. NERS 





S31 WT ATT 


Riis, Jacob August, 1849-1914. 
The children of the poor, by Jacob A. Riis 
C. Seribner’s sons, 1892. 
xi, 300 p. incl, ilus., plates, port., facsims., diagrs. front. 214°. 
Supplements the author's “How the other half lives.” 


New York, 


Poor. 2. New York (City)—Poor. 3. Children—Oharities, provec- 
ook, ete._-New York (City) 1. Title. 
+3821 
Library of Congress HV885.N49R5 
42j1, 382700471 
Riis, Jacob August, 1849-1914. 
The children of the poor, by Jacob A. Riis... New York, 


C. Seribner’s sons, 1902. 
xi, 900 p. incl. ius, plates, port. facsims., dlagrs. front. 20°. 
Supplements the author's How the other half Itvea. 


1. Poor. 2 New York dear 
tection. ete.—_New York (City) 


3. Children—Charities, pro- 


422479 
HV885.N40R6 
rflel, 


Library of Congress 
362.7007471 


Riis, Jacob August, 1849-1914. 

Children of the tenements, by Jacob A. Riis ... with illustra 
tions by C. M. Relyea and others. New York, The Macmillan 
company ; London, Macmillan & co., Itd., 1903. 
front. 7 pl. 20" 

“The stories ... in this volume ... were printed in 
Some of them I published in the Century magazine. the Churchman, and 


other periodicals, and they were quoted tn an rt collection under 
the title ‘Out of Mulberry street’ ref. 


ix, 387 p. 


the Evening sun. 


t. Title 
3 -sazR0 
Library of Congress 1's h 
non eS 
Copyright A T1242 aul, 813.40 


Riis, Jacob August, 1549-1914. 
Christmas stories, by Jacob A. Riis. 
millan company, 1523. 
ip. b. 1990p. my. 


New York, The Mac- 


Coxrents.—The Kid hangs up his stocking ——Is there a Santa 
Claus?—The Crogaus’ Christmas in the snowshed.—The old town.—His 
Christmas gn. ~~ snow babies’ Christmas.—Jack's sermon.—Metry 
Christm: its. —What the Christmas sun saw in the tene- 
ments — Nibs: 1 Chrtetmas. —The little doliar's Christmas jJourney.—Lit- 
tle Will's monaage —The burgomaster's Christmas 








1. Christmas stortes 
2317196 





Library of 





Copyright A Taeso1 wk? 








Riis, Jacob August, 1549-1914. 

Hero tales of the fur North, by Jacob A. Riis . 
The Macmillan company, 1910. 

siv, 8328p. front.. plates, ports, 20°. 


Contents.—A koight pve of of the sea hag age gM om Egede, 
the apostie to Greenland —G: iv Vana, the father of Sweden.—Absa- 
lon, warrior 4 —) of the North King Valdemar, and the story of the 
r eS eco a ee 

justay 


the flowers. —Niels Fingen, the wol ion” 


New York, 


1. Seandinavia—Hist. 1. Title. 


10— 20853 
DLALRG 
940k}, 


Library of Congress 
Copyright A 271684 


Riis, Jacob August, 1849-1914. 

Hero tales of the far North, by Jacob A. Riis ... 
York, The Macmillan company, 1915. 

21,328 p. front. 194°. |Macmillan’s juvenile library, 

Coxtevta.—A knight errant of the sea (Tordenskjold)—Hans E.geie. 
the apestice te Greenland. —(iustay Vaan. the father of Sweden.—Absa- 
lon, warrior es: a the North.—King Valdemar, and the story of the 
Dannebrog — he gheet of the heath was laid.—King “Chrtatian 
1v.—Gustay co ‘tre snow-king.—King and sallor, heroes of 

reoper who won a war alone ous Kofoed,— ari Linné. 


New 


king of the owen Niels Finsen, wolfalayer. 
1. Scandinavia—History 1. Tithe. 
Al 14 
‘The Booklist 
for Library of Congress (PL4.R 1 
1988)1) 


Riis, Jacob August, 1849-1914. 

How the other half lives; studies among the tenements of 
New York, by Jacob A. Riis; with illustrations chiefly from 
photographs taken by the author. New York, C. Scribner's 
sons, 1890. 


ZY, :1), 904 p. incl. front. iNus., plan. 22°. 


1. Tenement-houses—New York (City) 


2. New York (City)—Poor, 
1. Title. 


4—11TTS 
HY 4046. N6R55 


(42v2, 


Library of Congress 


Riis, Jacob August, 1849-1914. 

How the other half lives; studies among the tenements of 
New York, by Jacob A. Riis. With illustrations chiefly from 
photographs ‘taken by the author. New York, C. Scribner's 
sons, 1:003, 


Xv, (1), 904 p, incl front, tltas, plans 199" 


1. Tenement-houses--New York (City) 2. New York (City )—I'oor. 
1, Tithe 
4—4219 
Library of Congress 11\ 4044. N6RSS 
1410", 


Riis, Jacob August, 1849-1914. 
Is there a Santa Claus? By Jacob A. Riis. New York, The 
Macmillan company; London, Macmillan & co., Itd., 1904. 
Ipi,2@Aa)p Mus. 1. 





1. Title. 
4— 28061 
Library of Congress PZ3.R440 Is 
Copyright 13501, 
Riis, Jacob August, 1849-1914. 
The making of an American, by Jacob A. Riis New 
York yete., The Macmillan company, 1901 
xi, 43 pp front. Dus, plates, porte 22" 
“The jayers wloch form this suteblugraphy were originally tauh 
lished in the Outlesk. the chapter telling of my gotta ‘howe to me 
te the (herehean, awd parts of ene or tee others in the Cen ory nge 
sine” 
1. Tithe. 
1 2 
Library of Conzres ToT he ton 
——- —— Copy 2 
Copyright A SIT Reine 





LIBRARY OF CONGRESS 


Riis, Jacob August, 1849-1914. 

The making of an American, by Jacob A. Riis ... 
York, The Macmillan company; ete., etc. 1902. 

xiii, 443 p. . tilus., plates, ports. 22°. 

The papers which form this autobiography were originally published 


in the Outlook, the chapter telling of my going ‘home to mother’ in the 
Churchman and parts of one or two others tn the Century magazine.” 


New 


frout 


1. Title. 
13—17#0 
Library of Congress 
— —— Copy 2. CT275.RGA3 1902 
a3Tk1, 


Riis, Jacob August, 1849-1914. 


The of an American, by Jacob A. Riis ... New 
York, The Macmillan company; London, Macmillan & co., 
Itd., 1903, 


rill, 43 p. front., ius. plates, ports. 21*. 

“The papers which form this autobiography were originally published 
in the Outlook, the chapter telling of my going ‘ to mother’ in 
the Churchman, and parts of one or two others in the Century maga- 
sine.”—p. vil; 


1, Title. 


CT275.R6A3 1008 
(#01, 


Library of Congress 


Riis, Jacob August, 1549-1914. 
The making of an American, by Jacob A. Riis ... 
York, The Macmillan company, 1913. 
xill, 48 p. front. tllus, ports, 19°. 
standard library) 


New 


(On cover: The Macmillan 


‘<The papers which form thie out were originally published 
1p the Outlook, the ee 
OSS lswedanwen ake Century magazine.” 

. Tithe 
A 138-2207 
for Library of Congress {(cT2z5R } 
#0k1, 


Riis, Jacob August, 1849-1914. 

The making of an American, by Jacob A. Riis... New ed. 
with numerous illustrations and an introduction by Theodore 
Roosevelt. New York, The Macmillan company; London, 
Macmillan & co., Itd., 1916. 

xvi p. 1 L, 443 p. incl. front., illus. (incl. music, facsims.) plates, 
porta. 19°. 


“The papers which form this actoblography were originally published 
im the Outlook, the chapter telling of my going ‘home to movber’ in the 
Churchman, and parts of one or two others tn the Centory maganine "— 

p. evil 

1. Title. 

SS T2804 


Library of Congress STi, CTITS.RGAS 1916 923.373 
Riis, Jacob August, 1849-1914. 

The making of an American, by Jacob A, Riis 
The Macmillan company ; ;etc., ete., 1924. 


19°. \The modern readers’ 


New York, 
x1, 284 p. front., 1 (lus, (music) facsim. 
es 


“The papers which form this autotiography were originally published 
to the Outlook, the chapter telling of my going ‘home to mother’ (n the 
Churchman, ané parts of one or two others in the Century magazine” 


1 Tithe 


Library of Congress CT2TU. RGAS 1924 


afta, 
Riis, Jacob August, 1949-1914. 


Neighbors; life stories of the other half, by Jacob A. Riis ... 
New York, The Macmillan company, 1914. 


tx, 208 p. front, plates. 19)". 
Contents.—The answer of Ludlow street —Kin.—The ware of the 
Mileys —Life's best Ga bowen from bowe —The problem of the widow 
—Kate's choice.—The mother's heaveo.—Where he found 


Salvint —Peter. . 
Die _—What the snowflake toid —The 's beert. —Chips from 
te ieirce — tavoremsacs. — Mie Coctatmne — Our roof garden 
among the tenements.—-The snow babies’ Christmas.—As told by the 





. York (City)—Poor. 1 Tithe. 

ies ” 14—18079 
Library of Congress HV 46 NORE 

_— Copy « 

Copyright A SeT2M2 amt, 
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Riis Jecob August, 1849-1914. 


v's Christmas, bs Jacob A. Riis ... 
c ‘Be ribner’s sons, ISS 





New York, 


5 p.1, 3-82 p front. 199°" 


« ENT Nibsy’s Christmas What the Christmas sun saw in the 
tem ments —Skippy of Scrabble alley 
1. Title 
741645 
Library of Gongress PZ3 RANI 
Copyright 1993: 51654 


Riis, Jacob August, 1819-1914. 

The old town, by Jacob A. Riis ... with illustrations by W. T 
Benda. New York, The Macmillan company, 1909. 

xiv p. 11, 2800p. front., 28 pl. mm. 

The old town : Ribe, Denmark. 


1. Ribe, Denmark. 2. Denmark—Soc. life A cust. 1. Title. 
211 
Library of Congress DL201. RéR4 
‘if, 


Riis, Jacob August, 1549-1914. 

Out of Mulberry street; stories of tenement life in New 
York city, by Jacob A, Riis ... New York, The Century 
co., 1898, 

vill p, 11, 2600p. 16”, 


1. Title, 
98—1649 
Library of Congress PZ3.R44900 j 
Copyright 1808: 64668 13001, 


Riis, Jacob August, 1549-1914. 

The peril and the preservation of the home: being the Wil- 
liam L. Bull lectures for the year 1903, by Jacob A. Riis ... 
Philadelphia, G. W. Jacobs & co. (1903, 


190 p. 25 pl. 199". 


1. Tenemeot-houss. , Title. 
8—18812 
Library of Congress HDT304.NSRS 
—— ous 
Copyright A 54824 (8001 


Riis, Jacob August, 1349-1914. 

A ten years’ war; an account of the battle with the slum in 
New York, by Jacob A. Riis Boston and New York, 
Houghton, Mifflin and company, 1900. 


4p. 1. 297.1. p front, plates, ports 1947. 


1, Tenement-houses. 2. New York (City)—Poor 1. Title. 
O25 
HV O46. NORT 


jimi, 


Library of Congres 


Copyright 1900 4 T244 


Riis, Jacob August, 1849-1914. 

Theodore Roosevelt, the citizen, by Jacob A. Riis 
York, The Outlook company, 1904. 

vil, 471, (1, p. incl. front. plates, ports. 23°. 


New 


1. Roosevelt, Theodore, pres. U. 8., 1858-1919. 


Library of Congress E757. RST 
— —— Copy 2 


Copyright 41m, 








Riis, John. 
Ranger trails. by Johu Riis. 
press, 1937 


Richmond, Va, The Dietz 


ip. L, 1600p front. plates. 237". 
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1. Forests and furestry-—The West 1 Tite 
*-o9) 
library of Congress SIM26.K52 
" Copy 2 
Copyright A 113176 sed: 634 9080 
Riis, Oscar Theodor Orre, 1873- 
. Digte iudvalg. Stavanger, Dreyer, 1924 
1066p, 11 224°. 


At head of title: Oscar Riis. 


PTS9S0.RS7DS 1924 
26303 
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Library of Congress 
Copyright A—Foreign 


Riis, Roger William, 1594- 

Publicity; a study of the development of industrial news, 
by Roger William Riis & Charles W. Bonner, jr., with in- 
troduction by Richard Washburn Child New York, J. H. 
Sears & company, inc. ,“1926, 
199° 


xil, 176 p. front 


1. Publicity 1. Bonner, Charles William, 1806- joint author 


26—15167 
HM268.R5 


Sea, 


library of Congress 
Copyright A 901586 


Riis, Roger William, 1894— 
Repairmen will get you if you don't watch out. 
City, N. Y., Doubleday, Doran and co., inc., 1942. 
=xp.11,27lp. i”. 
At head of title: Roger William Rils and Jobo Patric. 
papers. 


Garden 


Map on oing: 
“First edition.” 
1, Autemobdiies — Repairing. 2. — Repairing. 3. Clocks and 
watches — Repairing L Patric, Vay joiot author. mm. Title, 
12 -138985 
Library of Congress TL1IS8.RS 
(15, 629.28 


Riis, Sergius Martin, 1883- 

Yankee komisar, by Commander 8. M. Riis, former U. S. 
naval attache in Russia, with Arthur J. Burks. New York, 
R. Speller, inc. 1935, 

Sp. 236 p. 21, 


Russia—Hist.— Revolation, 1917- — es ee, 
1 here Arthor J., 1896- joint author. 1m. Title. 
1588136 

Library of Congress DK265 R52 
~ —— Copy? oy o4T.086 
Riis, M/rs. Stella Eugenie (Asling) 1877- 

Crowned at Elim, by Stella Eugénie Asling. New York, 
Smith & Wilkins, 1903. 

Spl, mop wr. 

+o ‘828085 Revised 

Library of Congress PZB.R4A5ICr 

Copyright (r40b1, 
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Riis, /rs. Stella Eugenie ( Asling) 1877- 

Star over Flushing, by Stella E. Asling-Riis. Boston, B. 
Humphries, inc. ,*1939, 

Sp. 268p,11 199", 

“Books of reference”: 1 leaf at end. 


1. U. S—Hist.—Revolution—Miction. 1 Tithe 
Library of Congress PZB. R4518t 
—_——— Copy 2. 
Copyright A 185787 12) 
Riiser-Larsen, Hjalmar, 1890- 


Sp. L, Gr l66 p, 11 plates, porta, fold. map. 244". 
At head of title: Hj. Rilser-Larsen. 


1 Antarctic regions. 2. Norvegia-ekspedisjonen, 1024-1980. 1 Title. 
81-4196 
Library of Congress G860.1929.R5 
Copyright A—Foreign 9025 
2 (es0.22) 919.9 


(Riisnes, Erik Arnesen, 1819-1881. 


Eidsvoldsmend og storthings-representanter fra 1814 
til 1865... (Christiania, Trykt af A. E. Kolstad, 1866, 


ih p. 2" 
“Samiede af E. A. Riisnas.” 


§, orwey: Rigsforsamlingen, 1814. Ejidsvold| 2. Norway. Storthing. 
L " 
17-3396 


Library of Congress IN7S43.R5 
Rijcke, Lambertus de 
see 


Rycke, Lambert de. 





py nee ey canyon « 
iding van artt. 606, 1223°, B. W., 
ckevorsel 


57 1¢ en 2. ct door y Fa van Rij 
‘s Bosch, i H. Poel. de Rooij, 1881. 


4pla4p me. 
Proefechrift—Utrecht. 
“Stellingen” : p. 30-44. 
1. Mortgages—Netheriands. 2 Possession oa (Law)—Wethertante, 
3. Costs (Law)—Netherlands. 4. Criminal inten’ 
(Pull name: Alpbonsus Marta Jacobus Spevtieeens eisitantiieiit 
34-8TT49 


Library of Congress 12) 


Rijckevorsel, Alphonsus Maria Jacobus Bonaventura 
van 


Rijckevorsel, Alphons van. 


Library of Congress 2, 


Rijckevorsel 


;Rijekevorsel, E (Westerwoudt) van, 

Felix Westerwoudt, missioner in by E. v. R. W. 
(his sister) with a commendatory letter from His Eminence, 
Cardinal van Rossum, cardinal prefect of propaganda, trans- 
lated from the Dutch by Reverend T. W. Lefeber ... edited and 
published by the Catholic foreign mission society of America. 
Maryknoll, 

xi, 115 p. front. plates, ports. 19)”. 


1. Westerwoudt, Felix Jobannes Maria, 1861-1808. 2. Catholic 
churcb—Missions. 3. Missions—Borneo. 1, Lefeber, 


tr. of Een nederiandsch ‘nlestenario Father Feliz 
Westerwoudt. 
(2%5-15070 Revised 
Library of Congress BV8345.R5 
Copyright (78642, on2.2011 


Riickevorsel, Elie van, 1845- 

Comparison cf the instruments for absolute mag- 
netie measurements at different observatories, by D". van 
Rijekevorsel. Utrecht, Typ. J. van Boekhoven, 1902. 


cover-title, 6 p. 3lix 24°" 


(Royal meteorological institute of the 
Netherlands 2 


1Publication no. 72)) 


Magnetic instruments. 1. Netherlands (Kingdom, 1815- 


Mesececlegloch instituut 





18-748 
Library of Congress QCBI9.RS 
Rijckevorsel, Elie van, 1845-1928. 
| Magnetic survey of the eestern part of Brazil. By Dr. Van 
j land F, E cB 
in K. Akademie Amsterdam. (Al. 
@ Yet ~ van saipeibiatiis . :Aldecling voor 
dam, 1890. 28°. 27. deel mo. 3; TS ty 106 p incl tables. a pl 
(diagrs.) 3 fold. 
was made during the Yeas 1960-10009. ay — 
1, Magnetiam, Terrestrial—Brazi!. 1. Engeienburg, E.. joint author. 
AC 40-2875 
Tittnols, Univ. Library 
for Library of Congress (Q57.A58 vol. 27, n0. 8) 
(2) (508) 


Bijckevorsel, Elie van, 1845- 
A magnetic survey of the Netherlands for the e 
January 1, 1891, by D’. van Rijckevorsel. Rotte: 
W. J. van Hengel, 1, 1895. 
103 p. an, x fold. pl (maps, ¢ diagre.) fold. tables. 314 x 24™. 
-p.: Niew ‘sch der 
(Added tp. oe rommenseungtn ven 4, -~ . 
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runs —Netherients, Bataafsch genootschap der 
proef: Pe ame gh wl wijsbegeerte, ~ Ry 
. S—2806 
Library of Congress QC825.4.R57 
1s20cl) 
Rijekevorsel, Elie van, 1845-1928. 


Verslag aan zijne excellentie den minister van kolonién, over 





By Dr. van Rij 
Gp © Seton we Aneniom, :Afdéeating voor 
en ‘erhandelingen. Amster. 
ieis-00. t=. fe, deel wef Ds 20. deel inp 2, 42 p.; 
20. mo. 4, 459. fold. tables) 
(Continued on next card) 
AC 40-2887 
2 
Rijckevorsel, Elie van, 1845~1925. Verslag aan zijne excel- 
lentie den minister van kolonién ... (Card 2) 
fA ernene be parts 2 and 8 have: Versiag over eene magne 
Usehe opneming . 
‘Text in English. 
” AC ©2887 
Milincts, Univ. Library 
for Library of Congress (Q57.A58 vol. 19, no.7, ete.) 
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Rijckevorsel, Louie Bernard Hubert van 


Ryckevorsel, Louis bernard Hubert van, 1834. 


Rijckevorsel, Th van. 
Geslacht van Engelen of ab Angelis, door Th. van 


Rijckevorsel. (Overgedrukt uit het een Neder- 
landsch familieblad, 1890.) Oisterwijk, ealogisch en 
heraldisch archief, 1890, 
Ip L8p ph 2” 
1. Engelen family 
25-25804 
Library of Congress CS829.ESRS 


Rijf, Walther Hermann 
see 


Ryff, Walther Hermann, 16th cent. 


(Rijk, Frans, #. 1710. 

De belachchelyke erfgenaam, of Baatzuchtige juffer ; blyspel. 
Amsteldam, I. Duim, 1733. 

Mp 16)" 

No. 4 in a volume lettered: Dramatic pamphiets = 1 

Title vignette. 

First published, Amsterdam, 1710. 


1. Title. 
18-4423 
Library of Congress PTS497. DT 
(38b1 
/Rijk, Frans, #. 1710. 
De dobbelaar; blyspel. A Id I. Duim, 1736 





Spi, THO p. 169° 


No. 2 in ¥. 21 of « collection lettered “Tooneel-stukken 1600-1760." 
Engraved title vignette 


2 Title 
71-1651 
Provisions! 
Litrery of Congress PTMerTe 


(S81, 


rol 12,n0.2 


(Rijk, Frans, 7. 1710. 

Don Pedroos geest, of De gestrafte baldaadigheid 
Tooneelspel. Amsterdam, Erven van J. Lescailje en D. 
Rank, 1721. 

3p.l,%p 167 

No. 1 in v. 14 of a collection lettered “Tooncel-stukken 1669-1760." 


1. Juan, Don. t Tithe tm. Tithe: De gestratte |aldaadigheit 
21-13108 


Library of Congress PTS497.T6 vol. 14,n0.1 
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LIBRARY OF CONGRESS 


(Rijk, Frans, f. 1710. 
Krispyn, dragonder; kluchtspel. Amsteldam, I. Duim, 
1754. 


3p.l,rS8p. 16 


No. 5 in vy. 18 of a collection lettered “Tooneel-stukken 1669-1760.” 
Engr. title vignette 


1. Title 


21-13125 


PTS497.T6 vol. 18, no. 5 
Provistonal 


Library of Congress 


Rijk, Jan de, 
De dagdief, kluchtspel. Deventer, Warner ten Uy! \n. d., 
+ 4p. L, O54, ,2) p incl. front. 16°. 


No. 1 lo ¥, 24 0f a collection lettered “Tooneel etukken 1060-1760." 
Engraved title vignette. 


1. Title. 
2119442 
Provisional 
Library of Congress PTHO7T.TO vol. 24, 00.1 
13961) 


Rijkens, R H. 

Licht- en schaduw-beelden uit het Amerikaansche leven, 
door R. H. Rijkens. ‘s-Gravenhage, M. Nijhoff, 1907. 

4p 1.M2p 


a». 


1. National characteristics, American, 2. U. S.—Soc. condit. 


AU. S— 
Soe. life & cust. 


Library of Congress E168 RS? 


Rijkens, R,oelf, Gerrit, 1795-1855. 


Praktische handleiding voor kunstmatige ligchaams 
oefeningen, ten dienste van huisgezinnen en verschillende 
inrigtingen voor onderwijs en age | . Door BR. G 


Rijkens Groningen, J. Oomkens, 184 
xiviii, 9p. 1 pl 2149> 
1 Gymnastics 
S 243047 
Library of Congress GV#i RS? 
Rijks, A B. 
Rapport over een onderzock naar dle pisangster fte op de 


Saleiereilanden 
grok & co., 1916 

3p.1. 216 p plates, map. 2y" (Ras 
went van landbouw, nifverheld en handel 
tiekten. Mededeelingen, no. 21) 


Door A. B. Rijks. Batavia, Drukkerij Ruy- 


t Indi 
Labor 





es (Duteh) 
atortam voor plan 





1 ;Plantain  Di-eases 
Agr 17-134 Revise! 
Library, U8 Dept. of Agricuiture 4649RaT2 no. 21 


130e?, 


Rijks hoogere land., tuin. en boschbouwschool, Wa- 


geningen 
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Library of Congress 
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Rijks hooceschool, Leyden 
see 


Leyden. Rijks hoogeschoole 


Rijks Japansch - museum von Siebold 
see 


Leyden. Rijks ethnographisch museum. 


Rijks-museum, 4 ms/erdam 
ace 


Amsterdam. Rijks-museum. 


24350 


Library of Congress (42b1, 


Rijks museum van natuurlijke his- 
torie te Leiden 
see 


Leyden. Rijks museum van natuur1i jke 
historie, 


Ri jks-studiedienst voor de luchtvaart, 
Amsterdam 


see 


Netherlands (Kingdom, 1815- ) Rijks- 
studiedienst voor de luchtvaart. 


Ri jks-universiteit te Utrecht 
see 


Utrecht. Rijks-universiteit. 





Ri jksacademie van beeldende kunsten 
te Amsterdam 


see 
amsterdam. Rijksacademie van beeldende 


kunstene 


Rijksarchief in Drenthe 


see 
Drenthe, Netherlands. Rijksarchief. 


Rijkearchief in Gelderland 


eee 


Gelderland. R¥kearchief, Arnhem. 


Rijksarchief in Overijssel 


see 


Rijksarchief, Zwolle. 


Ove -ijssel. 


in Zealand 


Ri jksarchie? 


cee 


Zealand. Rijksarchief, Middelbure. 


Rijkscommissie van advies inzake 


bibliotheekwezen 


see 


Netherlands (Kingdom, 1615- 


Ri jkscommissie van advies inzake 


bibliotheekwezen. 
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Netherlands (Kingdom) 
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water 


Ri jkscommissie voor eraadmeting en Ri jksuitgeverij te ‘'s-Or 
water passing 
sec 
see 
ietherlands (Kingdom, 1615- 
1615- Ri Jksuitceverij. 
n 


ASGINSe 


Rijksuniversiteit te Groningen 


Rijksinrichting tot kweeking van 
koepokstof (Pare vaccionocene,/ ae 
bis de Ri jksvecartseni jschool et _— 

Rij 





te Utrecht 


see 
Utrecht. Ri jksveeartseni jschool. 


Library of Congress 


Riiksuniversiteit te Leyden 


hool te Gent 
see 


Leyden. Rijksuniversiteit. 





Ghent. Landbouwhoogeschool van den staat. 


Lisrary or Cononess Rarexence 
Users of depository cataloge should note that references may be to Library of 
secondary entries which do not appear as headings |0 depository catalogs. 
X 41-8080 
Library of Congre 


J 
Ri jksveeartsenijschool te Utrecht 


Rijksmuseum G. M. Kam, limwegen, 
1 neriands 

see 

Ri jksvee 
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7-18241 


Reference card 


7-23149 


con onderzock naar de trekkracht 


Rijksmuseum van oudheden, Leyden Rijn, Frederik Jan Jacob van. 
Prekproeven bij paarden 
see en het arb-jfevermogen von paarden in Nederland, met behulp 
van het toestel van prof. Visser door Frederik Jan Jacob 
Leyden. Rijksmuseum van oudheden. van Riis Wageningen. 11. Veenman & zonen, 1929, 
289 p. 11 ined. Mins, tables, diners, pl 26. 
Provfschrift Utrecht 
“Literatuur™: p. :280)-282. 
1 Horses, 2 Avimal mechonice 3. Howling teste 4. Dygamometer 
1. Visser MOP. t. Tite 
33-2578A 
Library of Congress QPaon RS 1929 
2 (436,10892767) 612.707 
het Ri jkeseruminrichting te Rotterdam Rijn, G van. 
Giodsdienstige tweespalt tusschen de patriottische 
see vineltelingen te St. Omer. Door G. van Rijn. Rotter- 
dam. 1892. 
Rotterdam. Rijksseruminrichting. Np 2 th De Rotterdamse hbrye Rotterdam, 1890-92. 274) 
) Supplement to De Rotterdamse librye. Apr. 1992 
het 
1 De Rotterdam brye. Bijlage. 
610953 


72435.LS5 








(Rijn, G van, 
. Het pamflet : Aan het volk van Nederland 
(Rotterdam, G. van Rijn, 1890, 
4 p 
™*, 


1. Bibliografie 


2347. With De Rotterdamse lbrye. Rotterdam, 1890-02 


ption title. 
At head of title: Rijlage tot “De Rotterdamse librye™. 
& 3. van Rijo. 


1. De Rotterdamee librye. Bijiage. 1, Title. 
72435.L55 


;a40b1, 


Library of Congress 


Rijn, Jacobus Jozef Louis van, 1867- 

Die glykosicde; chemische monogruphie der pflanzenglyko- 
side von dr. J. J. L. van Rijn ... 2. ergiinzte und neubearb. 
aufl., von dr. Hugo Dieterle Berlin, Gebriider Borntraeger, 
1931 

vill, 620 p. 25y*. 

Bibliographical foot-notes 


1) Gineosides 1. Iheterie, Huge, 1881- ed 
31-31912 
Library of Congress QD225.R5 1931 
Copyright A—Foreign 13689 
he? MTs 


Rijn, Jacobus Jozef Louis van, 1867- 
On the composition of Dutch butter. By Dr. J. J. L. van 
Ryn... London, Bailliére, Tindall and Cox, 1902. 


«7p 21°. 


Cowranrs. composition of Dutch butter.—-The new Beigian 
butter law 7 ~ the = analyse. s 


1. Batter. 2. Dairy iawe—Reigium. 1. Title. 
2-5677 Revised 
Library of Congress SP288.RS 
r41b2) 
Rijn, 3 4 L ven. 


Unsersuchungen ilber die ursachen der wechselnd 





LIBRARY OF CONGRESS 


Rijn van Alkemade, J van. 

Handleiding der alge meene plantenkunde, ten gebruike 
hij het onderwijs aan ‘s Rijks kweekschool voor militaire 
geneeskundigen, deor J. van Rijn van Alkemade Ut 
recht, J. G. van Terveen en zoon, 1855. 

2p xviii, 8, 36 p. illus. 28 

Literatuur p 4, 722. B60, 968 

1. Botany 

Agr 19-523 


Library, U. S. Dept. of \griculture 463R44 


Rijnbach, A 4 van. 


Repertorium van tijdachriftartikelen betreffende Neder- 
landxehe monamenten van geschiedenis en kunst 101 


1908, --Van.wege den Nederlandschen oudheidkundigen 
bond. samengesteld-door A. A. van Rijnbach. Leiden 
i. FP. Théeonville 4900, 

vii, hy, 46 pe 25" 

1. Netherlands + Antio.¢ Rib, 2. Duteh periodicals — Indexes. 3. in 
dexes 1. Neder! 


landsche oudheidkundige bond, Amsterdam. 
10. 23877 
72416 RS? 


Librar of Congress 


Rijmberk, Gérard van, 1875- 

Die herstellung eines praktisch vollkommen geriuschlosen 
raumes: camera absolute silenta. Von G. van Rijnberk ... 
(Mit 5 abbildungen.) 

(In Abderhaiden, Emil, ed. Handbuch der arbeits- 
melhaden" Berlc, 1900: | Sent ait, ¥, Methods som cradiom 

der funktionen der einzeinen organe des tlerischen organiemas. t. 7 
Sh. 12; & iat) m p. 1661-1676 nel (Nas. plans) 


1. Amsterdam. Uolversiteit. Physiologiech laboratorium. 2. Sound- 
Pull name: Gér-rd Abraham van Rijnberk, 
AC 31-2357 
(QH824.43 1920 abt. 5, t. 7) 
ry (514.072) 


Obio. Stateuniv. Library 
for Library of Congress 


Rijnberk, Gérard van, 1875- 





zusammensetzung der butter. 


Landw. vere. stat. bd 55, p. 547-378. Berlin, 1901. 


1. Butter Composition. 


Library, U. 8 Dept. of Agriculture 


Rijn, Jacobus Jozef Louis van, 1867- 
. Verslag over den = ape in Groot- Britannie en lerland 





en den handel in duk , Veeteeit 
en zuivelbereiding over tet fe jaar door dr. J. J. L. van 
Rijn, rijkslandbouwconsulent te London. ‘s-Gravenhage, 
Gebrs, J. & H. van Langenhuysen, 19 

v. 204". 


At head of ttle: Department van landbouw, oljverheid en handel. 
Directie van den landboow 


1 Agriculture—Gt Brit 2 Produce trade—Ot Brit i Nether. 
lands (Kingdom, 1815- ) Directie van den landbouw 
19—11220 
Library of Congress HD1925.R5 
r4ib1, 


Rijn, Johannes Jacobus van. 

Traagheid | massas ... U- 
trecht, j. van Boekhoven, ‘ion 

si, 132 p. diag 2. 


ineog die —Utrechs. 
* Literator :"" p. 127-128. 
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Library of Congress (QA830. R57 


Un th ge au xvitr’ siécle, Martines de Pasqually; sa 
vie, son @uvre, son ordre, par Gérard van Rijnberk. Paris, 
Librairie Félix Alcan, 1935. 

Spl@m@p.il we. 
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“Bibliogruphie” : p. :183;)-197. 


1. Martinez Pasqualis, 1715 (ca.)-1779. 
(Pull nome: Gérard Abraham van Rijnberk, 
AC 36-4543 
Printed by L. C. 


Title from N. Y. Pub Labr. 
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Rijnberk, Gérard van, 1875- 

Un thaumaturge au xvi" sitcle, Martines de Pasqually; sa 
vie, son cuvre, son ordre, par le d’ Gérard van Rijnberk ... 
Lyon, P. Derain, L. Raclet ,1938, 

2y. pl, ae diagr. 224”. 

D. (129-181 ; v. 2, p. (T1)-172. 
2, p. (88-70. 


“Documents” : 
“Bibllographie” : +4 . Pp (188,-197 ; ¥. 


1. Martines Pasqualis, ——-, 1715 (ca.)-177). 2 Mysticiam. 
(Pull name: Gérard Abraham van Rijoberk, 
41-18347 
Library of Congress BVS086.M35R5 
Copyright A—Foreign +4680 
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Rijnevelt, Jacop Cornelis van, 1799-1851. 
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With the Tibetans in tent and temple; narrative of four 
years’ residence on the Tibetan border, and of a journey into 
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8p. 1, ®-408 p. front., plates, ports. fold. map. 20)”. 


1. Tibet—-Deser & trav, 2. Tibet—Soc. life & cust 3. Missions —Tibet 
. Tithe 


2-416 


Library of Congress D878. R572 


a42b1) 


Rijnland, Netherlands (Baljuwechap) Laws, statutes, ete. 
Costumen, keuren, ende ord van het baljusch 
ende lande van Rijnland. Daar inne begrepen de algemene 
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Agr 9-318 


Library, U. S. Dept. of Agriculture 455R44 


Rikli, Martin, 1898- 
Wie ich Abessinien sah. Berlin, Scherl “1936, 
4, 16, p. Mus. (incl. ports. map) 824". 


At bead of title: Dr. Martin Rikll, sonderberichterstatter der ‘fe and 
des Scheri-veriages. 


1. Ethiopia—Descr. & trav. 2. Ethiopia—Descr. & trav.— Views. 
u Tithe. 
(wll nome: Martin Gottfried Riki!) 


‘31-186 
Lébrary of Congress DT878.BS 


Copyright A--Foreign 0888 


Rikli, Martin Albert, 1865— 

Die arve in der Schweiz. Ein beitrag zur waldgeschichte 
und waldwirtschaft der schweizer Alpen von dr. M. Rikli ... 
Basel, Genf und Lyon, Georg & cie., 1909. 

xxxix, (1), 455 thus. ond often of samme A. (inal. 9 ) 2 fold. 
maps in pocket, (Neue denkachriften der Sch 

geseliachaft. de la Société heivétique 


: 


Nouveaux 
dea sciences naturelles. bd. xxv, 1-11. t.) 
“Literaturverseichnis” : p. pxxill;-xxxvil. 


1. Botany—Alps. (1. Alps, The—Botany, 2 ;Pinus cembra, 
Agr 02275 Revised 


U.8. oe tom Livrary 452 3R44 
for Library of Congress (74002) 


Rikli, Martin Albert, 1868- 


Botanische reisestudien auf einer friihlingsfahrt durch 
Korsika. Von dr. M. Rikli... Ziérich, Pasi & Beer, 1903. 


140 p. xvi pl. (incl. front.) 26. jArbeiten aus dem botanischen 
suscem des eidgenossischen polytechnikums in Zurich. 1x) 


Separat-abdruck aus der “Vierteljahrsschrift der Petartorechenten 
selischait’ in Zarich,” jabrg. xiv or clsog) hs hit 3a al 


1. Corsica. Botany 


Agr 10-1502 
Library, U.S. Dept. of Agriculture 459R44 


gy te te tg 





nd hiiltnisse der Mittel- 
autuie und der ph eer inseln, von prof. dr. M. Rikli 
Jena, G. Fischer, 1912. 


si), 171, ()p Wes, e2zn pl, maps 21" 
“Literatur”: p. 4-102, 146-190. 







2 1. tany—ieograpnical 
7 — 3 


Cape 
4. Madeira is 


v 
lands Rotany, 6. Mediterranean region— Botany 


Agr 27-108 


U. 8. Dept. of agr. Library 4 RRAAOL 
for Library of Congress (381, 








Rikli, Martin (ar, es0- ed. 

Natur- und kulturbilder aus den Kaukasuslindern und 
Hocharmenien von teilnehmern der Schweizerischen 
naturwissenschaftlichen studienreise, sommer 1912, unter 
leitung von prof. dr. M. Rikli ... mit 95 illustrationen und 
3 karten. Ziirich, Art. institut O. Fiissli, 1914. 

viii, 317 p. front. ilfus., uxt a. (incl. maps) 23°. 

Plates printed on both sides of leaf 

“Literatur. werseichais” : te 

*Contawts.—Vorwort.— nakasu von M. Rikli, W. A. Keller, und W. 
Bally.—Hocharmenien, von M. Rikli, Serle. | “und bischof Mesrop.— 

von W. A. Keiler 4 Sa, os 4 J. Koller.—Flora und 
am, son Oe Riki and © Keller: 
sus. 2. Armemia. ' Kaien We. A. 1887- um. Bally, W. 
S Sot av. Mesrop, _—_— ¥. "Rubel, Eduard, 1870 
CS 20-35 


Library, U. S. Geological Seevey 590(680) R44 
“i 


Rikli, Martin Albert, 1868- 

.. Von den Pyrenden zum Nil; natur- und kulturbilder 
aus den mittelmeerlandern; mit beitrigen von pfarrer 
K. Linder und dr. H. Weilenmann. Bern und Leipzig, 
E. Bircher, aktiengesellschaft (1926, 

2 p lL, vii-xi, S66 p illus, uxxx pl. (part col.; incl front.) 25°. 


At head of title: Prof. dr. M. Rikli 
“Literatur” at end of most of the 


history Atria Nosh < Eaype 't Linder Rar. nt Wellman 
26-12519 
Library of Congress De2RS 
Copyright A—Foreign 30825 
2 
Riklin, Franz. 


«+. Hebung epileptischer ammesien durch hypnose, 


. J. A Barth, 1905. 
30 p. 274 


Inaug. --dise. --Zflrich. 


1. Amesia. 2. Hypnotiem--Therapeutic use. 
7-275419 
Library of Congress RC383.A5R5 


—_ Ue 


gums ot de zwanzigjahrige 

dieser kiinste, sowohl im ausiande als in der Schweiz. 
grundziigen cur praktischen lithochromie und des wieder- 
druckes der kupferstiche auf glas; mit anweisungen zur auf- 
ee SS ee des alkohol- 
firnisses, nebst ei 


vu Rhy Bern, C. A. Jenni, 1881. 
199° 


und vergolder. 
erfahrung in ausiibung 
Nebst 





h 





1. Painting, Industrial. 2 Lacquer and lacquering. 3% Gilding 
4 Varnish and 1. Tithe 
29-21873 
Library of Congress TT306.R5 
Riko, A 4. 

Ons rijk Suriname. Schetsen voor Neérland’s volk,- 
zijn hand en nijverheid. Door A. J. Riko... Rotter- 
dam, Nijgh & van Ditmar, 1883. 

vi, Sp a. 

Subject entries: Dutch Guiena. oan 

Library of Congrem, no. P2008 ho? 

» B . 
Diccionario humoristico-filipino, por E. Rikr. Manila, Imp. 
de Ramirez y Girsudier, 1871. 
pit 16. 
in verwe 
1. Spanish wit and bemer. 1 Tithe 
mane 
Library of Congress Qe RSTDS 
ae) 


LIBRARY OF CONGRESS 


Riksbank, Stockholm 
see 


Sweden, Riksbanken, 


Riksbanken 
see 


Sveriges riksbank, 


Riksheim, Vilhjeim, 1893- 
. Ljodvokstren i Vefsn-milet (Ner-Vefsn) av Vilhielm 
Riksheim. Kristiania, I kommission hos H. Aschehoug & co., 
1921. 


Sp. 1, Ti, 2 maps. 247. (Biden 


ttl nordisk flolog! av stu 
derende ved Kristienia universitet. Utg. av v1) 


jagnus Olsen 


1. Norwegian language—Dialects—Vefsn. 2. Norwegian language 
Phonology. 


27-4 
Library of Congress PDN25.855 no. v1 
(38b1, 
Riksmuseet, Stockholm 
see 
Stockh. im. Naturhistoriske riksmuseum, 


Riksmusects etnografiska avde lning, 
Stockholm 


Stockholm. Naturhistoriska riksmuseum. 
Etnografiska avdelningen. 


Biktantravyakarana. 

RiktantravyAkarana; a priticAkhya of the Samaveda, 
ed. with an telredecties, translation of the sitras, and in- 
dexes, by A. C. Burnell ... Mangalore, Printed at the 
Base! mission press, 1879. 

lvii, (Mp. 18™ 


On cover: Part 
Editor's autograph presentation copy to Prof. A. Weber 


1. Burnell, Arthur Coke, 1840-1882, ed. and tr. 


11-2610 


Library of Congress PK3IGL.RS 1679 


—— -— Copy2 


150 





Riland, John, 1778-1863. 

Memoirs of » West-India planter. Published from an origi- 
nal ms., with a oo and additional details. By the Rev. 
John Riland ... London, Hamilton, Adama, & co. ,etc., 1827. 


waxy, 2189. 18 





ot 


1. Slavery in the West Indies, British. 1. Title. ‘ 


Library of Congress 
~—— ——— Copy 2 


HT 1001. R5 
401, 


Rilevamenti aerofotogrammetrici, s. a. 
see 


Societ& anonima rilevamenti 
fotogrammetrici. 


(Riley, 

Education of children and young students in all its 
branches, with a short catalogue of the best books in 
polite learning and the sciences, and an appendix con- 
cerning the usefulness of natural philosophy to divines, 


taken out of all the celebrated writers on that re. 
BT 2d ed. cor. London, Printed and sold by J . Waugh, 
“4p wn 
1. Education. 2 Education of children. (2 Children—Education 
1. Title. 
E1S-2329 
Library, U.S Bur. of Education LBS7S.R45 
Riley, A Lila. 


Ruby; or, A heart of gold. By A. Lila Riley. Elgin, 
Til, and Chicago, D. C. Cook publishing company, ‘1899. 


96 p. illus. 219 x 164 
Caption title 


Apr. 2, 9-15 


Riley, Agnes. 


The dim past, and other poems, by Agnes Riley. Bos- 
ton, Sherman, French & company, 1917. 


4p.1, Sp Ine 080 
1 Title. 

17-. 884 
Library of Congress PS3535.1665DS 1917 


Copyright A 473643 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

Blossom time; an or of verse, song and 
music for children, by Alice C. D. Riley. Cincinnati, 
New York ,ete.; The J. Church company (1905, 


Bp Bxie~. 
Without music. 


1. Readers and speakers—1870- 1. Title. 
13-18810 
Library of Congress PN4271.RS55 
Copyright A 112630 








oo as 


weete 


I 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

The brotherhood of man; a pageant of international 
peace, by Alice C. D. Riley, for pageantry class, institute of 
1921, the Drama league of America. New York, A. 8. Barnes 
and a 1924. 


ap. 9-50 p. 1 ittus, 239°. (Pageants with « purpose, L. Taft, 
re x sitter) 


1. Pageants 1. Drama league of America . Title 


24-1200 
Library of Congress 7X10065 85 
Copyright A 782548 323, 
Riley, Mrs. Alice C D. 


Child-song—its verse. 


1. Versification— Study and, teaching—,Primary echools, 


Library, U. 8. Bur. of Education 
a28d1) 


Riley, rs. Alice Cushing (Donaldson) 1867- 
The elements of English verse correlated to music, by Alice 
‘. D. Riley; a manual for teachers Chicago, C. F. Summy 
comeaes yete,, ete., 1906. 
vill, 148 p. 23g 


1. Muste— Instruction and study. 2. engush language -Versification. 
628242 
Library of Congress MT42.R57 
Copyright *38f1, 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

too pg eg yt ng ew 
C. D. Riley. New York, N. Y., Los Angeles, Calif., 8. French 
ete., etc., “1941, 


6p. 1, 2p. pl, diagr. 19°. (Pasadena playhouse, Library of the 
theatre edition) 


1. Tithe. 


Library of Congress PSB5B5.1 658H4 


7 S125 


— Mrs. Alice Cushing (Donaldson) 1867- 


‘s pretend; four half hour pla: Sp Se ye wet 
allo’. D. Riley. Boston, Walter H. Baker company ,1934, 


14 p. dingr. 19)". 


Conrants.— The bubble peddler.— The golden touch. —- The willow 
tree.—The ugly duckling. 


1. Children’s plays. 1. Title. 





84-25548 
Library of Congress PN6120 ASR4968 
_ Copy 2. 
Copyright D pub. 3074 3, 8125 


Riley, Mrs. Alice Cushing (Donaldson) 1967- 
Little new moon, « fantasy in the Chinese manner, by Alice 
C. D. Riley ... New York city, Los Angeles, 8. French, “1929 
3p. 4p, @ p. (music) plates, diagrs, 19°. 
“Songs ... by Alice C. D Riley and Dorothy Riley Brown.” 


© Tithe. 


Librwry of Cov cress P83535.1 65815 1929 
Copyright D 85) ‘5 2 


CATALOG OF PRINTED CARDS 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

The mandarin coat, and five other one-act plays for 
little theatres, by Alice C. D. Riley ... New York, Bren- 
tano’s (1925, 

ix, 192 198™. 


Cowrents.—The mandarin coat ~Saead sponge —Their anniversary —Ka- 
dio —The black suitcase —Skim-mi 


1. Title. 

Library of Congress PS3S3S.1658M3 1925 
— —— Copy2. 
Copyright A 823615 at, 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

‘The play's the thing, for children, by Alice C. D. Riley 
Philadelphia, Chicago ete., The John C. Winston company 
:*1932, 

tx, 1p. col Mua 19)". 

Music : p. 7-71. 


1, Children's playa =. Title, 
22-5788 


Library of Congress PN6120. ASR4OTS 
Copyright A 47848 on, 8125 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

Skimming Spain in five weeks by motor, by Alice C. D. 
Riley. Los Angeles, Saturday night publishing company, 
1981. 


x, 223 p. front. (port.) illus. 209. 
Mapes on lining-pepers. 


1, Spain—Descr. & trav. 2. Automobdiles—Toouring. 1. Title. 


‘32-2243 
Library of Congress DP42.RO153 
—- —— Copy 2. 
Copyright A 46858 3 e146 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

A star shone; omnty fe Gon ot wy ten cS 
Riley. New York, Los Angeles, 8, French; London, 8. 
French, Itd. 1985, 

4p. 1, 7-100 p. plates, diagrs. 19°. 

“Copyright, 1964, (under title ‘Herod the Great’ or ‘A star shone’)” 


. ‘ os 86-158 Unrev'd 


Library of Congress PSSSRS.1 6S8BT 1985 
-_— —— Copy 2. 


Copyright D pub. 40668 812.5 


Riley, Mrs. Alice Cushing (Donaldson) 1967- 

Taxi; comedy in one act, by Alice C. D. Riley ... preface by 
Theodore B. Hinckley. “i York, S. French; London, 8S. 
French, Itd., *1927. 


* dy 21 p. 189%. (On cover: Playshop plays) 


1. Title. 


27-14719 
Library of Congress PS3595.1658T3 1927 


Copyright D 80257 2) 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 

Ten minutes by the clock, and three other plays for out-door 
and in-door production, by Alice C, D. Riley ... with an intro- 
duction and general notes on prodyction by Cora Mel Patten. 
New York, George H. Doran company ,*1923, 


sip. 21, 17-216p. 194°. (On cover: The Drama league junior play 
series) 


a eee S Os ae —The poet's well.—Tom Piper 
and the pig.—The blue pri 


1 Tithe. 
234861 
Library of Congress PN6120. AS R408 
— —— Ong 2. 
Copyright A qpeDns M0n2, 
151 


Riley 


Riley, Mrs. Alice Cushing (Donaldson) 1867- 
Valentines; a fantasy in a prologue, a first playlet, an inter 
mezzo, a second playlet and an epilogue, by Alice C. D. Riley 
preface by Theodore B. Hinckley. New York, 5. French; 
London, 8. French, Itd., °1927 
v,ch, Tp 184°. (On cover: Playshop pinys) 
Contains music 


1. Title. 
2771 2088, 
Library of Congress PSSHS5.1658V8 1927 
Copyright 1D 61740 (4001, 


Riley, Mrs. Alice Cushing (Donaldson) 1867 

The voyage of the wishbone boat, by Alice C. D. Riley; 
illustrated by L. J. Bridgman. New York and Boston, 
H. M. Caldwell company “1907, 

3p. L, 11-205 p. col. front. plates (partly col.) 224™. 

Text within ornamental border 


7-23466 


Library of Congress PZ7 RIV 


Copynght 


Riley, Mrs. Alice C,ushing, (D,onaldson,) 1867- 

The wishbone boat, by Alice C. D. Riley; illustrated by 
lL. J. Bridgman. Boston, New York, H. M. Caldwell co. 
(1906, 


49.1, 1-205 p front, 5 pl 19°. (Os verso of half-title: Pleasant 
street series. New ed 11) 


Library of Congress Copyright 


Riley, Arthur. 

Textile mechanics and heat engines, by Arthur Riley 
and Edward Dunkerley . London, New York etc. Sir 
I. Pitman & sons, Itd., 1930. 


ix, 286 p. ius, fold. plates, diagra. 22°. 
“Acknowledgment” (1 L) inserted between p. ;iv, and v. 


Textile machinery. 2 Mechanics, Applied. 3. Heat-engines. 
i lunkerley, Edward, joint author. m. Title. 


‘31-13310 
Library of Congress TS1525.R5 
& 677.0285 


Riley, Arthur Joseph, 1905 


Catholicism in New England to 1788 ... by Rev. Arthur 
J. Riley ... Washington, D. C., The Catholic university of 


America, 1936. 
iz Dp, 11, 479 p. 1 2. (The Catholic university of America. 
Studies in American chorch history ... vol. xxrv) 


—_ (rm. > )—Cathotic antversity of America, 1986. 
B:dilography: p. 888-451. 


1. Catholic church In New Bugiand—Hist 1 Tithe. 


ne 
Library of Congress BX1008.R5S 1996 ” 

— —— Copy 2. 

Copyright A 101074 (373, m2 


Riley, Arthur William. 


A guide to effective sj Arthur W. New 
York, D. Van Samal one on (1931, _ 


=v, 1445p 21%. (Rapid guides to good Baglish, 


1. Oratory, 1. Tithe. 


Library of Congress PN4121 RBe ieee 
— —— Copy 2. 
Copyright A 48368 A741, wes 








Riley 


Riley, Athelstan, 1858- 

Athos; or, The mountain of the monks, by Athelstan 
Riley ... With numerous illustrations, London, Long- 
mans, Green, & co., 1887. 

xiv p) 11, 409. front. illus. (incl. pian) 7 pl, map. 23™ 

Inctudes music 


1. Athos, Mount—Deser. & trav. 
‘Full name: John Athelstan Laurie Riley 


$-7215 Revised 


Library of Congress DR741_ ASRS 


i242) 


— Athelstan i. ¢. John Athelstan Laurie, 1858 

ection of faux-bourd and d ts for the 
French a melodies and other tunes in the Eng- 
lish rs Hf Athelstan Riley ..._ London, A. R. Mow- 
os he Milwaukee, The Young churchman co., 





xv, 129, ) p. 28. 


1. Chant (P' Gn 


1. Engl hy toto, Gs ian, etc.) 2. Church epie—Chards of England. 


itle: Faux-bourdons and 


17-7944 


Library of Congress M2079 E388R6 


Riley, Athelstan i. ¢. John Athelstan Laurie, 1858- 

Concerning hymn tunes and sequences, by Athelstan 
Riley ... London, A. R. Mowbray & co. Itd.; Milwaukee, 
The Young churchman co. ;1915, 

vii, 107, shh p. 22" 

With numerous examples of the music discussed 

“The substance of this PA has ne sienty appeared in the Treasury mag- 


it is now matter, partly from a series of 
oracles in the re Sign” 


1. Hymns—Hist. & crit 


2. Church music—Church of England. 3. ~ 
quences (Liturgical) 


17-7945 


Library of Congress MLWB6 R45 


Riley, Athelstan | +. John Athelstan Laurie, 1858- ed. 

. Prayer book revision, the irreducible minimum of 
the Hickleton conference, showing the proposed rear- 
rangement of the order for holy communion, together 
with further snggestions ; ed. with an introduction, notes 
and an appendix containing the canons or anaphore of 
other rites, by Athelstan Riley London ete. A. R. 
Mowbray & co. Itd., 1911. 


27.1.9. 0p 2. (Alcuin club tracts, 1x) 


1 Hiekleton conference, 1911 


12-1330 
Library of Congress 
Riley, Athelstan, 1855- ed 
The religious question in public education; « critical ex- 


amination of schemes representing various points of view, by 
Athelstan Riley ... Michael FE. Sadler ... and Cyril Jackson ... 
Landon, New York ,ete., Longmans, Green and co., 1911 

vi 3p. 17. 


alk ue aod etuestion 2 Gt _—— a ous and education—Ot. 
4it. Prt Sadier. Michael Ernest, 
ton jointed. an Cyril, cae «a 
Full name. Jobn Athetstan Laurie Riley, 
E£12—-19 
US. Off of educ Library 


Leathe 
for Librars of Congress added 


Riley, Benjamin Franklin, 1449-1925 

Alabama as it is: or, The immigrant’ and capitalist’s guide 
book to Alabama. Furnishing the most accurate and detailed 
information concerning the varied elements of wealth in Ala- 
bama, whether of mine, field or forest. together with carefully 
prepared maps and charts illustrative of the numerous advan- 
tages possessed by the state. By Rev. B. F. Riley, vo. pv. 
Adopted by the state by an art approved February 28, 1887. 
2d ed. Atlanta, Ga., Constitution publishing company, 1888. 

fv p. 11. (308 plus, (4 charts) 2 fold. maps (inel front.) 229". 

Published by the «tate Department of oariculture 

1 Alabama 1 Alabama. Dept. of wericwiture. om. Tithe 

He 2404 
satrary of Congress F226 UST 
wnt 





LIBRARY OF CONGRESS 


Riley, Benjamin Franklin, 1849-1925. 

Alabama as it is; or, The immigrants and capitalist’s guide 
sok to Alabama ... By Rev. B. F. Riley, pv. vp. Adopted by 
the state by an act approved February 28, 1887. 3d ed., care- 
fully rev. to date. Montgomery, Ala., The Brown printing co., 
state printers and binders, 1893. 

328 p. iitus, 229 


1. Alabama 1. Title. 
Library of Congress F826. R572 
a33b1, 


Riley, Benjamin Franklin, 1849- 

Ifistery of Coneeuh County, Alabama. Embracing a 
detailed record of events from the earliest period to the 
present; biegraphical sketches of those who have been 
Most conspicuous in the annals of the county; a complete 
list of the officials of Conecuh, besides much valuable in 
formation relative to the internal resources of the county. 





ty Rev. BL FP. Riley Columbus, Ga., T. Gilbert, 
printer, D881, 

i, 13-233 p. 19°" 

itten at the request of the Conecuh historical soctety 
1. Coneonh Co. Ma Hist 
4+- 8805 
Lilear of Congress F332.C7R5 
1s20d2, 


Riley, Benjamin Franklin, 1849-1925. 
A history of the Baptists in the southern states east of the 


Mississippi. By B.F. Riley... Philadelphia, American Bap- 
tist publication society, 1898, 
sp 2r 
1. Baptiate- Southern states 
148 
Library of Congress AXES 
asi r2tel, 


Riley, Benjamin Franklin, 1849-1925. 

History of the Baptists of Alabama: from the time of their 
first occupation of Alabama in 1808, until 1894: being a detailed 
record of denominational events in the state dui . eighty- 
six years, and furnishing biographical sketches those who 
have been conspicuous in the annals of the denomination, be- 
sides much other incidental matter relative to the secular history 
of Alabama. By Rev. B. F. Riley ... Issued under the 
auspices of the Alabama Baptist historical society. Birming- 
ham, Roberts & son, 1895 

481 p. front. ius. (incl. ports.) 2297. 

1. Baptiste—Alabama, —¢, Alabama Baptist historical society 


Library of Congress BX6248 A2R48 


12, 286.1761 


Riley, Benjamin Franklin, 1849-1925, 

History of the Baptists of Texas; a concise narrative of the 
Baptist denomination in Texas, from the earliest occupation 
of the territory to the close of the vear 1906, with a copious 
topical index. by B. F. Riley Dallas, Tex., Published for 
the author, 1907. 


2p. l, 700 p. front. ius. (lect. ports.) 207°. 


1. Baptists—Tezes. 
Library of Congress BXO248.T4ARS 
Copyright A 188837 a2%el, 


Riley, Benjamin Franklin, 1849-1925 
The life and times of Booker T. Washington, by B. F. Riley 
introduction by Edgar Y. Mullins New York, Chicago 
yete., Fleming H. Revell company ,“1916, 


01 p. front. (port.) 219%. 


1. Washington, Booker Taliaferro, 19597-1915. 
16-21143 Revised 


library of Congress E185.97. W265 
~ Copy 2 
Copyright A 445165 ane, 
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Riley, Benjamin Franklin, 1849-1925. 

Makers and romance of Alabama history, embracing sketches 
of the men who have been largely instrumental in shaping the 
policies and in molding the conditions in rapid growth of 
Alaba with the thrilling and romantic scenes 
with which our history is resplendent. By B. F. Riley ... 
mm. p., 19154, 


2p. 1, priy-siv p11, 618 p. 20=. 


1. Alabema—Biog. 2. Alabama—Hist. 1. Title. 

15—21822 

Library of Congress F825.R57 
(a33b1, 


Riley, Benjamin Franklin, 1849- 


A memorial history of the Baptists of Alabama; being 
an account of the struggles and achievements of the de- 
nomination from 1808 to 1923, by B. F. Riley... Phila- 
delphia, Boston ete. Printed for the Alabama Baptist 
state convention by the Judson press “1923, 


9p. 1, 3403 p. front. plates, ports. 204°. 


1. Baptists—Alabama 


23-17833 
Library of Congress BX6248.A2R5 
—-—— Copy 2. 
Copyright A 765138 12) 


Riley, Benjamin Franklin, 1849-1925. 
The white man’s burden; a discussion of the interracial 
question with special reference to the responsibility of the 





white race to the negro problem. by B. F. Riley ... Birming- 
ham, Ala.. B. F. Riley ,*1910, 
238 p. 20°, 
1. Negroes. 4 U. 8 —Race question. 1. Title. 
10—15796 
Library of Congress EIS3.6L RM 
Copyright A 208312 anSht, 


Riley, Benjamin Franklin, 1849-1925, 

The white man’s burden, a di of the i ‘ial ques- 
tion with special reference to the responsibility of the white 
race to the negro problem, by B. F. Riley ... thousand. 
Birmingham, Als., B. F. Riley ,“1910, 

239 p. 20. 





1. Negroes. 2. U. 8.—Race question 1 Title. 
2224432 
Library of Congress E185.61.R565, 


35b1, 


Riley, Bert Clair. 

Survey of Florida county jails, presented at the fifty-first 
congress of the American prison association, Jacksonville, 
Florida, 1921, by B. C. Riley ... New York city, Russell Sage 
foundation ,1922, 


5 p. (Russell Sage foundation, New York. Lept. of ehtid 
heiping gg CHS) 


1 Prisons—Florida 1. Americny prison asxvctation. u. Tithe 


ZT 
Library of Congress HVO475 FURS 


(3741, 


Riley, Cassius Marcellus, 1844— 
Toxicology ; the nature, effects and detection of poisons, 
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Toxicology ; the nature, effects and detection of poisons, 
with the diag: and of by Cassius M. 
Riley ... 3d ed., rev. and enl. . Philadelphia, P. Blakis- 
ton’s son & co., 1906. 
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Observations on the air microorganisms in Baltimore ... by, 
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First,-ninth, annual report on the noxious, beneficial and 
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The imported elm leaf-beetle. Its habits and natural 
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... The mulberry silk-worm ; being « manual of instructions 
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The periodical cicada. An account of Cicada septen- 
decim and its tredecim race, with a chronology of all broods 
known, By Charles V. Riley, ra. p, Washington, Govt. 
print off., 1885. 

6p Miue 23". (U. 8. Dept. of agriculture Division of ento- 
mology. Hulletin no. 6) 
Published June 17, 1885 
— Agr 02888 Revised 
Library, U. 8 Dept. of Agriculture 1En&2B no. 8 
Library of Congress 23.42 v0.8 
QLS523.CSR6 
133b2, 


—- Copy 2 


Riley, Charles Valentine, 1543-1895. 
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Scientific results of the U.S. eclipse expedition to 
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Govt. print. off., 1893. 
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Library of Congress BRSSS M3RS 

———-Copy2. 

Copyright A 473166 aon, 


Riley, Elihu Samuel, 1845- 

... The national debt that American Protestants owe to 
their brethren of the Roman Catholic church, by Elihu 8. 
Riley ... Annapolis, Md. (The author, 1914. 

Sip. 23° (Riley's historic series, no. 1) © 90.25 


1. Tithe. 


Library of Congress 
Copyright A S008 
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Riley, Elihu Vamuel, 1845- 


Souvenir volume of the ceremony of unveiling the mon 
ument erected by the Sons of the revolution to the mem 
ory of the soldiers and sailors of France who gave their 
live. in the struggle for American independence, An 
napolis, Maryland, Tuesday, April 18th, 1911, by Flin 8. 


Riley. Annapolis, sid., Arundel press, 1911 


cover-title, 12 p. 3 pl. port, fold map. 24 


Witt this is bound the author's Yorktown; an American historic drama 
Annapolis, 1911 
1. Annapolis, Md. French memorial 1. Title 

18- 18248 


Library of Congress F189 A6KS? 


Riley, Elihu Samuel, 1845- 
‘Stonewall Jackson'’ a thesaurus of anecdotes of and 
incidents in the life of Lieut.-General Thomas Jonathan 


Jackson, c. 8. a., by Elihu 8. Riley ... Annapolis, Md, 
1920. 
203 p. incl. port. 28". 
1, Jackson, Thomas Jonathan, 1824-1863. 
20-1971 
Library of Congress E4671. J1SRS7 
— —— Copy 2. 
Copyright A 6010s8 3 


Riley, Elihu Samuel, 1845- 
Yorktown ; an American historic drama, in five acts, by 
Elibu S. Riley. Annapolis, Md., The Arunde! press, 1911. 
ipl 2p am 


11-10658 
Library of Congress 


Copyright D 24046 


Riley, Elihu Samuel, 1845- 
Yorktown ; an American historic drama, in five acts, by 
Flihu 8 Riley. Annapolis, Md., The Arundel press, 1911. 
1 p.1,52p Spl (1 col.) 3 port. (incl. front.) 24°". (in his Souvenir 
volume of the ceremony of unveiling the monument erected by the Sons of 


the revolution to the memory of the soldiers and sailors of France 
Annapolis, Md., 19) 


Also issued separately, with same imprint, but without illustrations 
1. U. $—Hist—Revolution—Drama. 1. Title 
18- 18247 

Library of Congress F189 \ORS2 

Riley, Elmer Author. 
. The development of ~ and vicinity as a manu- 

facturing center prior to 1 . by Elmer A. Riley. 
(Chicago, 1913, 


19) p. maps 24™ 


Thesis (rn. v.)—University of Chicago, 1911 
Bibliography : p. 134-139. 


1. Chicago—Manuf 


Library of Congress 
Univ. of Chicago Libr 


HC108.C4RS 


Riley, Emmet Joseph, 1893- 

Pe it of the Montana state educational > 
tion, 1864-1930, by Emmet J. Riley ... Washington, D. C., 
The Catholic university of America, 1931. 

vip. 11,135 p.11 2 


At head of title: The Catholic aniversity of America 
Thesis (ru. .)—Catholic university of America, 1981. 


Vite 

Bibliography : p. 122-154. 

1. Education—Montana—Hist 2 Educational law end legisiation— 
Montana 3. Education 1. Tithe: The Montana 


and state— Montana 

state educational! organization, 1864-1930. 
31— 20008 

Library of —- 


Copyright A te aBSel) 370.9788 


LASI9.RS 1981 





LIBRARY OF CONGRESS 


Riley, Eugene Boniface. , 
Economics for secondary schools, by E B. Riley . 
under the editorial su of Allyn A. Young... “Soston, 
New York ,etc., Houghton Mifflin company ,“1924, 

ivp. 11,318 p disgre 197°. 


1. Economics. 1 Young, Aliye Abbott, 1876-1928, ed. u. Tithe. 
24-8677 
Library of Congress HABIT S.RAT 
Copyright A 7Te0G2 ae), 


Riley, Eugene Boniface. 

Economics for secondary schools, by Eugene B. Riley . 
under the editorial supervision of Edgar S. Furniss ... Rev. 
and enl. ed. ... Boston, New York ,etc., Houghton ‘Mifflin 
company (°1980, 

vip, 11, 456p. Mus. diagrs 104% 

‘Hibitography : p 485;-446. 


1. Economics. t Furniss, Edgar Stevenson, 1990- ed 
3O— 10398 
Library of Congress HBI715.R47 1030 
Copyright A 21778 (362. 330 


Riley, Eugene Boniface. 

Economics for secondary schoola, by Eugene B. Riley . 
under the editorial supervision of Edgar S. Furniss ... Rev 
and enl. ed. with illustrations. Boston, New York ,etc., 
Houghton Mifflin company ,*1934, 

vip. 21, 451, iit p. Mus, diagrs. 104 

Bibliography: p. (xxx!)-x1i/ 


1. Economics 1. Furniss, Edgar Stevenson, 1890- ed 
34-89710 
Library of Congress HBITI5.R«T 1004 
—— — —Copy 2. 
Copyright A 78226 5 330 


Riley, Eugene Boniface. 

Economics for secondary schools, by Eugene B. Riley . 
under the editorial supervision of Bagee S. Furniss ... Rev. 
and enl. ed. with illustrations. Boston, New York rete., 
Houghton Mifflin company ,*1935, 

vip, 1, 482, itp. tus. diagra, 19. 

Bibliography : p. (xxxt;-xlt1. 


1. Economics. 1 Pornies, Edgar Stevenson, 1890- J 


85-82747 
Library of Congress HPITIS.R«T 1985 
— ——Cne8 
Copyright A so5e6 15) sH 


Riley, : Sages Sustinee, 





re 
by ane B Riley .. New Tork, Globe book co. “192% 
% p. 19°. (Globe outline series) 


1. Economics—Outlines, syllabi, ete. 2. Economics—Examinations, ques- 


tions, etc. 
140s 
Library of Congress HBI71.5.R5 iad 
Copyright A 659647 2 


Riley, Eugene Boniface. 
The teaching and supervision of economics in secondary 
Riley Ann Arbor, Mich., Edwards 


1. Economics—Study and teaching 
AMTM 


Title from Teachers Col- lege Libr. Printed by L. C. 





Riley, Francis Gerald, 1886- 

The Jamaica hospital; a history of the institution, 1892- 
1942, written and compiled by F. G. Riley Jamaica, N. Y., 
The Medical board, The Jamaica hospital ,1942, 

xv, 172 p. front., plates, ports. 21°. 

“This is « limited edition of 500 copies.” 


1. Jamal pital, Jamaica, N.Y. 
aie 42-16229 
Library of Congress RAB2JSRS 


3 362.110074724 


Riley, Francis Lawrence 
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Riley, Frank Lawrence, 1870- 


Riley, Frank Lawrence, 1870- 

Analysis and metaphysical treatment of twelve typical cases, 
by Frank L. Riley, ™. p. ,Los Angeles, Phillips printing co., 
*1928, 

Tip. 199°. 


1, Mental healing. 


1. Title. a. Title: Metaphysical treatment of 
twelve typical cases. 


18214 
Library of Congress RZ401.RO2 
Copyright A 1053421 2, 
, Frank Lawrence, 1870- comp. 
The bible of bibles; a source book of religions, demonstrat - 


ing the unity of the sacred books of the world, compiled by 
Frank L. Riley, «. p. Los Angeles, J. F. Rowny press, 1928. 
Spl, 5482p 24" 
“A Ust of the sacred books”: p. 33-36. 


1. Sacred books (Selections: Extracts, etc.’ 1. Tith. m Title: 
‘The sacred books of the 1d. 
23-23 
Library of Congress BLT0.B5 
Copyright A 1064014 \a3Tel, 


Riley, Frank Lawrence, 1870- 

Biblical allegorism; key to the mysteries of the kingdom 
of God, by Frank L. Riley, x. p. Los Angeles, Phillips print 
ing company, 1918. 

8 p. 1, dzp-tvill, 208 p. Mus. 209". 


1, Title 
Library of Congress S680 ASRS 
Copyright A 492571 (r20d2, 


Riley, Frank Lawrence, 1870- 

Spiritual healing, by Frank L. Riley, m. vp. Los Angeles, 
Phillips printing company, 1917. 

xxv, 275 p. incl. faceim. 20)”. 


1. Faith-cure. 1, Tithe. 


18-1421 Revised 


Library of Congress RZA01 RO 


Copyright A 479514 (f2be2, 
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Riley, Franklin Lafayette, 1868-1929. 
Colonial origins of New England senates; by F. L. Riley 
Baltimore, The Johns Hopkins press, 1896. 


7% 2497. (Je yh 9 »pking university studies tn historical and po 
litical science 1st m) 


1. Legislative bodies—New England 


4—TH28 
Library of Congress 81.36 
—— —— Copy 2 JK 2506 R6 
41ji 


Riley, Franklin Lafayette, 1868-1929. 

The Department of archives and history of the state of Mis- 
sissippi, by Prof Franklin L. Riley .. 

(Jn American historical association. Annual report... 
1903. Washington, 1904. 24)". ¥. 1, p. 475-478) 

Vart of the report of the Public archives commission, 1908. 


for the year 


1. Misstesipp!. Dept. of archives and history 1. Tithe. 
OD 11—T33 
Library of Congress Card div. EIT72A60 1006 
agibl, 


Riley, Franklin Lafayette, 1868-1929, ed. 
General Robert E. Lee after Appomattox, edited by Frank- 
lin L. Riley New York, The Macmillan company, 1922. 
xivp.21,200p. front., plates, ports. 2247 


1. Lee, Robert Edward, 1907-1870. 2, Washington and Lee univer- 
sity, Lexington, Va. 


22-1060 
Library of Congress EAGT.LLARST 
—- ——- Copy 2. LD5872.LARS 
fini, 


Riley, Franklin Lafayette, 1863-1929. 
... Life of Col. J. F. H. Claiborne. 
Riley. ,Oxford, Miss., 1903, 
cover-title, p. 217-244. front. (port.) 249%. 


By Dr. Franklin L. 


Py pe poy note”: p. 243-244. 
At head of title: Reprinted from Publications of Mississippi historical 
society. vol. viz 


1. Claiborne, John Francis Hamtramck, 1800-18%4. 


£340.C5TRS 
(3715 


Library of Congress 


Riley, Franklin Lafayette, 1868-1929. 

Our republic; a history of the United States for grammar 
grades, by Franklin L. Riley ... J. A. C. Chandler ... J. G. de 
Roulhac Hamilton ... Oxford, Miss., Riley and Chandler, 
1910. 

xxi, 540 p. incl. froot., illus. maps. 194°. 

“Historical Whrary lets for grammar grades”: p. vii—vill 


1. U. 8. —Hist 1. Chandler, Julian Alvin Carroll, 1872- Join’ 
author. 1. Hamilton, Joseph Grégoire de Roulhac, 1878- joint eclner. 
10— 18408 
Library of Congress E178.1.R57 
Copyright A 265440 (a39b1), 


Riley, Franklin Lafayette, 1568-1929. 

Our republic; a history of the United States for — 
grades, by Franklin 1. Riley ... J. A. ©, Chandler ... J. G. de 
Roulhac Hamilton Richmond, Va., Riley and ‘Chandler, 
1910. 

<¥, (1), 30 p, incl, front. (fins, ports. mapa 19°. 


“Historical Whrary lists for grammar crades” : p. vit-vilt 
Another edition published at Oxford, Mina, 1910. 


Lv. a— 1 oa 5 a | Alvin Carroll, 1872 jotat 
auther, 1m Tie, Joaeph G Roulhac, 1878 joint au- 
thor. 

10-1088 

Library of Congress FI78.L. R58 

Slel, 
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Riley, Franklin Lafayette, 1968-1929. 

Our republic. Rev. ed. A history of the United States 
for grammar grades, by Franklin L. Riley . .. J. A. C. Chand- 
ler J. G. de Roulhac Hamilton ... revision by J. A. C. 
Chandler. Evanston, IL, Philadelphia ,etc., Row, Peterson 
and company ‘1932, 

xif, 562, xv-liv p. incl. front, tlus. pl. 21% 


“An inexpensive historical !ibrary for grammar grades”: p. vil-vill 
“Reading references" at end of most of the chapters. 


1. U. 8.—Hitet. 1. Chandler, Julian Alvin Carroll, 1872- Joint 
author. 1. Hamilton, Joseph Grégoire de Rovihac, 1878- Joint avu- 
82- 22805 
Library of Congress E178.1.R58 1982 
Copyright A 58014 2 973 


Riley, Franklin Lafayette, 1863-1929. 

School history of Mississippi; for use in public and private 
schools, by Franklin L. Riley Richmond, Va., B. F. John- 
son publishing company, 1900. 


362, 51, vill p. incl. front. illus. double map. 19°. (Lettered on 
cover: Johnson series) 


1. Mississippi— Hist 


O—4915, 
Library of Congress FSLEST 
— ——- Copy 2 
Copyright 1900 A 21719 a33b1 


Riley, Franklin Lafayette, 1868-1929. 
Sir William Dunbar, the pioneer scientist of Misssissippi. 
By Franklin L. Riley ... (Oxford, Miss., 1899, 


cover-titie, 85,-111 p. 28°. 
on a from the Publication of the Missiasipp! historical society 


1. Dunbar, William, 1740-1810. 
5— 22067 


Library of Congress Q143.D88R6 


a3Tb1-; 


Riley, Franklin Lafayette, 1868-1929. 
Spanish policy in Mississippi after the treaty of San Lo 

renzo, by Franklin L. Riley ... 
(In American 


historical association. Annus! report ... for the year 
1897. Washington, 1898. 24)". p. 175-192) 


1. San Lorenzo treaty. 1706. 2. Missimipp!—History, 3. 0. S-—Pow 
eign relations—Spain. 4. Spain—Foreign relations—U. 8. 


CD11 
Card div. E172.A00 1897 
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Riley, Gardner Maurice, 19 |\)- 

Experimental and cytological studies on spermatogenesis in 
the house sparrow, /’asser domesticus (Linnaeus) by Gardner 
Maurice Riley lowa City ¢ Ia., 1938 


1 p. L, p. 327-51, 165-176 incl. ius, 2 pl. diagrs. 25°. 

Main content of thesis (ru. p.)—University of Lowa, 1986. 

Descriptt 

67, no. 8, February, 1987, 
“Literature cited”: p. 844-340. 175-176 


1. Spermatogenesis io animals. 2. Sparrows 


30-1867) 
Library of Congress QL986.RS 1986 
Univ. of lowa Lib. 
————— Copy 2. a 901.171 
(Riley, George, 


The beauties of the creation; or, A new moral system of 
natural history; displayed in the most singular, curious, and 
beautiful quadrupeds, birds, insects, trees, and flowers ... 2d 
American ed. Philadelphia: Printed by William Young, 
bookseller, n°. 52, Second, corner of Chesnut-street. 1796. 


ix, 3), 13-346 p. 179™. 


“Address” signed: George Riley. 
Advertising matter: p. 
1. Natural history —Juvenile literature. 1. Title. 
1-20001 
Library of Congress QH«d7.R4 1706 


a33d1, 
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Riley, George. 

Beauties of the creation: or, A new moral system of 
natural history; displaved in the most singular, curions 
and beautiful quadrupeds, birds, insects, trees, shrubs & 
flowers ... By George Riley ... 3d American ed. Wor- 
cester: (Mass.) Printed by Isaiah Thomas, jun. Sold by 
him at his bookstore, opposite the gaol. September—1798. 

xii, ix, 1h, (13-274 p. incl. front. 15* 


1. Natural history—Juvenile literature 1. Title 
67192 
Library of Congress QH47.R4i 
1a26d1) 


Riley, George D. 
see 


Mississippi. Auditor's office. 


Riley, George Harrison. 

Primrose and burdock, by G. Harrison Riley; collected and 
edited by M. C. Brown. (Fitchburg, Mass., Printed expressly 
for the Creative press by the Sentine! printing co., 1928. 

145; p. 16" 


Poems 


1. Brown, M.C., ed. m1. Title. 


21022 
Library of Congress PSSSSE.1 6OBPT 1928 
Copyright A 1068678 3 
Riley, pete 8. . a 
outs es ee by G. Pee. . with « 
by Sie Enos acmillan and co., lim- 
ed, 1935. 
xvi, 228 p. illus, diagrs., forms (part fold.) 224™. 
Bibliography: p. 221-222. 
1, Building and loan associations—Gt. Rrir L Title. 
‘36-BATRE 
Library of Congress HGO2126. RSS 
o (832 820042 


Riley, Gordon Arthur. 
ee rome ~ 


thy, 4-04 p. dingra 20". 
Thesis (ru. ».)—Yale university, 1987. 
“Reprinted from Ecological 
ibilography : p. 08-04 


monographs, 9... January, 1980." 
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Library of Congres GB1625.C8R5 
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(Riley, Harland Keifer, 1905- 


... The greenhouse centipede. (By H. K. Riley, Lafayette, 
Ind., 1929. 
“ 2 a) 2247. (Indians. Agricultural experiment station. 


On cover: Purdue university. 


1. Centipedes. 1. Tithe. 
42-771 
(850.53 no. 381) 
Title from Purdue Univ. Printed by L. C. 
a 


Riley, Harrison Barnet, 1862- 

“The yellow peril,’’ subject of an address delivered by 
Mr. Harrison B. Riley, president of the Chicago title 
trust co., at the weekly meeting and luncheon of the Chi- 
eago real estate board, held at ‘the Hotel La Salle, Thurs- 
day, April 19, 1917. ;Chieago? 1917, 

8p 237 

A paper on universal compulsory and selective military service. 


1. Military service, Compulsory. 2. European war, 1914 1. Title. 
17-28500 
Library of Congress UBM3.RS 
= — Isaac, 1858- 
crane, oats, efficiency and joy to life. H. 1. 
Riky. (Pittsburgh, Pittsburgh printing co., fehl, 
%p. front. 23. $5.00 


=. compiling this volume, I have drawn fully from many sources.”— 


1, Hygiene. 2. Longevity 1. Title. 
21-19868 
Library of Congress RA776.RS5 
Copyrigt* A 627399 3s 


Riley, “larvey. 
The mule. A treatise on the breeding, training, and uses, to 


which he may be put. By Harvey Riley .. New York, Dick 
& Fitzgerald, 1867. 
107 p. 14 pl. 194". 
1 Asses and mules. 
12—16762 
Library of Congress SF361.R57 
(401, 


Riley, Henry Hiram, 1813-1888. 


Puddleford, and its people. By H. H. Riley ... New York, 
S. Hueston, 1854. 
xil, @-209 p. front, plates. 19)™. 
& Tithe. 
T4106 
Library of Congress PZ3.R4625P 
a20d1, 


Riley, Henry Hiram, 1813-1888. 

The Puddleford papers; or, Humors of the West. By 
H. H. Riley ... New ork, Derby & Jackson; Cincinnati, 
H. W. Derby & co., 1857. 

xiii, -353 p. front, plates. 184™. 


1, Tithe. 
15-12482 


Library of Congress PZ3.R4525Pu 
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Riley, Henry Hiram, 1813-1888. 

The Puddleford papers, or Humors of the West. By H. H. 
Riley ... New York, Derby & Jackson, 1860. 
pen p. 19°. (On cover: Library of wit and bamor) 


's lettering on back of cover: Riley's Humors of the West . 
phew t title: Stray pictures in the wilderness. 


1. Title. m. Title: Humors of the West. wut. Title: Stray pictures io 
wilderness. 


the 


2429460 
P73. R4526Pu 2 


134b1, 


Library of Congress 


Riley, Henry Hiram, 1813-1888. 

The * peng papers; or, Humors of the West. By 
H. H. y ... Boston, Lee and § Shepard; New York, 
Lee, Shepard and Dillingham, 1875. 


1p. |. 5-286 p. front, plates. 191°. (On cover: Wild life series) 
1. Title. 
Library of Congress PZ3 Ras25Pu3 —— 
Copyright 1874: 13637 
Riley, Henry Thomas, 1816-1878. 
Balliol college, Oxford. (Report on manuscripts belonging 
to Balliol —s 
(in Gt. Brit. 


commission. Fourth reyort. 
London, 1874. om A et veeoains > aah i51) 
Signed: Henry Thomas Riley. 


1. Oxford. University. Balliol college. 


aceon 
pp hey my (DA26.M1 vol 4) 
(2) (942.0081) 
Riley, Henry Thomas, 1816-1878. 
The bishop's registry, Wells. ,Report on the registers of the 
Rishop of on 
(in Gt. Brit. commission. First report. 


London, 1870. 32. eS 
Signed: Henry Thomas Riley. 


. Wells, (Diocese) Bishop. 
‘ el AC30-&25 
ALA-Coop. 
for Library of hom (DA25.M1 vol. 1) 
4 (042.0081) 
Riley, Henry Thomas, 1816-1878. 


The black book of the archdeacon of Canterbury. 


in Gt. Brit. manuscripts commission. Sixth report. 
Loken tet a2 Appondins » a0babe) 


Signed: Henry Thomas Riley. 


1 Canterbury, Bag. (Diocese) Archdeacon of Canterbury. 
pO ACW 

ar a {(DA26.M1 vel. 6) 

(2) (942.0081) 

Riley, Henry Thomas, 1816-1878. 

The borough of High Wycombe, or Chi Wycombe, 
Bucks. ,Report on pe peepee belonging to the borough, 

(in Gt. Brit. Historical manuscripts commission. Fifth report. 


London, 1876. 32". Appendix, p. 554-565) 
Signed: Henry Thomas Riley. 


1 Wycombe, Chipping, Eng. 


ALA-Coop. cataloging com 


for Library of Congress (DA25.M1 vol 5) 


2) (042.0081 ) 
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Riley, Henry Thomas, 1816-1878. 
Cambridge.—Christ's college. 
longing to Christ's —— 
(in Gt. Brit. Historical manuscripts 
London, 1870. 382°". pod a p. 63) 
Signed: Henry Thomas Riley. 


(Report cn manuscripts be- 


commission. First report. 


1. Cambridge. University. Christ's college. 


AC 39-603 

ALA-Coop. cataloging com. 

for Library of Congress (DA25.M1_ vol. 1) 

al (942.0081) 

Riley, Henry Thomas, 1816-1878. 

Cambridge : Corpus Christi college. ,Report on manuscripts 
belonging to Corpus Christi college, 

(in Gt. Brit. Historical manuscripts commission. First report. 


London, 1870. 32°. Appendix, p. 64-467) 
Signed: Henry Thomas Riley. ' 


1. Cambridge. University. Corpus Christi college. 
AC30-0% 
ALA-Coop. cataloging com. 
for Library of Congress (DA25.M1 vol. 1) 
Ol (942.0061) 


Riley, Henry Thomas, 1816-1878. 
Cambridge: King’s college. ,Report on manuscripts belong- 
ing to King’s college, 
Gt. Brit. Historical manuscripts jiesion. First repert. 
atin? 1870. 32. Appendix, 1) 
Signed: Heory Thomas Riley. 


1. Cambridge. University. King’s college. 
AC 80-406 


LA-Coop. cataloging com. 


A 
for Library of Congress (DA25.M1 vol. 1) 


4 (942.0001) 


— a i 1816-1878. 


mbroke college, 
ih yoo Historical manuscripts commiasion. First, ffth 
mi tt 82". ist rept. app. p. 69-72; Sth rept. app., 


Signed. Heary Thomas Riley. 
Part 2 has title: Pembroke college, Cambridge. (Second report) 


1 Cambridge. University. Pembroke college. 


AC89-06 
ALA-Coop. cataloging com. 
for Library of Congress {DA2i.M1 vol. 1,5) 
4 (942.0081 ) j 
Riley, Henry Thomas, 1816-1878. 
Cambridge.—Queens’ college. ,Report on manuscripts be- 
longing to ’ college, 


(in Gt. Brit. Historical manuscripts commission. First report. 
London, 1870. 32. Appendix. p. 72-73) 


Signed: Henry Thomas Riley. 





1. Cawvridge. University. Queens’ college. 
AC30-007 

ALA-Coop. cataloging com ' 

for Libvary of Congress (DA25.M11 vol. 1) | 

a (942.0001) 

Riley, Henry Thomas, 1816-1878. 

Cambridge.—Registry of the university. ,Report on some 
manuscripts belonging to the university, 


in Gt. Brit. Historical manuscripts commission. First report. 
London, 1879. 32°". Appendix, p. 73-74) 


Signed: Heary Thomas Riley. 


1 Cambridge University. 


ALA-Coop. cataloging com. 
for Library of Congress 





XUM 





4 
q 
7 

: 








Riley, Henry Thomas, 1816-1878. 

Cambridge: St. John’s college. Report on manuscripts be 
longing to St. John’s college, 

(in Gt. Brit. Historical manuscripts 
Leadon, 1870. 32°°. Appendix, p. 74-77) 

Signed: Henry Thomas Riley 


commission. First report 


1. Cambridge. University. &t. John’s college. 


ALA-Coop. cataloging com 


for Library of Congress {[DA25.M1_ vol. 1) 


fod (042.0061 ) 


Riley, Henry Thomas, 1816-1878. 
Cambridge.—St. Peter's college. ,1st-2d reports on manu- 
scripts belonging to St. Peter's college, 


(Jn Gt. Brit. Historical manuscripts commission. First report. 
London, 1870. 82. Appendix, p. 77-82) 


Signed: Henry Thomas Riley. 


1. Cambridge. University. Peterhouse. 
acs 


ALA-Coop. cataloging 


com 
for Library of Congress (DA26.M1 vol. 1) 


“ (942.0081) 


Riley, Henry Thomas, 1816-1878. 
Cambridge: the corporation. ,Report on some manuscripts 
belonging to the corporation, 


(ie Gt. Brit. Historical manuscripts First report. 
London, 1870. 32°*. Appendix, p. 99-100) 

Signed: Heary Thomas Riley. 

1. Cambridge, Eng. 

AC 89-880 

ALA-Coop. cataloging com. 

for Library of Congress {DA25.M1 vol.1) 

4 (942.0081 ) 


Riley, Henry Thomas, 1816-1878. 

Cambridge: Trinity college. ,Report on manuscripts belong- 
ing to Trinity college, 

Un oe ey commission. First report. 


Signed: Henry Thomas Riley. 


1. Cambridge. University. Trinity college. 
ACSO-611 


ALA-Coop. cataloging com. 


for Library of Congress (DA25.M1 vol. 1) 


Ol (942.0061 ) 


Riley, Henry Thomas, 1816-1878. 
ee ee eee 


(in Gt. Brit. comminsion. Fifth report. 
London, 1876. 32°°. ee 


Signed : Henry Thomas Riley. 


1. Alwington, Eng. (Parish) 
ALA-Coop. com. 
for ase (DA25.M1 vol. 5} 
2) (942.0061) 


Riley, Henry Thomas, 1816-1878. 
The churchwardens’, moorwardens’, and constables’ accounts 
for the parish of Chedder, in Somerset, a. p. 1612-74. 


(in Gt. Brit. Historical commission. Third report. 
London, 1872. 32°". Appendix, p. 1) 


Sigued : Heary Thomas Riley. 


Cheddar, 
7 aed AC80-2387 
ALA-Coop. 
tor Library of [DA25.811 vol. 8) 
(942.0081) 
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Riley, Henry Thomas, 1816-1878. 
Clare college, Cambridge. Report on manuscripts belonging 
to Clare college; 


(in Gt. Brit. Eictostest qonuseints eomatesten. Second report. 
London, 1871. $2°°. Appendix, p. 110-116) 

Signed: Heary Thomas Riley. 

1 Cambridge. University. Clare college. 

AC 89-1872 

ALA-Coop. cataloging com. 

for Library of Congress (DA25.M1 vol. 2) 

“ (942.0081) 


Riley, Henry Thomas, 1816-1878. 
The tion of Abingdon. ,Report on some documents 
belonging to the corporation, 


(in Gt. Brit. Historical manuscripts mission. First report. 
London, 1870. 32°. Appendix, p. 98) = 


Signed: Henry Thomas Riley. 


1. Abingdon, Eng. 
AC 39-828 
ALA-Coop. cataloging com. 
for Library of Congress (DA25.Mi vol. 1) 
A (942.0061 


Riley, Henry Thomas, 1816-1878. 

Te eat tai & a aieuaes of ie 
«Report on d ging to the of Az- 
bridge, 


(In Gt. Brit. Historical manuscripts commission. Third report. 
London, 1872. 32°°. Appendix, p. 300-308) 


Signed Henry Thomas Riley 











1 Axbridge, Eng 
AC 89-2383 
ALA-Coop. cataloging comm. 
for Library of Congress (DA25.M1 vol 8) 
th (942.0061) 
“— Henry Thomas, 1616-1878 
poration of B . Reports on some docu- 
aah longing to the corp 
(in Gt. Brit. Histories! commission. third 


manuscripts First, 
London, 1870-72. 32°". ist rept. app. p. 99; 34 rept. app. 
p. 310-820) 


Signed: Henry Thomas Riley. 


1. Bridgwater, Eng 
AC 80-829 
ALA-Coop. ca! ing com. 
te tieay at taoon (DA25.M1_ vol. 1,8) 
it (842.0081) 


Riley, Henry Thomas, 1816-1878. 
etm nye aan = , Report on some manuscripts 


> © Be, pq ittstestonl panenestote cometesten. First report. 
Lendon, 1870. Appendix, p. 160-102) 


Signed : Henry Thomas Riley. 


1, Coventry, Eng. 
aC80-681 
ALA-Coop. ca com. 
J er es (DA26.M1 vol. 1) 
ty (942.0081 ) 


a Henry Thomas, 1816-1878. 
The corporation of Faversham. Report on documents be- 
ap ag ee pee ‘aversham, 


Im Gt. Brit. Historical manuscripts Sixth report. 
London, 1877. 32°"... Appendix, p. 500-511) 
Signed: Henry Thomas Riley. 
oseeceaiaaehine £0 40-708 
Mian tte (DA25.M1 vol. 6) 
12) (942.0081) 


Riley 


Riley, Henry Thomas, 1816-1878. 
The corporation of Folkestone. ,Report on manuscripts be- 
longing to the corporation, 


(Un Gt. Brit. historical manuscripts commission. Fifth report. 
London, 1876. 32°. Appendix, p. 590-592) 


Signed : Heary Thomas Riley. 


1. Folkestone, Eng. 
AC O08 
ALA-Coop. cataloging com. 
for Library of Congress (DA25.M1 vol 6) 
2 (942.0083 + 


Riley, Henry Thomas, 1816-1878. 
The corporation of Kingston-on-Thames. Report on the 
records and documents belonging to the corporation of Kings- 


ton-on-Thaines, 


@ (in Gt. Brit. Historical manuscripts Third report. 
London, 1872. 32°. Appendix, p. 331-333) 

Signed: Henry Thomas Riley. 

1 Kingston -upon-Thames. 

AC 89-2338 

ALA Coop. py comm. 

for Library of Congress {(DA25.Mi vol 8) 

ty (942.0061) 


Riley, Henry bse 1816-1878. 





The n, Cornwall. Report on the 
aati, 

Jn Gt. Brit. Historical manuscripte commission. Sixth report. 
London, 1877. 32. Appendix, p. 624-538) 


Signed: Henry Thomas Riley. 


1. Launceston, Bag. ao 
ALA-Coop. com. 
for 7 ey (DA2.MI vol. 6) 
2 (942.0081) 


Riley, Henry Thomas, 1616-1878. 
mnt, :Report on manuscripts 
longing to the 
Ui» @, Be, 
London, 1876. 32°". eed ey 
Signed Henry Thomas Riley. 





commission. Fifth report. 


« Lydd, Eng. 
a. acm 
for Livrary of Consrens (DA26.Mi vol. 5) 
12; (042.0081) 
Riley, Henry Thomas, 1816-1878. 
The corporation of Morpeth. Report on documents belong- 
ing to the corperation of Morpeth, 


(in Gt. Brit. Historical 
London, 1877. 382°. Appendix, p. 


Signed Henry Thomas Riley. 


commission. Sixth repert. 


1 Morpeth, Eng. 
aCe 
Attor Library of Congres (DAs ve} 
a (042.0081) 


Riley, Henry Thomas, 1816-1878. 
The corporation of Nottingham. Report on manuscripts 
belonging to the corporation, 


(in Gt. Brit. Historical 
Leadon, 1876. 82™. Appendix, p. 


Signed: Heary Thomas Riley. 


1, Bottingham, Eng 


hr ulloury of Gaon 


rel ead 


(DA6.Mi vel. 1) 





Riley 





—_ Henry Thomas, 1316-1878. 
The corporation of Sandwich. ,Report on some manuscripts 
bel ig to the corp 
Us , Ce. Brit. eseted getmmntene Fifth 
London, 1876. 32°. Appendix, p. 568-571) = 
Signed : Heary Thomas Riley. 
1. Sandwich, Eng. 
AC 0-42 
ALA-Coop. cataloging com. 
for Library of Congress (DA25.M1 vol. 5) 
(2) (942.0081) 


— Henry Thomas, 1816-1878. 


The corporation of Tenterden. ,Report on documents be- 
longing to the corporation of Tenterden, 


(in Gt. Brit. Historical manuscripts commission. Sixth 
London, 1877. 32°°. Appendix, p. 569-572) 


Signed: Henry Thomas Riley. 


1. Tenterden, Eng. 


acéwn18 
tor Library of Congress (DA25.M1 vol. 6} 
2 (942.0061) 
Riley, Henry Thomas, 1816-1878. 


corporation of the city of Norwich. ,Report on manu- 
scripts belonging to the corporati 

(in Gt. Brit. Sistpeienh penenniots commtecien. First report. 
London, 1870. 32. Appendix, p. 102-104) 
Signed: Heory Thomas Riley. 





1 Norwich, Eng. aa 
ALA-Coop. cat 
tor Libeary of Congress (DA25.M1 vol. 1) 
* (942.0081) 


Riley, Henry Thomas, 1816-1878. 
edie of the city of York. ,Report on manuscripts 


npg 





Bisterical_mancccripts First report. 
London, 1870. 3$2°*. Appendix, p. 108-110) 
Signed: Henry Thomas Riley. 
1. York, Eng. 
AC 30-835 
ALA -Coop. cataloging com. 
for Library of Congress (DA25.M1 vol 1} 
ol (942.0061) 


- Henry Thomas, 1816-1878. 
ion of Totnes. ;Report on documents belonging 
to = corporation of Totnes, 


(in Gt. Brit. Historical manuscripts commission. Third report. 
London, 1872. 32°*. Appendix, p. 341-350) 


Signed: Henry Thomas Riley. 


L Totnes, Eng 
AC 20 
ALA-Coop. ca! jag counrn. 
for Library of (DAZS.M1 eel. 3} 
“ (ez ONT) 


— Henry Thomas, 1816-1878. 


The corporation of Wallingford. , Report on the records of 
Wallingford, 


(in Gt. Brit. Historical manuscripts com 
Lendon, 1877. 32°°. Appendix, p. 572-595) 


Signed. Henry Thomas Riley 


commission. Sixth report. 


Wallingford, 
, - - AC@T14 
ALA-Coop cataloging com. 
for Library cf Congress (DA25.M1_ vol. 6) 
: (942.0081) 








LIBRARY OF CONGRESS 


Riley, Henry Thomas, 1816-1878. 
The corporation of Wells, Somerset. (Reports on 
manuscripts belonging to the corporation and city of We ells, 
(Jn Gt. Brit. Historical manuscripts commission. First, third 
port. a. ww 32°". let Ne app. p. 106-108; Sd whe 
app. p. 3 
Signed mae Thomas Riley. 
Part 2 bas title: The city of Wells.—Additional report. 


1, Wells, Eng. 
AC30-8% 
ALA-Coop. cataloging com. 
for Library of Congress (DA25.M1_ vol. 1,8) 
ad (942.0081 ) 


Riley, Henry Thomas, 1516-1878. 
The corporation of Winchester. 
Winchester, 


(In Gt. Brit, Historical manuscripts commission. Sixth report. 
London, 1877. 32°". Appendix, p. 595-605) 


Signed: Henry Thomas Riley 


(Report on the records of 


1. Winchester, Eng 
AC#-T15 
ALA-Coop. cataloging com. 
for Library of Congress (DA25.M1 vol. 6) 
(2, (942.0061) 


y, Henry Thomas, 1816-1878. 
Corpus Christi college, Oxford. Report on manuscripts 
belonging to Corpus Christi college, 
(in Gt. Brit. Historical man commiasion. Second report. 
London, 1871. 32°. Appendix, p. 126) 
Signed: Henry Thomas Riley. 


1. Oxford. University. Corpus Christi college. 
” AC89-187T 


ALA-Coop. cataloging com. 
Congress 


for Library of (DA25.M1 vol. 2} 


th (942.0081) 


Riley, Henry Thomas, 1816-1878. 
The county records of Somerset. 


(In Gt. Brit. Historical manuscripts commission. Third report. 
London, 1872. 32°. Appendix, p. 333-334) 


Signed : Henry Thomas Riley. 


1. Somerset, Eng. ace 


LA-Coon. cataloging comm. 
Congress 


A 
for Library of (DA25.M1_ vol. 8} 


al (942.0061) 


Riley, Henry Thomas, 1816-1878. 


The dean and chapter of Wells. Reports on manuscripts 
belonging to Wells cathedral chapter, 


(in Gt. Brit. 
app. p. 351-964) 
Signed Henry Thomas Riley. 


Historical manuscripts commission. ag me 
1870-72. 82°. Ist rept. app. p. 93-94; rept. 


1. Wells cathedral. 
AC39-826 
cataloging com. 


ALA-Coop. 
for Library of Congress (DA25.M1_ vol. 1,8) 


(942.0061) 


Riley, Henry Thomas, 1816-1878, ed. 

Dictionary of Latin quotations, maxims, and mot- 
tos, classical and medisval, including law terms and _— 
With a selection of Greek quotations. Ed. by H. T. Riley .. 
London, H. G. Bohn, 1856. 





vi, 558 p. 19°. (On cover: Bohn's classical library) 
L Latin. 2 Greek. 
11—81390 
Library of Congress PN60S0.R5 
(38b1, 
160 


Riley, Henry Thomas, 1816-1878, ed. 


Dictionary of Latin quotations, proverbs, maxims, and 
mottos, classical and medieval, including law terms and 





phrases. With a selection of Greek quotations. Ed. by H. T. 
Riley London, H. G. Bohn, 1860. 
2p. 1, dit)-vi, @22 p, 18°. 
t 
' 
1 Latin, 2 Greek 
1181380 


Library of Congress PNOOS8O.RS 1860 


fidl, 


Riley, Henry Thomas, 1816-1878. 
Downing college, Cambridge : the Bowtell collection. 
(/n Gt. Brit. Historical manuscripts commission. Third report. 
Lendon, 1872. 32°". Appendix, p. 320-327) 
Signed: Henry Thomas Riley. 


University. Downing college. Library. Bowtell col- 
AC 80-2335 


1. Cambridge. 
lection 


Coop. cataloging comr 
ress 


ALA. 
for Library of Con; (DA25.M1_ vol. 8) 


“4 (942.0061) | 


Riley, Henry Thomas, 1816-1878. 
Emmanuel college, Cambridge. (Report on some manu- 
scripts belonging to Emmanuel college, 





(in Gt. Brit. Hi commission. Fourth report. 
London, 1874. 32°". etcppendit: pair ad 421) 

Signed: Henry Thomas Riley. 

© brid, | college. 

AC 4-505 

ALA-Coop. cata’ com. 

Poy page ym ne (DA25.M1_ vol. 4) 

2 (942.0081) 


Riley, Henry Thomas, 1816-1878. 
Exeter college, Oxford. Report on manuscripts belonging to 
Exeter college, 
Pala 


(in Gt. Brit. 
London, 1871. 32°". 
Signed: Henry Thomas Riley. 


i Orford. University. Exeter college. 
AC 30-1878 
ALA-Coop. cataloging com. | 
for Library of Congress {(DA25.M1 vol. 2) 
% (042.0061) 
Riley, Henry Thomas, 1816-1878. 
Gonville and Caius college, Cam ,Report on manu- 
scripts belonging to Gonville and Caius college, 
in Gt. Brit. Historical bape commission. Second report. 
lesion, 1871. 32°. Appendix, p. 116-118) 


Signed: Henry Thomas Riley. 


1. Cambridge. University. Gonville and Catus college. 


ata . AC 80-1878 
Coop. cata! com. 
for Littary of Gousrese (DA25.M1 vol. 2) 
th (942.0061) 
Riley, Henry Thomas, 1816-1878. 
The hospital of Christ, at Abingdon. , Report on some manu- 
scripts belonging to the hospital, 


(in Gt. Brit. Historical 
London, 1870. 32°. Appendix, p. » 


Signed: Henry Thomas Riley. 


commission. First report. 


1. Abingdon, Eng. Christ's hospital. 
AC 30-1833 
ALA Coop. cataloging com. 
for 


Library of Congress (DA25.M1 vol.1) 


4 (942.0061) 





XUM 





r 
' 
' 
; 


Riley, Henry Thomas, 1816-1878. 

Inventory of effects of John, viscount Lisle, and earl of 
Warwick, 1 :Report by H. T. Riley, on the manuscript 
found by W. H. Turner, 


(in Gt. Brit. Historical manuscripts commission. Second report. 
London, 1871. 32°°. Appendix, p. 101-102) 


Signed Henry Thomas Riley 





- 


t. Northumberland, John Dudley, 1st duke of, 1502-1553. mn. Turner, 
Ww. 


AC 39-2282 
ALA-Coop. « catahe ging comm 
for Library of Congreas 





{(DA25.M1_ vol. 2} 
3. (942.0081) 


Riley, Henry Thomas, 1816-1878. 
Jesus college, Cambridge. ,Report on manuscripts belonging 
to Jesus college, 





(in Gt. Brit. Historical manuscripts com Second report. 
London, 1871. 32°°. Appendix, p. 118-121) 

Signed Heary Thomas Riley 

1. Cambridge University. Jesus college 

Ac%-1874 

ALA-Coop. cataloging com 

a Library of Con :reas {(DA25.441 vol. 2} 

4 (942.0061) 


Riley, Henry Thomas, 1516-1578. 
Jesus college, Oxford. ,Report on manuscripts belonging to 
Jesus college, 


In Gt. Brit. Historical manuscripts commission. Second report. 
London, i871. 32°. Appendix, p. 130) 


Signed: Henry Thomas Riley 


Oxford. University. Jesus college 
AC 89-1879 


ALA-Coop. cataloging com. 
arene 


for Library of Con {DA25.M1 vol. 2} 


4 (042.0061) 


Riley, Henry Thomas, 1816-1878. 
Lincoln college, Oxford. ,Report on manuscripts belonging 
to Lincoln college, 


(in Gt. Brit, Historical manuscripts commission. Second report. 
London, 1871. 32. Appendix, p. 180-132) 


Signed: Henry Thomas Riley 


1. Oxford. University. Lincoln college. 
AC 30-1880 


ALA-Coop. cataloging com. 


for Library of Congress {DA25.M1 vol. 2) 


4 (942.0061) 


Riley, Henry Thomas, 1816-1878. 


Magdalene college, Cambridge. ,Report on manuscripts be- 
longing to the college, 


(in Gt. Brit. Historica’ ripts commission. Fifth report. 
London, 1876. 32°". coun P. witty) 


Signed: Henry Thomas Riley 





1. Cambridge. University. Magdalene college. 
scH-aT 
ALA-Coop. cataloging com. 


for Library of Congress (DA25.Mi vol. 5} 


2, (842.0061) 


Riley, Henry Thomas, 1816-1878 
The manuscripts of F. Brumell, esq”., of Morpeth 


Un e. Brit. Historica) manuscripts commiasion. Sixth report. 
Londen, 1877. 32°". Ap ix, p. 538-540) 


Signed: Henry Thomas Riley. 


1. Brumell, Francis 
40-710 
ALA Coop. ae ng ¢ —~ 
for Libr ¢ Congrem ([DA25.M1_ vol. 6) 


2 (942.0081) 





CATALOG OF PRINTED CARDS 


Riley, Henry Thomas, 1816—1878. 
The manuscripts of J. R. Pine Coffin, esq., at Portledge, 
North Devon. | First-second reports, 
(fn Gt. Brit. Bs we manuscripts Fourth-6fth 
Lendon, 4-76. 32°". 4th af ra p. wene-319, Sth rept. 


Signed: Henry Thomas Riley 


1. Pine-Cof, John Richard, 1842-1800. 
AC#®S1 
ALA-Coop. catalc in “5 ‘ 


for Library of Congr (DA25.M1 vol. 4-5) 


2 (942.0061) 


Riley, Henry Thomas, 1816—1878. 


The manuscripts of Robert Walter Prideaux, esq., of Dart- 
mout 


(in Gt. Brit gy pommel te com Fifth . 
London, 1876. 32° Appendix, 423-426) a. =— 


Signed: Henry Thomas Riley. 


1. Prideaux, Robert Walter. 


ALA-Coop. cataloging con 
for Library of Congress {DA25.M1 vol. 5) 


2, (942.0081) 








Riley, Henry Thomas, 1816-1878. 
The manuscripts of the Cinque Ports. 


(in Gt. Brit. Historical cpanasosinte commission. Fourth report. 
London, 1874. 32°. Appendix, p. 428) 


Signed Henry Thomas Riley 


1. Cinque Ports 
AC 0-507 


ALA-Coop. cataloging com 


for Library of Congress (DA25.M1 vol. 4) 


2 (942.0061) 


Riley, Henry Thomas, 1816-1878. 
The manuscripts of the corporation of Abingdon.—Addi 
tional report. 


Un Gt. -— nay manuscripts commission. Second report. 
87 


London, 1871. Appendis, p. 149-150) 

Signed ener | Thomas Riley 

Pr wade in the Commission's First report, Appendix 
Pp * 


1. Abingdou, Eng. 
AC 30-1887 
ALA-Coop. cataloging com 


for Library of Congress (DA25.M1 vol. 2] 


“a (942.0081) 


Riley, Henry Thomas, 1516-1878. 
The manuscripts of the corporation of Dartmouth. 


(in Gt. Brit. Historical manuscripts commission. Fifth report. 
London, 1876. 32° Appendix, p. 597- 06) 


Signed Henry Thomas Kiley 


1, Dartmouth, Eng 


ACW 448 


ALA-Coop. cataloging com. 


for Library of Congress (DA25.M1 vol. 5) 


2, (942.0081) 


Riley, Henry Thomas, 1816-1878. 
The manuscripts of the corporation of Hythe, Kent. 


(fn Gt. Brit. Histories! manuseri gpamte. Fourth report. 


don, 1874. 32°". Appendix, p. 4 
Signed: Henry Thomas Riley 


1. Hythe, Eog 
ACH 
ALA-Coop. cateloging com 
for Library of Congress (DA25.M1 rol. 4} 


2, 942.0061) 


Riley 


Riley, Henry Thomas, 1816-1878. 
The manuscripts of the oe of New Romney. 


(in Gt. Brit. Historical commission. Fourth report. 
London, 1874. 32°". poo eg » 


Signed: Henry Thomas Riley. 


Romney, New, Eng. 
«3 — acwam 


(DA25.M1 vol 4} 
2% (942.0061) 


LA-Coop. ca! g com. 
tor Library of Congress 


Riley, Henry Thomas, 1516-1878. 
The manuscripts of the corporation of Rye. 


(in Gt. Brit. Historical manuscripts commission. Fifth report. 
London, 1876. 32°". Appendix, p. 489-516) 


Signed: Henry Thomas Riley. 


t. Rye, Eng 
AC #8 
ALA-Coop. cataloging com 
for Library of Congress (DA25.Mi vol. 5) 
ry (042.0061) 


Riley, Henry Thomas, 1816-1878. 
The manuscripts of the corporation of St. Alban’s. 


(in Gt. Brit. Historical manusecri mission. Fifth report. 
London, 1876. 32°". Appendix, ea 


Signed: Henry Thomas Riley 





1. St. Albans, Eng 


ALA-Coop. cataloging com 


for Library of Congress {DA25.M1 vol. 8} 


2; (942.0061 ) 


Riley, Henry Thomas, 1516~—1878. 
The manuscripts of the parish of Hartland, North Devon. 


(in Gt. Brit. ggg ve manuscripte commission. Fourth report. 
London, 1874. 32°". Appendix, p. 426-429) 


Signed: Henry Thomas Riley. 


1. Hartland, Eng. (Parish) 
Acme 


Coop. cataloging com. 


for Library of Congress (DA25.M1 vol. 4) 


2, (942.0061) 


Riley, Henry Thomas, 1816-1878. 
The manuseripts of the parish of Parkham, North Devon. 


(Un Gt. Brit. gag mai y= emma Fourth report. 
London, 1874, 32°". ppendix, p. 69) 


Signed: Henry Thomas Riley 


1. Parkham, Eng. (Parish) 
ACOH 


ALA-Coop. cataloging com. 
ngress 


for Library of Cor (DA25.M1_ vol. 4} 


re) (942.0061) 


Riley, Henry Thomas, 1816-1878. 
The manuscripts of the towns of Weymouth and Melcombe 
is. 


(in Gt, Beit. Historical manuseri; commission. Fifth 
London, 1876. 32°. Appendix, p. S7h-590) se a 


Signed: Henry Thomas Riley. 


Conrents —;Manuascripts, in the possession of the corporation.—Mr. 
Sherreo's collection. 


1, Weymouth and Melcombe Regis. nu. Sherrer, James. 
AcC#479 
ALA-Coop, cataloging com 


for Library of Congress (DA26.M1_ vol. 5) 


3) (842.0061) 





Riley 


Riley, Henry Thomas, 1816-1878 
Merton college, Oxford. (Report on documents belonging 
to Merton college, Oxford, 


(in Gt. Brit, Historical manuscripts commission. Sixth report. 
London, 1877, 32°. Appendix, p. 545-549) 


Signed: Henry Thomas Riley 


Oxf University. Merton coll 
L Oxford. 7 lege aceon 


(DA25.M01 vol 6) 
ry (942.0081) 


ALA-Coop. ca’ ing com. 
for Library of Congress 


Riley, Henry Thomas, 1516-1878 
New college, Uxford. ,Report on manuscripts belonging to 
New college, 


(in Gt. Brit. Historical manaseri; 
London, 


pts commiasion. Second report. 
1871. 32° 


Appendix, p. 132-136) 
Signed: Henry Thomas Riley. 


1. Oxford. University. New college 





ALA Coop. cataloging com. 


for Library of Congress {DA25.M1 vol. 2) 


4 (942.0061) 


Riley, Henry Thomas, 1616-1878 
Norwich: the bishop's registry Keport on, some of the 
more forma! records and documents in this collection 


(in Gt. Brit. Historical ponmeeens commission. First report. 
London, 1870. 33°°. Appendix, p. 86-87) 


Signed: Henry Thomas Riley 


1. Norwich, Eng. (Dincese) Bis*op 


ALA Coop. cataloging com 
for Library of Congress 


AC 30 823 
{DA25.M1 rol. 1) 
4 (942.0061) 


Riley, Henry Thomas, 1816-1878. 
Norwich: the dean and chapter. Report on manuscripts 
belonging to Norwich cathedral chapter, 


(> oe. Historical manuscripts commission. First report. 
London, 1870. 32. Appendix, p. 87-89) 


Signed: Henry Thomas Riley. 


t Norwich cathedra) 
ACSA 
ALA-Coop. cataloging com. 


for Lidravy of Congress {[DA25.M1 vol. 1) 


a (942.0081) 


Riley, Henry Thomas, 1516-1878. 
Oriel college, Oxford. ,Report on manuscripts belonging to 
Oriel college, 
in Gt. Brit. Historical qemenite quataten. Second report. 
London, 1 1871. 32. Appendix, p. 196-137) 
Signed: Henry Thomas Riley. 


1 Oxford. University. Oriel college 
AC 39-1882 


ALA-Coop. cataloging com. 
Congress 


for Library of (DA6.Mi vol 2) 


a (942.0061) 


Riley, Henry Thomas, 1816-1878. 
Pembroke college, Oxford. Report on documenim veiong- 
ing to Pembroke college, 


(in Gt. Brit. Historical manuscripts commission. Sixth report. 
Lendon, 1877. 32°. Appendix, p. 549-551) 


Signed: Henry Thomas Riley 


1. Oxford Untweraity. remeron omer 


ace™ 


(DAZS.M1 vol. 6) 
3 (042.0081 


ALA Coup cataloging com. 
for Library of Congress 





LIBRARY OF CONGRESS 


Riley, Henry Thomas, 1816-1875 
The Detyt manuscripts; Inner Temple. Mr. Bruce's sum 
mary of the contents of the Petyt mss., no. 538, vol. 47 


(in Gt — piinteniont manuscripts commission. Second repor 
i871. Appendis, p. 151-156) 


Signed Henry Thomas Riley 





etyt, William, 1496-1707. 1. Inner Temple, London. mm. Bruce, 
John, 1802. 1860. 
A © 80-1888 
ALA-Coop. cat ng con 
for Library of Congress (DA29.M1i_ vol. 2) 
‘ (942.0081) 


Riley, Henry Thomas, (816-1878 
Queen's college, Oxford. ,Report on manuscripts belonging 
to Queen's college 











(in Gt. Brit. Historical manuseri Second report. 
Lendon, 1871. 32°". Appendi: 

Signed: Henry Thomas Riley 

1. Oxford. Urdversity. Queen's college. 

AC 99-1888 

ALA-Coop. cataloging com 

tor Liteary Congress (DA25.M1_ vol. 2] 

4 (042.0081) 


Riley, Henry Thome 
The records of the corporation of Bridport 





(In Gt. Brit. Historical manuscripts commission. Sixth report 
London, 1877. 32°*. Appendix, p. 475-498) 


Signed Henry Tho ons Riley 


1, Bridport, Eng 
ACW 


ALA-Coop. cataloging com 


for Library of Congress (DA2S.M1 rol. 6} 


(942.0061) 


Riley, Henry Thomas, 15) 6—-1878 
St. Catharine's college, Cambridge. ,Report on manuscripts 
belonging to St. Catharine's college 


(in Gt. Brit. Historical y= commisaion. Fourth report. 
London, 1874. 32°°. Appendix, p. 421-428) 


Signed: Heary Thomas Riley 


1. Cambri University St. Catharine's college. 
~ AC 0-506 


ALA-Coop. cataloging com. 


for Library of Congress {DA25.811 vol. 4) 


Riley, Henry Thomas, 1816-1878. 
St. John's college, Oxford. ,Report on manuscripts belong 
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Copyright 1807: 61828 Bip, 
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Riley, James Whitcomb, 1849-1916. 

The runaway boy, by James Whitcomb Riley, with pictures 
by Ethel Franklin Betts. Riley child verse—Second series. 
Indianapolis, The Bobbs- Merrill company ,*1906, 

(%) ® col. front., col. tlus., col. plates. 24)". 

Title within ornemental border. 


i Tithe. 
8D 2BK83 


Library of Congress ‘7104.89 1996 


Riley, James Whitcomb, 1849-1916. 
The runaway boy, by James Whitcomb Riley, with pic- 
tures by Ethel Franklin Betts. Riley child verse—second 


series. Indianapolis, The Bobbs-Merrill company ,1908, 
2. p. L, p. 61-110 incl. illus. (part col.) col. plates. col. front. 25°. 
$i2s 


Title within ornamental border. Illustrated end-papers. 


1. Title. 
Library of Congress PS2704.R9 1908 
a2, 


Riley, James Whitcomb, 1549-1916. 
Selected poems, by James Whitcomb Riley, chosen by Wil- 


liam Lyon Phelps. ‘Indianapolis, The Bobbs- Merrill company 
,"1931, 


xvill, (1), 21-267 p. 194™. 
“First editios.” 


L Phelps, William Lyon, 1865- ed 
3131453 

Library of Congress PS2702.P5 

— —— Copy 2. 


Copyright A 43728 el, 811.49 


Riley, James Whitcomb, 1649-1916. 

Sketchwe in prose, and occasional verses, by 
James Whitcomb Riley. Indianapolis, The Bowen- 
Merrill co., 4691. 

263.p. 19™ 


1. Title. 
7-41649 


Library of Congress PZ3.R45338 
Copyright 1891: 7555 } 


Riley, James Whitcomb, 1849-1916. 

Sketches in prose with interluding verses }by, James 
Whitcomb Riley. Indianapolis, The Bobbs-Merrill co. 
(1901 


ipl, Mp. front. 27. 


A 10-1989 
Printed by LC 


at) 


Tithe: from Stanford Univ 


Riley, James Whitcomb, 1849- 

The soldier, monument dedication, Indianapoli ey 
fifteenth, nineteen hundred and two; a poem, by 
Whiteomb Riley. Indianapolis, The Bowen-Merrill -_ 
pany (1902, 

4. =. 


1. Title. 
2-13641 Revised 
Library of Congress 





Riley, James Whitcomb, 1849-1916. 

A song of long ago, by James Whitcomb oy tree | 
Emily Hall Chamb » The Bobbs-Merrill 
company ,°1913, 

7L 18210)" 

Printed on one side of double leaves folded once in Japanese style. 

Ornamental borders 1p colors. 





Library of Congress PS2704.855 19138 


Riley, James Whitcomb, 1849-1916. 

A summer's day, and other poems, by James Whit- 
comb Riley; with pictures by Will Vawter. Indianapolis, 
The Bobbs-Merrill company 1911 


1p L. 7-28 p. col front, illus, pl 19° 90.50 
1. Title 
11—20904 
Library of Congress PS2704S8 1911 
Copyright A 298256 1a22h1 


Riley, James Whitcomb, 1849-1916. 

A tinkle of bells and other poems, by James Whitcomb 
Riley. Chicago, E. A. Weeks & company 1895, 

¥, 210 p. front, 8 pl 179™. 


“Zisetes ofition, exppeemad by low.” of. Complete works, o4. by B 
H. Bitel (1918, v. 6, p. 


L Title. 

ca 80-61 Unrev'd 
Library of Congress PS2704.TS 
Copyright 1896: 64766 


Riley, James Whitcomb, 1449-1016. 

To my friend, by James Whitcomb Riley, decorated by Emily 
Hall Chamberlain. ,Indianapolis, The Bobbs-Merrill company 
(1914, 

81. 18) x10)" 


Printed on one side of double leu ves folded once In Japanese style. 
Ornamental borders tn colors. 


1. Tithe 

14-1 

Library of Congress 
Copyright A STD434 


PS270.TS 1014 
radial, 


Riley, James Whitcomb, 1853- 


When my dreams come true, by James Whitcomb 
Riley; decorated by Emily Hall * Chamberisin. (Indian- 
apolis, The Bobbs-Merrill company (1913; 


71. 18 x 10) 99 


Printed on one side of double leaves folded once in Japanese style 
Ornamental borders in color 


1. Title. 


Library of Congress 
Copyright A 361806 


PS2704.W3 1913 


Riley, James Whitcomb, 1849- 
When she comes home, by James Whitcomb Riley ; dee- 
erated by Emily Hall Chamberlain. Indianapolis; The 


Bobbs-Merrill eompany ;1914 
81. 184% 10)" $100 
Printed on one side of double leaves folded once m Japanese style 


Ornamental borders in colors. 


1. Title 
14-18822 Revised 
Library of Congress PS2704.W3S 1914 


Copyright A 379455 
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Riley, James Whitcomb, 1549-1916. 

When she was about sixteen, by James Whitcomb Riley; 
illustrated by Howard Chandler Christy. Indianapolis, The 
Bobbs-Merrill company ,°1911, 

49, p. front., ius, plates. 25°. 

Colored ornamental borders. 


1. Christy, Howard Chandler, 1873- filus. 1. Title 


11—23527 
Library of Congress 


Copyright A 207154 


PS2704.W4 1911 
(38k1 


Riley, James Whitcomb, 1849-1916. 

When the frost is on the punkin, and other , by 
James Whitcomb Riley; with pictures by Will Vawter. 
Indianapolis, The Bobbs- terdll emeane (1911, 


Ip l,7-29p. front, illus. 19°° 9050 
1. Title 
1120899 
Library of Congress PS2704WS 1911 
Copyright A 295255 raldg! 


Riley, James Whitcomb, 1849-1916. 

While the heart beats yo 8, by James Whit- 
comb Riley; with pictures by Bthel Franklin : ranklin Betts. In- 
dianapolis, The Bobbs Mereill company (1906, 

110 p. incl. illus. (part col.) 15 col. pl. col. front. 24°. 


Title within ornamental border. 
Illustrated end-papers. 


1. Title. 
6—MAl4 
Library of Congress PS2704.W6 1906 
——— Copy 2. 
Copyrigt b 
Riley, Jérome RB. 


The philosophy of negro suffrage. By Jerome R. 
Riley, m. ». Hartford, Conn., American publishing com: 
pany, 1895. 

110 p. front. (port.) 20)" 


1. Negroes—Politics and suffrage. 2. Negroes. 1. Title. 
12—3518 
Library of Congress E185 61.57 
——— === Cagy 2 
Copyright 1895: 52795 Mh 
Riley, Jerome R. 


The philosophy of- Negro suffrage by, Jerome R. Riley ... 
Washington, D. C., 1897. 


142 p. front., ports. 104°. 


1, Negroes—Politics and suffrage. 2 Negros _. Title. 


Library of Congress E1s5.6L.R57 1807 


2, $25.280078 


Riley, Jerome R. 


Reach the reached negro, by Jerome R. Riley... At- 
lanta, Ga., Byrd printing co., 1903. 


lp. 1, 78p. incl port. 199”. 


Library of Congres, no. 
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Riley, Joe Shelby, 1868- 

A chart of the sympathetic nervous sro the cranial 
nerves, their connections with the cerebro spinal —_ 
and a chart of s ona. mgd by J. S. Riley .. 

F. G. Vose ... Washington, D 1918. 
chart. 8 x 55i* 


1. Nervous » gem, Ganglionic. 2 ou 1. Vose, F. G., joint 


author a. Tit! mt. Title: Spondylo~ 


18-15503 
Library of Congress 


Copyright A 495986 


RM730.R65 


Riley, Joe Shelby, 1868- 


Conquering units: or, The maste: isease, 
Shelby Hilo (Washington, D. ©. MO Keley & co, whan 

818 p. illus, tab. 24. 

1, Therapeutics, Physiological. 2. Chiropractic. 1 Title. 

Library of Congress RM700.R44 —— 
om omae Gagy ®t 
Copyright A 617644 2 


Riley, Joe Shelby, 1868- 


Conquering units; of, The mastory of Joe 
Shelby Riley’. iad ed (Washington, D. C othe Kelly 
printing company) ‘1 


cacnoae hate =m. 


1. Therapeutics, Physiological... 2. Chiropractic. 1. Tithe 
23-2504 
Library of Congress RM700.R44 1924 
Copyright A 869907 72) 


Riley, Joe Shelby, 1868- 


Master keys to master therapies \by, Joe Shelby Riley 
Washington, Db. C., Aeme printing co., 1922, 


entitle, 40, pilus. (inel, charts) 349™. 
1. Therupeutics, Vhysiological 1. Title 
ca 23-7 Unrev'd 
Library of Congress RM700 RY 
Copyright A nies 


Riley, Joe Shelby, 1868- 

Riley's rest and recreation, copyrighted .. uy. ¢- 8. 
Riley. Washington, D. C., Aeme vrinting eo.) 

3p. S119 p. plates. 209™. 

Plates printed on both sides. 

Poems 


22-24898 
Library of Congress PS3S3S.1665RS 1922 


Copyright A 691183 ) 


Riley, Joe Shelby, 1868- 


Science and practice of ge ractic with allied sci- 
ences, by F Shelby Riley . ashington, D. C., The 
Kelly printing company; "1919. 

539 p. incl. front., illus, ports. 2). 

1. Chiropractic 1. Tithe. 

Library of Congress RM790.R” aes 


Copyright A $35574 2, 
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New York, Chicago, Charles 
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songs with music 
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tiley, Mary Magdalen. 
joean City story teller, by Mary M. Riley; stovies with 
= locates in Ocean City, N Ocean City, N. J., International 
blication service 4133 
yrer-title, 12 p. 24" 
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Riley, Mary M. 
Ten short stories, by Mary M. Riley. 


Washington, D. C., 
Printed by P. M. Covi, *193i, ’ 4 


—n ie". 

‘ory paged separately 
ay edition” 
i Title. 

31-23458 
Library of Congress P73 RAMTe 
Copyright A 40181 & 
Riley, Sister Mary of the 
Visitation 
see 

Msry of the Visitation, Sister, 1877- 


Riley, Sister Mlary) Visitation 
nee 


Mary of the Visitation, Sister 


Riley, Nancy Agnes | McNickle) “rs. W. L. Riley,” 1840- 

A minister's wife's experience as a collector for the 
Pennsylva anti-saloon league, by Mrs. W. L. Riley. 
ae” C. M. Riley. Witkes- Barre, Pa., Raeder press, 











Bhp ve 


m—Pennsylvania 2 


P Baler” spree 7 take Pennsyivanis anti-saloon league 


ca 12-473 Unrev'd 


Library of Congress HV5206.R6 


Riley, Nelson Studebaker, 1892- 

The silver flame and other poems, by Nelson Studebaker 
Riley. Los Angeles, Priv. print. for Anne Hamilton at the 
Abbey San Encino press, 1936 

Spl. 4p. 1Lb yon 


book printed Bumbered one to two 
signed 


“Two bund 
bupdred ont ty oy AY pa, This copy not nombered or 


1. Tithe. 
87-84834 

Library of Congress PS35S5.1 6688S 1086 
—~— ——— Copy 2, “Copy oumber 76." Signed by the 
author. 
Copyright A 111387 2 8115 
Riley, Norman. 

999 and al) that, by Norman Riley. London, V. Gollancz 
itd, 1940. 

zap we. 

Se Ss 6 Ge Oaks Gane 6 ele OES 
the number 990. 


OT ay & 5 Seago D> 





Sad 
Library of Congress DT®.GTRS 1940 


Copyright Aad int. 25806 2. 40.2405 


LIBRARY OF CONGRESS 


Riley, Paul Gaddis, 1894— 
Breeding for —~ d (oge production, by Paul G. 
iley, Lafayette, Ind. ;1 


He ius. 25°". (Indiana. Agricultural experiment station. Circular 
) 


1. Eggs. 2. Poultry—, Breeding, 


A 24-996 


Title from Purdue Univ, Printed by L. C 


dh 


Riley, Ralph Edgar, 1879- 

Traffic glossary ;by, R. E. Riley .. 
extension university (1914 

2p1, 1p. 297 

On cover 


Chicago, La Salle 


Interstate commer :e and railway traffic. 


1. Railroads—U. S.—Freight 1. La Salle extension university, Chi- 
n. Title 


cago 
1413371 
Library of Congress ME2355.R6 
Copyright A 376678 
Riley, Ralph Edgar, 1879 
Traffic glossary jby, R. E. Riley Chicago, La Salle 


extension university 1917, 


iti, i, 271 p. 23" 

On cover: One of a series of treatises in an interstate commerce and 
railway traffic course 

1. Railroads—U S.—Freight. 2. Railroeds—Dictionaries. t. La Salle 
extension university, Chicago. 

1728476 

Library of Congress HEZ3SS.R6 1917 

Copyright A 477031 


Riley, Ralph Edgar, 1879- 


Traffic glossary ;by, R. E. Riley Chicago, La Salle 
extension university, 1924 

iti, (ly, Zp. 23°" 

On cover: One of a series of texts on traffic management 


1. Railroads 


Freight La + oe 


Dictionaries. 2 Railroads—Traffic. 3. Railroads 
Salle extension university, Chicago. . Title 

A 25-45 
Tithe from Bureau ot Railway Economics. Printed by L. C. 


3 


Riley, Ralph J. 
A working manual for juvenile court officers, by Raiph J. 


Riley ... with an introductory note by Sophonisba P. Breckin- 
ridge Chicago, Ill., The University of Chicago press 
1932, 

5,122 p. 239". (Social service monographs, no. 18) 


1. Juvenile courts—Cook co, I 2. Children—-Law—Cook co, Mi 


1. Title 
82—29021 
Library of Congress Hv9004. CORE 
— —— Copy? 
Copyright A 5400 3515, 34 


Riley, Ray L 
see 


Celifornic. Controller's dept. 





Riley, Ruth. 
Plays for school and community use, by Ruth Riley 
Gainesville, Fla., The U niversity (1994, 


2". (General + eae division record, University of Flor- 
‘a : @, po. 5. Oct., 1924 


1. College and school drama—Bibl, 2. Community plays, ete.Bibl, 
1 Title 
30-33716 
Library of Congress Z5781 RST O16 82 


Riley, Susan B., 1896- 
... The life and works of Albert Pike to 1860, by Susan B. 
Riley ... Nashville, Tenn., George Peabody college for teach- 


ers, 1934. 
Iple@p 2 Peabody college for teachers, Nashville, 


(George 
Abstract of Contribution to education, po. 182) 
Abstract of thesis (rm. a. )—George Peabody college for teachers, 1934. 


1. Pike, Albert, 1800-1891. 


85-9182 
Library of Congress permease 1084 
George Peabody College for Teachers Libr. 
—- —— - Copy 2 
Copyright A 79810 Re? 928.1 } 


Riley, Susan B., 1896- 

The South; prepared for the Tennessee branches of the 
American association of university women ;by, Susan B. Riley. 
Nashville, Tenn., George Peabody college for teachers, 1938, 

cover-title, ili, 21 p. 23°. 


1. Southern states—Hist—Bibl. 2. Southern states—Econ. condit.— 
1. Title. 


Bibl 
A 41-1949 


Keotucky. Univ. Library 
for Library of Congress i= } 


Riley, Theo. W. 


Catalogue of the library of the late Mr. Theo. W. Ri- 
ley, to be sold at auction ... Mar. 4th, '78, and four fol- 


lowing days. By Bangs & co. ... New York Nrew) 
Y,ork; Shelley print ;1878 
cover-title, 1p. 1, 8% p24". 
1.587 entries 
1320858 
Library of Congress 2997 RST 


Riley, Theodore Myers, 1842-1914. 

A memorial biography of the Very Reverend Eugene Au 
gustu- Hoffman, p. p. (Oxon.) pv. ¢. L.. ut. p., late dean of the 
General theological seminary, by Theo. Myers Riley Ja- 
maica, N.-Y.. Priv. print. at the Marion press, 1904 

cf fronts., 


1 ins, plates, ports. fold. facsim. 244° 


Paged continuoualy. 
“Of this edition 500 copter have been printed.” 


1 Hoffman, Eugene Avgustus, 1829-1902. 


+4282 
Library of Congress BNS5005. H45R5 
Copyright A 1047a., 104753 
3501, 


Riley, Thomas James, 1870- 

we higher life of Chicago, by Thomas James Riley, 

pu. o. Chicago, The University of Chicago press, 1905. 
136 p. 2 fold tab. 244. 


1. The educational interests of Fin pt. 1. The moral 
U1. The zsthetic and religious imterests 





Cowtents. 
and social interests of Chicago —pt 


of Chicago.—pt. f¥. Appendix: tab. 1. Women's clubs in Chicago. tab. 11 
Social settlements in Chicago. tab. 1. Charities in age 
1. Chicago—Charities. 2. Chicago—Intellectual life. 1. Title ) 
S-6298 
Library of Congress FS48.37.RS7 
Copy right altel, 








Kiley, Thomas James. 
A study of the higher life of Chicago 


imp 2fold tab 24”. 


Thests (rt. o.)—-Dolversity of Chicago 


—— Introduction.—pt. 1. The educational interests of Chi 
re ‘The moral and soctal interests of Catenge pt. a. The new 
cand gon abe loteresta of Chicage -- pt Append! tak ht. Vo 

in ago. tab. 11. Secial ontnmnente in Chicago. tab. ut 
Index 








M harities tn Chicago 


1. Chicago — Charities 
tions, Amertcan 1. Tith 





intellectual life. 9 Diagerta 
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J8710.1006. 6 
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Riley, Thomas Jerome, 1561- 
Swimming; how, 
sad place in 


when and where to swim 


Its progress 
American sports Some of 


America’s grost 


bathing beaches. Anciont history of swimming By Capt. 
fom Riley. ist ed. New York ,Blumeoterg press, 1903 

114 p inet. Mins, plates, porte 179°. 

1 Sy Sanennal nae 4. Tithe 

sere 
Lihrery of Congress GVS8T. RST 
nail, 
! 

Riley, W 4. 


A survey of poultry-farms in British Columbia, 1921-25, 
by W. J. Riley, E. A. Lioyd, and V. S. Asmundson Vie- 
toria, B. C., Printed by C. F. Banfield, printer to the King’s 
most excellent Majesty, 1927. 


52 »p . dlagre. 26°. (British Columbia. Dept. of agriculture 

Rolletia = "102) 

British Coinmbla. University. College of agriculture. Bulletin 
no. 11 

1. Poultry. Lloyd, Seren Alexander, a joint author. 
u, Asmundson, Vigtus Samundar, joint author 

Agr 23-144 
} Library; U. 8. Dept. of Agriculture TBTT no, 102 
te 

Riley, Walter H. 


Forty years in the lap of Methodism; history of Lex- 
ington conference of Methodist Episcopal charch, by Wal- 
ter H. Riley ... Louisville, Ky., Mayes printing company 
(1915, 


164 9. illus. (inel. ports.) 


19)". $1.00 


Title. 


15-7491 
| Library of Congress 


Cooyright A 397471 


Riley, William, #. 1750. 


Parochial music corrected. Containing remarks on the per- 
formance of psalmody in country churches, and on the ridicu- 
lous and profane manner of singing practised by the Meth- 
odists: reflections on the bad performance of psalmody in Lon- 
don, Westmin-ter. &e.. with some hints for the improvement of 
it in public worship: olservations on the choice and qualifica- 
tions of parish-clerk=; the utility of teaching charity-children 
psalinoty and hymns: the use of organs, and the performance 
of organistx. by William Riley To which are added, a 

(Contiaued on next card) 


S_28198 
a3}, 


Miley, William, ff. 1750. 


Parochial music corrected ... 
(Card 2) 


searce and valuable collection of psalm tunes ... London. 
Printed for the author, 1762. 
xix, 34 p. 22. 
The “collection of paaim tunes” is wanting ip this cop) 
} 1. Church musie—Chareh of Engiand. 2. lsatmody 1. Tith 
S3319s, 


Library of Congress Migeo1 1S 


A381 


Chicago, 1905. 
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Riley, William, 1966~ 


Doctor Dick, by W. Riley. London, H. Jenkins limited 


(lv29 
» iy. 
1. Tit 
29-28613 
Library of Congress PZU.RAMTDO 
Copyright A ad int. 13273 3 








Riley, W. 
The lady of the lawn, by W. Riley. London, H. Jen 
kins, limited, 1921 
316 p. 199° 
1. Title. 
21-6170 
Library of Congress PZLRAMILa 
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Riley, William, 1966~ 


Laycock of Lonedale, by W. Riley. 
kins, limited ,1924 


vip, 21, 11-313 p 


London, H. Jen- 


in 
econd printing 


1. Tithe 


Library of Congress 5-0 


PZI.RAS47Lay 


Riley, William, 19866- 


The man of Anathoth; being the life of the prophet Jere- 
miah as conceived by W. Riley. London, H. Jenkins, limited 
(1936, 


S18 p> 2, 
“First printiog, 1986." 


1. Jeremiah, the prophet—Fictioe. 1. Title. 


Library of Congress BEsO.J4R5S 1936 


3, 22192 


Riley, W. 

Netherleigh, by the author of ‘‘ Windyridge’’ (W. Riley) 
New York, G. P. Putnam’s sons, 1916. 

ix p, 11, dd p. we 

Printed in England 


1. Title. 


16-4584 


Library of Congress PZ3.RAS47Ne 


Riley, William, 1866- 

A village in Crawn ; character sketches from the York- 
shire Pennines portrayed i in words W. Riley and in 
colour and line oe , ow Brock 

H. Jenkins limited, 1 


265 p. col. fromt., Mus, col. plates. 228° 


1. Craven, Eng. (District) 1. Brockbank, Elisabeth, illus. «. Tithe 


26-1968 


Library of Congress DA670.C88R5 
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Riley, William, 1866~ 


Windyridge, by W. Riley. 


New York, D. Appleton and 
company, 1913. 


4p Lap. 1: 
Mite. 
18-5273 Revises 
Library of Congress P™3.RAMTW: 
r4ib2, 


Riley, William, 1866- 

The Yorkshire Pennines of the northwest; the open roads 
of the Yorkshire highlands, by W. Riley. London, H. Jenkins, 
limited ,1934 

20 p. front. tllus. (maps) plates. 19, 

Map on lining-papers. 


1. Yorkshire, Eng—Deser. & trav. 2. Pennine chain. L Title 
#-12114 
Library of Congress DAGTO. Y6RS 
12) O14.274 


Riley, William Albert, 1876- 

The embryological development of the skelewn of the 
lend of blatta Boston, Ginn & company, 1904 

over-title, p. 777-810 Fo 


‘Thesis (rw. 


iMus. 
d.)—Cornell university, 


1903. 
eprinted from the American saturalist, 


, vol. XxxvitT, nos. 455-456. 
ography: p, 808-818 


wkroaches. 2. lnsects—Development. 


Library of Congress QLS06. BORS 
a23db 


Riley, William Albert, 1876- 
Guide to the study of animal yey by William A. Riley 
and Reed O. Christenson ... Ist ed. New York ete. Me- 
Graw-Hill book company, ine., 08. 


xv, 181 p. lus. diagr. 24°. (Holf-tttle: McGraw-Hill publications 
io the zodlogica! sciences) 

“The Uterature of animal perasitology”: p. 96-08; includes “Refer- 
ences”. 

1. Parasites. 1. Christenson, Reed Oscar, 1904- joint author. 

2—T088 

Library of Congress QLTS7.R48 

Copyright A W211 n38k1, 


Riley, William Albert, 1876- 
Handbook of medical ae iby, Wm. A. Riley ... and 

O. A. Johanpsen ... Ithaca, N. Y., The Comstock 

company, 1915. 
tx, 848 p. Incl. front, thas. 234°. 
“The ofa 


tp. 827-800. 
1. Insects, Tajurious and beneficial. © Dermee 02 enetee a> 


tagion. 3. Parasites—Man. 4 18TU- 
joint author, 1. Tithe: Medical entomology, 
15—2816 
Library of Congress QL80. RS 
Copyright A s0a580 Alul, 


Riley, William Albert, 1876- 
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Rimann, Eberhard, 1882- 

Geologische karte des Khauas-Hottentottenlandes in 
Deutsch -Siidwestafrien (Westliche Kalahari) nebst er- 
lauterungen; herausgegeben im auftrage der Hanseati- 
schenominen-gesellschaft (D. K. G.) von Eberhard Ri- 
mann. Berlin, Kommissionsverlag von Dietrich Reimer 
(Ernst Vohsen) 1913. 

43 p. maps (part fold.) tables. 19° 

seolagy—Africa, German Southwest 1. Hanseatische minen-gesell- 
wr, (D K G) wm. Tith. wr. Tithe: Khauas- Hottentottenland im 
Deutsch. Sudwestafrica (Westliche Kalahari) 
Gsm 
Library. U.S. Geological Survey 403(780) R46 
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Rimann, Eberhard, 1882- 

Geologische untersuchungen des Bastardlandes in 
Deutsch -Siidwestafrika, ausgefiihrt und bearbeitet von 
dr. Eberhard Rimann, im auftrage der Hanseatischen 
minen-gesellschaft (D. K.G.) Mit 1 geologischen karte 
1: 200000, zahlreichen geologischen profilen, textfiguren 
und lichtdrucktafeln Hrsg. von der Hanseatischen 
minen-gesellschaft (D. K. G.) Berlin, Kommissions- 
verlag von Dietrich Reimer (Ernst Vohsen) 1915. 

100 p 2 pl. (2 fold.) fold. map. 24° 
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Rimarski, Walther, 1874- 

Einfluss der verunreinigungen im sauerstoff und im aze 
tylen auf die wirtschaftlichkeit und giite des schnittes und 
der schweissnaht, von dr. W. Rimarski, — -ing. C. Kantner, 
dr. E. Streb, unter mitarbeit 
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keit; mit 76 abbild ng 
verlag &- m. b. h., 1929. 

4p incl. ius, tables, diagrs. 204°. (Forschungsarbeiten 
of & geblete des lngenieurwesens ft. 317) 
“Literaturverzeichnis” on vervo of 2d prelim. leaf. 
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Rimaud, Jean. 

. Thomisme et méthode. Que devrait étre un discours de 
la méthode pour avoir le droit de se dire thomiste! Par Jean 
Rimaud... Paris, G. Beauchesne, 1925. 


8p. L, 276, xxxv, 3, p. 23". (Biblothéque des archives de philoso- 
phie) 


“Bibllographie critique” : p. (t)-x=xv. 


1. Thomas Aquinas, Saint, 12257-1274. 2. Sctence—Methodology 
& Tithe. 


amen 


Brown univ. Library BT TRS 
for Library of Congress 12) 


Rimay, Janos, 4. 1632. 

Munkai; A Radvanszky-és a sajékazai codexek 
szivege szerint, kiadja baré Radvanszky Béla ... Buda- 
pest, M. Tud. akadémia kiadésa, 1904. 


1p 1, viti, 30,113 p. 2I™ 


“Balaysa és Rimay Istenes énckeinck’ bibliographiaja.  Osszedllitotta 
dr. Dézsi Lajos”: p. 1-110 at 


1. Radvanstky, Béla, bars, 1849- ed. Déssi, Lajos, 1868 
ca 18-120) Unrev'd 


Library of Congress 


Rimbach, Eberhard i. ¢. Friedrich Eberhard, 1852- 
Chemisches praktikum fiir mediciner zum gebrauch im 
chemischen unterrichtslaboratorium, von dr. E. Rimbach 
4. neubearb. anfl. Berlin, F. Cohen, 1920 


vii, 190 p illus. 229° 


1. Chemistry, Medical and pharmaceutical--Laboratory manuals. 
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Rimbach, Eberhard, 1852- 

Kleines physikalisch-chemisehes praktikum, einftih- 
rungstbungen zum gebrauch im chemischen unterrichts 
laboratorium fiir studierende der chemie und naturwis- 
senschaften, von dr. Eberhard Rimbach 2., neubearb. 
aufl, mit 41 textfiguren. Bonn, F. Cohen, 1921. 

viii, 163, 12) p illus. 249° 

1. Chemistry; Physical and theoretical. 2. Chemistry—Laboratory man- 
uals 3. Physics—Laboratory manuals. 


Full name> Friedrich Eberhard Rimbach; 


22-24035 
Library of Congress QD4S7.RS5 1921 
Copyright A—Foreign 20700 
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Rimbach, Friedrich Eberhard 
see 

Rimbach, Eberhard, 1852- 

23-2257 


Library of Congress 


Rimbach, Richard, 1495- 
How to find metallurgical information, by Richard Rim- 
bach , Pittsburgh, Pa., K. Rimbach, 1936, 


cover-tith, 11,32 p so" 
“First edition.” 


1 Metallurgy —Dbh 1. Title 


3723102 
Library of Congress TOTS SS 
Ale, 016.000 
Rimbao, Enrique Gaspar y 
see 
Gaspar y Rimbau, Enrique, 1842-1902. 
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Rimbaud, arthur 
see 


Rimbaud, Jean Nicolas Arthur, 1654-1891, 


Rimbaud, Isabelle. 
Dans les remous de la bataille—Charleroi et la 
Marne—Reims. Paris, Chapelot, 1917. 
Spb. Wip.Ik 19. fr. 350 


1. European war, 1914- —Persenal narratives. 
17-1097 
Library of Congress DO R48 
Copyright A—Foreign 146K 
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Rimbaud, Isabelle. 


In the whirlpool of war, by Isabelle Rimbaud, tr. by 
Archibald Williams. London, T. F. Unwin, ltd. 1918 


2p.1,25%p 19 


Eugopean war, 1914 


1 Personal narratives. 
bald, tr 1. Title 


1. Williams, Archi- 


19-1706 


Library of Congress D640. R49 


Rimbaud, Jean Baptiste Antoine, }. 1813. 
Etudes sur la législation et I’sdmini i iti cy 
Vusage des candidate au grade d’side-commissaire de ls 
marine, par M. Rimbaud ... Toulon, Chez |’suteur, 1851-53. 
Sy. 2. 
Vol. 3 has imprint : Toulon, Chee Andrieu 





1. Naval law—Frence. 2. Maritime law—France. 3. France—Navy. 
1 Tithe, 


28-22487 


Library of Congress hed 


Rimbaud, Jean Baptiste Antoine, 5. 1813. 
La législation maritime attaquée au nom de |’aquiculture, par 
4 B.-A. Rimbaud ... Publié dans le Journal le Toulonnais le 
98 septembre, 1, 3, 5, 8, 10, 12, 1 & 19 octobre 1867. "Toulon, 
Typographie et lithographie de v* E. Aurel, 1867. 


@ pW. [With Froment, Rustique, peeud Meyerbeer et son 
ome Paris (1866,) 


1. Fishery law and -% “Ce 2. Fish-culture—France. 
3. Fisheries —France. L 


38-21800 


Library of Congress MLA10. M61F7 


2) 689. 20044 


Rimbaud, Jean Baptiste Antoine, }. 1815. 
La péche citiére dans la Méditerranée, par m. J. B. A. Rim- 
baud... Paris, Challamel, ainé, 1864. 


cover-titie, 16). 24™. 
“Extrait d> la Revue maritime et coloniale, juin, 1864." 


1. Fisheries—France. 2 Fisheries—Mediterranean sea. 1. Tithe. 
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Library of Congress ‘SH280 RST 
4001, 
Rimbaud, Jean age Arthur, 1664-1901. 
Cu d’Arthur Rimbaud ... (Paris, Edi- 
tions de ie La tabdevdls, 1922. 


Jv. ports. 27 
anit iy pony a &é tiré A cing cent 

cing cents exemplaires sur papier 
Ws 976 no. 20." 


fem —t Premiers vers—tt Les illuminations—mm. Une saison 
enter 


soixante-dix ex ires, 
vergé de pur fil, e-~- 77 


24-29227 
Library of Congress PQ27.RS 1922 


Rimbaud, Jean Nicolas Arthur, 1854-1891. 

(Buvres complates d’Arthur Rimbaud. Portrait en litho- 
graphie de N. Altman. Paris, Editions de Cluny, 1932. 

Bp. |, 8-818, (1) p. fromt (port.) facstes 214". 
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{Nominations 1 Vers nouveaux et chansons. oc. Potmes en prose —Une 
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Rimbaud, Jean Nicolas Arthur, 1854-1891. 
... A drunken boat, travslated by Clark Mille, Ithaca, N. Y., 
Voyages ,1941, 


(12; p. 23". 
At bead of ue Jeau-Arthur timbaud. 
“Piret edition. 
“Of this edition there eybeen published one hundredeizty 
copies, numbered and elgned by thet tronsiater.” This copy not numbered 
or signed. 


t Mills, Clark, 1015 tr. 1, Title. 
aA 
Library of Congress PQ2387 RSBS2 
ro) “1s 


Rimbaud, Jean Nicolas Arthur, 1954-1891. 

Ebauches; suivies de ia correspondance entre Isabelle 
Rimbaud et 1” ne Berrichon, et de Rimbaud en Orient 
(variantes et documents divers) Recusillies par Marguerite 
Méléra. ‘Troisime édition. Paris, Merevre de France, 








2p. 3. 10 


t head of title: Arthur Rimbaud. 


*Timband Iaabelle 
tn, Mowe, Mare 


1800-1917 


it. Berrichon, Paterne, 1855-1922 
yerite (Verta) ed 


AC 38-4148 
ves ork. Public library 
for U ibrary of Congress 2) 


Rimbaud, Jean Nicolas Arthur, 1854-1891. 
Lettres de la vie littéraire d’Arthur Rimbaud (1870-1875) 
réunies et annotées par Jean-Marie Carré. Paris, Gallimard, 
itions de la Nouvelle revue francaise ,1931, 
Sp. lL, ®236p.11 19=. 


t. Carré, Jean Marie, 1887- ed 


Library of Congress PQ2387 
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Rimbaud, Jean Nicolas Artaur, 1454-1891. 

(Euvres de Arthur Rimbaud—vers et proses—revues sur 
les manuserits originaux et les premiéres éditions mises en 
ordre et an noties par Paterne Berrichon; potmes retrouvés; 
préface de Paul Claudel. Paris, Merevre dp France, 1924. 

2p 1, 3-308 p. 209". 

Justification du tirage: 7314." 


Conranrs.—Préface, par Paul Claudel.—Premiers vers.—Les déserts 
de l'amour. —Les umipations - -Une saison en Notes et rete 
. par Paterve Berric! ppendice. 
t. Berrichon, Paterve, 1856- od 
24087 
Library of Congress PQBsAT.RS 1024 
186e1; 


Rimbaad, Jean Nicolas Arthur, 1854-1891. 

(Euvres de Arthur Rimbaud—vers et proses—revues sur les 
manuserits originaux et les premiéres éditions, mises en ordre 
et annotées par Paterne Berrichon ; pobmes retrouvés. Préface 
de Paul Claudel. Paris, Merevre de France, 1934. 

2p.1, 8888p. Wir. 

Cover dated 1985. 


1. Berrichon, Paterne, 1855- ef. 


3619872 


Library of Congress PQS. RS 1004 


rflel, 


Rimbaud, Jean Nicolas Arthur, 1554-1891. 


.. Poésies. Notice de Paterne Berrichon, portrait d'aprés 
Fantin-Latour. Paris, A. Messein, 1919. 
4p} front. (port.) 82220". (Les manu 


, tacsim. (9, p.), 21 
scrits des maftres) 


“Tl a 46 tiré de ce livre: 25 exemplaires sur Le 4 du Japon, 520 
emplaires aur papler ordinaire, tous oumérotes. s. 


1. Maouscripte—Facaimiles. 1. Berrichon, Paterne, 18%- ed 


35—16125 
Library of Cong 


PQIBST.RSAG 1919 
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Rimbaud, Jean Nicolas Arthur, 1854-1891. 

Poésies. Edition critique. Introduction et notes par H. 
de Bouillane de Lacoste. Troisiéme édition. Paris, Mercrre de 
France, 1939 

209 p. 1. double facsim. 20°. 


At head of title: Arthur Rimbaud. 


1. Roulllane de Lacoste, Henry de, 1804 od 


Oss 


New York. Public library 
for Library of Congress et 


a Jean Nicolas Arthur, 1854-1891. 

Prose poems from Les illuminations of Arthur Rimbaud, put 
into English by Helen Rootham; with an introductory essay 
by Ex th Sitwell. London, Faber & Faber limited (1982, 

Spl, 9-100 p. 23" 


1, Sitwell, Edith, 1887- tm, Rootham, Helen, tr. mz, Tithe: Las 
luminations, 
Ww o-61 
Weahington, D.C. Public 
r Library of Congress 


library 
(PQ2387.R5 


Rimbaud, Jean Nicolas Arthur, 1554-1591. 

A season in hell, by Arthur Rimbaud. Done into English 
with an introduction by George Frederic Lees. ,London, The 
Fortune press 1932, 

8p. 2 

“This edition, printed by the Whitefriars prems on mould-made paper 
{s Nmtted te 600 


“A abort bibilography” : p. 88. 





1. Leen, George Frederic William, 18T2- tr. m. Tithe 
40-18988 
Library of Congres PQ2387. RSSa2 
12. A BY 


Rimbaud, Jean Nicolas Arthur, 1854-1891. 
A season in hell; Une saison en enfer; translated by Del 
more Schwartz. Norfolk, Conn., New directions ,“1939, 


xii, 0, 1) p. 23". 
At head of title: Arthur Rimbaud. 


Frene - aod English on opposite pages. 
“Seven hundred eighty copter were printed.” 
1. Schwartz, Delmore, tr. m. Title 
44148 
Library of Congress PQU3STRSSS 1989 
Copy 2. 
Copyright A 137875 41d) 848 80 


Rimbaud, Jean Nicolas Arthur, 1854-1891. 
A season in hell; Une saison en enfer; transiated by Del- 
more Schwartz Norfolk, Conn., New directions ,1940, 


108 p. front. (port.) 189°. (The New classics series no. 2;) 

At head of title: Arthar Rimbaud. 

French and English on opposite pages. 

“Second edition.” 

“This is a revised and corrected version of the translation 


completely 
published last year.”—p. 108. 


1. Schwarts, Delmore, tr. u. Title 
A41—1179 
Yale univ. Library 
for Library of Congress (Pqas7R 
(f2e1, B48 BO 


Rimbaud, Jean Nicolas Arthur, 1854-1891. 

Some poems of Rimbaud, translated by Lionel Abel. New 
York, Exiles’ press 1939, 

4p.1,4p mir. 

“First edition.” 


1 Abel, Lionel, tr. 

Library of Congress 
— ——- Copy 2. 
Copyright AA 886027 a 


40-14885, 


Rimbault 


Rimbaud, Jean Nicolas Arthur, 1854-1891. 
Vers de collége. Introduction et notes par Jules Mov- 
# édition. Paris, Merevre de France, 1982 
Sp), M311, a) p. 1 
At bead of title: Arthur Rimbaud 
tmbe 


Latin verse by Ri od with French translation by Mouquet on 
ppesite pages. 


quet 


Coarents.— Introduction. — collage.— Une fraude de Rim- 
baud.—Autre s¥etitatio Rina et lee Jeux floracz.— Appendice 
‘Tertes tradaits ou développés pa: 

1. Mo 


aquet, Jules, ed. and te. m Title. 


AC 38-2082 


Title from Yale Univ Printed by L. C. 
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Rimbaud, Louis, 1877- 
Précis de neurologie, par L. Rimbaud .. 


Avant-propos du 
profeseur Forgue. Avec 222 figures en noir et en couleurs. 
Paris, G. Doin & c’*, 1933. 


2p. 1, tvp-xvl, O81 p. Mins. (part col.) 21". ( Half-tisle: Collection 
Testut; nouvelle bibliothéque de — en médecine, pod. sour la 
Glrection do professeur BE. Forgue 


Nervous system— Diseases 
(Pell name: Louls Joseph Rimbaud, 
84-951 
Library of Congress RCM1BS 
Copyright A--Foreign 22082 
12; 6168 


Rimbaud, Louis, 1877- 
Précis de neurologie, par L, 
fecseur Forgue. 





iibaud Préface du pro 
2. éd., enti@rement remaniée. Avec 220 figures 
Paris, G. Doin & c*, 1939. 

1. oryyp-evi, 900 p. ius. (part col.) dlagra. 219". (Half-titie: 


-atut: nouvelle biblothéque de Tétudiant en médectne. pub. 
sous la ane ection du professeur E. Forgue) 


en noir et en conleurs. 





1. Nervous system— Diseases. 
(Pull name: Lovls Joseph Rimbaud, 
30-12764 
Library of Congress RCMLRS 1990 
Copyright Foreign 
616.8 





Rimbaud, Louis Joseph 


see 


Rimbaud, Louis, 1877- 


Rimbault, Edward Francis, 1816-1876, ed. 

Ancient poetical tracts of the sixteenth century, reprinted 
from unique ‘copies formerly in the possession of the late 
Thomas Caldecott Ed. by Edward F. Rimbault .. Lon- 
don, Printed for the Percy society »by T. Richards, 1842. 


=p.11, 8p. 2pl. 109". (Added t.-p.: Percy society. Barly Eng- 
lish poetry ... vol. vz) 


With reproduction of original title pages of The complaynt of « do 
lorous louer, Loves leproaie 

Cowrarts.—The doctrinall of good servauntes—The boke of mayd 
Emyin.— The new nutbrowne mayd.— The complaynt of a dolorous 
lover.—Lonues leprosie. 

1. English poetry (Collections) 

A 10-871 

Mion. Library of Congress 
282, 


Title from Univ. of 


Rimbault, Edward Francis, 1816-1876, ed. 


... The ancient vocal music of England ; a collection of speci- 
inens referred to in a series of lectures, and adapted to modern 
use, by E. F. Rimbault ... London, J. A. Novello ,1847, 


24 no. In 1 ¥. 








Ribault 


Himbault, Edward Francis, 1816-1576, ed 


... The ancient 
vocal music of England... ,1847, (Card 2) 


Conrente—Contiaved 





(Continued op next card) 
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Rimbault, Edward Francis, 1816-1876, ed 
vocal music of England... ,1847, (Card3) 


.. The ancient 


Locke. —no. 

the victory at Agincourt. —ae. 20. Joan, quoth John, when win this 

wo. 21. Sir Lancelot dv Lake. —no. 22. Welcome, royal May, vy Matthew 
A —me. 14. Neer trouble 


Se S444 
Library of Congress M1407. RSTAG 
ra 
Rimbeah, Béward Francis, 1816-1876, 
Biblioth Ab hical account of the 





musical and poetical works published 1 in “England during the 
sixteenth and seventeenth centuries, under the tit! > of madri- 
gxis, ballets, ayres, canzonets, etc., etc. By Edward F. Rim- 
beult ... London, J. B. Smith, 1847 

xv Sp m. 


; oe om 2 Ballads, Dogiich—-Bidi. & Gongs, Baglish— 


+m 


Library of Congress MLi@0 GTRS 


187e1, 


Rimbeult, Edward Francis, 1916-1876, ed 


A collection of anthems, for voices and instruments, by com- 
posers of the madrigalian era, scored from » est of ancient m. 6 
part books, formerly in the Evelyn collection; and edited by 
Edward F. Rimbault ... London, Printed for the members of 
the Musical antiquarian society, t by Cc y Chappell 1846, 
Ip L.2p.2h, 148 se* ‘usica) antiquarian society, 
London. Publications. ¥. 14) 
Head piece 
Anthems !n English. 
Originally composed for voices and viols In unteon parte, with organ, 
Figures bass added by the editor 
(Continued on next card) 
AC 40-2855 
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Rimbault, Edward Francis, 1316-1876, ed 
anthems 1845, (Card re 


A collection of 


Cowrents. —Anthems Kate, Mictme!: Biow out the 
trumpet. ist part. Let at the + of the earth. 2¢ part. { 

ve roared for the very @iequictness of my heart. ist part. | am 
brought Into ore trouble. 2d = My joints are Niled with a sore dis 
ease. 34 part they departed. ist part. But what went you out to see? 
24 part. For hie fa be of whom it ie written. Sdpart When leraei came 
out of Egypt. ist part. What alleth thee? 24 part. Forde, Thomas 
Let God arise. Weelkes, Thomas: All people ciap your is 7 — Anthems 
of six and seven parts. Sve, aes: Bing we merrily. Ist part. Take 
the pealm, bring hither the tabret. 24 part’ Blow up ne trumpet. 84 
part. Turn thy face from my wickedness ist part. © give me the 


( Continued on next card) 


12, 


ACH aN 


Rimbault, Rdward Francis, 1516-1876, od. 
anthems... ,1845, (Card 3) 


Comrerte—Coni\oued 


A collection of 


comfort of thy help in. 24 pert. How shall « young man 
bis ways? ist part. V4 Tic... my heart 26 
Awake, and jeikes. Thomas vid's lamentation. 


Dewberry brary 
for Library of Congress (M2M7 vol. 15) 
2) (748) 





LIBRARY OF CONGRESS 


Rimbault, Edward Prameie, 1516-1876. 

The carly English organ builders and their works, from 
the fifteenth century tc the period of the great rebellion, 
an unwritten chapter in the history of the organ. A lecture 
delivered before the College of organists, Nov. 15, 1864. By 
Edward F. Rimbeult ... London, RB. Cocks & co. ,1865, 

Ip. L, i, 111 p frost, Ules 164". 


1. Orgao— Hist. L Tithe: Emgtish organ boilers. 
o-110868 
Library of Congress MLST8. B46 
e341, 


— jr ere Francis, 1816-1876. 
ners. x4 series of 
<, from oll Professor Gat 
Jager. With biographical and eriti notices by Ed 
ward F’. Rimbault .. 
‘London, printed, 1873. 


vip, 21, B72 p. ies, 12 por. 


1, Musicians—Portraita, 2. Musicians, German. 1. Jiger, Karl, 1838- 
1. Tithe 
6Ri2 
Library of Congress MLS).RS7 
aoa) 


(Rimbault, Edward Francis, 1816-1876, ed. 

Johann Sebastian Bach : his life and writings. Adapted 
from the German of Hilgenfeldt and Forkel. With addi- 
tions from origina! sources. London, Metzler & co., 1869. 

1p L, erevip. 11, 122 front. (fold. facsim.) fold pl 174™ 


Preface si :E FR 
“Survey of Bach's entire compositions” : p. 71-106. 


1. Bach, Johann Sebastian, 1685-1750 i. Hiigenfeldt, CL. a. For- 
tel, Johann Nikolaus, 1749-1818. 
6—J264 
Library of Congress MLA10.BI HE 
adhel) 


Rimbault, Edward Francis, 1916-1876. 

A little book of Christmas carols, with the ancient melo. 
dies to which they are sung; including the celebrated 
Boar's head song ... Collected and ed. by Edward F 
Rimbeult London, Cramer, Beale & co, :n. dy 

xii, 24 p. Mus. (music) 21° 


(Hazlitt Leong v. 24, 00. 5 
Title vignett 


1. Carols 
234515 
Mbi 


Library of Congress ACYL HS vol 24,0. 5 


Rimbault, Bdward Francis, 1916-1876 
A little book of songs and ballads, gathered from an- 
cient musick books, ms. and printed. By E. F. Rimbault 
London, Printed for J. R. Smith, 1851. 
xi, 227, hip. 2™ 


Without music 


918544 
Library of Congress PRIIA7 RS 
al%l 
‘ 

Rimbault, Edward Francia, 1616-1876. 
Musica! illustrations of Bishop Percy's Reliques of ancient 
English poetry. A collection of old ballad tunet, etc, 
chiefly from rare mse. and early printed books. Decipiered 


from the obsolete notation, and harmonized and arranged ec- 
cording to modern usage, by Edward F. Rimbault Len 
don, Cramer, Beale, and co., 1850. 

xii, 110 p. front. (port.) 27 


1. Ballads, Engtieh. 1. Percy, Thomas, bp. of Dromore. 1720-1811 
Heliques of ancient English poetry 


1-11141 


Library of Congress M1740 RS? 


aaad!, 3 


184 





Rimbault, Edward Francis, 1916-1876. 

Nursery rhymes, with the tunes to which they are still sung 
in the nurseries of Engiand. Obtained principally from oral 
tradition. Collected and ed. by Edward F. Rimbault Lon- 
con, Cramer, Wood & co. (n. d., 

xvi, 78,1) p. front. iius. (music) plates (inct. plans) 209°. 

(Hazlitt tracts, ¥. 24, no. 1, 


1. Nursery rhymes. 

34314 
ACOILAS vol. 24,n0.1 
19901, 


Library of Congress 


Rimbault, Edward Francis, 1816-1876, ed. 

Old ballads illustrating the great frost of 1683-4 and the 
fair on the river Thames. Collected and ed. by Edward F. 
Rimbeault London, Printed for the Percy society by T. 
Richards, 1844. 


mst Be 19)". (in Percy society. Barly Buglish poetry 
vol. ™ 


1. English bellade and songe-—Collections. 2 Londoo—Festivals, etc 


A 10-887 
Title from Univ. of Mine 
Library of Congress ([PRI120.P4 ol. 9) 


Rimbault, Edward Francis, 1816-1876. 

The pianoforte, ite origin, process, and construction; with 
some account of instruments of the same class which preceded 
it; viz, the clavichord, the virginal, the spinet, wage ea 
ete. ; to wiiich is added a selection of interesting specimens 
music composed for keyed-stringed instrumenta, by Blithem Blthanan 
Byrd ,and others, ... By Edward F. Rimbault London, 
R. Cocks atid oo., 1860, 


xvip.11,420p.11 col front. ilius 82x 259° 


1. Planoforte—fllst. 2 Pisooforte—Construction. 


6—10687 
Library of Congress MLAS. RST 


4141, 


Rimbealt, Edward Francis, 1816-1876. 

Who was “Jack Wilson”, the singer of Shakespeare's stage! 
An attempt to prove the identity of this person with John 
Wilson, doctor of musick, in the University of Oxford, a. p. 
1644. By Edward F. Rimbauit London, J. R. Smith, 1846. 

6p. 21™. 


No. 6 ia @ volume of pampbiets lettered Sbakepere tracts. 


fison, Jack. 2. Wilson, John, 1606-1674 Shakeqpes - 
Ha “Stage history—To 1025 ° ‘iia 


24818 


Library of Congress 1. RR880 BN 


a2%e1, 


Rimbault, Maric Paul Charles Roger. 


Journal de campagne d’un officier de } $ 

igne; Sarre 
bourg — La wea4YT forét d’Apremont (aoft 1914- 
février 1915) Avec 8 illustrations et 3 cartes. Paris 
rete. re Levrault, "1916. 





2, 2 0 ith , - 
sécits y™) ‘ane ns i roe (Le guerve—tes 


At head of title: Capitaine Rimbault 


1. European er 114 Pp. 
wae, 1914 apeigne one farratives, French 2 European 
Library of Congress DS48.RS — 
Copyright A—Furcign 14376 
Rimbault, Paul 


La paix et la guerre devant le droit international. 
Paris, G Picker, 1913 


SBp,.tl 27 
At head of title Lieutenant Paul Rimbauli 


1. Peace. 2. War (International law) 1. Tithe. 
(Full name: Marie Paul Charles Roger Rimbauly 
2-179 
(301, 


Library of Congress JR447L RS 
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Rimbault, Marie Paul Charies Roger. 

Le soldat dans la guerre de demain. Causeries morales sur 
Ja guerre faites & ss hommes libérables par un officier d’infan- 
terie. Paris, Nancy, Berger-Levrault, 1912. 

8p...13p 1 


1. War 1. Title. 


Wert 
S Army warcoli, Libr. 
for Library of Congress [Wi0.k 


adibdl, 


Rimbault, Marie Paul Charles Roger. 


Der soldat in dem krieg von morgen. Moralisene 
laudereien iiber den krieg fiir seine zur entlassung 
ommenden leute. Verfasst von einem franz. infanterie- 

offizier; deutsche uebersetzang von major Reichert 
Greiffenberg i. Schl., Greif-druckerei, g. m. b. h., 1917. 
M2p,11 man 


At head of title: Leutnant P. Rimbault 
On cover: 2. aufl 


1. Soldiers i Reichert, ~— major. u. Title 
24-6839 
Library of Congress UIORS 1917 
Rimbsult, Théophile 
see 
Rimbaut, Théophile, 1824-1867. 
(2 9668 


Library of Congress 


Rimbeut, Théophile, 1824-1567 

The two crowns. A drama in one act, for young ladies. 
T'r. from the French of Rimbault by Mary J. Foley .. 
Baltimore, J. Murphy & co.; New York, Catholic publica- 
tion society, 1870. 


Dp m7 


1. Foley, Mary J, tr. 1. Title 
1289 


Library of Congress PN6I@.ASRS 


Rimbegls. 
Rymbegla sive Rudi tum computi ecclesiastici et an- 
nalis veterum then my in qvo eticm continentur chro- 
nologica, geographica, astronomica, geometrica, theolo- 
gica, nonnulla ex historia universali & naturali rariora. 
Qvam ex manuscriptis Legati Arna- Magneani versione 
latina, lectionum varietate, notis in materiam computisti- 
cam, indice vocum Kymbegle propriarum, & rerum in 
partem historicam suxit Stephanus Bidrnonis Isl. Ad- 
dita sunt 1) Talbyrdingus ejusdem notis illustratas, 2) 
(Contiomed on next card) 
3641, 





68676 


Rimbegla. Rymbegla (Card 2) 
Ode ji astronomi sormnia, 3) Joh. Arne & 4) Finni Johan 
Hav rniee, typis A. F. Steinii, 1780. 

3 








i p. incl. tables. 11 ph (1 fold.) 264" 
Icelandic and Later i site pages 
me Ribegls ... refers vr speriy only to the first part, vie. p 14 
” treatise ts 1 in an Icelandic ms. of the twelfth 
4 80 called by ihe author, whose name 1s unknow Cle 


lechanadix Ee nalish, = onary, p. xi 
Contents la. 1-1. part albyrdingus. — Strimu Odda 
draumur ——F isms rk raleredsic Sciagraphia horologn islandici veteris et 








1. Calendar. 2. Church calendar Sevence, Medieval Biarnar 
. Stefi 730-1798, ed. vt. TalbyrAing " Stibrme Odda draumr 
ww, Arnason, Jom, 1665-1743. v. Jonsson, Finer, 1704 
68676 
Livrary of Congres CEIO.RS? 
any 
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Rimbert, Saint, abp. of Hamburg and Bremen, d. 888. 
Anskar, the apostle of the North. 801-865. Trans- 
lated from the Vita Anskarii by Bishop Rimbert, his fel- 
low missionary and successor. By Charles H. Robinso 
p. pv. ;London, The Society for the propagation of the 
gospel in foreign parts, 1921. 
139p., 11 188°". (Malf-sitle: Lives of early and mediaeval missionaries) 
Bibliography : p. 22-24. 


1. Ansgar, on, abp « ~ 1 and Bremen, 801-865 t. Robinson, 
Charles Henry, 1861- 


23-9869 


Library of Congress BX4700.A59RS 


2 


Rimbert, Saint, abp. of Hamburg and Bremen, d. 888. 

Leben der erzbischéfe Anskar und Rimbert. Nach der aus- 
gabe der Monumenta Germaniac tibersetet von dr. J. C. M. 
waurent. Mit einem vorwort von dr. J. M. Lappenberg. 
‘.aufl. Neu bearbeitet von W. Wi b Leipzig Dykocks 
ouchhand!ung ,1889, 


aiv, 189 p. 18" (Added t.-p.: Die geachichtechreiber <<, rene 
vorseit. 2 gesammteuagabe. 0. jabrbundert, 7.4. (22. bd., 





Anagar, Saint, adp. of Hamborg 22d Bremen, 801 2 Sp 
Bain aby Hamburg and Bremen, 4. 868. t Lacweat, 3 Cc. M., 
johann Martia, 1704-1865. «1. *Wattenbach, Witham, 
1ao-1e01, ed tv. Tithe 
AC 88-288 
Oblostateunly. Library 
for Labrary of Congress (DD8.G39 bd 22) 
6, (943.0082) 


Rimbert, Saint, abp. of Hamburg and Bremen, d. 888. 

Vita Anskarii auctore Rimberto. Accedit Vita Rimberti. 
Recensuit G. Waitz. H , impensis bibliopolii Hahni 
ani, 1864. 





100 p. 22". (Added t.-p.; Seriptores rerum germanicarum in usum 
scholarum ex Monumentie Germaniae historicis recual) 
“Opus boc ;Vito Rimberti, superstite Adalgario, Rimberti successore, 
sed cerie pon ab ipso, sed aut ccclesiae bremensis clerico, 
onacho corbelensl compe est."~-G. H. Pertz, quoted, p, at 
Bibllographicn! foot-notes 








Ansgar, Saint. abp of Hamburg and Bremen, aot 865. 2. Rimbert, 
Saint, abp. of Hamburg and Bremen aitz, Georg, 1813- 


i Tithe: Vite Anskarli. 111 Tite: Vite Rimbere! 
AC 33-3085 
Title from N. ¥. Put Libr 
Library of Congress (DD3.3482) 
4, 


Rimbert, Saint, abp. of Hambury and Bremen, d. 888. 

Vita sancti Anskurii, a Rimberto et alio ote Anskerti 
conscripts. Edita av. cl. C. F. Dahimano .. 

ue yee pes Germaniac historica avapicils Societatis « 


lbve rervm germanice aevi, edidit Georgivs 
s Haunoverse, 1829. 47°. Seriptorym tomvs 1, 








rhe: 
Heinrieva 
p. 683,-725) 


Bibliographical foot-notes. 


abp of Homburg and Brena, 601-885. 1 Dahl. 
oun \pnedrieh, Christ ph, 1785-1860, ed. a Tithe 


AC 37-2425 
New York. Public library 


for Labrary of Congress (DD3.MSS84 ¢. 2] 


ry (948.0062 ) 


Rimblas y Rimblas, José, ed. 

Legislacién espafiola de divorcio; Ley de 2 de morzo 
1982, su interpretacion auténtica ; derechs matrimonis! espaol 
’ canénico; jurisprudencia; comentarios y formularice; doc- 
trina ; jegislacién extranjera. Barcelona, Bosch, 1932. 

mM Aa» =. 


1. Divorce—-Spain, 2 Marriage law—Spein. 8 Marriage (Canon 
lew) 4. Forms (law)—Spain. 1 Speln. Laws, statutes, ete. a. Title 
34-19044 
Library of Congress 2 178.1 
Rimbo, Estephanio, 
Nés todos. Coimbra, Imprensa Independencia, 1892. 
2p,2. 2. 


Poems 
1 Tithe 
BBO, 
Library of Congress PQOT1 REZAT 
—— ———- Copy 2 Lt 
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Rime 


Rimboux, Jean. 


Précis de vente & l’usage des représentants, ingénieurs 
directeurs commercisux, per Jean Rimboux ... préface ao Wil- 
liam Barnaby ... Paria’ Dunod, 1986 4.2. 1985, 

#1, 88 p., 11 imel, form. 18°. 


1. Salesmen and salesmanship. Title 


§2-S8719 
Library of Congress HFS483. R55 
Copyright A—Foreigu 1416 
Ss ons 


Rime antiche italiane secondo in lezione del Codice vaticano 
3214 © del Codice d. v. 5, pubblicate per cura del 
dott. Mario Pelaez. Bologna, Romagnoli-dall’ Acqua, 1995. 


8¥0 23". (Holf-title: Game Gi opere inedite o rare ai 
ecemert italtant Gal xm al xvt secolo. (73; 





2 = 3 0, 199- 
Vatican. Bittiovssa sg tee ae se mt mx. how (aug nm 
bliutecs casacatense. v5) 
A 12-1390 
Northwestern usiy, Libr 
for Library of Quagress {[PQ420LA9C5 rol. 73) 
2, (880.8) 


Rime di diversi antichi avtori toscani in disci libri raceolte. 
Di Dante Alaghieri lib. nm, Di M. Cino da Pistoin libro 1, 
Di Guido Caualeanti libro 1, Di Dante da Mainno libro 1, Di 
fra Guittone d’Areszo lib. 1, Di diverse canzoni ; nett 
senze nome d’sutori libror. (é (olophon: Stenpata in Vinegia 
per lo. Antonio, e fratelli de Sabio. Noli anno del Signore 
MDEXXI) 

148 wumbd.L 16". 

Title within ornamenta! bo 

wit di Givuta @ oo = noollias. gioven! amatort de ly torrase 
sme": 1h 

a * Cobul / che ordind questo canzoniero, ¢ che scrise la nobtitesima | bet 

tera jo uéme di Bernardo Giuntl, era certo uo letterate = nde, perch 

(Coatinved on next cat 


i 16740 
4001 





Hime di Gersi wes pou toscani in dieci libri rrccnite .. 
yw) (Card , 
powsa leggers! Saas pid leguiedre ¢ ylt grave, nb se alcun 
ire ror prefazione pit ewe. Mg = Lottera e L. Carnent! 
nel Dante, Amor!, Mant., 162i).” unba, Serle Gei test! @i tingus .. 
* Ditllebed, Fioreuce, 1827 under title: Scoetll © cansoa 4! diverr! 
antichi ore toseanl. 
Bea\. tioned in the title this edition containe Ihre rz 
“Canzon! © “pallate a divers! avtori” and libro x1: “Sestine ritror te in 
yno antichiasime testo insieme con la sestina di Dante”; “Sonetti de 
avtorl mandati I" page altro.” 

jal 1 Dente Alighier!, 1205-1071. n 

on yt Long ar fa m. , et, Getto, 4 180. iv. Dente &: 
Maiano, f. 1290. +. Guittone d’Arezzo, fra, 124. v1. Gtunte, 

Bernardo di, 1487 1551. 


Library of Congress 


15—14710 
PQE21S.A3 1582 


104001, 


Rime di ns oy autori toscani in docdici libri rae 
colte. Di D hieri lib. v.; di Cino da Pistoja 
lib. u.; di Guide Cavalcanti lib. 1. «di Dante de Mejanc 
lib. 1.; di Fra Guittone di Arezzo lib. 1.; di diversi autori 
lib. 145 d’ineerti, ¢ d’altri lib. 1. Giuntovi moltissime 
cose, che nella fiorentina edizione del 1527. non si lerge- 
vano. Venezia, 8. Occhi, 1740. 
6p. 1, 36. 


“Bernardo di Lamy J eo suoi nobiliss gioveni amatori dell: \oecane 
time”; prelim. 





(Continued on next card) 
2.71519 


Rime di diversi antichi nutori toseani... 1740. (Card 2) 
“"Colui che ordind questo canzoniero, ¢ scrisse la nobilissivaa .ettore 
in nome di Bernardo Gtunti, era m4 = letterato +4 perché non so se 
pessa leagersi scrittura pit © pit grave, of se alcun bbre abbas 
i pu \eg macra (Pertcan, poe ern 2 L. Carnenti, oe) Dante, 
Ameri, Mast. Gam! ¥ 
Reissue of the vin of Ven 1~ . 175i, iu which = t p. the sixth pws 
iminary Teal v 370, and the 
nal colophon — at bottom a 7 XO: In Venesia appresso Cnnotere 
—_, se 
ied by A. F. Seghessi. cf. Gamba, Serie dei testi di lingua. 4 of 


1 lialian poetry — Early to 100. i Dante Alchio, 1265-1221. 
nm. Cino da Pistoia, 1270-1 Guido Cavalcanti, 4. tv. Dante 
te Maiano, fi. 1200. ¥ Guittone ‘thea, aim © 
di, 1487-1551. vu. Segheesi, Anton Federigo, d. 1745, ed 








Library of Congress PQRILAS 170 





Rimestad 


Rimestad, Christian, 1878 


Raudelarr Kebenhawn, Gyidendal, 1927 
mp 2" 
At he ftitte Chr Himested 









Thee 
Prree 


peobagen 
slip attached to p of corer 


1 Baudelaire Cheries Merre 1821-1887 
§2.22770 


Library of Congres 1'Q2101 ZHRSS on 


Rimestad, Christian, 1878 
Flegier og bymner. Kebenhawn, Gyldendal, Nordisk 
forlag, 1926 


114 2 p14" (Meif-sitie: Gyldendaleke boghendets aman dig 
eamlingtr 
Title 
mm 6415 
Library of Congress PveiTs RSWS 1828 
Coprright A— Foreign xu? 


Rimestad, Christian Vilhein. is!'-15 


Zwer weltbege benuheit« ik “yn Hi k Helms 
Leipaia. L. Wiedemann 1862 
Poa) a 
CON TEN® hina The eroberung Prehungs | Nordamertha a 
der Union 
o Huw - Fore ¢ . 57 tee U S—Hist 
¢ 2 cis, Henrik t 
S$ 3 
. (480 
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see 
Rinucecio, of Arezzo, i5th cente 

Rimicius 

see 


Rinuccio, of Are 





Rimington, Alexander Wallace, 1554-1918. 
Colour-music, the art of mobile colour, by A. Wallce Riming 
pretetery nates, by Sir Hubert von Herhomer and Dr 
& co., 1912 


=x 184 2p col fret, plates (part col) 2y* 


L Musicofcotors «= Tithe 


Literary of Congres cast Re 
2), 
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Rimington, Alexander Wollace 


The conscience of Furope, the war and the future, by 











Alexander W. Rimington London, G. Allen & Unwin 
itd. 1917 
i, 1p. 19 
Foropean war, 1914 Infivence and resulte. 2 W 3 Politics 
1. Toth 
18107 
Library of Congres« Ds7a Rs 
Himington, Critehell, 1997 
The bon voyage book; an intimate guide for the modern 
om traveler, by “Old salt”  peend New York. Yhe John 
Tay apany “1931 
PLL 12 typ Moe, dinge | 18g 
Hionk pages for “Dally tog Autograph Addresses Marr 
101% 
Voyag els—Guide books Ocean travel 3. Europe 
tence. & trev.—ubao beck 1 Title 
1-27007 
Library of Congress ©1080 Rt 
py? 
Coprright A Saad e 
Rimington, Critchell, 1907 
Fighting fleets, by Critchell Riningte: New York, Dodd 
Vead & company, 14 
si}, 260 p inet front. (los, tables, diages mW 
1 Warebips 2 Nevke 3 US Navy 4 Aeronautics, Milieary 
Vitle 
een 
Library of Congres VaAwn 
uy we 


Rimington, Frank C. 

Motor rambles in central Europe; some descriptions and 
some reflections, by Frank C. Rimington, with cix illustra 
tions in colour by Evelyn J. Rimington (Mre. Wallace Rim 
ington) ten other illustrations and a map Boston and New 
York, Houghton Mifflin company, 1927 


vil, 2S, ly Pp col. front 








viates (part col.) port. 22) 
Sventtagton and cach plate accompauied by guard abeet with de 
ecriptive letierpreas 

Map on lining: peper 

Printed in Great Britain 








1 Germany —Deacr 1. Tithe 
2-252 
Library of Congress 42. RS 
zen 


Rimingion, Frank C. 

Motor rambles through France ; some descriptions and some 
reflections, by Frank C. Rimington. With illustrations in 
colour by E velyn J. Rimington, and a ae & chapter 
on French medieval architecture by the Rev. G West 
London ,etc., Constable & company Itd., 1925. 

Bi. 1), SW p. col. front, plates (part col) 224. 

Frontigpiece and each plate accompanied by guard sheet with deecrip 
tive lettedbreas 

1. France--Deacr & trav —-1019 1 Tithe 

214k. 
Library of Congress DCIS RTS 
atel, 


Rimingion, Frank C. 

Motor rambles through France; some sleseriptions and some 
reflections. by Frank C. Rimington: with illustrations in colour 
by Evelyn J. Rimington and a supplementary chapter on 
French medieval architecture by the Rev. G. H. West 2d 
ed. Boston and New York, Houghton Mifflin company ,1925 

si 4), 290 p. col. fromt, plates (part col.) fold map 22)" 





nttapiere and each plate accompanied by cuard sheet with descrip 


hed March 102%. second edition September 1925." 
reat Britain 





Freace—Descr. & trav t. Title 
7073 
Library of Congres« VOM RT 19258 
3242, 
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Rimington, Michael Frederic, 1858 





F Hie on stable management. Ry Brigden. M. F 
Riminete ted. London, Gale & Polden. td. 1905 
' fold dieat) 1 ale & Polder 
ta 
lorse Title 
War 12-105 
Tithe fr t Engine School Libe Printed by L € 


Rimington, Michael Frederic, 1858- 








Our cavalry, by Major-General M. FP. Rimington, Lor 
ion, Maemiltlan and eo., limite., 191 
xiii, 224 p  diagre wy (Melf4 Mi tex ks 
4 airy mM Wri Arr Ca 
War 12-205 Revised 
Library, War College Di eneral Sta 
194 
Rimini. Givnt mpartimental 
Relazione della Giunta mpartimentale di Rimini per 
i regolamenti sulla pesea di mare. Rimini, Tip. Malvolti, 
wo 
! ’ tion — Rimi 
A 17-180 
drome 8 Univ Vrinted by L 


Rimius, Heinrich, d. 1759? 

Memoirs of the house of Brunswick from the most sarily 
accounts of that illustrious family to the end of the reign 
of King George the First By Henry Rimius London, 
Printed for the author, by J. Haberkorn, 1750 





xvi, 4M p. 8 fold tab. 2h" 


1. Bronewick, House of. 2. Brunewick- Line vurg, House of. 3. Grune 
Wick Wolfeabittel, House of 


+~-20630 
Library of Congress DDeV2 BS57 RS 


Mal, 


Rimkroniken 


Danske rimkrgnike. 


Rimlinger, Herbert Theodore, 1905 
Error invalidating matrimonial consent; an historical 
synopsis and commentary ... by Herbert Theodore Rimlinger 
Washington, D. C., The Catholic university of America, 
1932 
il, 8 p 2 (The Catholic university of America. Canon law 
Studies. no. 62) 
Thesis (4. c. p.)—Catholic university of America, 1982. 
“Bibliographical note.” 
Bibliography ; p. 67-7 
1. Marriage (Canon law) 2. Marriage—Annulment. 3. Catholic 
church. Codex canonici. ©. 1012-1143: De matrimonio. 1 Title 


82 22080 
Library ¢ Congress HQ RS 1962 


Copyright ry 
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Rimmele, Carl Leo, 1891- 
The bridges of Paris By Carl L. Rimmele ... 


(in The Military engineer, Washington, 1921. 30°°. vol. xIt1, ao. 69, 
Pp. 208-221 inci. illus, plan) 


1. Paris— Bridges. 1, Title 

ES23-91 
School Libr. Printed by L. C. 
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Title from U.S. Engineer 


Rimmell, Eugene. 

Recollections of the Paris exhibition of 1867, by Eugene 
Rimmel Philadelphia, J. B. Lippincott & co.; \etc., ete., 
1868, 
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1906). 3. maqanne, ucnpasennoe M ONO THeEHHOe 

(no fymane), c reo " ae A. —_ 





ome syenemnage aa nocnenume ‘nomTopa om 
*uann aptopa ‘‘Jlerommcn’’... Mocxsa, Tocynapernen- 


HOe H3ATeIbCTRO, Mysukarenntt cextop, 1926. 
480 p. Milos. (fecsims.: music) pl. ports. 267%. 
(Continued on next card) 
2 


31-1807 


Rimskil-Korsakov, Nikolal Andreevich, 1844-1908. 


Jleronuch moe MysbikasbHof *xusHH 1926. 
(Card 2) 
At bead of title: H. A. Pamcna®-Kopcanos. 
The lst and 24 ty were edited by the author's wife. 
“Cumcon pMe MENMOTCA CCMAKE B NpPRME- 


‘ennax : p 447-44 


ete. 2. wre 


1. M yy ee iniscences, 
1. Rimakaf-Korsakov: Nudeshde Ni rae (Purgold) 














a, u. Rir- 
skT!-Korsakov, Andre! Nikolaevich, 
31-1840T 
Library of Congress MLA10.R52 1026 
2; ers 
Rimskil-Korsakov, Nikolai 1844-1908. 
. Teronacs moef myswxassnof xngnu. 5. mcmpassennoe 
a maaanne ¢ P , Epms0- 
pad co- 
A. H. Pancenw-K Mocegsa, Tocy- 
Sggreennte uy3uKatHoe e maaarencreo, 1985. 
Ap. 21 tus ¢ music) pl, ports. 25". 
nd 28 i TA, were edited by the author's wife. 
cit wna W Wa KOTOPME ACARIOTCE CCMAER 





CATALOG OF PRINTED CARDS 


Rimskti-Korsakov, Nikolal Andreevich, 1844-1908. 
Ma vie musicale; introduction et co par E. Hal 

périne-Kaminsky. Paris, P. Lafitte & c* 1914 

xviii, 263 p. front, (port.) tlue (faceim. munte 


At head of title: NA. Rimeky-Korsake 
From the Rusvian original, edited by the wuthors wife. 


2p.l, 184 


1 Musteians- or reminiscences, etc. 2. Musie—Ri 





Uaaie 
1, Kimeke venkova Nadethda Nikolne — (Purgold) ed 
rine. Kaminsky, rly, 1858-1096, tr. on. Titi ™ — 
20—18T88 
Library of Congress ML4IO. R524 
1aS8b1-, 


Rimskfl-Korsakov, Nikoin! Andreevich, 1844-1908. 
Mi vida musical, 1944-1006. Madrid, B. del Amo, 1324. 
28 p, 22> 


At head of title: N. A. Rimsk!-Korgsakow 
he Russian original was edited by the author's wife 


1. Mustctans—-Correspondence, reminiscences, et Rouraia 
1. Rimskaf&-Korsakova, Nadezhda Nikolaevna tpurgeid), ce im10, «a 
mu. Title. 


‘95--19467 


Library of Congress MIAO. R244 


(n40b1, 027.8 


Rimskii-Korsakov, Nikolai Andreevich, 1844-1908. 

... My musical life, translated from the revised second Rus 
sian edition by Judah A. Joffe; edited with an introduction by 
Carl Van Vechten. New York, A. A. Knopf, 1923. 

xiv, 380 p. tus. (music) pl. (music) 15 port. (incl. front.) 244" 


At head of title: Nikolay Andreyevich Rimsky-Korsakoff. 
Russian original was edited by the author's wife. 





1. Musictans Wy ene ete — Russia 
RI -Korsak Purgoid) ry = Joffe 
Judah A. tr mm. Van Vechten, Carl, 1880- “a tv, Title. 
2318104 
Library of Congress MIA10.R525 
—— —— Copy 2. 
Copyright A 750051 40v%, 


Rimskil-Korsakov, Nikolai Andreevich, 1844-1908. 

... My musica! life, translated from the revised second Rus- 
sian edition by Judah A. Joffe; edited with an introduction by 
Carl Van Vechten. New York, Tudor publishing company 
1936. 


xxiv, 300 p. illus. (music) pl. (music) 15 port. (inel. fromi.) 244%. 
At hoad of t And teh y-Korsakof® 
Russian original was edited by the authors wife 
“New edition, 885 Third printing, Oct 1988." 
reminiscences, etc. 2. Music—Russia 
1 Rimskaf®-Koreakova, Nadezhda Nikolaevna (Purgold) ed. u. Joffe, 
Judah Achilies, 1873- tr. mm. Van Veebten, Carl, 1880- eo. 
tv. Title. 
A 38-1083 
unt 
for Library of Congress (MIA10.R } 
110-6, 


Rimskfi-Korsakov, Nikolal Andreevich, 1844-1908. 

... My musical life, translated from the fifth revised Russian 
edition by Judah A. Joffe, edited with an introduction by Carl 
Van Vechten. New York, A. A. Knopf, 1942. 

40.1, verlly, 480, xxl, (1) p, 11 Mus (music) facsim, (music) porta 
4". 

# head of title: Nikolay Andreyevich Rimsky-Korsakov. 

“Tuird edition, rennet, reset, and printed from new plates, January 

‘The Russian ons was edited by the author's wife; “the present 


edition ... follows faithfully the foe) form given to the text by the com. 
poser's son in the = (fourth and fifth) Russian editions, issued 





Devore the reviser' 
(Continued on nerrt card) 
42-9635, 
1%, 
tre ——_ 1844-1908. oo 
My musical life .. — (Card 2) 
Mustct ete. 2. Muzte—Russl 
L iimokae ‘Korsakova, Nadechda Nikolaevna (Purgol'd) 1848-1919, ed. 
1. Rimski!-Korsakov, Andre! Nikolaevich, 1878- —_—rev. bh 
A. tr. rv. Van Vechten, 1880- ed. v. Title. 
42-9635 
Library of Congress MIAIO.RS2S 12 
1%, 278 


Rimskii 


Rimskil-Korsakov, Nikolai Andreevich, 1844-1908. 


. Ocnosn Pe ea ch ———— o6pas- 
naw 43% co6cT! 
Msxcumusiana Eieciatepse Sepanne. C.- -Lerep- 
sit rete.) Poccificnoe My@HK@AbHoe maABTeABCTBO, 

iS 
ty 25ee 
Comrents. 4. Texern.—o. Daprerypmme copasma. 








1. Instrumentation and orchestration. 


1. Steinberg, Maximilian, ed. 

15-553 

Library of Congress 
—~ —-— Cooy 2. 


MT70.R39 


Rimskil-Koreakov, Nikolai Andreevich, 1844-1908. 

Prectical manual of harmony, by Rimsky-Korsakov; 
translated from the 12th Russian edition by Joseph Achron. 
New York, C. Fischer inc. ,*1930, 

Ip. 1, vill, 1442p. tus. (music) 24°. 
“The 12th Russian edi d completed b; 


rofemsors 
Joseph Witho! and Maxinitien Suleberg "—Foreword to yoy Engiish 
edition 


1, Harmony 1. Achron, Joseph, 1486- tr. om Vitol’, fostt 
Ivanovich, 1888- ed. ot. Steinberg, Maximilian, 1838. jolot ed. 
%—190T2 
Library of Congress MTSO R58 
—— en Copy 8. 
Copyright A 26807 (Bera 78138 


Rimskii-Korsakov, Nikolai Andreevich, 1844-1908. 
Praktisches lehrbuch der harmonie. Von N. Rimsky-Korsa- 
how. Nach der 3. aufl. der russischen originalausg. Deutach 
von Hans Schmidt Leipzig, M. P. Belaieff, 1895 
ai, 2), 1385p. 24”. 





1. Harmony 1. Schmidt, Hans Valentin, 1854- tr. 
5— 10600 
Library of Congress MT. RST8 
ye41bi, 


Rimaskil-Eoreskov, Nikolai Andreevich, 1844-1908. 
Principes d’orchestration, avec yom notés tirés 
& ses propres ceuvres; rédaction de Maximilian Stein- 
bere, tr. du russe par M.-D. Calvocoressi ..._ Berlin, 
“*Bdition russe de musique’’; te, etc; 1914. 
2v. 2". 
Publisher's no.; 232. 
Cowrents.—1. Texte—m Exemples musicaux. 
5 . ' Seeiat a 
“ PR ma Miche D. 1 “5 : _ * 
1S-10975 


Library of Congress MT70.R61 


Rimskil-Korsakov, Nikolai Andreevich, 1544-1908. 
Nicolas Rimsky-Korsakov. Principles of orchestration, with 
musical examples drawn from his own works; ee tee, 


Maximilian Steinberg; English Agate 
Berlin, New York ,etc., “Edition russe Pe fin musique” 1922, 
2¥. 2. 
Label mounted imprint: London, H. Reeves. 


below 
Publisher's no.: BR. m. v. 851-852. Plate bony 2288. 
Oonrerts.—t. Text —t. Musical examples. 





ry and Stetoberg Martmilian, 
1688 ed. u. Agate, Edward, er. : 


2—18TT 


Library of Congress MTT0. R62 


afl, 


Rhnekt!-Korsakov, Nikola! Andreevich, 1844-1908. 

... Principles of orcheetration, with musical examples drawn 
from his own works; edited by Maximilian ; Eng- 
lish translation by Edward Agate. New York, E. F. us 
orchestra scores, inc. 19331, 

2¥. in 1 Mus (music) 2°. 

At head of title: Nicolas Rimaky-Korsakow. 





1 and 1 Steinberg Maximilian 
1888 ed. u, Agate, Edward, tr. 
A 88 208 Revises’ 
Teachers college library, Columbia univ. 
for Library of Congress (MTOR 7} 
(radg?) 








Rimskil-Korsakov, Nikolai Andreevich, 1844-1908. 


Ceasanie 0 weemaawoms rpaab Kuatext u abet Den- 
pouim, Jiw6perro B. H. Bbascxaro Die sig srt von 
r unsicht) aren stadt Kitesch ond von d t 

Text von W. J. Bielsky. Klavierauszug Sales 
eff, 1926 

BD had 














7 
Arrende de 1 ia ville tw nvisible de Kite} 
2613 
Vocal! score with Mano sccompenimen 
ontipued on cont ecard) 
437-158 


Rimskil-Koreakov, Nikolai Andreevich, 1344-1908 
“wasani¢c O HesaZEMOMD rpant Kurext & 2h06 Desponia 
1926 Card 2) 








Boralan, French m words, the French by A. Komaroff, the 
German transiation by Bitviede Brockr -ap-Neubauer 


Operas: Vocal scores: Pianoforte accompant 


Viadimtr Ivanovich oo. Title mm Title; Légende 
ue la ville Invisible de Kite] et de la vierge Ferronia 





A 37-150 
Newberry library 
for Library of Congress ? 


on 





Rimskii-Korsakov, Nikolai Andreevich, 1444-1908 
Traité d’hern théorique et pratique de N. Boy 
sky-Korsakoff; traduction frangaise de Felix Dortman 
Paris, A. Ledue ete, 1910 


lp 2 theg 








Rimsky.Korsakoff, Nikolaus Andrejewitach 


Rimskii.Korsakov, Nikolal Andreevich, 1444-1908. 


$—11939 


Library of Congress a2 


Rimstad, | A. 

Zur bemessung des doppelten spundwandbauwerkes 
Kobenhavn, Akademiet for de tekniske videnskaber og Dansk 
ingenigrforening ,1940, 


6p. 1, 11-117 p.. 1 1. Inet. us, tables, diagrs. 254°. (lageolprviden- 
skabelige skrifter, 1040. Nr. 4) 


“Arbeit sur omens des grades eines doktor ingeoleurs, der Tech 
niscbes bochecbule Berlin "—2d prelim lee 

“Med et oo) pea dansk” 

“Literaturverseichote” : p 113-114 


1. Earth pressure 2 Walls. 1, Tith 


42-1133 
Library of Congress TATE. RS 
3 624.1 
mur af Amicus og Amilius 
see 
- Amicu Amilius 








LIBRARY OF CONGRESS 


Rin, Tyokei. 

Stratigraphical studies on the younger Tertiary and Pleisto- 
cene formations of the Toyohara district, Taityd prefecture, 
Taiwan (Formosa) (With 1 text-figure, plates rv-vir, and 1 
geglogical map) By, Tydkei Rin 

(in Memoirs of the Pesslty ¢ areas and pe Teibohu im- 
perial aniversity. Fe . vol xin, aa & 
Pp (15,30 incl. tables. pl. "— am Prt 


Each pjate accompanied 1 by leaf with descriptive letterpress. 
Bibdliographice! foot not 








1 Geology. Stratigraphic—Tertiary 2. Geology, Stratigraphic—Pilets- 
tocene. 5. Geology rosa 








AC 35-2801 
Title frpm Ohio State Ustv 
Library of Congress (QTT'T32 vol 18, no. B) 
12; 
Rin-chen Lha-mo 
see 
c, Ainechen Lha-mo - Louis King’ 





Rinaker, Clarissa, 1883- 


Thomas Warton; a biographical and critical study, by 
Clarissa Rinaker Baltimore, 1915 














+109 4” 
Thesis University of lin 1915 
¢ third chapter of the complete thesis is here reprinted from the 
t t { the Moder ngua jocation of America, vol. xx% 
A stud bservations on the Faerie queene of Spenser 
1. Warton, Thomas, 1728-1790 2. Spenser, Edmund. Faerie queene 
16-4409 
Library Congress PR20 W3IRS 
Univ {Tilinos Eibe 
Rinaker, Clarissa, 1% % 
Thomas Warton; a biographical by Cla 
rissa Rinaker Urbana, University 
2a 7 tdde , or f “st ~ cuace 
‘ ritictam 
the The 
ist of English 
poetr years 
onc lusi A Whar the soure 
Warton'® History of English poetry tography 
238) 
Warton, Thomas, 1728-1780. 2. English poe ! 
oT 
Library of Congres PROOW3KS 1916 
pr 2 P2513 vol 1 
Copyrigh A 4273 wh 


Rinaldeschi, Ranieri de’, 14th cent 
Esposizione di Salmi di Rinieri de’ Rinaldeschi da Prato; 
testo di lingua inedito. Lucca, Tip. di G. Giusti, 1853 
xix, 211 p,11 23. 
In double —_ « 








ri progresslvamente numerati, 
mm. ip carta inglese, x. te 
te papele azzurre Esemplare 





a*? 
Edited by 7 Telesforo Bint 
Documenti”: p. .xvil-aix 


i. Bible O. T. Psalmse—Commentaries. 2 Bibie—cumentaries— 


1 Peelmes a Bie Telesforo, ed. us. Tithe 
22-12565 
cony of Cnaen #81430 RS 238 
inaldeschi, Rinieri de’ 
see 
c | ent 
al i i e a ° 








Rinaldi, Amedeo. 

... Traiano Boccalini © la sua critica letteraria. Venezia, 
Casa editrice “Rinascenza”, 1933. 

1044 p. 25". (Collans “Saturnia tellus’ 

Bibiiogrephical foot notes 

1. Bocesltol, Trelano, 1956-1613. Ragguagii di Parnaso. 

AC 84-3000 
Title from Univ. of Mich. Printed by L. C. 
(2) 

Rinaldi, Giovanni de. 

Il vago, et dilettevole, ciardino. Di Giovanni Rinaldi, 


diuiso in due trattati. Nel primo de’ qvali si ragiona del 
significato de’ colori. Nel secondo si tratta dell’ herbe, 
& fiori. Di nvovo ristampato, et dal medesimo riueduto, 
& ampliato. Pania, A ni, 1593 








me 
ta si contengono nella pre- 





sente dp wing p. 160. 
Traité curieux_ en eignant lexplication des emblémes et des allé 
gorics.”—-Graesse, Trésor de livres rares cet 
1. Symbolism of colors Symbolism of flowers 1. Title 





20-22655 


Library of 


ongress ND1296.RS 


Rinaldi, Marvo. 
Musica e verismo; critica ed estetica d'una tendenza 
musicale Roma, Fratelli de Santis 1 





374 p. 11. port. 18° 
Bibliography included in “Note” (p. ;347;-800) 


ConTents.—La nostra via —L'eser 





mplo dei grand!—-1i “vertsmo” ¢ ia 
musica. —-Infuenge stranlere—Mascegri ¢ {i suo stile-—Puccial ¢ le 
sua maniera.—Gli altri.—Sinfonismo e verismo.—Oltre la “realta 


1. Musle—Philosophy and esthetics. 2. Opera, Itallan—HMist. & crit 


1S -36N24 


Library of Congress 





2 780.1 


Rinaldi, Mario. 
L’ opera in musica 
trice di “Novissima”™ ,1934, 
Spl, 13-870 p, 11 18a". 


saggio estetico. Roma, Societa edi- 








1. Opera—Hist. & crit 

8573208 
ML1700.R5606 
12) 782.00 


Library of Congress 


Rinaldi, Michele. 

Manuale teorico pratico per gli aspiranti all’ ufficio di 
segretario comunale. vit. ed. Taranto, Stab. tip. F.lli Rug- 
gieri, 1937. 

Sep. 2am. 


At head of title; M. Rinaldi . 
On cover: v0 edizione riveduta e corretta, 


1. Law—Italy. 2. Administrative law—Italy. 1 Tithe, 
40-88451 
Library of Congress 1) 
Rinaldi, Peter M. 


I saw the holy shroud, by Rev. Peter M. Rinaldi, «6. « 
Tampa, Fla., Mary, Help of Christians school ,“1940, 

67. :1)p. plates. 104° 

Bibliography p 68, 


1. Holy shroud « Tithe. 


Labrary of Congrem BTCAT 8485 
Copy 2 


Copyrigh 2 maa. 


| 
| 
| 

















Rinaldi, Ruggero. 

... Gioberti ¢ il problema religioso del risorgimento; prefa- 
zione di Balbino Giuliano. Firenze, Vallecchi (1929, 

xxvi p, 11, 163 p, 11. 20". (Half-title: Uomini @ idee, a cura di 
E. Codignola) 


1. Gtoberti, Vincenzo, 1801-1852. I ag = AR cee 
: Risorgimento, 


2 Title to, Globerti e 1! problema religioso 
36-16426 
Library of Congress BLS1.G66R5 201 
Rinaldini, Carlo 
ase 
Renaldini, Carlo, conte, 1615-1698. 
Lrsaary or Concress Rerearnce 
cos LSD Se Sey las 
x 41-1100 
a 
Rinaldini, Julio. 
Historia del general San Martin; texto de Julio Rinaldini, 
ilustraciones de Antonio Berni ... Buenos Aires, Editorial 


sudamericana (1939, 


(28, p. col. illus. (incl, ports.) 36". (Colecciéa infantil) 


1. San Martin, José de, 1778-1850. 1. Bernt, Antonio, 1906- 


ius. 
42-1070 
Library of Congress F2235.4.R6 
2 028.58 
Rinaidini, Theodor Johann Baptist Franz, freiherr von, 
1839-1911. 
Commentary zum Betrie ‘| t fiir die eisenbah 





der im Reichsrathe a kénigreiche und | lander. 
(Unter einb der erl sechs 

Mit beriicksichtigung des internationalen tibereinkom- 
mens tiber den eisenbahnfrachtverkehr, des Betriebsregle- 
ments fiir den verkehr zwischen Deutschland, (sterreich- 
Ungarn, Serbien, Bulgarien und der Tiirkei (Orientver- 
kehr), der ¢ z und tarifarischen 








(Continued on next card) 
18-12395 


Rinaldini, Johann Baptist reiherr von, 
‘Goa Commentar zum Betriebsreglement ... 
ard 2) 


bestimmungen sowie der abfertigungs- und verrechn' 
vorschriften der eisenbahnverwaltungen, von Theodor 
freiherr von Rinaldini ... Wien, Manz, 1903. 

xvi, 443, tl) p. incl. forms. 229%. 

“Verzeichnis der beniitzten werke”: last page. 


1. Austria. Handels-ministerium. m. Hungary. feetaitontent = *- 
jum. mt. Austria. Laws, statutes, etc. 1v. Hungary. Laws, 





utes, etc. 
18-12395 
Library of Congress 

Rinaldino da Montalbano (Prose romance) 

Storia di Rinaldino da } Ib romanzo I 
in prosa, pubblicato per cura di Carlo Minutoli. Bologna, G. 

i, 1865. 
alv p, 1 1, 401 p. 23°. 


( Half-titte: Coliesione di opere inedite 
oe AS & Mngua. (11;) 


1. Minutoli, Carlo, ed. m. Title. 


382-16912 
Library of Congress 


— -—— Copy? 


PQ4204.43C5 vol. 11 
Sonn, PQ*SS4.RAS 1865 (880.8) 853.1 


CATALOG OF PRINTED CARDS 


Rinaldis, Aldo de, 1882- 

Neapolitan painting of the seicento, by Aldo de Rinaldis. 
Firenze, Pantheon casa editrice; New York, Harcourt, Brace 
and company ,1929,' 

vill p, 21, 68, (1) p21 80 pl S1¥*. (The Pantheon series, 


Each plate accompanied by leaf with descriptive letterpress. 
Bibliography : p. 57-\61, 


1. Painting, Italian. 2. Painting—Naples. 1. Title. 
222900 
Library of Congress ND621.N2R5 
(38e1, 
» Ss os cit of Tones, cagiieing 


Rinaldi’s fe ty stret 
— of ee 
ship tim —_—_ sof co a conn vt. 
torical, statistical and general information ... Tampa, 
Fla., Rinaldi printing compapy ;1915, 
102 p. illus, fold. pl, fold map. 20™. 
On cover: 191S—Edition—1916. 
Advertising matter interspersed. 


1. Tampa, Fla.—Descr —Guide-books. 
ca 25-1823 Unrev'd 


Library of Congress F319.T2R56 


Rinaldi’s official guide book of Tampa and nearby 
ida towns ... comp. and ed. by Charles Vincent Van 
Horn. Tampa, Fila., Rinaldi printing company, ‘1918. 
28 p. illus, maps. 2D. 


Contains advertising matter. 


1. Tampa, ~ Guide-books 


Deser 2. Florida—Deser. & trav. 
1 Van Horn, Charles Vincent, ed. 


Library of Congress F319.T2R57 


Copyright A 492516 


Rinaldi’s official guide book of T and south Florida 
... comp. and ed. by Charles Vincent Van Horn. 
Tampa, Fla., Rinaldi printing eompany, *1920. 


4p. 1, 11-512 p. illus., maps, fold. plan. 20™. 

Contains advertising matter. 

1 Tomes, Fla.—Descr —Guide-books. 2. Florida —Descr. & trav — 
Guide- t. Van Horn, Charles Vincent. ed. 

20-1303 

Library of Congress F29.T2R572 
— —— Copy 2 
Copyright A 561401 o 


Rinaldo 4 ‘'Anagni 


Alexander IV, pope, d. 1261. 


Rinaldo, d’ Aquino, 13th cent. 
Les poésies de Rinaldo d’Aquino, rimeur de I'école sicilienne 

du xurr* sidcle ; édition critique par O. J. Tallgren. 

an! fn verein, 


y _ ay 





Mémoires de la Société 
1917, 2. vi, p 173- 





903) 


ot 
1. Twollo, Otva Johannes, 1878- aos. 
Onicago. Univ. Library PBIONS vol. 6 
for Library of Congress ([PB1I0.85 vol. 6) 
a (406.2471) 


193 


Rinaldo da Montalbano 
see 
Reinoldus, Saint. Legend. 
and 


Quatre file Aimon. 


Rinaldo, Joel. 
Rinaldo's poly; rie theory; a 

ning and end of life, by Joe) Rinaldo. seein York rt 0 
4p. 1, 13-123 p. map, diagrs, 2. $1.90 
Bibliography: p. (117)-123. 


1. Life. 2 Life, Origin of. 


Library of Congress QH325.R5 
© May 2, 1910; 2c. Aug. 4, Iv; A 258736; J. Rinaldo, New York, N.Y. 


Rinaldo, Joel. 
hoanalysi “ ’’; a further contribu- 
tion to the sexual Shear, by Joel Rinaldo, with a preface 
by Andre Tridon. New York city, Lee publishing com- 
pany (1921, 
3p. 1,917 p 19. 





1. Psychoanalysis. 2. Prohibition. 





21-18110 

Library of Congress BF173.R5 
Copyright A 622538 rr) 

Rinaldo, Ottavio. 

Memorie istoriche della fedelissima citta’ di Capua. 
Raccolte da Ottavio Rinaldo... N G. di Simone, 
1753-55- 

2v. 2fold. genesl. tab. 22). 

1. Capoa—Hiss. 

Library of Congress DG975.C2BRS 
Rinander, Viktor Alexius, ed. 

oon i ‘Srenta Stater, af V. A. Rinander. U; a 
Stockholm, Alinqvist & Wiksells boktryckeri-a.-b. (i i 
tion) ,1921, 

So. tt 11. 7p 224° teens a, Bone Cate ae 

Seria te im at bea of 

Monstitetions of the United States and Massachusetts ta 


the 
Bot th tn wedi on spon pase 
“Litteratur” 





1. U. 8 —Constitutiona! 2 U.S Congress—Roles and practice. 
Constitutions, State—U. 8 1 U.S. Constitution. 
MBI 
Library of Congress IFIGFT vol? 
a (908.082) 342.78 
5 
.. Frankrike och Sowt A. Rinander. Stock- 
holm, Kungl. pT nenaedt 8 cheer (1 diauibe. 
tion) 1931. 
x, 312 p. 2249". (4pees to: Velemante qreningee ch <engne 
Series note also at head of title 
Text of consti oe ee ee 
1 wil. | law. 2. Election law—France. 8. Frasce. 
Assemblée nationale, 1871 Chambre dee dépatés—Rules and prec 
the. 4 nationale, \- 
ge a ee I 
practice. 8 Reigium. Corps MMgtslatif. Sémat— Rules and practice. 
i Prance. ¢ a. 
Libra: Congress JFIGFT vol.6 
ae a (Sen.oes) S4ene4 








Rinander 


Rinander, Viktor Alexius. 

Kanonisk ritt och nutida offentlig ritt; klerus och offentlig 
tjdnst ... av V. A. Rinander ... Uppsala, ‘Almqvist & Wiksells 
boktryckeri-a. -b., 1927. 

vill, 189 p. 249". 


a ntverwttote Creakrift 1827 ~ 


op cvr-vill 


Akademisk a 
AA 


1. Canon law. 2 Comparative law. 1. Title. 


Library of Congress a “se 


Rinander, Viktor Alexius. 

.. Kanonisk ratt och nutida offentlig riitt ; klerus och offent- 
lig tjiinst, av V. A. Rinander: Uppsala, Almqvist & Wiksells 
boktryckeri-a.-b., 1927. 


vill, 180 p. 24°. (Uppeala universitets Areskrift 1927 \bd. 1, Ju- 


ridik 1) 
Issued also as the author's thesis, Uppsala 
“Litteratur™ : p. :¥)-v1l! 
1. Canon law. 2 Comparative law 1. Title, 
A 42-1906 
Minnesota. Univ. Libr 
for Library of Congress {A8284.U7 1927) 
ra (378.485) 
Rinander, Viktor Alexius, ed. 
Nederlinderna, Danmark, Norge och pone af V.A. 
Rinander. Stockho!m, Kungl. boktryckeriet, P lorstedt & 


einer (i distribution) 1 1926, 
noe & 879 p. By". (Added t.9.: epee pun samt val- 
. = 





Series title aleo at head of t-p 
“LAtteratur™ : p. 6-7, 143, 287, 347. 


1. Constitutions. 2. Election law. 3%. Parliamentary practice. 
Netherlands (Kingdom, 1815- ) Constitution. om. Denmark. Con: 
itetion. ut. Norway. Constitution. rv. Iceland. Constitution. 

31141 

Library of Congress IFIGFT vols 

2) (342.082) 342.48 

Tl Rinascimento. anno. 1-2 (uo. 1-17); 15 nov. 1905-20 lu- 

glio 1906. Milano, Libreria editrice lombarda (1905-06, 

2¥.in4 23". semimonthiy. 

No more published? 

7-18686 Revised 

Library of Congress APS7.R4 

(FBBD2, 
La Rinascita. anno 1- genn./aprile 1938- 
Firenze, 1938- 
’. ius, plates, facsime 24)™. 


Srean of Cnntretananae eu ogame 


2 Humeaiem, 1, Allodoli, Ettore, 1882- 
od m Pupil, Giovanni, 1681- e4 mt Centro nasionale di studi eu! 
41-16767 
Library of Congress DGS88. AIRS 
s 900.21 


Rimaedo, Marco. 
.. Ventilazione degli ambienti; nozioni di studio, 

@ calcolo, degli impianti di ventilazione. Firenze, R. Bem- 

porad & f° 1936, 

220 p illus, fold. 

collenione 


fold. tab. Giagrs. 177°. (Manuall tecnici 
Bempored 


4a! pref. ing. M. Pantaleo) 





& Pans, Mectric § t Tithe. 


Lébrary of Congress 


LIBRARY OF CONGRESS 


Rinchon, Dieudonné, pére, 1888- 

. Le trafic négrier, d’aprés les livres de commerce du capi- 
taine gantois Pierre Ignace Liévin van Alstein. L’organisa- 
tion commerciale de la traite des noirs ... Préface du con- 
servateur & la Ribliothdque nationale m. Charles de La Ron- 
citre ... Uccle-Bruxelles, Les Editions Atlas; ,etc., ete., 1938- 

¥. {us. (incl. ports, maps, facsims., coat of arma) tables (1 fold.) 
geneal. tab. 23)". 

Includes bibliographies. 


ak. Slave-trade —Africa 1. Alstein, Pierre Ignace Liévin van, 1733~ 
1 m. Title. 
Beouler name BKugéne Rinchon), 
AC 80-1821 
New York. Public library 
for Library of Congress 12) 


Rinchon, Dieudonné, pére, 1885- 

-» La traité et lesclavage des Congolais par les Européens; 
histoire de la déportation de 13 millions 250.000 noirs en Amé- 
rique. Préface de son excellence m. Engels ... Bruxelles, 
1929. 

vi(ie. xvi), OO p. 21 Sem. maps 25". 


Page xvi locorrectly no 
“Bibliographie™ : p. Dist 16; 16; “Bibliographle gtadrate” D. (248,280. 


1. Slavetrade—Africa. 2. Slavetrade—U. 8. 1. Title 
\Beowlar name: Kugéne Rinchon, 


88-0580 
Library of Congress HT1906.R5 
2 328. 10067 
Rinchon, Eugéne 
wee 
Rinchon, Dieudonné, pére, 1888— 
ms 0081 
Library of Congress 2 
Rinck, Eucharius Gottlieb 
see 
Rink, Euchartus Gottlieb, 1670-1746. 


Rinck, Friedrich Theodor 
see 


Rink, Friedrich Theodor, 1770-1621. 


Rinck, Gerd. 
“ a 1g; insichgeschifte und sonstiger 
Bey deutschem und englischem recht 
unter b derer beriicksichti der umgehungsfalle, von dr. 
Gerd Rinck. Berlin, Junker und Diinnhaupt, 1936. 
145 p 249". (Added tp: Neve deuteche 
gurtiches recht, handele- und wirteshafterecht .. 
Half-title: Neue deuteche forecbunges. brag. von Hane R G. GOnther 
und Erich Rothacker. bd. 82. 
“Schriften and entecheidungen” p (135-145. oleae 2h 
3. squeey_ (Lew) —Gormees. 2 Ageacy (Law) Ay Aa 











Cena mward Wend 
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Rinck, Heinrich Wilhelm, 1822-1881. 
Den sista tidens tecken och Christi dterkomst. Férklaring 
af hufwudafdelningarne i Johannis Uppenbarelse, for den p& 
sin Herre wintande férsamlingen. Af Henrik Wilhelm Rinck 
. Ofwersittning. Land, C. W. K. Gleerup, 1869. 
xix, 253, vil, 48 p. 219. 
fOijer samme frfattares fOrut | 
Den Hel 


led denna bok swensk 
ont tryckta skrift ige Skrifte lara om Antich wil 
fOrfattaren aftryckt, med oAgra tiliigg, shsom bilaga till denna af 


Bandi: 
(Continued on next card) 
35-31531 
Rinck, Heinrich Wilhelm, 1822-1981. Den sista 
— och Christi Aterkomst ... 1869. (Card 2) 


a ate a on oe ee (a 48 p at end) bas 
with imprint : Obisson, 1 


Lia 
Porky rata bil — te” _— sista tidens tecken och Christ Ster- 
(p. :202,-200 


N. T. Revelation Commentaries. 2. Bible—-Commen- 
tasteone ‘T. Revelation. 3. Antichrist. 1 Bible. N. T. Revela- 
Swedish. 1860. u. Bible. Swedish, N. T. Revelation. 1860. 


3531531 


Library of Congress BS2825.R5 ms 


Rinck, Heinrich Wilhelm, 1822-1881. 

Vom zustand nach dem tode. Biblische untersuchungen, 
mit beriicksichtigung der einschligigen alten und neuen 
literatur. Von Heinrich Wilhelm Rinck ... 2, erweiterte 
und zum theil umgearb. aufl. Lodwigsburg & Basel, Balmer 
und Riehm, 1866. 

xx, 32 p. Ty. 


“Verseichnias der neuern echriften, die ... benfitst worden sind”: 
Dp. xill)-ztv. 


1, Future life. 2. Intermediate state. 1. Tithe. 
83-10143 
Library of Congress BTOOL.RS 1866 a7 
Rinck, J J Balmer - 
see 
Balmer-Rinck, J Je 


Rinck, Johann Christian Heinrich, 1770-1846. 

Rink's Practical organ school, dedicated to the King of 
Prussia, with the reface, remarks & technical terms 
translated into English. London, T. Boosey & o*. (182-) 

6¥. inl. 2x 3H 

erga German etition of 
fBonn Cola Nt Si Simvock 11819-2)) x... ied ‘matenal i" fate 

Simrock’s plate non. 1679, "0 16 Tesi 1707, 1794, 1938 


1. Organ music. 


Library of Congress MT 182. RS66 


Rinck, Johann Christian Heinrich, 1770-1846. 
Selbstbiographie Johann Christian Heinrich Rinck’ 
Breslau, G. P. Aderholz, 1833. 
Spl, Mp Wexetiy. 





“Orgeicompositionen, 
Buscripte” : p. 18-26. 





1, Musicte: ete. 














Rinckart, Martin 
see 


Rinckhart, Martin. 


Rinckhart, Martin, 1586-1649. 
Der eislebische christliche ritter. Ein ref: iel 


CATALOG OF PRINTED CARDS 


Rincon, Antonio Perez 
ace 


Perez Rincon, Antonio. 


mae my ta apse ope fr beget 
.. Ahi va la chocha; notas notas de costumbres y caza, con un 





von Martin Rinckhart. 1913. Halle, M. B smenmg 1883, 


xvi, 108 p. 18y*. (On cover: Neudrucke deutacher litteraturwerke 
des xvi. und xv. jahronderts, no. 58-54) 


With reproduction of the original t.-p. 
Edited by Cari Maller 


1 Miller, Karl Wilhelm, 1850- ed. 1. Tithe 


Library of Congress PTII2O.N4 no. 53,5 


41, 


Rinckhoff, William Alexander, 1875- 

Procedure and practices under the National labor relations 
act, prepared under the direction of W. A. Rinckhoff ... in 
collsborstion with Harvey B. Rector ... |New York, Chicago 
retc., Law research service, 1940. 

ipl, ravi, 02p,11 22". 

On cover: N.L. R.A. 

1. Labor laws and legisiation—U. 8S. 2 U.S. National labor rela’ 
board. 1. Rector, 


it author. mus 
relations act. 


. ‘on, Joint 
Laws, statutes, ete. mm. Tithe. rv. Title: “National labor 


41—008 
Library of Congress 


-—- —— Copy 2. 
Copyright 


(4148; 381.15400T8 


Rineén, Antonio del, 1556-1601. 

Arte mexicana, compvesta por el padre Antonio del Rincon 
.. En Mexico en casa de Pedro, Balli. 1595. Se reimprime 
en 1885 bajo el cuidado del dr. Antonio Pefiafiel ... México, 
Oficina tip. de la Secretaria de fomento, 1885. 

¥, (7-4 pp. B0y*. 

Cover-title: Gramatica y vocabulario merxicanos ... 


1. Antec language—Grammar 1 Pefiafiel, Antonio, 1881- ed 


11 —29308 
Library of Congress PM4063._ RS 


(a3Tb1, 


Rinedén, Antonio del, 1556-1601. 
Arte mexicana, compvesta por el padre Antonio del Rincon, 


de la Compafiia de Tesus ; dirigido al illustrissimo y reuerendis- 
simo s. don Diego sodien 


M de Ped Bali 1595 © ie léxico, 

lexica, en casa ro, i. . Mi 

de la Secretaria de fomento, 1888,-89, Otsine 7 
me . a a Coleen sramaticns de la lengua mext 


.D. 
885 pot el dr. Antonio Pefiafel, 
«1 Mseo Racton de Ménico piaiellestolaehreiaad 


en In A 30 
1 gy tt ae 
entr. 3-5; cy in € de graméticas, t. 
1. Antec langunge—G: 
228874 
Library of Congress caeas 1888 
- Copy 2. de of aay sound 


PM4on RS 
R31, 


Rincon, Antonio del. 
Gramatica y vocabulario Mexica- 
nos... 1595. Reimpresion de 1685 
(Cover title) 


see his 


Arte Mexicana. 1685. 


fo de S. M. el rey don Alfonso xm. "Madrid, Casa 
pr Bailly-Bailliere, s. a., 1930. 

Sp. L, @ly-263, (1, p. Mus, 6 pl, facsim. 219". 

At head of title: Conde del Rincén. 

“Bibiiografia” ; p. :262;-268. 


1, Snipes. 1 Title 


81-84633 


Library of Congress QLA06.LTRS 


Rincon, Ismael de Pefia 
see 


Pena Rincon, Ismael de. 


Rincén, Jesés. 

Dias gloriosos y dias aciagos de Extremadura; noticias 
militares y politica de los primeronafce del siglo xx. :Bada- 
joz, Arqueros, 1930. 

200 p21. facsim. 22°. 


“Articulos que se refieren a un ... periédico ... titulado la Gaseta de 
} ay = ‘organo oficial de is Junta suprema de la provincia.”— 


1. Estremadura, Spatn—Hist. 2. Gaseta de Extremadura. 1. Title. 
Full name: Jess Rincon Jiménes, 

8B-18454 
Library of Congress DP302.BS8R5 


a 0462 


Rincén, José Oscar. 

. Algo del pro y del contra del nuevo Cédigo de procedi- 
mientos civiles del Distrito y territorios federales; tesis que 
para obtener el grado de licenciado en derecho presenta el 
pasante José Oscar Rincén. ,Méxicot, 1988. 

sp 2 

At head of title: Universidad nacional auténoma de México. Facul- 
tad de derecho y clencias sociales 


1. Civil _procedure—Mexico ( (Fatal Gusta 2 Mexico  ngmaarg 
aut Laws, statutes, etc. Cédigo de procedimientos ctiviles. 


35-36701 
Library of Congress 2 


Rineén, José Pedro Nolasco Arriaga y 


Nolasco Arriaga y Rincén, José Pedro. 


Lamaary or Cononess Rerexence 
cs Sy Sea Eck as a copes se bendings ts Megeattary ectalags 
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Rincon 


Rincon, Josep Gelabert 


Gelabert Rincon, Josep. 


Rincon, Julio Torres 
see 


Torres Rincon, Julio. 


Rincon, Luis Orellana y 
see 


Orellana y Rincon, Luis. 


Rincén, Manuel. 

BS gnarl Nese Bian detiiente 0 eo 

imparciales, d imputaciones 

7 gain que el escelentisimo sefior 

= -Ork nso de ara Se faoces 
[7 rl marzo de 

oficina del cindadano A. 

"aamaeaaene fold. tab. —y 


et 

relativos al anteriot manifiesto” : 1 |., 108 p. 

1, Mexico—Hist.—1821-1861. 2. Gémez Pedraza, Manuel, 1789-1851. 
21-11735 

Library of Congress F1232.RS6 


Rincba, Manuel. 





“Documentos justificativos”: 139 p. 


1, San Juan de Ulda. 2. Vi Mexico ( )—Freach 
py ‘era Crus, City invasion, 


Library of Congress 


(Tipo-litogratia de Chofré y comp.; 1897. 
ix, 266 p,21 Mus 2. 


1, Mantla—Soc. life & cust. 1 Title. 


S16 14 


Library of Congress Dg688 M2RS 








Rincon LIBRARY OF CONGRESS 
Rineén, Manuel Maria. Rineén Gallardo, Carlos, duque de Regla. 

Cinco meses en Mindanao; operaciones en 1886-87 ; cartas El carro mexicano, por d. Carlos Rincén Gellardo...  Mé- 
“Diario de Manila” por su corresponsal M. M’*. Rineén. “Stasis xico, Porrda hnos, y cia., 1939. 
1 Tipo-litografia de Chofré y compafifa, 1894. xrxi, ,8;, 204, (4) p. front, illus, plates, ports, diagra 234°. 

ix, 182p.,.2L 16". presenta obra ... bien la segunda ecicién de mi! 


‘ la puede lamarse 
Edition of 100 copies, not for sale bro. La equitacién mexicana,” —p. (xxxttl, 


1. Philippine islands—Hist 1. Title. 1 Mesenmenstap. 2. Horses, 3% Bull-fights. 4. Mexico—Soc. life & 
1 Title. 


1—20888 
A1—2442 
Library of Congress DS675.R57 Library of Congress SF300.R56 1939 
yadibdl, 4le2, 788.2 
Rineén Gallardo, Carlos, dugue de Regla. 


R . nel Manganas y peales a la xvi edicién del Diccionario de la 


.-» Romances de ciego; galeria neg P tipos Academia esi "oces i 
pafola, su vocabulario de equitacién. Voces igno- 
>. Tilustraciones de A. Villegas y J. de Ve- radas. Decires y refranes del charro mexicano. j México ° 
asco. 1. ser. Manila \Chofré y comp. 1896 Méjico? Por d. Carlos Rincén Gallardo... Certa prdiogo del 
xiii, (15)-89 p, 21. ius, 18°. licenciado Francisco J. Santamaria. México, Libreria y pape- 


At head of title: Manuel M.* Rincon. leria de A. Pola, 1939. 


@, 1) p. 2port. 17° 
1. Spanish a 1 Academia espafiola, Madrid. 
Diccionario de ia lengua castellana. 
1. Title. 
42-12890 
24-3267 Library of Congress PC4#625.A32R5 
Library of Congress PO8897.RARG 1896 2 798.2808 
Rincon, Ramon Leocadio Bonachea y _—‘Biinetm Gallardo, Jaime. a 
Lépez del ... La eatipulacién por otro en el nuevo Cédigo civil; tesis 
que para obtener el titulo de licenciado en derecho presenta el 
see alumno Jaime Rincén Gallardo. México, D. F., 1934. 


: ‘ Sp 24m. 
Bonachea y Lopez del Rincon, Ramon At head of title: Universidad nacional autémoma de México. Facul- 
Leocadio. tad de derecho y clencias sociales. 


1. Contracte—Mezico. 1 Title. 


Library of Congress co 


Rincén Galvis, Mario. 

Curso de contabilidad mercantil americana, por Mario Rin- 
cén Galvis ... Bogoté, Colombia, 1940. 

Sp.l,7o0mb.. forms 33)”. 


Rincon, Tomés Zepeda 
see 


Zepeda Rincon, Tomas. 


1. Accounting. 


0-20077 
Library of Congress HFS651. R48 
Copyright A-——Foreign 49396, 
2, 657 
Rinedn Calcafio, Graciela. i 
.. Al amor de la tierra, poemes... Caracas, Tip. La Nacién, Rineén Jinénes, Jéeus 
. see 
S2p 24. (Biblioteca femenina venesolans ;vol. 5°. 1;) 
At head of title: .. Graciela Rincéo Calcafio (Rgié mediavilia) Rinc6n, Jesfis. 
“Publicaciones de la Asoriaciéo cultural interamericana.” 
1 Asoctaciéa cultural loteramericana. mm. Tite 
42-2100 
Library of Congress PQ840.RATAT 
2% a6 
Rincon d‘Astorga, Emanuele Rincén Lascano, José. 
Gioacchino Cesare, barone . La alcaldesa de Hontanares ; comedia en tres actos, 
escrita en 





prosa, con 
por el maestro Antonio Rinoén ... Madrid, Libreria de In 
viuda de Pueyo, 1917. 
3p. 1, D-222 p. illus. (imel. music) ; 203-211 p. (music) 19™. 
At head of title: José Rincém Larcano, Eduardo Montesino« 
Advertising matter: p. (21-222. 


Astorga, Emanuele Gioacchino Cesare 
Rincon d', barone, 1681-1736. 


1. Montesinos Léper, Eduardo, 1868- joint author. u. Title 


A 19-144 


Title from Leland Stan- ford Jr. Univ. Printed by L. C. 
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Bincén Lazcano, José. 


... Espigas de un haz; drama en tres actos fl 
Madrid, Editorial Pueyo, 1920. —— 


Sp. 1, 43-247 p. 19™. 


pr. EF. Pay hee de camino, compuesta ... por el maestro 
1. Title. 
Library of Congress PQ6633.1SE7 1920 — 
Copyright D $5632 12 
Rincén Rozas, Sail. 


. Ana Josefa; novela real colombiana de costumbres boy- 
acenses. Tunja, Boyacé, Colombia, S. A., Editorial revolu- 
cionaria, 1935. 


Sp. 1, 208, 2, p. port. 169°. 


37-80699 
PQ8170.R4BAR 
2 868.6 


Library of Congress 


Rineén y Miranda, Manuel. 

Tratado de legislacion de edificios y construcciones para uso 
de los tribunales, jueces abogados y agentes de negocios ... por 
Manuel Rincon y Miranda ... Mexico, Impr. de I. Cumplido, 
(873, 


1%4p. 1°. 


1, Butiding laws—Merico. 1 Title. 
2420683 
Library of Congress TH230.R5 
ya4ibl, 
Rineén y Miranda, Manuel. 


Tratado de legislacion de edificios y construcciones, apoyado 
en el Cédigo civil vigente, para uso de los tribunales, jueces, 
ae 7 ae © moe por Manuel Rincén y 

2.ed. México, J. Rincén, 1907. 


3p. l, S-158 p. 23". 


1. Bullding laws—Merico. L Title. 


Library of Congress 2) 


Rincones, Pedro Rafael. 
General Gomez’ leadership in Venezuela, by Pedro Rafael 


Rincones, consul general of Venezuela in New York. (New 
York, 1927, 
ap 2. 
1. Gomes, Juan Vicente, pres. Venezuela, 1850- 1. Title. 
23-1236 


Library of Congress F2325.06368 


Rincones, Salustio Gonzélez 


Gonzflez Rincones, Salustio, 1666. 


























Rinde, Herman. 
The distribution of the sizes of particles in gold sols pre- 
red according to the nuclear method ... by Herman Rinde ... 
Os ppsala, Almqvist & Wiksells boktryckeri-a.-b., 1928. 
2 p. 1, 226 p. 11. incl, illus, tables, diagrs. 254°. 


L diss. —Upsala. 
Biblisgraphy  p. (223;-226. 


1, Colloids. 2. Gold. 1. Title: Gold sols. 


29-2202 


Library of Congress QD549 RSs 


Rindell, Arthur, 1852- 

Om jordens formiga att upptags och kvarhilla vatten. Af 
Arthur Rindell. Kejserlige senatens tryckeri, 
1915. 


Mp. 11 ius, 2469". 


1, Sot! motsture. 


v8. non. tom. Library 
for Library of Congress 


S6R47 
adibl, 
Rindell, Arthur, 1852- 
Om utspiidd saltsyras inverkan p& mjilksocker ... 
singfors, J. C. Frenckell & son, 1881. 
Np. 24. 
Akademisk afhandling—Helsingfors 


Hel- 


1. Lactose. 


Library of Congress QP701L.RS8 


Rindell, Arthur, 1852- 


Siidesproduktionen i Finland och grund villkoret for 
dess ékande, af Arthur Rindell. Helsingfors, Séder- 
strém & c: 0 (1917; 


S8p. 225. 


1. Seeds. 2. Agriculture—Finland. ,2. Finland—Agriculture, 


Agr 22-116 


Library, U. S. Dept. of Agriculture 61R47 


Rindell, Arthur, 1852- 

Ueber léslichkeitsbestimmungen in der 
mie ... von Arthur Rindell. Helsingfors, 1910 

@ p. 2". 





1. Solution (Chemistry) 


Agr 12-1571 
Library, U. S. Dept. of Agriculture 395R47 
ra2sely 
Rindell, Arthur, 1852- 
Untersuchungen tiber die léslichkeit einiger kalkpb 





aes — J. Simelii aes eae -actien- 
gesellschaft, 1899. 
3p.1, 41 p. illus. alt 





Errata phe 


1. Phosphates 
12-13003 


Library of Congress ‘S647 RS7 


CATALOG OF PRINTED CARDS 


Rindell, Edvard, 1858- 

Framstillning af de férnimsta teorierna om det ko- 
miska, ett bidrag till estetikens historia. 1. Jean Paul och 
— Héijer ... Helsingfors, J. C. Frenckell & son, 
1882. 


1p.1,@p. 21. 
Akademisk afhandling—Helsingfors. 


The. 2. Richter, 


ic, in Paul Friedrich, 1763-1825. 3. 
Halies ‘Sealers Karl Henrik, 1 


18-10637 


Library of Congress PN6149 PSRS 


Rinder, Edith Wingate, ed. 

Poems and lyrics of nature. Edited, with an introduction, 
by Edith Wingate Rinder. London, New York, W. Scott, 
limited ,1894, 


aivip. 11, 2783p 149%. (Helf-title: The Canterbury poets) 


1. Nature in poetry. 2. English poetry (Collections) 1. Title. 
112448 
Library of Congress PN6110.N2R5 
188f1, 


Binder, Frank. 

The book sales of 1902 with tabulated prices, by Frank 
Rinder; together with some notes by W. Carew Hazlitt. 
London, The Savile publishing company, limited, 1903. 

“4 p. 32°. (On cover: The Burlington series for collectors. no. 1) 


N f important i record prices”; with 
tabulated data for 1 Seti primed books Z lecwened of qroerions 
works. 3. Fine 4 over £400. 5. Origi rs, etc. 
6. Printed books, £50 or more. 7. N: century first ions. 

if in the Burlington magazine {: 

No more 

1. Books—Prices. 1. Hazlitt, William Carew, 1834-1913. 1. Burling- 
ton magazine for connoisseurs. 1" Title. 

3-17630 Revised 

Library of Congress Z1000.R5S 
Rinder, Frank. 


D. Y. Cameron ; an illustrated catalogue of his etched work, 


, Frank. 
D. Y. Cameron ; an illustrated catalogue of his etchings and 
dry-points, 1887-1932. With eg essay and descripti 
notes on each plate by Frank Rinder. Glasgow, Jackson, Wylie 


copies numbers 201 to 600 form the ordinary edition. This copy is sum- 
21 


Fl etchings have nll been reproduced by photogrevure.”—Pub. note. 
“First edition under the title of ‘D. 
i, ot his etched wor! 





‘ameron, Sir David Young, 1866- 1 Tithe 
A 34-1085, 
Title from Grosvenor Libr. NE2210.C3R5 
Library of Congress (NE2210.C3R5 1982) 
3 
Rinder, Frank. 
D. Y. Cameron; reproducti with d notes by 

gd RT he my | cuales 


1 Cameron, Sir David Young, 1865- 


NE2210.C3R52 
a 


Library o: Congress 


197 





io pom 1—12535 
a34b1), 

Rinderknecht, Hane Jakob. 

Zwingli verlag, 1986. 


2p1, 7-188 ies, diagrs 21°. 


At bead of title: Hans Jakob Rinderknecht und Konrad Zeller. 
“Hinweis auf einige bécher” : p. 120-183. 


1. Religions education. 1 Zeller, Konrad, joint author. m. Title. 


‘87-21867 
Library of Oongress 


Coprright A—Foreign 


BV1594 RAS 
85812 

a 
Rinderknecht, Hans Jakob. 
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hana 30. TARA 
Library of Congress PTSOOO.RGLS 1928 
Copyright A—Foreign 73 
ah 
Ring, Barbra, 1870- 


.. En Mand. Kristiania, H. Aschehoug & co. (W. Ny- 
gaard) 1923. 
201,20, Mm 


A novel. 
1. Title. 
358 
Library of Congress PTO9SO.R6M3 1923 
Copyright A—Foreign 23467 
12) 
ae yo 
Giggs medaljong. Oslo, H. Aschehoug & co. 
(Ww. Nypuerd) tee 
S15 p. 2”. 
. Tithe 
08208 
Library of Congress PTesO. ReMES 1988 
Copyright A—Foreign 41548 
2 oo mB 
Ring, Barbra, 1870- 
. Minder og smaa bekjendelser. Oslo, H. Aschehoug & 
co., 1929. 
=2p =. 
Portrait om cover. 
Preceded by Dengang da jeg var pige. 
“ 30-0085 
Library of Congress PTSOOO.ROZS2 1929 
Copyright 4—Foreign 6612 
ca 


Ring, Barbra, 1870- 

--. Nu. Oslo, H. Aschehoug & oo., 1980. 
wap ne, 

A Dovel 


1 Tithe 
Library of Congress 
Copyright A—Foreign 


PT 8060. RENS 1980 = aie 

orzs 

2 ap aan 

Ring, Barbra. 
Peik, av Barbra Ring 


houg & co. (W. ratty 3 
Spl, d-105p illus 1~. 


2 oplag. Kristiania, H. Asche 


M3012 
Library of Congress 
bad ney ng ok 1909; A—Foreign 669; 11. Aschehoug 
Ring, Barbra, 1870- 


Peik, by Barbra Ring; translated from the Norwegian by 
Lorence Munson Woodside; with illustrations by Robert Law- 
son. Boston, Little, Brown, and company, 1932. 


5 p. 1, 3-268 p. incl. illus, plates. front, pl. 20". 


1. Woodside, Lorence Munson, tr. m. Title. 


Library of Congress PZT.RAT2Pe — 
—— —— Copy 2. 
Copyright A 55487 (3343, 839.8296 
Ring, Barbra, 1870- 

-. Redharen. Kristiania, H. Aschehoug & co. (W. 
Nygaard) 1913. 


2p.1, 8p. 189°. ker. 1.35 


1. Title. 


Library of Congress 
Copyright A—Foreign 8985 


Ring, Barbra, 1870- 
... Den rette. Kristiania, H. Aschehoug & co. (W. Ny- 
gaard) 1912. 


2p1,17 p 19>. ker. 280 


1. Title. 
13-1700 
Library of Congress 
Copyright A—Foreign 6689 
Ring, Barbra. 
... Biebes Star. Kristiania, H. Aschehoug & oo. 
(Ww. Nygard) 1910. 
29.1, 19 1™. kr? 
10-274 


Library of Congress 


N 1910; 2c. Nov. 25, 
Ooms bcos Chrisienia, 


1910; A—Foreign 217; H. Asche 





Ring, Barbra, 1870- 
Séstre. Kristiania, H. Aschehoug & co. (W. Ny- 
gaard) 1922. 


Zp. lL, 42p 2. 


A novel 
Preceded by Kredsen. 


1. Title. 
Library of Congress 
Copyright A—Foreign 


PT89S0.R6S6 1922 
21245 


Ring, Barbra, 1870- 


Das spiel auf Ladeby; roman. Miinchen, A. Langen, G. 
Miiller, 1940. 


S11, 1, p. 199". 
we ye pA ST ES 


ue 


1 Boor, Bilen de, tr. um. Tithe. 


41-85408 
Library of Congress PT8060.R6L44 
Copyright rr ‘830 236 
Ring, Barbra, 1870- 
it To. Kristiania, H. Aschehoug & co. (W. Nygaard) 
2p1,22p. 2. kr. 1050 
A novel. 
1, Title. 
Library of Congress PT@9SO.R6TSS 1920 — 
Copyright A—Foreign 17486 
2 
Ring, Barbra, 1870- 
.. To aar efter. Kristiania, H. Aschehoug & co. (W. Ny- 
gaard) 1908. 
Lp b, 10 p. 18y™. 


Sequel to Aune-Karine Corvin (1907) 


1. Title. 
ad 
Library of Congress PTSUO.ROTO 1908 
Copyright Res. no. 2277 a38b1, 


Ring, Barbra, raed 
srrgian, bf 3 Bibel Aap sated by Dor 

Ne by J. Aspinall, ill 

othy Hardy. New York, Frederick A. Stokes company, 1927. 

5 p. 1, 3-167 p. incl. plates. col. front. 214”. 


t Aspinall, J. L. Bthel, tr. om. Title. 


Library of Congress 
Copyright A 906064 


aa 8 
ingerne og andre barn. Kristiania, H. Asche 
ent “Ww. Nygeard) 1907. 
2p.1, 1p. 19™. 
us Tana” Giseni Bnet ae oat Rede 


0g prinsessen.— Brona. 


Library of Congress (Copyright 1907 Res no. 1379) 
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Ring, Barbra, 1870- 


.. Under seil. Kristiania, H. Aschehoug & co., 1916. 
2p.1, 20p. 2. 
A novel. 
1. Title. 
81-21082 
Library of Congress PTSOOO.ROU4 1916 
Copyright A—Foreign 14430 839.8236 


Ring, Barbra, 1870- 


a Fy ono 


2p.1,279p. am. 


Kristiania, H. Aschehoug & co. (W. 


A novel 

1. Title. 

Library of Congress PTS9SO.R6US 1924 
Copyright A—Foreign 25945 

2 
Ring, Barbra, 1870- 
Veien. Kristiania, H. Aschehoug & co. (W. Ny- 

gaard) 1917. 

+2p.1,34p. 21". ker. 6.50 

A novel. 

1. Title. 

18-1130 

Library of Congress PTOISO.R6V4 1917 
Copyright A—Foreign 14960 
Ring, Barbra, 1870- 


Das verlorene herz; dem Ky gh ~ 
Barbra Ring nacherzihit Mon Bickel Gi vielen 
bildern von graf F. Schaffgotech. rads Sabueg, A. Fane (1000, 
56 p. lus. col. plates. 21x 1779". 

Illustrated t.-p. 


1 Ginskey, Stefanie. 1. Title. 
Library of Congress 


PT34. ROS 
Copyright A—Foreign (24228 
a 


... Vi som vandrer. Oslo, H. Aschehoug & co. (W. Ny- 
gaard) 1926. 

2p.1, 271 p. 209". 

A story. 

1 Tithe. 

275063 

Library of Congress PTSOOO.RGVSS 1098 

Copyright A—Foreign ‘57388 
a 
Ring, Barbra, 1870- 
Vildbasser. Kristiania, H. Aschehoug & co. (W. 

Nygaard) 1906. 


2p.1,@p. im. 


Cowrewrs —Jensemands fgrste bal —Bedstemors blomster —Hos tante 
Py Fiskestangen —Karis geburtsdag —Miss Rosa 


17-261 
Library of Congress 
Copyright 1906 Res. 


PTSOSO.RGVS 1906 
no. 674 
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Ring 
Ring, Barbra, 1870- 

Zwei jahre spiter; hil berechtigt 
fibersetzung von Cliire Greverus Foy  Winchen, A. 
Langen (1912, 

199, (typ 1S. (Kleine bibliothek Langen, bd. 112). M. I 

1. Migen, Clare Greverus, tr. 11. Title. 

Library of Congress . 
Copyright A—Foreign 5948 

Ring, Basil, pecud. 
tae 
Beaun, Wilbur, 1896- 
37-28084 


Library of Congress a, 


‘Ring, Clark Lombard, 18¢2- 


A weed of the Ring family, a. p. 1631 to . o, 1028. .n. p., 
19281, 


ap a. 
Author's name op cover. 


1. Ring family. 1. Title. 


Library of Congress CBSTLASS 19m8 


Ring, David. 
Three thousand exercises in arithmetic. By David 
Ring. Baltimore, The author, 1843. 


Library of Contes QA101. R58 


an so. .»» Baltimore, The author, 1843. 
-., QA101, R561 
— Key Vy a ndix. By David Ring... Phila- 
delphia C. & iddle, 1847. 
Bp iy 
1. Arithunetic— Problems, exsrcises, ete. 
Library of Congress QA101. R583 


Ring, Edger E. 
see 


Maine. Forest commission. 


Ring, Elizabeth. 

The progressive ve movement of 1912 and third party move- 
ment of 1994 in Maine, by Elizabeth Ring. Orono, Me, 
Printed at the University pres, 1988. 
at oF 22y”. (On cover: University of Maine studies 

20 

‘The Maine bulletin. vol. xxxv, no. 5. 

Bibliography p 64-66. 

1. Political parties—Maine 2 Progressive party. 8 Maine—Pol & 
govt) st Tithe 

‘827764 

Library of Congress 7Kz000.M2 1988 

421, 208 











1. Jewe—Law. 2 Law—Amyria. & Law, Hittite. 1. Tith 
4141679 
Library of Congress 2) 
Ring, Emaneel, 1870- 
.. Stockholm, V. Pettersons 
Racin Meatetiaiticiahun wi al erihy ) 1922, 





azxiv p11, 515 p. 24. 


Akademisk avbandling—Lund 
“Aafted Winerater’ p. araati 
“anford "sp. dixp-exsl. 


1, Jewe—Law. 2 Jews—Polltical and social conditions. 1 Title. 
(Pull nome: Gustaf Emanuel Teofilas Ring, 


87121 


Library of Congres= BM646.R5 1922 28 


Ring, Felix J. 

Windfall, by Felix J. Ring. Philadelphia, Dorrance and 
company ,*1939, 

2p. 2. 


Ring, Frank. 


How to examine for life insurance. By Frank Ring ... St. 
Louis, C. D. Willcox, 1901. 


3p 17. 


1. Insurance, Life—Medica) examinations. 


Library of Congress FG 8886.R5 a 
Copyright a32d1, 
Ring, George Cyril, 1890- 


Gods ~f the Gentiles; non-Jewish cultural religions of an- 
tiquity (by, George C. . Ring Milwaukee, The Bruce pub- 
lishing company (1988; 


xvi, 349 p. tilus. (incl. map, — plates, diagr. 2247. (Hal/-title. 
and culture series ; Joseph Hussiein .. general editor) 
Bibliography p. 830-343. 
1. Religions—Hist. 1. Title. 
Library of Congress BL96 RS 
—— — Copy 2. 
Copyright A 122851 rflg2, 20 


Ring, Grete. 
Beitriige zur geschichte niederlindischer bildnismalerei 
» 15. und 16. jahrbundert, von Grete Ring. Leipzig, 
E. A. Seemann, 1913. 


vili, 173 p. 26°. (On cover: Beitrige cur kunstgeschichte. nf, xt) 
‘eters in part as the anthor’s inaugural rel dincortation, Megsich, 1912, 

‘Anhang 2. Verzeichnis der im text erwahnten Tiederlindischen bild 
nisse”: p. 1132)-173 





1, Portrait painting—Netherlands—i |) ~ 
15-21850 


Library of Congress NDISIO.RS 





LIBRARY OF CONGRESS 


Ring, Gustaf Emanuel Teofilus 


Ring, Emanuel, 1879- 


Library of Congress 


— Harry Philander, 1857- 

oe logy of the descendants of Jere Foster Ring, and 
Phebe Ellis or Weld, Maine, published by Harry P. Ring. 
Wilton, N. H., 1931. 


cover-titie, 43, p. porte. 15°. 


1. Ring family (Jere Foster King, 1800-1869) 
Library of Congress CST1.R58 1981 
2 


Ring, Henry Franklin, 1852- 

The case plainly stated, by H. F. Ring. Joseph Fels fund 
edition. (Cincinnati, 191-1, 

cover-title, 24 p. 10)". 


Beet canteens of 5 he nate of eat value taxation Benes ty 
Henry George in bis Progress and poverty. of. Prefatory 


1. George, Henry, 1839-1897. Progress and poverty. 2. Single tax. 


L 
ca 20-640 Unrev'd 

Library of Congress HBIT71.G3R5 
;Ring, Henry Franklin, 1852- 

The problem of the unemployed; a work on political 
economy, in which an attempt js made to show the underlying 
cause of involuntary idleness ‘and the failure of wages to 
keep pace with the Lee of 
wage earners. Anonymbus. The cama edition ... ,Hous- 
ton! Tex., *1905, 

vil, 20 p. 22". 

“For private circulation only.” 

1. Economics. 2. Unemployed. 

Library of Congress 
—— —— Copy 2 
Copyright A 1258 





1. Title. 
HBIT71.7.B5 


(r83g2, 


(Ring, Henry Franklin, 1552-1915. 

The of the unemployed. Anonymous ... 2d ed. 
Houston, Tex., The Problem of the unemployed publishing co., 
1915. 





4p.L,277p. 21 fronts (ports) 19°. 
1. Economics. Usemployed—U. 8. 8 Machinery to industry 
4 tase, Nationaiization of. 1 Title. 
88-14007 
Library of Congress HBIT7L7.R5 1015 
2 330.1 

Ring, Herman Anakreon, 1859- 

Skansen och Nordiska museets 4 Djur- 


ez skildrade och beskrifna af — A. Ring. 
tockholm, Samson & Wallin ,1893, 


10 p, 1 L ite 2m 
1. Stockholm. Nordiska museet 


Library of Congress AMIOL S73RS 
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Ring, J., pseud. 


see 


Gjerlgw, Mons Klingenberg, 1850- 


17-22494 


Library of Congress 





Ring, John. 
I am; or, 4 ae of creation and salvation me « 
y John Ring - 
cago, fil, 8. B. Shaw, 1906 
Mip. 2. 
6-19426 
Library of Congress (Copyright A 85326) 


Ring, John, 1752-1821. 

An answer to Dr. Moseley, containing a defence of vac- 
cination. By John Ring... London, Printed for J. Mur- 
ray, 1805. 

vii, V1 p. 2. 

No. 2 in a collection of pamphlets lettered: Cow pox tracta. 3. 


1. Moseley, Benjamin, 1742-1819. 2. Vaccination. 


7-32536+ 


Library of Congress RM786.C83 


Ring, John, 1752-1821. 
An answer to Mr. Goldson; proving that vaccination is a 
t security against the small-pox. By John Ring ... 
don, J. Murray, 1804. 
iv, 43,0, p. 2 


Vaccination 


1 2. Goldson, William. 
to vaccination 


Cases of smal! pox subsequent 


35-36061 
Library uf Congress 
——— Copy 2 


UMT786.R56 


Ring, John, 1752-1821. 


A treatise on the cow-pox; containing the history of 
vaccine inoculation, and an account of the various publi- 
cations which have appeared on that subject, in Great 
Britain and other parts of the world. By John Ring ... 
London, J. & T. Carpenter ete.) 1801. 

2. col. front. (v. 2) col. pl 22™ 
ii, 495 p.; 


Paged continuously; v. | 
xxi, thy 


lpk v. 2: 1 p. 1, vi, 497-1037, 


1 Vaccination 


8-20629+ 
Library of Congress RM786.R58 
Ring, Laurence Elmer, 1903- 

Airports in Canada and Newfoundland ... Washington, 


U. S. Govt. print. off., 1990. 


i, 4p. 269". (U8. Bureau of foreign and domestic 
(Dept. of commerce) Trade information bulletin, no. 716) 


At head of title: LS. B. Senne ¢ aoe RB. P. Lamont, sec- 
retary. Clarence M Young, assistant secretary for seronautics. Bo- 
reau of foreign and domestic commerce. director. 

“By Laurence E. Ring, Aeronautics trade division.”—p. + 
Selected reading list on Canadian climate”: p. 46. 


1. Alrports—Canada. 2. Airports -Newfoundiand. 


80 26888. 
Library of Congress HF106.C285 no. T16 
— ——— Copy 2 ‘TLT25.RS 
(3085, (882.081) 20.15 





ame! Laurence Elmer, 1 
ae a in Ttaly 
/ 1930. 


|, Bp. “tet tables. 24™. 


sate, U. 8. Govt. print. 


(U. 8. Bureau of foreign and domestic 


fralien boundart 
- zation (Ministerial decree of May 2, 
Extract from = 1 eo ot = —s 
fated Hen nd 11, 1925, 








jure 
Royal decree no. 854, 


ataty 
Livesey of Congress Hien C288 20.721 30-—27067 
—— —— Copy 2. TLT26.1 SRS 
(3145, S877 
Ring, rs, Lina Barbara (Taylor) 
Aesculapius, a one-act play, by Barbara Ring Boston, 
Walter H. Baker company 1930, 
4p. 19° 
1. Aesculapius—Drama 1. Title, 
84—29500 
Trary of Congress PS3585.175A7 1980 
Copyright D pub. 81 bl, 8125 


Ring, re. Lina Barbara (Taylor) 

North flies south; Pan American comedy in one act, by Bar- 
bara Ring. Boston, Mass., and Los Angeles, Cal., Baker’s 
plays ,°1941, 


38p. 19°. (On cover: Baker's plays for amateurs) 
1. Title. 
41-7115 
Library of Congress PSS535.175N6 1041 
2) 812.4 


Ring, Barbara. 


The $100,000 club paper, a comedy in one act, by Bar- 


bara Ring Boston, W. H. Baker company, 1922 
4p 19% 
1. Title 
22-15769 
Litwary of Congress PS3S3S.17506 1922 
Copyright D 61608 12) 


Ring, Mrs. Lina Barbara (Taylor) 

.. Simon Bolivar, the Liberator; a pageant drama, by Bar- 
bara Ring Shortened form of pageant presented on Pan 
American day by the city of Miami, April 14, 1932. Wash- 
ington, D. C., Distributed by the Pan American union ,1934, 

1p. 1, A-E, 28 numb. 1. 28%, 

At head of title: D. A. 34. 10. 

Mimeographed 


1. Bolivar, Simén, 1783-1880—Drama. % Pan American union. 
m. Title. 
3432500 
Library of Congress F2235.3.R56 
12) 7916 


Ring, Mrs. Lina Barbara (Taylor) 
Three plays under three flags: A bit o’ dimocrasy, Monsieur 

Tytgat, Are all men like that! By Barbara Ring. Boston, 

Walter H. Baker company ,°1928, 
117 p. 19. 


1. Title. u. Title: A bit o' Gimocrasy. mi. Title: Monsieur Tytgat. 
tv. Title: Are all men like that? 


Library of Congress PS3535.175TS 1928 
Copyright A 3786 2) 
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Ring, M. A., company, Chicago 


A Century of progress homes and furnishings; Dorothy 
Raiey, editor. Chicago, Ill, M. A. Ring company 1934, 


1 p. L, 5-127, (1) p. tilus. (imel. plans) 279". 


On cover: A Century of progress homes and furnishings, as ex- 
hibited at the world's fair, Chicago, 1934. 


1. Architecture, Domestic— 


2. Architecture, 
and plans. 3. How 


Domenie. 
by ee S. 4. Chicago. Century 


international eapauiien 1988-1984 1 Raley. #  oroth vy. ". Pe Title. 
Library of Congress NATIOR. ES elec 

ono Gy 8 

Copyright A 75118 (36u5, mT 


Ring, Mary Ignatius, sister. 

Villeneuve-Bargemont, precursor of modern social Catholi 
cism, 1784-1850 ,by, Sister Mary Ignatius Ring ... Milwau- 
kee, The Bruce publishing company ,°1935, 


xxxili, 265 p. front. (port.) pl., fold. maps, one a oe fold. tal 


tab, 22. 
oo Setence and culture series, Joseph Huasiein 


general edi. 


ieiiaiiaiganiaiiés writings”: p. 10-11 


1, *Villeneuve-i argemon, Alban, vicomte de, 1784-1850. 2 Econom. 


iee—Hi'st. 3. Sociology, Christian—Catholic authors. 4, Poor. 
35574 
Library of Congress F598 VSR5 
(42g, 923.344 


Ring, Max, 1317-1901. 


Die deutsche kaiserstadt Berlin und ihre umgebun; 
Geschildert von Max Ring ... Leipzig, H. Schmidt & 
C. Giinther, 1883-84. 


2. in 1, illus., plates (part double) ports. 37°. 
1, Berlin. 

21-12391 
Library of Congress DD&860.RS 


Ring, Max, 1817-1901. 
Fiirst und musiker. 
Berlin, O. Janke, 1869. 


dv. 18". 


Zeitroman von Max Ring ... 


1. Title. 


21-22345 
(871, 

Library of Congress P2457 R4FS 1869 
Ring, Max, 1817-1901. 


Fiirst und musiker. 
New- York, G. Munro ,1882, 
73 p. 32°. 


Zeitroman von Max Ring ... 


(Die deutsche library, bd. 3, no. 106) 


1. Title. 


Library of Congress ieee 


Copyright 1882: 12761 


PT1332.D4 


(Ring, Max, 1817-1901. 
Das haus Hillel. Historischer roman aus der zeit 


der zersté Jerusalems, von Max Ring ‘lew York, 
G. Munro ;1881, 
7S p. 32°. (Die deutsche library, bd. 1, no. 10) 
1. Title 
17-7778 


Library of Congress 
Copyright 1881: 9655 


PT1332.D4 
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Ring, Max, 1817-1901. 
John Milton and his times. An historical novel. By Max 
F. Jordan With i - 


1. Milton, Joh, in Siction, drama, poetry, etc. 1 Jordan, F., tr. 
nu. Tithe. 
741060 
Library of Congress PZB.RATA 
at), 


Ring, Max, 1817-1901. 

John Milton and his times. A historical novel in - ey 
by Max Ring. Translated from the German by Rev. 
Jefferson Second edition ... Manchester, London, Jenn 
Heywood, 1889. 


472 p. front. (port.) 184". 


1. Milton, John, tn-fiction, drama, poetry, ete. 1. Jefferson, John, 
tr. 


A 40-448 Revised 
Newberry libra: 
for Library of Congress 


Ring, Max, 1817-1901. 


Prince and musician; from the German of Max Ring. 
Tr. by Hettie E. Miller. Chicago, Donohue, Henneberry 
& co. (1892, 


NY p. front. plates. W™. (On cover: The optimus series. no. 2) 


1. Milled, Hettie E., tr. 
ca 9-S486 Unttev'd 


Library of Congress PZ3.R4724P 


(Copyright 1892; 18690) 


Bing Masinilien "Berard Jeequesdoneph Mamrmnen 


; ae 8 celtiques de |’Alsace; suite de méimoires pré- 
sentés au comité de la Société pour la conservation des 


-sonuments historiques, & Strasbourg. 2. éd. Stras- 
bourg, G. Silbermann, 1861. 
2p.1, 37, chp. Mol fol 
1-15 


Library of Congress 


Ring, \N ) de, baron. 
. Le traité de Tanenarive. 


: Extrait de la ‘‘Nouvelle 
revue’’ du 15 novembre 1895. 
1895. 


Dijon, Impr. Darantiere, 


Ip t,7p. 24" 


1. French in Madagascar. 2 Madagascar—Hist 


Library of Congress DT469. MURS 


Ring, Nancy MeNeir, 1902- 


The religious affiliations of our presidential assassins by, 
Nanev MeNeir Ring St. Lonis? 1929, 


3p. 1. 2-52 nomb. 1 Pres 

Thesis (uw a)—St ~~ university, 1929. 

Vite 

Type written 

Contents John Wilkes Booth —Charies J. Guiteau—Leon Frans 
Crolgosa,—John Schrank —Bibliography (leaves 50-51) 

1. Booth, John —— 1838-1865. 2 Guitenu, Charles Julius, 1841- 
1882. 3. © Leon Franz, 18737-1901. 4. Schrank, John Flam 
mang. 1876- 5. Lincoln, Abraham, pres. U 8. 1800-1865. 6, Garfield, 
James Abram, pres. U. 8. 1831-1881. 7 McKinley, Wittiam, pres. U. 8., 
1843-1901. 8. Roosevelt, Theodore, pres. 1858-1919 1. Title. 

32-20174 

Library of Congress HV627S. RSS 1929 

3 023.4173 








Ring 


(Ring, Ole, 1842-1910. 

Brev til en bonde om politik og kongens veto af Janus 
(peeud., Drammen, I kommission hos C. Jensen, 1880. 

6p oe. 


1. Norway—Pol. & govt.181¢-1906, 2. Veto. 1, Title. 
22-17408 Revised 
Library of Congress INT4@1. RS 
cr2TH2, 
Ring, Orvis 
see also 


Nevada. Dept. of public instruction. 


Ring, Paulene Foster. 


The children’s poets, dramatic readings ,by, Paulene Fos- 


ter Ring. Boston. R. G. Badger ,“1929, 
Mp. 19 
1. Authors, American. 2. Authors, English. 3. Children’s plays 
Title. 
™ 4020 
Library of Congress Pso6 RS 
Copyright A 19040 (303; 
Ring, Thomas. 
In the toils, by Thomas Ring. London, New York, 


F. T. Neely (1898, 
S71 p. 19). (On cover: Neely's choice library, no. 79) 
Running title: Duress. 


ca 9-485 Unrev'd 


Library of Congress PZ3.R4726 1 
° (Copy right 


1898: 6171) 
Ring, Thomas. 
Das lebewesen im rhythmus des weltraums 
widen Ieneke vobeepeneit 1939, 
288, \1,p. diagra 21”. 
Conrests.—_Der irrgarten des astrologischen problems. -Die briicke 
swiecben und 


Stuttgart, 





1. Astrology. 2 Biology. & Rhythm. 4 Reproduction. 1. Title. 
41-2088 
Library of Congress QHM9.RS 
Copyright A—Foreign 46498 
i 520.1 


Ring, Thomas. 

.. Der mensch im schicksalsfeld. Stuttgart, Berlin, Deut- 
sche verlags-anstalt ,1941, 

0, 1) p. diagrs. 204". 


L. Pree will and determinism 2 Necessity (Philosophy) 1 Tithe. 
41-11881 
Library of Congress BJ1668. BS 
2 us 


LIBRARY OF CONGRESS 





Ring, Thomas. 

.. Das ry ein organi j eine gestaltth isch 
untersuchung. Stuttgart, Berlin, Deutsche verlags-anstalt 
(1939, 


196, (1; p. diagra 214". 


1. Solar system. 2 Astrology. 3. Planeta. 1 Tithe. -o 
Library of Congress QRSO2.RS 
Copyright A—Foreign 4054 
12 520.1 
Ring, Viktor, 1857. ed. 
Ihe rechtsprechung in aufwertungssachen, grundsiitsliche 


ent-cheidungen des Reichsgerichts und der ped wy mem hte; 
aut grunl amtlichen materials breg. von Viktor Ring 
1. jahrgang, 1926- 
Berlin, F. Vahlen, 1926- 
¥. 25. weekly 
“brag. von he "a Ring 


Jab und Rudolf Harmening”. 
Vote 4 and Hae ismued in fase 


1. Law reports, digests, etcGermany. 2 Currency question--Ger- 
many. 3 Finance—Germany-—Law 1. Germany. Retchagericht. 
u. Germany. Courts, om. Title. 

334536 

Library of Congress 2) 


Ring, Viktor, 1857- 

las Reichsgesetz bhetreffend die kommanditgesell 
schaften auf aktien und die aktiengesellschaften. Vom 
18. juli 1884. Evliutert von Viktor Ring ... 2. vollig 
umgeath. auf, Berlin, C. Heymann, 1893. 


7—1386 


Library of Congress 


Ring, Walter, 1892- 

Kolonisationsbestrebungen Friedrichs des Grossen ain Nie- 
derrhein. Mit einer karte von Cleve und Mérs und 6 abbildun- 
gen im text Von Walter Ring Duisberg, Buchdr. 
Dietrich & Hermann, 1917. 

104, 2) p. Mes, map, diagrs 224° 


Inaug.diss — Bonn. 

Lebenslauf 

“Renutate iiteratur”: p 108-104 

1. Agricultural colonies— Rhine province a. Foe ry colonies — 
Kleve (Duchy) 3. Agricultural colonies—Mora (Grafschaft) t Fried. 
rich mt. der Grosse, king of Prussia, 1712-1796. ° Title 


Library of Congress HDIMNGGSRS 191T 381. TEBOeMZ 


Ring, Welding, 1846- 
... Export opportunities in the Far East and Austral. 
asia, by Welding Ring ... New York city, Ed 


The Ring. v. 1- Feb. 15, 1922- 
New York |The Sportsmen's publishing company, ete., 1922 


’ Mus 


Editor: Feb 1922 


304" monthly 


N. 8. Fleischer 


1. Boring—Pertod. 


mB 10133 
Library of Congress GVUIGRS 
Ring der flieger 
see 
Ring deutscher flieger. 
Ringberg, Abdiel Fredrik. 
On quadrattabellernas bruk till rotutdragning. 


Lund, Tryckt uti Berlingska boktryckeriet, 1852. 
1p. 1, 49-56 p. 23" 


Inaug.-dis —Lund 


1. Square root 





4263671 
Library of Congress QAII9.RS8 
Reference cara 
Ringbolt, Captain, pseud. 
Sailors’ life and sailors’ yarns. 1847 
see 
Codman, John, 1814-1900. 
Library of Congress , 
Ringbom, Anders, 1908- 
ve Uber die ung des b fiir die fallungs 





departinent, West side Y. M. C. A., 1915. 
cover-title, 14p, 11 23%. 


At head of title: Foreign commerce courses, John Franklin Crowell, 
director, Lectures on exporting. 


U ee (Par East) East (Far East)—Comm— 
U 's 3 U.S. —C — Australia. 4 Australia—Comm.—U_ 5. 
' Yous men's Christan associations, New York. West side 
nu. Tit 


1$-S389 


Library of Congress 
Copyright A 393819 


HFSIIORS 


Ring, Welding, 1846- 

Selling in foreign markets, by Welding Ring; one of a 
series of lectures especially prepared for the Alexander 
Hamilton institute. New York city, Alexgader Hamilton 
institute, ‘1912. 


16 p 1 illus. (port) 219° 


1. S.—Comm 1. Alexander Hamilton institute, New York. 
"Title 
12-2241 

Library of Congress 


A 3203 


HF%029 R6 


Copyriaht 


ng einiger anionen, von Anders ‘in. 
Abo, Abo akademi, 1934. 


142 p. incl. tables, Ly =) 244 
matica et physica. 


DithUograpbical foot-notes. 


(Acta Academiae aboensia Mathe- 


1. Volumetric analysis. 2. Lead nitrate, 
|Full name: Anders Johan Ringbom, 





AC3ST-2180 
Joho Crerar library 
for Library of Congress [48262435 vol. 6, no. 5) 
a (067.25 
Ringbom, Lars ove, = 
4 “inland, peykologisk Leni 
Stockholm, A. Bonnier 1918; 
1429. 2”. 
At head of title: Lars Ringbom. 
1. Fintand— Hist —Revobution, 1917- 1. Tithe. 
22-1782 
Library of Congress DK499. RS 








Ringbom, Lars Ivar, 1869- 

Kampen om illusionen i maleriet ; studier i maleriets viisen 
och utveckling, av Lars-Ivar Ringbom ... Abo, Abo akademi, 
1931. 

240 p 
vat) 


16 pl.on 81 24". (Acta Academiae sboensis. Mumaniora. 


1. Art--Paychology. 2. Esthetics. 1. Title. 

ACU 
Tithe | Ly yinesten Univ 
Libra: Congress {A8262.43 vol. 7,00. 7) 


Ringbom, Lars Ivar, 1869- 
The renewal of culture, translated from the Swedish by 
G. C. Wheeler, with « preface by Prot. E. A. Westerma ‘estermarck. 
London, G. Allen & Unwin, itd. ,1929, 
Sp. @222p, 11 20. 
“riret publlabed ta Finiand in 1925 under the title ‘Kultorens 
frnyelse’ 


1. Social . © 2%. 
1. Wheeler, Belaia Chair William Camden, tr. u. Title. 





Library of Congresr HM101.R5 


13243, 


Ringdal, Kari Henrik Berg, 189¢- 
Om det attribute adjektivs position i oldnorsk prosa med 





et henblik pas setningsrytmen, av Kari Ringdal. Kristiania, 
Ik hos H. ug & co., 1918. 
1p 2". (Bidrag ti | nord lolol ev tuerende vad Kr 


79. ¢ 
stiania universitet. Utg. av Magous Olsen. 


Icelandic and Old ane p leagungee—atjaation 2. Icetandic and 
ou Norse ianguages— W: 


Tle 


Library of Congress PD2.B55 oo. 


—_ Arthar. 
h in abwiisserkandlen und andern 
hre ames und beseitiguag, von 
poe A. =" Diisseldorf, E. Lintz «.-g. 
1°1932, 
— ios, diagrs, 24°. 
" signed : Prof. dr-ing. J. Brix. 
“beset Mterature”: p. 186, 





an 





. Title. 
1, Sewergas. 2. Sewerage, 1 20-19005 
Library of Congress TDOOO.RS 
Copyright A—Foreign 17002 
2; 628.23 


Ringel, Frederick Julius, 1904- ed. 

America as Americans see it, edited by Fred J. Ringel ; illus- 
trated by over 100 American artists. New York, Harcourt, 
Brace and company ,1932, 

xvill, 365 p. front., ttus. (incl. fecsim.) plates, porte. 22°. 

“Firat edition.” 


1. U. S.—Civilization. 2 U. 8.—Roc. condit 1. Title. 
32 — 26808, 
Library of Congress 160.1 R6B 
— —— Copy 2 
Copyright A S221 w?, 73 


Ringel, Karirobert. 
.. Warenclearing ; entwicklung und bedeutung der ee 
m 








ion ii 
dipteoreetaowiet dr. ‘Karlrobert Ringel ... mit einem poe Me 
von professor dr. Karl Lier. Berlin, J. Berger ,1938, 





Mp dagre Wr zum ” heraus- 
geber ... Wilhelm Rais. nf ") 
“LAteraturverseichois” : p. 50-62. 
1 Foreign exchange 1 Tithe. 
42-5804 
Library of Congress GS851 BS 
2) 


CATALOG OF PRINTED CARDS 


Ringelbergh, Joachim Sterck van, 14997-1536! 
The celebrated treatise of Joach. Fortius Ringelbergius De 
ratione studii: tr. from the edition of van Erpe. by G. B. Earp 
London, Printed for Simpkin and Marshall; ,ete., ete, 
1830. 
x, 4), IT1 p. 18y* 


‘The appendix comprises the Latin original of the chapters omitted tp 
the translation 


1. Learning aud scholarship. 1. Karp, George Butler, tr 


6 2960) 
Library of Congres« LBATS. RAE? 


38b1-, 


Ringelbergh, Joachim Sterck van, 1499-15361 

The celebrated treatise of Joach. Fortius Ringelbergius De 
ratione studii: w vend eppndin pW by G. B. 
Earp ... with preface and W. H. Odenh ‘a 
Philadelphia, os and Hart, 184° 

a1, (13,108 p 19". 

om: fo cane on mate, ty Sinemet wh ae 
College “ite, and other books on study. 
‘ eerie Williom Hoary, isi7-1879, = 





rp, George Butler, tr. u. Oden 


6 20061 
Library of Congress 


<_< Gagy 8. 


LBATS. RAE 
130], 


Ringelbergh, Joachim Sterck van, 14991-15361 


Toach. Fortii Ringelbergii, et Des. Erasmi Roterodami, 
De ratione stpdii ... Lugduni Batavorum, ex officina 
Ioannis Maire, 1642. 


276 p. 1N™. (With Vossius,G. J. Tractatvs dvo. Amstelodami, 1656) 


Leaning ont and _scholarshi 1 & Seanes Desiderius, d 1536. De 
codes studi. 1. Title De cotlene 6 


26-M8 


Library of Congress ACI4.V76 


Ringelbergius, Joachimus Fortius 
see 


Ringelbergh, Joachim Sterck van. 


Ringeibergius, Joann Fortius 
see 


Ringelbergh, Joachim Sterck vane 


Ringeling, Gerhard, 1887- 
.. Karges land, roman. Berlin, Wichern-verlag, 1939. 
235, 1) p> 1". 
“Erste aufiage 1980." 


+ 0-115 
Library of Congress PT2B5.16TKS 1989 
Copyright A—Foreign 43642 
2 3.91 





Ringelmann 
Ringelmann, A FY. 
Beitriige zur hichte der Uni itat Wirzburg 
in den letzten zehn jahren, wens dr. A. F. Ringelmann .. 


Wiirzburg, Gedruckt bei C. 
buchdruckers wittwe, 1835. 


Dp 255" 


At head of title: Zum jubel-feste der treuen Bayern am 12”* october 
1835 bringt die Konigtiche umiversitat Wartburg ibre huldigung dar 


. Becker's universitits- 


1 Wurzburg Universitat—Hist 


E 14655 


Library, U.S. Bur. of Education LF3170.R47 


Ringelmann, Maximilien, 1861- 
Aménagement des fumiers et des purins, par Max 


Ringelmann ... Paris, Librairie agricole de la Maison 
rustique, 1913. 


2p 1, 187 p illus. 18. (Nouvelle bibliothéque du cultivateur) 


1. Manures. 2. Manures, Liquid 


Agr 14-38 


Library, U.S. Dept. of Agriculture $7R47 


Ringelmann, Maximilien, 1861-1931. 

Aménagement des fumiers et des purins. par Max Ringel- 
mann 2 4dition revue et mise au point par P. Verchére 
Paris, Librairie agricole de la Maison rustique, 1934. 


227 p. illus. 189". (Nouvelle bibliothéque do cultivateur) 


1. Fertilizers and, manures. 2. Manures, Liquid, 1. Verchére, Paul. 


aay 67 3R47 
t 1 


re 


Library, U. 8. Dept. of 


Ringelmann, Maximilien, 1861- 
Appareils de culture mécanique avec treuils et cables. 


(Resultats d’essais) diagrs. 
Ann. Inst. nat. agron. sér. 2, tome 12, p. 299-343. Paris, 1913. 
1. Motors. 
Agr 14-300 


Library, U. S. Dept. of 
18 


Agriculture 


Ringelmann, Maximilien, 1561- 

Asséchement des terres par les saignées souterraines, par 
Max Ringelmann ... Paris, Maison rustique, 1929. 

9 p. 11. Mus, diagre, 19, 


1. Drainage—France 


Agr 30-516 

Library, U. 8. Dept. of Agriculture S4R47 
2 
Ringelmann, Maximilien, 1861- 
De Ja compression des fourrages. 
Ann. Inst. nat agron. 0. 16, 1697-1900, p. 203-216. Paris, 1901. 
1. Hay. Baling. 
Agr 13-082 


Library, U.S. Dept of 
13 


Agriculture 








Ringelmann 


Ringelmann, Maximilien, 1861- 
Essai sur !’histoire du génie ruval. illus. 


.S oem 5 9 weet AP, 
. 195-217, 261-367; 






129- ~ 






1 ; tome 7, 
D. 239-324; tome 61-129, 239-274; ‘om 9, p. 65-202, 293-327; tome 10, 
M4 107-147. Paris, 1903-11. 


1. Agriculture. History 


Agr 13-483 


Library, U.S. Dept. of Agriculture 


Ringelmann, Maximilien, 1861- 

a sur l'histoire du génie rural, par Max Ringel- 
man aris, Librairie agricole de la Maison 
rentlgn 1905, 

v. illus. 259" 


Reprinted from Annales de l'Institut national agronomique 


1. Agricultural engineering. History 

Agr 11-124 

Library, U.S. Dept. of Agriculture 290R47E 

Ringelmann, Maximilien, 1861- 
Essais de rouissage du lin. 


de M. Emile Feuillette) 
Fernand de Condé. illus. 


Ann. sci. agron. année 30 (sér. 4, année 2) sem. 2, p. 225-264. 
Paris, 1913, 


(Procédé bactériologique 
Par MM. Max Ringelmann et 


1. Flax. Retting 1. Condé, Fernand de, joint author. 


Agr 13-2057 
Library, U. S. Dept. of 


7 7 


Agriculture 


Ringelmann, Maximilien, 1861- 
. Essais des machines agricoles, par Max Ringelmann 
Paris, Typographie Chamerot et Renouard, 1900. 
Bp 6plon3l 2m 


At head of title: Société raiensie » Cegriankare de France 
Extrait du tome cxt des Mémoi: 


1. Agriculture. Implements and machinery 
Agr 7404 


Library, U.S. Dept. of Agriculture S@R47E 


Ringelmann, Maximilien, 1861- 
Etude des hi destiné 
cines et des tubercules. diagrs. 


Ana. Inst. nat. agron. m0. 7, 1881-62, p. 317-378. 





a la préparation des ra- 


Paris, 1883. 


1. Agriculture. Implements and machinery. 2 Root and vegetable cut- 
ter. 


Agr 13-684 
Library, U. S. Dept of 


Agriculture 


Ringelmann, Maximilien, 1861- 


Foisonnement vertical des sols sous l’action des machines et 


instruments de culture, par M. Ringelmann ... et J. Bourdelle 
« illus., diagrs. 
Ana. agron.n.s. année 1, p. 82-98. Paris, 1931. 


1. Bolla. e - Agee =" 2. (Tillage— Effect on soll, 1. Bourdelle, 
Jacques Pierre. joint author 
Agr 31-045 
Library, U. 8. Dept. of Agriculture 14AnTSA année! 
5 a 


LIBRARY OF CONGRESS 


Ringelmann, Maximilien, 1861- 

Génie rural appliqué aux colonies, cours professé a 
Ecole nationale supérieure d’ a coloniale, par 
Max. _ Imann ... ouvrage contenant 955 figures, dont 
525 sd ‘apres les dessins de |’auteur. Paris, A. 
Chal bod, 1908. 


4p. 1, 698 p. illus. 254°. (Bibliothéque d’agriculture coloniale) 


1, Agricultural engineering 2. Agriculture—Tropics. 


811499 
1908 Res. no. 1629) 


Library of Congress S675 RS4 
(Copyright 


Ringelmann, Maximilien, 1861- 


Le génie rural et la guerre de 1914-1916. illus., diagrs. 
Ann. sci. agron. année 32 (sér. 4, année 4) p. 296-381. Paris, 1915. 
1. Agricultural engineering. 
Agr 23-1094 
Library, U. S. Dept. of Agriculture i4An75 année 32 
18 7) 
Ringeimann, Maximilien, 1861- 
L’homme considéré comme moteur. illus., diagrs. 
Ana. Inst. nat. agron. sér. 2, tome 23, p 10-36. Paris, 1930. 
1. (Man as a machine, 
Agr 31-568 


Library, U. 8. Dept. of Agriculture 105.3 In8 sér. 2, tome 23 
Library of Congress (S5.P3 ser. 2, no. 23) 


1 2(f) 2 


Ringelmann, Maximilien, 1861- 

. Logements des animaux ... Par Max Ringelmann 
Paris, Librairie agricole de la maison rustique, 
22. 


4v, illus, 18°. 
tion de Henry Sagnier) 


Cowrents.—it. 1) Principes généraux. —it. m Ecuries, étables et mt 
Bergeries, porcheries.—it. £¥) Basses-cours, chenils, ruchers, magnaner' 


(feuds bibliothéque du cultivateur, pub. sous la direc- 


1. Farm buildings. 

Agr 20-264 Revised 
Agriculture 296R47 
1r22b2) 


Library, U.S. Dept. of 


Ringelmann, ange 1861< 


Les machines a ..» par M. Ringelmann ... 
Paris, Hachette et c*, 1888-93, 
Sy. 311 ila, 15, 


Vol. 1: 2. 4d, rev. ot angm. 
Cowrarra. —1. oér. Caters, copemeperpent stestn 1808.—2. ode. Pre- 
paration des récoltes. 1688.—3. eér. Machines Giverses. 1890. 


1. Agricultoral machinery. 


e400 
Library of Congress 8675. R57 
Ringelmann, Maximilien, 1561- 
Les machines de la ferme. diagrs. 
Ann. Inst. nat. agron. sér. 2, tome 14, p. 97-127. Paris, 1919. 


Sujet traité en quatre conférences, les 4, 5, 6 et 7 juim 1919, 4 l'Univer- 
sité américaine établie au camp de Beaune (Céte ) 


Library, U. S. Dept. of Agriculture 1053 1In8 sér.2, tome 14 


1. Agricultural machinery. <1. Farm implements and machinery, 


Agr 22-965 


18 a 








Ringelmann, Maximilien. 

Machines employées en agriculture ned Vélévation 
des eaux, par Maximilien Saptmens on Ti Bu- 
reau de |’Industrie laitiére, 1489. 

2p.1,40p. illus. 2 

1. Hydrauli ing. 2. Pui 

ydraulic engineering. imps. Agr 5-043 





Library, U. S. Dept. of Agriculture 290R47. 


Ringelmann, Maximilien, 1861- 


Te matériel agricole & l'Exposition de 1900, par Max 
Ringelmann... Paris, V* C. Dunod ,ete. 1901. 
2p. 1, 224 p. 363 illus. 30° | 


4 Aaviedhant machinery. 2. Paris. Exposition universelle, 1900 
1. Title 
" . 3—22628 
Library of Congress S678. P3 | 


a22cl 


Maximilien, 1861-1931. 
Mesure des densités apparentes des terres (poids d'un dé- 
cimétre cube de terre en place) par M. Ringelmann ... et J. 
Bourdelle. illus. 


Ann. agron. n.s. année 1, p. 495-504, Paris, 1931. 


1. Sotls. (1. Soll density, 1 Bourdelie, Jacques Pierre, 1908- { 
Jjotot author. 
Agr 82—150 
. of agr. Library MAnTSA annéel 
by Library of Congress (S5.A67 5.6, 00.1) 
5 yad0e1, 


Ringelmann, Maximilien, 1861- 


Note relative aux tracteurs agricoles. illus. 
Ann. Inst. nat. agromn. sér. 2, tome 11, p. 223-241. Paria, 1913. 
1. Traction engine 

Agr 13-176 


Library, U. S. Dept. of 
18 


Agriculture 


Ringelmann, Maximilien, 1861- 
, Note sur les machines pour pseudo-labours (scarifica- 
teurs, extirpateurs, 8, P s) illus. 


Ann. Inst. nat. agron. sér. 2, tome 15, p. 5-31. Paris, 1914, 





2 feuingricntersl machinery. 11, Farm implements and machinery 
15-373 
Library, U. S. Dept. of Agriculture “e 
7 8 
Ringelmann, Maximilien, 1861- 
Notes sur les tracteurs. 
Ann. Inst. nat. agron. sér. 2, tome 13, p. 247-274, Paris, 1918. 
1. Traction-cngines. 
Agr 22-96 


Library, U S$. Dept. of Agriculture 105.3 1n8 sér. 2, tome 13 
18 a 











Maximilien, 1861- 
Recherches sur les métaux employés dans la construc- 
tion des machines agricoles. illus., diagrs. 


Ann. Inst. nat. agron. tome 16, p. 205-248. Paris, 1924. 


1. Agricultural machinery. (1. Farm implements and machinery, 
Agr 25-51 
Library, U. S. Dept. of Agriculture 105.3 1n8 +.18 
ty 12; 


Ringelmann, Maximilien, 1861- 


Recherches sur les moteurs animée. Essais des beufs 
de travail. illus. 





Ann. Inst. nat. agron. sér. 2, tome 6, p. 243-279. Paris, 1907. 
1. Energy production in animals. 2. Draft animals 
13-685 
Library, U. S. Dept. of Agriculture 
“4 
Ringelmann, Maximilien, 1861 
Recherches sur les moteurs animés. Travail de 
Vhomme. illus. 
Ann. Inst. nat. agron. sér. 2, tome 12, p. 1-40. Paris, 1913. 
1. Energy production. 2. Haulage 
Agr 13-1827 
Library, U.S. Dept. of Agriculture 
18 
Ringelmann, Meataiiien, 1861— 
La section d’ tion de ique agricole. Legon 
d’introduction tke le 19 in 1920. 
Aun. Inst. nat. agron. sér. 2, tome 15, p. 109-147. Paris, 1921. 


1, Agricultural machinery. ,1. Farm implements and machinery, 
Agr 22-967 
Library, U. S. Dept. of Agriculture 105.3 1n8 sér.2, tome 15 
18 a 


Ringelmann, Maximilien, 1861- 
Sur les essais des machines agricoles. 
Ann. sci. agrom. année 43, p. 35-44 


1. Agricultoral machinery. (1. Farm implements and machinery, 


Agr 26-1720 
Library, U. 8. Dept. of Agriculture 14An75 sunée 43 


Maximilien, 1861- 
Les travaux de la ferme. diagrs. 


Ann. Inst. nat. agron. sér. 2, tome 16, p. 97-160. Paris, 1922. 


Agricultural laborers—France. ~ —— labor—France, (2 
Pak, . 13. Horse labor, 2, 3. Agricul 


Agr 237 
Library, U.S Dept. of Agriculture 105.3108 sér. 2,1. 16 
1 2 
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Ringelmann, Maximilien, 1861- 
Travaux publiés par M. Ringelmann. 


Ann. Inst. nat. agrom. sér. 2, tome 1, p. 388-391. Paris, 1903. 


Agr 13-686 
Library, U.S. Dept. of 


1 


Agriculture 


Ringelmann, Richard, 1889- ed. 
Die b hrift 
das Haussteuergesetz nebst allen einschlii 





vom 8. april 1935; 


Ringer 


Ringelmann, Richard, 1889- ed. 

.. Urkundensteuergesetz vom 5. mai 1936 nebst durch fiih- 
‘imm von dr. Richard . und dr. 
Fritz Freudling ... 2., verm. und verb. aufl. Miinchen und 
Berlin, C. H. Beck, 1940. 


xv, 767 p. 164°. (Beck'sche kurz-kommentare. bd. 21) 





mit a von dr. Richard Ringelmann v. und dr. 


Andreas Leisner ... Miinchen, C. H. Beck, 1935. 

iv, 26 p. 16. 

1L po yt oy ge Law. 2 Real property—Bava 1. Lels- 
ner, Andreas, joint ed. n. Bavaria. Laws, statutes, — nr. Title 

37-23565 

Library of Congress (2) 836.2200433 

Ringelmann, Richard, 1889— ed. 
y ger Z vom 8, april 1935, nebst voll- 








bek inlei erlauterungen und sach- 
verzeichnis von dr. “Richard Ringelmann .. Miinchen, Beck, 
1936. 
iv, 316 p. 16". 


1. Industrial laws and legisiation—Bavaria. 2. Taxation—Bavaria— 
Law. 1. Bavaria. Laws, statutes,ete. wu. Title. 


38-20855 


Library of Congress ey 


Gheam, Sle, m- ed. 
nebst 


Finfiih 





u den 
coemmaatan vom 1, dezember 1936 und | durchfdhrangs. 
bestimmungen, von dr. Richard Ringelmann ... und dr. Fritz 
Freudling ... Miinchen und Berlin, C. H. Beck, 1937. 

xi, 469 p. 161", (Beck'sche kurz-kommentare, bd. 22) 


1. Corporations—Germany—Taxation. 2 Taxation—Germany—Law. 
1, Freudling, Fritz, jointed. mo. Germany. Laws, statutes, etc. FA Title. 


37-29824 


Library of Congress 2 886.210043 


Ringelmann, Richard, 1889- ed. 


ss 





nebst den 
realsteuergesetzen vom 1. dezember, 1936 “und Gebiudeont- 
schuldungsteuergesetz mit ausfiih: riften von dr. 
Richard Ringelmann ... und dr. Fritz Freudling ... Miinchen 
und Berlin, C. H. Beck, 1938. 


xii, 002 p. 164. (Becksche kurz-kommentare. bd. 24) 


1. Taxation —Germany—Law. 2. Real property — Germany. ts 
Freudiing, Fritz, joint ed. a. . Lawa, statutes, ete. rm. Title. 
39-16808 


Library of Congress 12, 


Ringelmann, Richard, 185°- ed. 

Urkundenstevergesetz vom 5, mai 1936, nebst durchfiih- 
rungsbestimmungen, von dr. Richard Ringelmann ... und dr. 
Fritz Freudling Miinchen und Berlin, C. H. Beck, 1936. 


xii Dp 167° (Beck’sche kore-kommentare in Baumbach'secher 
edaenguedas bd. 21) 


1 Stamp-duties— Germany 


1, Freudiing, Fritz, jolot e/. m Ger 
mans. Laws, statutes, ete. st. Title. 


37-24976 


Library of Congress 12, 336.27 


213 


1, Stamp-duties — Germany. 2. Legal documents — Germany. L 
Freudling, Fritz, joint ed. om. Germany. Laws, statutes, etc. mz. Title. 
41-12010 
Library of Congress 2 
Ringelinatz, Joachim, pseud. 
nee 
Bétticher, Hans, 1883- 
31-1506 rev. 
Library of Congress rSle2, 
Ringenbach, 


.. L’assistance médicale en Indochine. Hanoi, La 
Revue indoe hinoise, 1918. 


cover-title, 11 p. diagrs. 24°" 


1. Medicine—Indo-China, French. 1. Title. 


22-3857 


Library of Congress R6ILRS 


Ringenson, Karin Elisabet. 


Etude sur la palatalisation de k devant une voyelle 
antérienre en francais, par Karin Ringenson. Paris, 
B. Champion, 1922. 

viii, 160 p., 21. illus, vi fold. maps. 23°. 


Added t. ii Almavist & Wiksells i) 
and note Tee ete Ciosee tent ia te) an 


1. French la —Consonants. 2. French language—Phonetics. 
1. Title. 1. Title slatalisation de k. 


23-3652 Kevised 
Library of Congress PC2105.R5 
11241) 
Ringenson, Karin Elisabet, 1886— 


Le rapport d’ordinaux et de cardinaux dans les expres- 
tions de la dale dane les langues romanee, per Karin Ringeo- 
son. Paris, E. Droz, 1934. 

ip, —— 1. 2. 
Printed in 
At bead of titles Publié & aide d'une subvention du Humanistike 


“Liste des textes consultés” : p. 8-8. 


1. oan language... Nemesaie, 2. Grammar, Comparative and 
pe -Numerels. 1. Title. 
36-12475 
Library of Congress PC185.15 
2 470.56 


Ringer, Paul Henry, 1880- 


Clinical medicine for nurses, by Paul H. Rin 
Philadelphia, F. A. Davis company ; ete., ete., 1918. 
viii, 236 p. illus, diagrs. 20. 


1. Nurses and nursing. 2. Medicine. 1. Title. 


18-21912 
Library of Congress RT6S.RS 


Copyright AS06478 








Ringer 


Ringer, Paul Henry, 1880- 
Clinical medicine for nurses, by Paul H. Ringer... 2d rev. 
ed. Philadelphia, F. A. Davis company, 1924. 


5,306 ‘thus, diagrs 20°. 


1. Nurses and nursing. 2 Medicine. 1 Title 


Library of Congress RTOORS 1024 


Copyright A 807626 r4lel, 
Ringer, Paul Henry, 1880- 
Clinical medicine for nurses, by Paul H. Ringer... 3d rev. 
ed. Philadelphia, F. A. Davis company, 1929. 
=, 330 p. Mus, diagrs, 20". 
1. Norses and norsing. 2. Medicine. 1, Title. 
27525 
Library of Congress RTGO.RS 1929 
Copyright A 12861 * 
Ringer, Sydney, 1835-1910. 
A handbook of therapeutics, by Sydney Ringer ... 7th ed. 
New York, W. Wood and company, 1879. 
xii, 647, ;1;p. diagr. 22". 
1. Therapeutics. 
4140042 
Library of Congress RMI01L.R5 1879 
2 


Ringer, Sydney. , 

A handbook of therapeutics. By Sydney Ringer ... and 
Harrington Sainsbury ... 13th ed. New York, W. Wood and 
company, 1897. 

xi, 7446p. 22". 


1. Therapeutics. 1 Sainsbury, Harrington, joint author 


Hie9 
Cv b- National inst. of health Tibrary 
lor Library of Congress a30d1, 
. 2 aarg.; jan. 1898-dev. 1899. Kristia- 
tin, S. & J. Sorensens bogtrykkeri, 1896-99. 


2+. tus 27. weekly. 
i 8 . 1898- 1899, Si Then —, 1899, Carl Narup. 
Edison “7 -3 July gurd July-Dec. 


ed. 1. Narup, Carl Georg Nicolai Hansen, 
1226087 


Ibsen, Sigurd, 1859- 
184d. 


Library of Congress AP4S.R5 


Ringertz, Nils, 190s— 

.. Pathology of malignant tumors arising in the nasal and 
paranasal cavities and maxilla, by Nils Ringertz. Helsingfors, 
Mercators tryckeri, 195%. 

x, 065 p. tilus., plates, fold tab., dicers 
laryogologica. Supplemwentum xvi) 

At head of title: From the Department of pathology, Sabbatsherg’s 
tal, Stockhotm. ‘ 

“theta Karolinska mediko-kirurgiska inst, Stockholm. Without 


"Translated by Sire ii. Frey 
References” : p. ;390,-405, 


24". (Om corer: Acta ote 


1 aieadiniam 2 a eniian 3. Histology, Pathotagicat 
1. Frey, Fru Helen, 1907- 
Full name: Nite Ohof Ebbe Kincerte, 
AC3—2766 
Joho ¢ 


‘rerar brary 
for Library of Cougrem 


LIBRARY OF CONGRESS 


Ringgold, Cadwalader, 1802-1867, comp. 


Correspondence to accompany maps and charts of Cali- 
fornia, by Commander Cadwalader Ringgold ... ,Washing- 
ton? 18517, 

Bp. 29" 


The maps and? chart« were published. Washington, 1851, _—— a 4 
A series charts, with satling directions, embract is of 
Farationes, entrance to the bay of San 


1. San Francisco bar. 2. California—Deser. & trav.—Maps. 





B-IRNST 

Library of Congress VMS. Cone 

(aRSb1, 
Ringgold, Cadwalader, 1802-1867. 

Defence of C der Cadwalad Ringgold, before 
Court of inquiry, no. 2, convened at Washington city. 
Read by Hon. Charles M. Conrad, November 27, 1857. 
Washington, Printed by L. Towers, 1857. 

@p. 2™ 

1. Conrad, Charles Magill, 1804-1878. 

13-8745 


Library of Congress 
Copy 2. 


E182.RS8 





Ringgold, Cadwalader, 1802-1867. 


Memorial of Commander Cadwalader Ringgold, United 
States navy, to the Congress of the United States, 
praying to be reinstated on the active list of the 
service; together with correspondence between the 
secretary of the navy and himself. Washington, 
Printed by J. T. and L. Towers, 1856. 


oa 


45 p. 
ca 11-1557 Unrev'd 

Library of Congress V63.R6A3 

= By 1802-1867. 


sailing directions, embracing surveys 
bays 


Ringgold, Cadwalader, 
A series of charts, with 


Suisun bay, confluence and deltic Sacramento 
and San Joaquin rivers, and the Secramento river (with the 
middle fork) to the American river, incl the cities of 
Sacramento and Boston, state of California) By Cadwalader 
Ringgold - nen es Printed by J. T. Towers, 1851. 


Pacific coast coast (U. 8.)  caaiaass & trav. — 
Maj 3. Pilot guides—San hy ALR 





13— 23867 
Library of Congress VEOS.C2RS 1851 
-— Copy 2. 1371, 
Cadwalader, 1902-1867. 


A series of charts, ‘with sailing directions, embracing 
surveys of the Farallones, entrance to the bay of San 
Francisco, bays of San Francisco and San Pablo, straits 
of Carquines and Suisun Bay, confluence and deltic 
branches of the Sacramento and San Joaquin rivers, and 
the Sacramento River (with the middle —— 4 = ay Amer- 


ican River, including the cities of ind Boston, 
state of California. By Cadwalader Ringgold. 3d ed., 
with additions. Washington, Printed by J. T. "Towers, 
1852 
pe 8 8 pl. (ine! pitgat) 8 fold 2. 
‘acific coast (U. S.) 2. California—Deser. & trav — 
Maps. 3. Sea San Francisco Bay 


esol! 


Library of Congress Fae. SiseRs 


Ringgold, Cadwalader, 1802-1867. 

A series of charts, with sailing directions, embracing surveys 
of the Farallones, entrance to the bay of San Francisco, bays 
of San Francisco and San Pablo, straits of Carquines and Sui- 
sun bay. confluence and deltic branches of the 
an! Sun Joaquin rivers, and the Sacramento river (with the 
middle fork) to the American river, including the cities of 
Sacramento and Boston, state of California. By Cad 
Ringgold ... 4th ed., with additions. Washington, Printed by 
4. T. Towers, 1852. 

45 front. plates. 6 fold. maps, 29". 


First published 1851 
1. Pilot guides —Dacitic const (U8) 2. Callfornia—Deser. 
&trav —Mayps 4% Milor guides—San Francisco bay 


1023104 


library of Congress VKS6.C2RS 1852b 
éat, 


214 





Cadwalader, 1902-1867. 

A series of charts, with sailing directions, embracing 
surveys of the Farallones, entrance to the bay of San 
Francisco, bays of San Francisco and San Paulo, straits 
of Carquines and Suisun Bay, confluence and deltic 
branches of the Sacramento and San J oaquin rivers, and 
the Sacramento River (with the middle fork) to the 
American River, including the cities of a a 
Boston, state of California. A Cadwalader Rin; 

i 


5th ed., with additions. Washington, Printed 7 7. 
Towers, 1852. 
8p front. 7 pl., 6 fold. charts. 18)™. 
1 iict pebtee—"Posite coast (U.S) 3. California—Descr. 
&trav—Maps. 3. Pilot guides—San Francisco Bay 


13-23666 


Library of Congress VKE.C2RS 1852 





Ringgold, George Hay, 1814-1864. 

Fountain Rock, Amy Wier, and other metrical eon Ty 
George Hay Ringgold ... New York, W. A. Ti and 
company, 1860. 


240 p. incl. frent. 204°. 


1. Tithe. 
AR 


HE Huntingtoa library | 
for Library of Congress ya4ibd1, | 


(Ringgold, Jacob, 
Lord Jacquelin Burkney, the Whitechapel terror, 
“Rodissi” ipseud New York (The Anton pui pilahing 
co.) 889, 
152 p. 18™. 
' 
Library of Congress PZ3.R474SL - 
(Copyright 1889: 1990) 
Ringgold, James Trapier, 1852-1898. 
Index to Maryland decisions from first Harris & 
to sixty-first Mary! reports, i Bland & Johnson. 


. Baltimore, J. Murphy & co., 1886. 
xxxiy, 1155p. 23°. 


1 Law reports, digests, ete. —Maryland—Inderes. & Maryland. 
Courts. 
88-10851 
Library of Congress 
—— —— Copy 2. | 
Copyright 1886: 19402 1 


Ringgold, James —_ 1852-1898. 
The legal —- and character. 
=. Id ... attle te Creek, Mich.; International reli- 
gious ‘association, 1894 1894. 
viii, 252 p. 199. (On cover: aiden liberty library. no. 22) 
p. 1-2 wanting 


By James 


644455 Revised 
Library of Congress 


Ringgold, James Trapier, 1852-1898. 

Sunday. Legal aspects of the first day of the week. 
By James T. Ringgold ... Jersey City, N. J., F. D. Linn 
& co., 1891. 


xxii, 21 p. 20" 


1 Sunday legislation—U. S. 
Library of Congress 

Copy 2 

1891; 39944 


1$—22175 


Copyright 





s24fly 











Ringh, Christiaan de, 1883- 

Vad bij het len en kweeken van cactussen 
en overige vetplanten ... door Chr. de Ringh ... Utrecht, 
J. van Druten ,1929, 


118 p. Mus. 19°. 
Interleaved : p. 96-118. 





1. Cactaceae. 2. (Succulent plants, 
Agr 30-676 
Library, U. 8. Dept. of griculture 9OR47 


5 
ct 


Ringhieri, Innocenzio, ff. 1550. 

Cento givochi liberali, et d’ingegno, nouellamente da m. 
Innocentio Ringhieri ... ritrouati in dieci libri descritti ... 
Bologna, A. Giaccarelli, 1551. 

4p.1, 162 numb. 1,11 21", 


Title vignette. 
1. Games. 
529222 
Library of Congress GV1471.R58 
(a3idl) 


Innocenszio, fl. 1550. 


Dialoghi della vita, et della morte. Composti per M. 
Innocentio Ringhieri gentil’ hvomo bolognese. Bologna, 
A. Giaccarello, 1550. 


i2p.1, 13, hp 197. 
Title vignette (Giaccarello’s device) repeated on last page. 


u Title. 
21-9258 
Library of Congress PQ4632.R35 
Ringhoffer, Karl, 1854-1906, ed. 


Bernstort! papers; the life of Count Albrecht von Bern- 

storff, by Dr. Kar] Ringhoffer ; tr. by Mrs. Charles Edward Bar- 

rett-Lennard and M. W. Hoper, with an introduction by the 

Right Hon. Sir Rowland Blennerhassett, bart. In two volumes 
... London, New York ,etc., Longmans, Green, and co., 1908. 

3 hen of ee eae. Aus dem nachiass des 

rafen Albrecht v. Berastorff .. seiner gemahlin Anna geb. fretin von 


Koenneri oennerits. fires. ‘ron Kart Ringer Berlin, 1906. (xv, @87p.) of. 
wey 1) and Kayser, 


CATALOG OF PRINTED CARDS 


Ringholz, Odilo. 


Geschichte des fiirstlichen Benediktinerstiftes U. L. Fr. 
zu Finsiedeln unte r abt Johannes tvon Se’ pane. 1298- 
1227. Mitb r beriic igung des schwyzerisch- 
elaledetn’ schen marchenstre ites (1114-1350) Mit ur- 
kundlichen und artistischen beilagen. Von p. Odilo Ring- 
holz, o. *. 8. Einsiedeln jete., Benziger & co.; New-York 
sete.) Benziger brothers, 1888. 


vii, 1), 297 p. illus, fold. pl, fold. map. 234° 














Beilayen” > p. 181-264. 
915648 
Library of Congress 
Ringholz, Odilo, 1852-1929. 
... Geschichte des firstlichen Benediktinerstiftes U. L. F. 
von E del lfahrt, propsteien, pf 
bri itsungen, mit besond ‘ 
tur-, rechts- und wirtscha: 


i 1. bd. (om ble 
Meinrad bis zum jahre 1526.) Mit 171 illustrationen im 








karte des stiftagebietes und seiner , 2 
beilagen, 1 heliograviire, 2 lichtdrucken, 4 4 
und 2 einfarbig ‘hal¢hila Einsiedeln, Wald 
(Continued on vext card) 
38-10876 
Odilo, 1852-1929. des firstlichen 


«-» Geachichte 
Benediktinerstiftes U.L. F.... 1904. (Card 2) 
hut und Kéln, we omg FA & co., a.-g.; New York, Cincinnati 
gp ea pee 


11, 755, (3: ) tits, tes (part col.) ma 
(1 told) tacsimne a ian 2 col.) ne — ~ “i = 
One plate accompenied by guard sheet with descriptive letterpress. 


Issued in 10 “lieferungen”, dated 1902. 
No more , 
“Quellen” : p. 647;-60T. 
1. Mogouts, Switzerland (Benedictine monastery) 2. Meinrad, 
Saint, 4. 1. Title. 
33-10876 


Library of Congress BX2650.E4R47 271.100804 


Ringholz, Odilo. 

Die kulturarbeit des stiftes Einsiedeln; eine kulturhi- 
storische studie von dr. p. Odilo olz ... mit titelbild 
und 101 illustrationen im text. Einsiedeln cote, aed 
& co. a.-g.; New York etc.) Bengizer brothers, 19) 

4p. 1, @& p. front. (port.) illus. 30™. 


2. Art—Einsie- 


1, Einsiedeln, Switzerland (Benedictine monastery) 2. 
dein, Swi 43. Benedictines in Switzerland. 1. Title 





14-5173 
Library of Congress NAS851.ESRS 
Ringier, Victor Abraham. 

Dissertatio inauguralis botanica de distributione 


geo 
ee plantarum Helvetiae ...  Tubingae, litteris 
rammianis (1823, 


31, dip. 3 fold. tab. 18j™ 


:Botanical lets, v. 8, no. 6: 
Inaug -diss — Tubingen 


1. Botany — +  Satany — Congeaptiiend distribution. L 


Schuebler, Gone, aria 


Library of Congress QK3.B77 


Ringkjpbing, Anders Andersen, vp., 1597-1668. 








jungen unter ministe- 
rium des grafen Christian . Mit 
tah) akten-beilagen ans dem K. Geheimen staats- 
archiv zu Berlin. Von Karl Ringhoffer und 
Leipzig, F. 1897. 

Ip vp 2m. 

Beilagen: p. 

1 Eee eaten, 2, et rel—1815-1870. 3. Bernstorff, 

914860 
*80c1, 

Library of Congress DDS6S.RS 
Ringhoffer, Karl, 1854-1906. 

Im kampfe fir Preussens ehre; sus dem nachiass des grafen 
Albrecht v, Bernstorff, staataministers und kaiserlich deutsch 
ausserordentlichen und botschafters in Lon- 
pea ay tee ee yy te ae Hrag. 

von dr. phil. Karl hoffer. Mit 2 bildni in lichtdrv-k 


und der nechbildung ones bristen Berlin, E. S. Mittler und 
sohn, 1906. 

xv, 688, (2; p. 2 port. (incl front.) fold. facsim. 244™. 

1. Prussia—For. rel.—1815-1870. 2 Europe — Politics — 1815-1871. 
, a aa Se @. Bernstorff, Anna (roo 
Koenneritz) 1808. 


—14137 


Livrary of | ogress DD416. BARS 


rf1b1, 


Biff f fast hos Herren ... en 2S da ... s. fru 
Mette R , 8. Otte B edersséns til Torben- 
feld, hendis s: lijg er blefuen ... nederset i S. Bodels 
kireke i i —e » & 25 augusti anno 1646 aff Anders An- 
derssén 8. Kigbenhaffn, Prentet aff M. Martzan, 
1647. 

1% p. 18)* 

Title and text within ornamental border. 


1. Brahe, Fru Mette (Rosenkrantz) 1603-1646. 
17-17800 


Library of Congress CT1278.B7RS 


215 


Ringleb 


Ringland, Mabel Crews. 

Tested methods for teachers of juniors, by Mabel Crews 
Ringland; introduction by Rev. Frank Langford ... New 
York, Chicago ,ete., Fleming H. Revell company (1924, 


is? p 19. 
1. Sunday-schools. 1. Title. 
2423815 
Library of Congress BV1S46.R 
Copyright A 808282 12, 


... We, Americans. Chicago, The Diamatic publishing com- 
pany ,1939, 

3p. dingrs. 184”. 

At head of title: A play in one act by Harry L. Ringle. 

“Revised, 1989." 


1 Title. 
30-82282 
Library of Congress PNGL20.ASR513 1989 
————- Copy 2 
Copyright D pub. 66559 2) e125 


Ringle, William Edgar, 1873-1924. 

Student's botany of eastern Kansas. Laboratory hints; out- 
line of morphology ; directions for er analyzing and 
preserving plants; floral guide. Prepared for beginners. By 
William Edgar Ringle ... and Leslie pty ‘inlper — 
peka, Kan., Crane & company, 1903. 

vp, 11,0213 p. 199". 


1. Botany+-Kansas. 1. Kenoyer, Lestie Alva, 1883- = joint author. 


23-1180 
Library of Congress QK161. R58 
Copyright A 55103 (n2Bel, 


Ringleb, A. 
Lehrbuch des steinschnitts der oom, ~ be =: gewolbe 
be ales ry und gewerbechalen. 7 dr. A. 
i vortrigen in bau- ‘on 
Ringleb ..._ Mit einem atlas bestehend aus 
48 Tithogr. tafeln in gross-folio. Berlin, C. Heymann, 





xiv p, 11, 49p., 11 imel. tables. 245° 
Atlas wanting. 


1. Stone-cutting. 2. Masonry. 


Library of Congress THSILRG 
a ew ae 1900- 
Mathematische methoden der pm gy insbesondere der ver- 
dr. Friedrich 


iM 4 aldngen od sna 


Hans F. K. Ginther. G. Teubner, 1937. 
pcaaps @iagrs. 214". 
-ertaamery an ten cnivereitten Jann und Wreborg bervorgegnngen=-~ 
Vorwort, p. ¥. 
1. Biometry. 2 Heredity. 
40-9700 
Library of Congress QADOS.RS 
Copyright A—Foreign ‘3085 
ry 574.0151 


Ringleb, Otto, 1875- 
Lehrbuch der kystoskopie, einschliesslich der nach M. Nitzes 
tod erzielten ) ee yon dr. Otto Ringleb ... Mit 187 
rbigen en. Minchen, J. F. Bergmann, 





1927. 
vil, (ly, 383, 1, p. las, (part col.; incl. map) diagrs. 2. 
“Quellen- und namenverseichnis”: p. :204,-305 


1. Bindder— Exploration. 
Library of Congress RCV2O RS 
Copyright A—Foreign 33491 








Ringleb 


Ringleb, Paul. 

Geschichte des Elbinger volks- und mittelschulwesens inter 
preussischer herrschaft, von Paul Ringleb. Elbing. Preusen 
verlag, 1937. 


8p 21". 


1. Education—Germany— Elbing. 


AC 38-1538 
college library, Columbia univ 
for Library of Congress 12) 
:Ringler, A H ) comp. 


History of the North Hudson county railway, from its 
earliest days to the present time ... West Hoboken, N. J., 
Reporter printing company, 1893. 

47 p. front. (port.) 262 219% 


“Compiled by A. H. Ringler”: p. 2. 
“Hoboken from 1630 to 1893": p. 39,47 


1. North Hudson county rallway. 2. Hoboken, N. J —Hist 
1 Title. 
3-1765 
Library of Congress TFT725.H6R5S 
Copyright 1883: 37250 asob) 


Ringling brothers. 

Life story of the Ringling brothers ... telling how the 
boys built a circus, and showing the true road to sucee: 88. 
Pub. by authority of the Ringling brothers Chicago, 
R. R. Donnelley & sons co., 1900. 


242 p. 11. incl. illus, port. 20° 


1. Circus. 1. Title 

1-29795 Revised 
Library of Congress 
Copy 2. 
Copyright 1900 A 27644 


GV1811 RSA3 





Ringmann, Matthias, 1482!-1511. 

Die Grammatica figurate des Mathias Ringmann (Phi- 
lesius Vogesigena) in imi) ben mit einer 
einleitung von Fr. r. v. Wieser. ‘Strassburg, Heitz, 1905. 

16 p. facsim. (3 p. illus.) 22%. (Added tp: Drucke — ne} 
echnitte des xv. und xvi. in getrever ) 


. Octo partes orationis / secvndum 
; ite tmaginibus exprease vt puert 








fectdo chartarum ludo factliora gramatice preludia discere & exercere 
queant ... (St. Dié, 1509, 
1. Wieser, Franz, ritter von, 1848- ed. o. Title. 
5416463 


Library of Congress PT1121.D7 no. lt 


a37b1, 


Ringnalda, W. 

De rijkstelegraaf in Nederland; hare opkomst en ont- 
wikkeling (1852—1 December—1902). Geillustreerd ge- 
denkboek ter herinne ring aan haar viiftig. jerig bestaan, 

ie 


door W. Ringnalda ... Amsterdam, Scheltema & Hol- 
kema, 1902. 
4p.1, 191, (lip. front., plates, ports, maps (part fold.) facsim. 274°. 


“Vakliteratuur” ; p. 1173)-179. 


1. Telegraph—Netherlands—Hist. 2. Telephone—Netherlands. 
19-2980 
Library of Congress HES185.R5 


Ringnes, Elst, , 1887 
der, med illustrationer av 


Gesta af oan alg 2 me Kristiania, Steen (1919, 
125 p. illus. 219. kr. $80 
At head of title: by th 
First published in 








qn oe Pat fo wef a = why — hare- 
jagt—Greven—En dhe tena en elgj 


1. Hunting—Norway. 1. Title. 


Library of Congress SK209.RS 
Copyright A—Foreign 17295 





LIBRARY OF CONGRESS 


Ringo, Alvan Linus, 1851- 

“Corporation handbook”; for the 
incorporation, organization, the writing of minutes of stock- 
holders’ and directors’ meetings ... with ae forms and 
methods illustrated. By A. L. Ringo . st ed. 

Bankers’ stationery supply co., 1899. 

215 p. 2049". 





a 


1. Stock companies. 1. Title. 


0-390 Revised 
Library of Congress HD2741.R48 
Copyright 1890: 77158 wa7d2, 
Ringo, Alvan Linus, 1851- 
antian hand-book ;” Prego | suggestions for the in- 
jon, organization, the = of minutes of stock- 
holders’ « and directors’ th corporation forms and 
methods illustrated. baling. 2d ed.—1902. Chi- 


cago, Bankers’ stationery supply co. (1902, 
211, hp. 205". 


1, Stock companies. 


Library of Congress HD2741.85 
Copyright 1890: T7158 (7 20c2; 


Ringo, Alvan Linus, 1851- 


‘Management of private corporations’’, with notes on 
organization, meetings and records, giving decisions of 
the courts touching the acts of corporations, boards of 
directors and corporation officers. By A. L. Ringo 
6th ed. rev. 1903. Chicago, Bankers’ ‘aatheneey . 
company, 1903. 


206, 1S: p. 208™. 


1. Stock companies. 1, Title. 

S—2752 
Library of Congress HD2741.R6 

Copyright 1a2Sdl) 


Ringo, Fredonia Jane. 
China and glassware, by Fredonia Jane Ringo ... Chicago 
& New York, A. W. Shaw company; ,etc., etc., 1925. 


xxv, 166 p. ~ ;.* Le Merchandise manuals for re 
tall salespeople, W Charters, editor 


“References” : p. 150-160. 


1. Pottery. 2. Glassware. 3. Glass manufacture. 4. Salesmen and 
salesmanship. 1. Tithe. 


258521 
Library of Congress HF 5439.P6R5 
Copyright A 823558 fim1, 


Ringo, Fredonia Jane. 


Coats, by Fredonia Jane Ringo... Chicago & New York, 
A. W. Shaw company ; etc., etc.) 1925. 


=x,127p. Mus 215°". (Half-title: Merchandise manuais for retail 
salespeople, W. W. Charters, editor) 


Conteins “References”. 


1. Coats. 2 Saleamen and salesmanship. 


259848 
Library of Congress HFS439.C6R4 

Copyright A 830004 52642) 

Ringo, Fredonia Jane. 
Draperies, by Fredonia Jane Ringo... Chicago & New 


York, A. W. Shaw company ; ete., ete., 1925. 
xx, 119 p illus. 214". (Helf-title: Merchandise mammals for retail 
salespeople, W. W. Charters, editor) 


“References” at end of some of the chapters, 


1. Drapery. 2. Salesmen and salesmanship. 


25-11194 


Library of Congress HFS439.D7R5 


Copyright A 829728 (2993, 
216 





Ringo, Fredonia Jane. 
Dresses, by Fredonia Jane Ringo .. 
A. W. Shaw company; ,ete., ete., 192! 


xxi, 152 a, - 219". (Half- “aed Merchandl: 
oi Senn We Conese, malt f ise manuals for retail 


Contains “References” 


1, Clothing and dress. 2. Salesmen and salesmanship 
Library of Congress HFS430 C6R45 
Copyright A 830008 13561) 


Ringo, Fredonia Jane. 


Girls’ and juniors’ ready-to-wear, by Fredonia Jane Ringo 
Chicago & New York, A. W. Shaw company; ,etc., ete.; 
924. 


xxt, 160 p. tus. 21% (Half- - aad Merchandise manuals for retail 
salespeople, W. W. Charters, editor 


1. Clothing and dress. 2. Salesmen and salesmanship. 1, Title. 
24—82115 
Library of Congress HFS439.C6R5 

Copyright A 814233 (33K2, 


Ringo, Fredonia Jane. 
Linen and bedding, by Fredonia Jane Ringo ... Chicago & 
New York, A. W. Shaw company ; ,etc., etc.) 1925. 


xx, 110 p. tus. 219°. (Hal/-title: Merchandise manuals for retail 
salespeople, W. W. Charters, editor) 


“References” at end of some of the chapters. 


1. Linen. 2. Coverlets. 3. Salesmen and salesmanship. 1. Title 
1. Title: Bedding. 


25—11190 
Library of Cougress HF3439.L35R5 

Copyright A s20729 301 

Ringo, Fredonia Jane. 


Men’s and boys’ clothing and furnishings, by Fredonia Jane 
Ringo ... Chicago & New York, A. W. Shaw company; 
cete., ete., 1925. 


xxili, 160 p. illus, 21%. (Half-title: Merchandise manuals for retail 
salespeople, W. W. Charters, editor) 


“References” : p. 137. 


1. Men's furnishing ers 2. Textile industry and fabrics. 3. Sales- 
men and salesmanship. 1 Title 
25-8524 
Library of Congress HF5439. M45R5 


Copyright A 823550 (391 


Ringo, Fredonia Jane. 


Muslin underwear and petticoats, by Fredonia Jane 
Ringo ... Chicago & New York, A. W. Shaw company; 
rete., ete.) 1925. 

xviii, we J illus. 214°°. (Hoalf-title: Merchandise manuals for retail 
salespeople, . Charters, editor) 

Contains “References” 


1. Underwear. 2. Salesmen and salesmanship. 


259783 
Library of Congress HFS439. USRS 

Copyright A 830902 (526d 3; 

Bingo. Fredonia Jane. 
Skirts, by Fredonia Jane Ringo ... 


Chicago & New 
York, A. W. Shaw company ; etc., etc.) 1925. 


xx, 127 illus. 214. (Half-title: Merchandise manuals for retail 
salespeople. W. Charters, editor) 


“References” at end of some of the chapters. 


at Skirts. 2. Textile industry and fabrics. 3. Salesmen and salesman- 
"p 


25—8523 


Library of Congress HFS439.SSRS 


Copyright A 823500 whet 


- & New York, 














XUM 


Ringo, Fredonia Jane. 

Suits, by Fredonia Jane Ringo ... Chicago & New 
York, A. W. Shaw company ; (etc., ete.; 1925. 

xis, 123 p. illus. 214. Pl Merchandise manuals for retail 


“References” at end of some of the chapters. 


1. Clothing and dress. 2. Salesmen and salesmanship. 1. Title. 

; 25—11192 
Library of Congress HFS439.S93R5 

Copyright A 829727 STel, 


Ringo, Ottis Orr, 1875- 
Genealogy of Clifton-Richardson family. Compiled by 
Ottis O. Bryan Ringo. Muncie, Ind., 1935~ 
v. pl, coats of arms. 27°. 


Type-written. 
Includes mounted newspaper clippings and typewritten letter. 


1. Clifton family. 2. Richardson family. 
(Pull name: Ottis Orr Bryan Ringo, 
85-20840 
Library of Congress CS371.C638 1086 
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= Roy, 1917- 


.. The velocit; 
oe Rn ng » by Roy Ringo ... 


Ip. lp 042-048 diagrs 265220". 


Thesis (Pr. p.)—University of Chicago, 1940. 
Maina edition, distributed by the University of Chicago lbraries, 


veiiteprinted frou: the Phyuical review, vol 88, 90.18. December 1, 


1. Alpha rayp. 2. Spectrum analysis. 8 Spectrograph. L Tite 


Library of Congress QCT21 RES o—™ 
——— Copr 2 (2) 580.7 
Ringoen, Adolph R 1887- 

Histology outlines, by Adolph R. Ringoen ... 1937 edition. 


Minneapolis, Minn., Burgess publishing company 1987, 
1p 1, 116 numb. | incl. tab. diagr. 279". 
Mimeographed ; printed t-p. 


1. Histology—Outlines, syllabi, etc. 
A 0-230 
for Library of Congress 2) 
Ringoen, Adolph R 1887- 


The origin of the eosinophil leucocytes of mammals 
.. by Adolph R. Ringoen ... (Leipzig? 1921, 

cover-title, p. (10,-68. col. pl. 23. 

Thesis (ru. 0.) —University of Minnesota, 1921. 


“From the ager pom ‘reer of the Department of animal bi- 





nny: iocktres om as Folia h —- xxvu, band (1921) Archiv, 
A erenere” p. 63-67. 
1. Eosinophiles 
22-6742 
Uae of cowie Lite en 
— Copy 2. 12) 





(Ringoes, N. J. Republican meeting, 1824, 
x... of the omnia appointed by a hy 


jing in the omy ¢ 
Saieet 2 Tennessee, to — yg 
Jersey, as president of the United fon ed N.J., 





Ap mm. 
Signed by Nathan Price, chairman. 


1. Jackson, Andrew, . U. S, 1767-1845. 2 Campaign literature, 
104 fechoon. L Price, Nathan 
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Ringold, Cadwalader 
see 


Ringgold, Cadwalader. 


Ringold, Toesch. 

May we drink beer? A reprint of the brewer’s remon- 
strance to the New Jerse’ & lature of 1871-2; the com- 
ments thereon by the ersey temperance 
and the ‘e  ? by ““Polemistes””; with -_ and an 


te By Toesch Ringold. (New York, J. Haney, 
8p. 25~. 
Caption title 
1, Temperance. 2 Local option—New Jersey. 1, Title 


ca 18-1705 Unrev'd 
Library of Congress 


Copyright 1873: S097 


HVS271.RS 


Reference card 
Ringos, NV. J. 


see 
Ringoes, NV. J. 


Library of Congress 


Ringrose, Archibald 
see 


Ringrose, Hyacinthe, 1872- 


Ringrose, Hyacinthe, 1872- 
The Inns of court. An historical description of the Inns 
of court and chancery of England. By Hyacinthe Ringrose 
Oxford, R. L. Williams, 1909. 


2p. 1, (ill-tv p, 1 L, 183 p. pl, 5 port. (inel. front.) 10°. 


1, Inns of court, London. 2 Inns of chancery, London. 


O—27765 
Library of Congress DA6GS7.153R6 


251, 


Ringrose, Hyacinthe, 1872- ed. 

Marriage and divorce laws of the world, edited by Hya- 
cinthe Ringrose ... London, New York ,ete., The Musson- 
Draper company, 1911. 

270. (2, p24". 


1. Marriage law. 2. Divorce. 


11—428 
Library of Congress HQ1013.R5 
— ——- Copy 2. 
Copyright A 283550 a38r29h1, 
217 


Ringrose 


Ringrose, Hyacinthe, 1872- ed. 

The masterpieces of Catholic literature, oratory and art. con- 
taining choice selections by the most celebrated writers, orators 
and painters, both ancient and modern ... Edited by Hya- 
cinthe Ringrose ... Philadelphia, E. J. Sweeney & co., 1901. 

3 ¥. plates, ports. (incl. fronts.) 10). 


1. Catholic Uterature. 1 Title. 


1—12908 
Library of Congress BX880.R5 
Copyright A 10824- 10826 
13841, 


The poor man’s a Rev. Dr. Edward McG! 
(dedicated to Cardinal Gibbons.) By Hyscinthe 
Ringrose ... New Haven, Conn., University publishing house 
11890, 

Mp. 29". 
At head of title: Yale edition. 


1. McGlynn, Edward, 1837-1900. 1 Title 
87-17886 
Library of Congress BX4706.M2R5 
Copyright 1890: 10550 12) 922.278 


as Hyacinthe i.c. William Hyacinthe Archibald, 
1 


America neutralt By Hyacinthe Ringrose. 
New ha EE The Marlowe press, ine. ;“1914; 


18 p. 24". 


1, European war, 1914- 


Library of Congress DS25.R5 
Copyright A 388744 


Ringrose, James W comp. 

Official souvenir and program of the dedication of the 
Soldiers’ monument, “ Britain, om. bay 19, 1900. 
Comp. and pub. by J. W. Ringrose. ritain, Record 
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tRingrose, Jerome Arthur, 


Armorial bearings of Sherman of Watertown, Mass. 
For private circhlation. London, J. A. Ringrose, 1913. 


110; p. front, illus, coats of arms. 19)*. 


1, Sherman family. 2. Bonner family. 3. Heraldry—Gt Brit 1. Title 


17-978 
Library of Congress CS71LSSS2 1913 
Ringrose, Jerome Arthur. 
The arms and origin of American families. An 
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Giagvene, Seeeme fates, ‘Lhe arms and origin of Ameri- 
can colonial families ... (Card 2) 
armigerous onan. By Jerome Ringrose, esq., and 
y bey oy Se Illustrations by Cari Ledwig Fortner. 
London, Harrington square heraldic studios, 1910. 
(18, p. incl. Mus, coats of arma, 20". 


1. Heraldry—U. 8. 2. U. 3.—Genealogy 1. Berny, Countess de, 
joint autbor. nm. Fortner, Carl Ludwig, illus ur. Title. 


A 32-1985 
Libr. Printed by L. C. 
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Title from Toledo Pub. 


SS an Arthar. 


Ringrose’s 4 The relation of the science with 
poetry arts, with an easy method for its 
fect —— by Jerome Arthur Ringrose, px. pv. 
ndon, J. A. Ringrose, 1913. 

1 p. L, ii, (2-133 p.,, 21. incl. illus, plates. plates. 21™ 


1. Heraldry 
A 13-2483 


Title from Univ. of Chicago CR2L.RS8 Printed by L. C. 
Ringrose, Jerome Arthur. 

Raymond arms and allied lines (Thatcher. Barker. 
Thomas.) An heraldic interpretation of the original 
crests and coats-of-arms ted to the several —* 
For private circulation. ndon, J. A. Ringrose, 1 


ad p. coats of arms. 24°. 


Raymond fi 2. Thatcher family. 3. Barker family. 4 Thomas 
tani ercid-e. Bees Title _ 


v4 
Library of Congress CS7LR2Z7 1913 


ees, S- 
nutritive properties of corn gluten meal for poultry .. 
tg ink Gas ene Ithaca, N. Y., 1986, 
ap ae. 
Abstract of theste (rm. =)—Cornel! university, 1998 


1. Mais, 2% Poultry. 


sT-10004 
STdOLRS 1900 
Sorel Ontes be a 2s sone 
Ringrose, William Hyacinthe 
Archibald 
see 
Ringrose, Hyacinthe, 1872- 
Rings, Frederick. 
Reinforced concrete bridges, by Frederick Bing» . 
New York, D. Van Nostrand co., 1913. 
xi, 181 p, 11. inal. illus, tables, fold. plates 28)™. 
1. Bridges, 1. Tithe. 
Agr 13-227 


Library, U.S. Dept. of 
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Rings, Frederick. 

Reinforced concrete, theory and practice, by Frederick 
Rings ... London, B. T. Batsford, 1910. 

xi, 189 p. illus, fold. tab 20" 

Celluloid scale in cover pocket. 


1. Conerete, Reinforced 
All-zB 
Title from Scranton Pub. Libr. Printed by L. C. 
Rings, Frederick. 
Reinforced concrete, theory and practice, W Frederick 
Ley Bs 2d rev. and enl. ed. London, B. T. Batsford, 
td. (1918; 


xi, 260 p. illus. plates (part fold.) tables (part fold.) diagrs. 22° 
rlfet of epmabete™; 253-256. Duplicate “List of symbols” folded and 
“List a . licate “ist y 

inserted between p. (vid ond pix. " " 


1. Concrete, Reinforced 


Title from St. Paul Pub. Libr. Printed by L. C. 


s2ibl; 


Rings, Manses a 1871-1994. 





danken fiber 
jude ee cs Rg Pp. Mannes M. Rings 
ae . A. Laumann 1918, 
as a 7a 
1. Resary. 
Library of Congress BX7168. BS 
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Rings, Theodor, 1876— 
Ueber paraffin von Theodor Rings ... Bonn, 
Druck von E. gg 


82, 2p 2. 
Ipaug diss —Boan 
“Literatur” tp. @, 


1. Paraffin injections, 1 Title 


Library of Congress RDI2RS 1004 617% 


Ringstation Waseenaer 
see 


Wassenaar, Netherlands. Ringstation 
Wassenaer, 


Rinerid, Hane lsat Christian, 1968- 
tink die 
5 eonevny. 3 V. Thaning & Appel, 


Diagnose og 
at Hana Chr" Reed” 


apatiie ay. 


“Uisaraturforteghelos” : p. (280-800. 


1. Labor, Complicated. 2 Placenta. 


Library of Congress 





Ringsted, Josiah. 

The farmer. Comprehending the most interesting ob 
jects and beneficial practices in the culture of wheat, rye, 
barley, oats, buckwheat, peas, beans, tares, rape, hemp, 
flax, weld, turnips, carrots, potatoes, cabbages, clover, 
lucerne, saintfoin, &e., &e., &., with the application and 
value of their products, &e. Also the cultivation of hops, 
vines, forest trees, fruit trees, kitchen and flower garden 
productions. Likewise, directions in the breeding and 
improvement of horses, oxen, cows, calves, sheep, lambs, 

(Continued on next card) 
Agr 18-03 


Ringsted, Josiah. The farmer ... (Card 2) 
and hogs ... Together with rules for the treatment and 
rearing wy we . And the ordering of bees, and their 
labours. a comprehensive sketch of the formation 
and management of carp and other ponds ; for the use 
and improvement of watery and zy lands, and for 
other valuable purposes. By Josiah yao A new 

., improved. London, Printed and sold by J. Smeeton 
(18041, 

viii, 1599 p, 21, 

1. Agriculture. 1. Title 


Agr 18-63 Revised 


Library, U.S. Dept. of Agriculture 30R472 





7202, 
aig oy 

.. Nashé der hipparion-fauna Nord Chinas, by Torsten 
Ringstrim .. Peking, Published by the Geological survey of 
China, 1924. 


13), 156, 90, p. tus, xm pl, tables. 29°. (China. Geological sur- 
vey, Palaeontologia sinica, ser. c, vol 1: fase. 4) 


“Literaturverseichais” : p. 152-156. 


1. Mammals, Fosst|, 2 Paleontology—China. 1. Tithe. 





O 8 25—865 
CRearrene” | Sbiaa Srk l 
a40e1); 
Ringstrém, Torsten. 
China und der Mongolei, .~ . - king 
ine i, ‘orsten ing, 
Published by the survey st Colon, 188i, 


21, 3 }. incl. tables. . (China. i 
survey. " Fiectchegte shaisa, aoe ti fey‘ —— 


Bibltographica! foot-notes. 


1, Mammals, Fossil, 2. Rhinoceros. "1. Title: Quartii x 
tertifire rhinocerotiden ... . Ce as rep 


G8 29-255 
(QET86.0643) 
Library, U. 8. Geological Survey (610) qP vol.4f.3 
a 
Ringstrom, Adolph Bernadotte. 


The Ringstrom three dimensional system of the atoms (with 
on musical pitches) and the t of atomic integration, 
Adolph Bernadotte Ringstrom. jicago, Tll., Vega pub- 
Thing company ,*1938, 
3p. L, 87 p. incl. tables. front, pl. 249”. 


1. Atomic theory. 1 Title. 


38-14087 
Library of Congress QD461 RS 
———— Cay 2 
Copyright A 117730 2) S412 


Bingsivem, Herman Harvey, 1608- 





history, a handb he toe paplio, tendhoms, ont 
prospective teachers, con ee ed aeioe. 
Seaveniently trend te ee joes Oy, ia. Williams 
agen oe ) 


cover-title, 80 numb. 1. 27™. 
"A Uriel He of Metorical Seton, 1600-1900"; leaves 76-77. “A tew helps 


for the teacher”: leaf 79. “Some general works in the field of American 
history” : leaf 80. 
LU. 6a — Outing, syllabi, ete. 1. Gotke, Gerhardt William, 
1896- joint author. 1. 

26-4699 
Library of Congress E1782. R59 


Copyright A 881039 r) 








Ringuet, pseud. 


Panneton, Philippe. 


Library of Congress rh 


Ringwald, Frau Edith (Meyer) 1890- 

Familie Heberlin, wirtschaft und recht als erlebnis ; zeich- 
nungen nach dem leben von G. Iselin-Haeger. Basel, E. Birk- 
hiiuser & c"* (1935, 


209 p. ius 21°. 


At head of title: Dr. fur. et rer. pol. b Ringwald. 

“Behandelt sind im folgenden nach 5 oetichael a dle oo. die fir 
das tigliche leben von bedeutung sein kinnen stoff wurde In die 
geschicbte einer fa: allt eingebettet."—p. 8 


1. Law—Switzeriand. 2. Domestic relations—Switserland. 1. Title, 
8796402 
Library of Congress 2 


Ringwalt, Bartholomeus 
see 


Ringwaldt, Bartholomius, ca. 1530-1599, 


Ringwalt, Mrs. J. L. 
see 


Ringwalt, Jessie (Elder) "Mrs. J. L. 
Ringwalt". 


Ringwalt, Jessie (Elder) "Mre. J. L. Ringwalt.” 
Paul and Virginia: or, The runaway slave. A 
play in three acts. Dramatized from the 


story 
of J. B. H. de Saint Pierre, by J.L. [read J. E.) 


Ringwalt. Philadelphia, Ringvalt & Brown, 1864 
35 p. 173%, 


I. Saint-Pierre, Jacques Henri Bernardin, 1737 


1614, Paul et Virginie. II. Title. 


15-20371 
Library of Congress PQ2065.P38 1864 


Ringwalt, John Luther, ed. 
American encyclopedia of printing. Ed. by J. Luther 
Ringwalt. Philadelphia, Menamin & Ringwalt ,etc., 1871. 


1 L. vit-xv, 17,812 col. front., illus, plates (part col.) ports. 
facsime. (part col) tab. $1. 


1. Printing— Dictionaries. L Tithe. 

10— 15388 
Library of Congress 
Copyright 1871: 1284 Tf, 
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Ringwalt, John Luther. 
Anecdotes of General Ulysses S. Grant, ill 





tary and political career and his personal traita. ay i . 
Rages Philadelphia, J. B. Lippincott company, 1886. 
8p. 18°. 


1. Grant, Ulysses Simpson, pres. U. S., 1822-1885. 1 Title. 


1082885, 
Library of Congress 


(The Diller family by J. Luther Ringwalt ... 
Diller... Philadelphia, 1877, 

5,1) p 25. 

Title-page wanting? 


and Dr. David 


0 ae no ee 1. Diller, 
David, 1886- 


Library of Congress CST1.D578 1877 
1a39b1, 


Ringwalt, Ralph Curtis, 1874 

Brief drawing, by Ralph Curtis Ringwalt ... 
sete., Longmans, Green and co., 1923. 

Spl, val, 24p 1". 


New York 


1. Briefs. 2 Debates and debating. 1. Tithe. 
Library of Congress 

—— —— Copy 2. 

Copyright A 706225 aBOx1; 


Ringwalt, Ralph Curtis, 1874- 

ae See Se See aes on 
rte., Longmans, Green and co. ,1929, 

Spl, rail, 4p 107". 

“First edition March 1928, reprinted July 1929." 


New York 


1. Debates and debating. 2. Social probleme—Bibl. 1 Title 


Copyright aoa, 
219 


Ringwalt, Ralph Curtis, 1874 
Briefs on public questions, wi 
by Ralph Curtis Ringwalt ... 

Green, and co., 1911. 
xp.11, 29p. 199. 
“First edition, May, 1906.” 


with selected lists of references, 
New York ,etc., Longmans, 


1, Debates and debating. 2 Social problems—Bibi. 


Library of Congress ZT1615.R55 1911 


a34il, 


f. apemnal acne S 


vi, "aaa w~. 
Bibliography of orators and oratory : p. 881-884 


1. Oratory. 2. Orators, American. 


Library of Congress PN4111 ROO 


Ringwalt, Roland. 

. Commodore Jacob Jones, of the United States navy. By 
Rev. Roland Ringwalt ... Wilmington, The Historical suciety 
of Delaware, 1906. 

2% p front. (port) 24°. (Papers of the Historical society of Dela- 
ware, xuv) 


Read before the society March 20, 1906. 


1, Jones, Jacob, 1768-1850. 


o1emT 
Library of Congress FIGLDSS no. 44 
—-——— Copy 2 (B1s2JTT 
yatibl, 
Ringwalt, Samuel. 


The horse—from practica] experience in the army. 
{lo 0,0. Dept. of agstentter. Report, 1866, p. 321-994. 23°. Wasb- 


1. Horse. 
Agr id 
Library, U. S. Dept. of Agriculture 1Ag®4 1866 
Ringwood, Irene Cecilie, 1896— 


me 
Library of Congress DF123.R5 1927 
Columbia University Libr. s 
Ringwood, Richard. 


1. Banking law—Ge Brit 


Title from National Mone- 








Ringwood 


Ringwood, Richard, d. 1921. 

Outlines of the iaw of torts. By Richard Ringwood 
2d ed. London, Stevens and Haynes, 1894. 

Spl. fxpall, ), 268, a) 219. 


1. Torts—Gt. Brit. 


25-2176 
Library of Congress e371, 
Ringwood, Richard, d. 1921. 
Outlines of the law of torts. By Richard Ringwood ... 
3d ed. London, Stevens and Haynes, 1898. 
aly, 289 p. 227. 
1. Torts. 
433815 
Library of Congress 1a2Sel 
Richard, d. 1921. 


yoo 's Outlines of the law of torts. 5th ed., by 
. Gieger . London, Sweet and Maxwell, limited; 
1. e Carswell company, Itd.; ete., ete., 1924. 


xxviii, 356 p. 22™. 


1. Torts. 1. Ziegler, Charles Hugo, ed 1. Title: Outlines of the 
law of to.ts, 


26-12962 
Library of Congress 2 
Richard, 1856-1921. 
bd £ sero, IoTh ere, a 18%ee scale of costa; 
se ; 
sng tn Dil of eds on, 167%. By Bichaad Ringwood 
London, Stevens and Haynes, 1879. 
xvill, 188 22. 


Brit. 2 Bills of sale—Ot. Brit. « Gt Brit. 
Tite. 


1 Bankruptcy—Ot. 
Laws statutes, ete, 
2174 

Library of Congress e401) 








LIBRARY OF CONGRESS 


|, Richard, d. 1921. 

The principles of bankruptcy: embodying the Bankruptcy 
acts, 1883 and 1890, and the leading cases thereon; part of the 
Debtors act, 1869; the Bankruj.cy appeals (County courts) 
act, 1884; the Bankruptcy (discharge and closure) act, 1887; 
the Preferential payments in bankruptcy acts, 1888 & 1897; 
the leading cases on bills of sale: with an appendix con- 
taining the schedules to the Bankruptcy act, 1883; the bank- 

*ptey rules, 1886, 1890, 1891, and 1806; the rules as to the 
committal’ of judgment debtors, and as to administration 

(Continued on next card) 


+3314 
a3icl, 


Richard, d. 1921. The principles of bank- 
ruptey ... (Card 2) 
orders; regulations issued by the bankruptcy judge; a scale of 
costs, fees and percentages; the Bills of sale acts, 1878, 1882, 
1890, and 1891, and the rules thereunder; the Deeds of ar- 
rangement act, 1887; and the rules thereunder. By Richard 
Ringwood ... sth ed. London, Stevens and Haynes, 1902. 
xaxvill, 2), 400 p. 229". 


1. Baukruptey—Gt. Brit. 2. Bills of sale. (2. Bills of sale—Gt. Brit, 
3. Assignments—Gt. Brit 1. Gt. Brit. Laws, statutes, ete. u. Title. 


433814 
Library of Congress diel, 
The pense of of bankruptcy: embodying the Bank- 
ruptcy act, 1914, together with the unrepealed sections 


of the acts of 1883, 1890 and 1913; part of the Debtors 
act, 1869; the leading cases on bankru “The: and bills of 
sale; the Deeds of Bp ~* 1914: with an ap- 
pen ndix Bankruptcy act, 
1914; the bankrup [> rules, 1915; the deeds of arrange- 
ment. rules, 1915 ... the bills of , 1878, 1882, 1890 
and 1891... By Richard eet 12th ed. 'Lon- 
don, Stevens a and Haynes, 1915. 





xliii, 482 p. 
1 ‘Brit. 2 Assignments—Gt. Brit. 2 As 
+p - eaceaaaie creditors; 1. Gt. Brit. Laws, stat- 
15-17780 


Library of Congress 


The principles of bankruptcy: embodying the Bank- 
ruptey act, 1914, together with the unrepealed sections of 
the acts of 1883, 1890 and 1913; part of the Debtors act, 
1869; the leading cases on bankruptcy and bills of sale; 
the Deeds of arratigement act, 1914; with an appendix 
containing the schedules to the Bankruptey act, 1914; the 
bankruptcy rules, 1915; the deeds of arrangement rales, 
1915 ... the bills of sale acts, 1878, 1882, tes and 1891 . 
By Richard Ringwood ... 13th Alma Roper ... 
London, re and Maxwell, limited, 1920. 


aie, 

4 Bars} Brit. 2. Assignments—Gt. Brit. (2. Assign- 
eustridadnn 1. Roper, Alma. 11. Gt. Brit. Laws, 
Statutes, etc 

22-13768 
Library of Congress a 


Ringwood, Richard, d. 1921. 

The principles of bankruptey: embodying the Bank- 
ruptey act, 1914, together with the unrepealed sections of 
the acts of 1883, 1890 and 1913; part of the Debtors act, 
pe Le provisions ay oy J to bankruptcy of the Law 

rty act, 1922; the leading cases on bankruptcy 

is of sale; the’ Deeds of arrangement act, 1914; 

- an apenas, containing the schedules to the Bank- 

ruptey act, 191 rules, 1915; the deeds 

of ~ AL, vale, 1915; the rules as to administra- 

tion orders; orders of the lord chancellot as to bank- 
Continued on next card) 
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Ringwood, Richard, d. 1921. 
ruptey ... (Card 2) 
tey business; regulations issued by the bankru 
inde ge; new scale of costs, fees and percen the Billa 
of sale acts, 1878, 1882, 1890 and 1891, ahd Oey rules 
thereunder, ete. 14th ed., by Alma Roper .. . of the origi- 
nal by the late Ri chard Rin, ngwood, kK. c. London, Sweet 
and Maxwell, limited, 1924. 


xviii, $23 p. 22™. 


The principles of bank- 


1. Bankruptcy--Gt. Brit. 2. Bills ot 3. Assignments—Gt. Brit, 
t. Roper, Alma, ed. um. Gt. Brit. Lows, sostuten, tate , ete, mt. Title 


25-1224 
Library of Congress 2 





Ringwood, Richard, d. 1921. 

Ringwood’s Principles of bankruptcy, with an appendix 
containing the Bankruptcy act, 1914, as amended by the 
Bankruptcy (amendment) act, 1926; the Bankruptcy rules, 
1915 to 1926; the Deeds of arrangement act, 1914, as amended 
by the Administration of justice act, 1925; the Deeds of ar- 
rangement rules, 1925; the Bills of sale acts; and portions of 
other acts and rules affecting bankruptcy law and its admin- 
istration. The 15th ed., »by Alma Roper ... with the assist- 
ance of G. L. Haggen ... London, Sweet & Maxwell, limited, 
1927. 


“ 717 p. 
i harap ct Brit. 2. Bilis of sale 3. Assignments— 
Gt. Brit. , u. Haggen, Geoffrey 
Loosmore, Jotat et ve Gt. Brit. Laws, statutes, ete, 
U1 -22639 
Library of Congress ry 


Ringwood, Richard, d. 1921. 

Ringwood's Principles of bankruptcy, with appendices con- 
taining the Bankruptcy acts and the Bankruptcy rules, the 
Deeds of arrangement act and the Deeds of arrangement rules, 
the Bills of sale acts; and portions of other acts and rules 
affecting bankruptcy law and its administration. The 16th 
ed., by Alma Roper ... London, Sweet & Maxwell, limited, 
1930, 


ix, 743 p. 22". 
1. Bantruptey—Gt. . 2. Bille of sale j.- Bills of sale—Gt. 
Brit. 1. Roper, A 


Brit, 8. Assignments— ina, ed. mm. Gt. Brit 
Laws, statutes, ete 


81-1536 
Library of Congress 3, 


Richard, d. 1921. 

Ringwood's Principles of bankruptcy, with appendices con- 
taining the Bankruptcy acts and rules, the Deeds of arrange- 
ment act and rules, and portions of other acts and rules affect- 
ing bankruptcy law and its administration. The 17th ed., py 
Alma Roper ... London, Sweet & Maxwell, iimited, 1936. 

Mt, 683 p 22". 





1 Gt. Brit. 2. Gt. Brit. 1. Roper, 
Alma, ed. nm. Gt. Brit. Laws, statutes, ete. 


86-25128 


Library of Congress 2 {847.7} 882.750042 


Thomas. 

An address, delivered before the Franklin typograph- 
ical association of New-York, and a select company; on 
the fifth of July, 1802: in commemoration of the twenty- 
seventh anniversary of American independence, and of 
the third of the association. By Thomas Ringwood. 
Published by request of the association. New-York: 
oa by Southwick and Crooker, no. 354, Water-street. 
1 


2p. m2. 
(Duane pamphlets, v. 1, 00. 2) 
1 Fouts of July orations. 1. Franklin typographical association, 





New Y 
18-19186 

Library of Congress AC9OLDS vol! 

ingueed, N. a 
lebration of the armistice day of the 

-. - revolution, at Ringwood, Passaic county, New Jer- 
sey, Wednesday, April 19th, 1933 at 3:00 rp. w. ... (Ring- 
wood! 1983, 

ap a. 


“Visits of General George Lt — ae and, other famous visitors 
it Ringwood during the revolution” 


1. Ringwood, N. J.—Hist.—Revolution. 


4 83-587 Unrev'd 
Library of Congress Pies RSTRS wen 
Reference card 
Rinhart, K., pseud. 
see 
Zitelmann, Katharina, 1844- 
‘S-40se2+ 


Library cf Congress 








Rinhuber, Laurent, /. 1684. 

Relation du voyage en Russie fait en 1684 par Laurent 
Rinhuber. Pub. pour la premiére fois d’aprés les manu- 
scrits originaux que se conservent A la Bibliothéque du- 
eale publique de Gotha. Berlin, A. Cohn, 1883. 


xvi, 276 p. 244" 
Edition of 250 copies printed. 


Russia—Hist —Peter 1, 1689-1725. 2. Russia—Deser &trav. 1. Gotha. 
Herzogliche Offentliche bibhothek. 1. Title 


18-16056 


Library of Congress DK190.R5 


Rini, Anthony, 1902- 

Petronius in Italy from the thirteenth century to the present 
time, by Anthony Rini ... New York, N. Y., The Cappabianca 
press, inc., 1937. 

vii, 181 p, 21, 22". 

ag (ra. ».)—Columbla university, 1987 

Published also without thesis note 

of abbreviations” : p. 175-181 

“Corrigenda” slip Inserted 


1. Petronius Arbiter. 2. Italian literature—Hist. & crit. 1 Title. 


Library of Congress PAGSSO.RS 1967 
Columbia Univ. Libr (2, S175 


Rini, Anthony, 1902- 

Petronius in Italy from the thirteenth century to the present 
time, by Anthony Rini New York, N. Y., The Cappabianca 
press, inc., 1937. 

vil, 181 p. 229%. 


Issued also as thesis (ru. dD) Saat university. 
“Last of ap ane : p 17% 
‘orrigenda’ inserted 


1. Petrontus Arbiter, 2. Italian literature—Hist. & crit. 1 Title. 


87-18842 
Library of Congress PAGSSO.RS 19678 
—~ ——— Copy 2. 
Copyright A 106505 3; 8775 


Rini, Anthony Galla- 
see 


Galla-Rini, Anthony, 1907- 


Rinieri, Mario, 1853- 

.. Della rovina di una monarchia; relazioni storiche tra 
Pio v1 e la corte di Napoli negli anni 1776-1799, secondo docu- 
menti inediti dell’ archivo Vaticano. Torinto ,etc., Unione 
tipografico-editrice, 1901. 

Sp... iexvilip, 11, 5p. 239". 


a. Church and state in wy (Kingdom) 2. Ll (Kingdom )— 
rel—Catbolie church. 8. Catholic church—| — 
Naples one) 4 em \Kiagion)— Eats. 5 Freemasons. 
Naples (Kingdom) 


3 15808 
Library of Congress DG848.35.R58 
(n38b1-, 
Rinleri, Herio. 
... Della vita e delle opere di Silvio Pellico, da lettere 
e documenti inediti... Torino, R. Streglio, 1898-1901. 
Sv. fronts. (port, facsim.) 239". 
eo elf ane Te al Pellico"’ and “Stato delle famiglia Pel- 
(v. 3p. : Frammenti sutobiografici ¢ letterarii di 
Vol. 3 has tithe: Delle vita ¢ delle opere di Silvio Pellico; ricordansa ¢ 
tragedie inedite. 
ore 
Library of Congres, no, 





CATALOG OF PRINTED CARDS 


Rinieri, Jules Emile Paul. 


austro-itali 





.-- Les relati . Paris, H. Charles- 
Lavauzelle, 1912. 
79 p. 23™. (Publié dans le Spectateur militaire) 
Préface du général Niox 


1. Austria—For. rel—Italy. 2. Italy—For. rel—Austria. 
War 12-270 
Library, War College Div. General Staff 


Riniteri de! misuse seul 
see 


Rinaldeschi, Ranieri de', 14th cent. 


Riniero da Corneto 
see 


Carneto, Rinier da, 13th cent. 


Riniker, Hans. 


Das forst-wesen des cantons Aargau fiir die versamm- 
lung des Schweizerischen forstvereins, die behérden und 
das volk bearb. von Hans Riniker ... Aarau, J. Miiller’s 
lithogr. (Randegger u. Sigg) 1878. 


cover-title, 48 p. 237 


12-17686 


Library of Congress S$D213.R6 


So 


jositat der si renaissancepoesie. 
(Nech den SS von Cl. Maret Sainct-Gelais, Ro Ron- 





sard, Belleau, Magny und Desportes) ... Ziirich, Miiller, 
Werder & cie., 1898. 
127, hip. 8 
Inaug -diss —Zirich. 
1-G-245 


Library of Congress 


Rinio, Benedetto, 1485-1565 
see 


Rinius, Benedictus, 1485-1565. 


221 


Rink 


Rinjer, E c de. 
Le Mexique; son histoire. Sa géographie. Son climat. 
Ses cultures. Ses mines d'or et d'argent. Par E. C. de 


Rinjar ... Paris, Ledoyen, 1862. 

4p. isy*. 

1. Mexico. 

0 

Library of Congress F1208. R58 
Rinjard, Paul. 

Se ee ee eee ee. te 
vum; étude epidé P Paris, Vigot 





fréres (1935, 
2p.1, M142 pL pl, diagre. 25)~. 
At head of title: Dr. Paul Rinjard. 
“Bibliographie du 


coryza gangréneux”: p. (155),-139. 


1. (Caturrbal fever, Malignant, 2 Cattle—Diseases. 
= , Agr 36-779 


Library, U. 8. Dept. of Agriculture 41R47 
(sreer} 


ea 


(Rink, Eucharius Gottlieb, 1670-1746. 

De veteris nvmismatis potentia et qvalitate lucubratio, 
occasione rubrice codicis le eodem argumento ; sive cogni- 
tio totivs rei nvmaria ad i t ivris 
data. Accessit Dissertatio ivridica de nvmo vnico, cum 
multis aliis cognitioni numorum conducentibus. Lipsi«: 
& Francofvrti, typis & impensis I. W. Kohlesii, 1701. 

8 p. 1, 197, 1h, 86, 116: » 2 pl (1 fi old.) A. With Doederiein, 

mediz . 








J Commentatio historica de numis Germania 
ez. ‘ 17> 
Author's name appears in dedication 
1. Monty—Hist. 2 N t aN R 
10-10739 
Library of Congress CJ2721.D7_ copy 2 
—_— Copy 2. S4b1 





Rink, Eucharius Gottlieb, 1670-1746. 

Leopolds des Grossen rém. kiysers wunderwtirdiges leben 
und thaten aus geheimen nachrichten erdffnet und in vier theile 
getheilet, aufs neue gedruckt und um vieles vermehret. Clin, 
Gedruckt im jahr, 1718. 


ted 1701. 
oe | th: 380 2. th: 1-882 3. th: 683, 
1287 p.; 4. th. 2m), i726. 182) p “2 - ra 


Parts 2-4 have belf-title only. pt. 1 having general title and a dedica- 
tion of 4 pages. 


1. Leopold 1, em; of Germany, 1640-17. 2. Roman 
pire—Hist—Leopold 1, 1658-1708. i. Title. — saad 
8-24128 Revised 
Library of Congress DBOTLS 
73802, 


Rink, Hinrich Johannes, 1819-1898. 
den 


lendck, 





be- 
tenkning af 23" juli 1863, af H. Rink . This som manu- 
skript. Kjgbenhavn, L. Kleins bogtrykkeri, 1865. 
3p. 199°. 


rY 1 tn @ volume of pamphlets lettered: Rink's papers on Greenland. 
ow. 2 


Denmark — Comm —Greeniand 2. Greenland—Comm.—Denmark. 
3. benmaeb-Gueabe Goomieed 


3—20801 


Library of Congress G730.R5 


1301, 


ere 
om & sient ition bene, 

duktion af isfjelde. Meddelt i ms- 
oer og proteases of condensate WSS 1877 af Dr. HL 
Rink. (Kjsbenhavn, 1877, 
9p mn 
SAitigk af Overs. over 4. K. D. vindensk. sels. fork. 1877." 
= in a volume of pamphlets lettered: Rink’s papers on Greenland 





w. 


1 Glaciers—Greenland. 2 Icebergs. 


Library of Congress G730.R5 








Rink, Hinrich Johannes, 1819-1893. 

Danish Greenland, its people and products, by Dr. Henry 
Rink ... Ed. by Dr. Robert Brown ... With illustrations 
the Eskimo, and a map. London, H. 8. King & co., 1877. 
xvil, 468 p. a (inet. front.) pec orims a. 





“Orgnland, geo 
gram cb coutiatiah beuhvever”. 8 ees Fe. 


1. Greenland—Descr. & trav. 
1. Title. 


1. Brown, Robert, 1842-1895, ed. 
524108 
Library of Congress GT42. BSS 
— 4041, 


Rink, Hinrich Johannes, 1819-1893. 

The Eskimo tribes. Their distribution and ch i 
especially as regards language. Cape epee my 
| alow Ee By Dr. Henry Rink ... London ,ete., Wil- 

liams and Norgate; Copenhagen, C. A. Reitzel, 1887-91. 





LIBRARY OF CONGRESS 


Rink, Hinrich Johannes, apetog 


Nogle tb 
ote af H. Rink. 1368. 
om Greniand. Kisbenhavn, 1889. 24°. 8. hefte, 





dsi og isfjeldenes 


n Meddelelser 
» bey) 


1. Icebergs. 2. Glacters—Greenland. 


AC 35-247 
Title from Joho Crerar Libr. 
Library of Congress {(Q115.D39 vol. 8) 
a 
(Rink, Hinrich Johannes, 1819-1893. bas , 
Nunap misigssuissokarnigssa pivdlugo inuit tusagagssait. 
,Nongme, 1857, 
ch PB. _ 
Semen: Risk Nunap ra 
How! io J. © 
kind ay. Fe Eskimo ci BL A oo cuen the 





x1 \with supplement) 


OA 8 ten wes The Eskimo tribes .. Supplement or 
Copenhagen, C. A Reitzel ; London, Longmans, Green & c™ 


1, Eskimos. 2. Eskimo language. 


vol. 1... 


1 Title. 
328584 
Library of Congress PM61.R6 1887 


(38e1, 


Rink, Hinrich Johannes, 1819-1893. 

The nee A tribes. — eae, ood character- 
istics, especially in regard to language ith a r- 
ative oy veuabaiary, and a sketch-map. By Dr. ay ry Rink 

. Copenhagen, C. A. Reitzel; jete., ete. 1887-9: 
2. map. 29". (Added 9 nga tp 


Comleslonee Gor lotchion of ds Goctegiche og geographiske underspgelser i 
Greniland. 11. hefte) ‘“ 


On t-p. of v. 2: Supplement or vol. 11. 





1, Eskimos. 2 Eskimo language. 1. Title. 
21-17072 
Liorary of Congress Q11S.D39 vol. 11 
2 
Si eee Deamaee, seno-ame, 
The Eaki it até tut 
ially in ingunge h « comparative vocabu- 
By Dr. Naty § . With su 
(vol. 1&1) 1887-91 Copenhagen, C Reitzel ; 


1 Bekimos 2 Eskimo language = 
Library of Congress PM6LES 1891 
(871, 


Rink, Hinrick Johannes, 1819-1893. 
Eskimoiske even sagn, oversatte efter de ind- 
_< fortelleres ce opatrifer og meddelelser, af H. Rink 
Kjebenhavn, C. A. Reitzel, 1866. 


‘tp thme opera aig ei a 


1. Eskimos. 2 Eskimos—Legends. 


15—17578 
Library of Congress E99. E7RS4 
1s26e1) 
Rink, Hinrich Johannes, 1819-1893. 


Naturhistoriske bidrag til en beskrivelse af Gronland, af J. 
Reinhardt, J. C. Schiedte. O. A. L. Merch, C. F. Liitken, J. 
Lange, H. Rink. Serskilt aftryk af tilleggene til “Crenland, 

geographisk og statistisk beskrevet”, af H. Rink. Kjgben- 
havn, L. Kleins bogtrykkeri, 1857. 


2p. 1, B-172 p. fold. map. By”. 


1. Nataral history —Greenland. 1. Schiddte, Jorgen get Chris 
pdreas ‘1828-1878. Lat 

ken. 1, Lange, Johan Martin Christian, 
Lg v. Reiphardt, Joheunes Christopher np, ITTH-1N45, 


6—S207 
Library of Congress QHS4.1.R57 


" 1 


Library of Congress 


Rink, Hinrich Johannes, 1819-1893. 

+++ Den fotgrflandske dialekt, efter de af den 
danske fetkyst-expedition meddelte bemer- 
kninger til Kleinschmidts Grgnlandske ordbog, af 
H. Rink. 1887. 

(In Meddelelser om Grfnland. Kjfbenhavn, 1888. 
2uem, 10, hefte, p. [207]-234) 

Den fetgrfnlandske expedition, udfért 1 aarene 
as we 2. roy 2. del, nr. IV. 

imo language. 2. Eskimos--Greenland. I. 


Misinschatae bedtime? Petrus, 1814,165§, Beg 


Title from John Crerar 
Library of Congress Taiis. ps9 vol.10] 


Rink, Hinrich Johannes, 1819-1893. 


Om de eskimoiske dialekter, som bidrag til bedémmel- 
sen af Nat a om Eskimoernes Lerkowst og van- 


Af H.R (Kjobenhavn, Gyldendal, 1885, 
1219-200 p. 235™. 
No. 2 in a volume of pamphlets lettered: Rink’s papers on Greenland 
ba) 


Extracted from Aarbog for nordisk oldk. og hist, 1885. 


1. Eskimo language 2. Eskimos. 


Library of Congress G790.RS 
Rink, Hinrich Johannes, 1519-1893. 
Onn Eskimoernes herkomst. K joben- 


Af H. Rink ... 
havn, Thieles bogtrykkeri, 1871-90. 


2. 2 


Cower-title 
Nos M at S in a volome of pamphlets lettered: Rink’s papers on Green- 


land 

a af Aarb. fi d hist. 1871; - 

cen a Saget aor at og hist. 1800 —_— oO: Gor 
1. Eskimos. 


Library of Congress G790.RS 


Bink, Hinrich Johannes, 1419-1893. 


Om Gréniendernes le tro *s, hvad der af samme er 
bevaret under kriatendoumen fH. Rink... ;Kjoben- 
havn, Gylidendal, 1 

192-25 p24" 


From Aarbog for nodisk oldie 
No. 4 im a volume of pamphlet 


: Ait Rink’s papers on Greenland. 
woh 


1 F.kimos—Religion 2 Greenland—Religion 


+ MS23¢ 


Library of Congre-« G7RS 





Rink, Hinrich Johannes, 1819-1893. 
Om Grgnlands iadland og muligheden af at berejse samme. 
Af H. Rink. Kjgbenhavn, G. E. C. Gad, 1875. 


lp... Sip. 21%. (On cover: Fra videnskabens verden, nr. 0) 


No. 2 in a volume of pamphiets lettered: Rink's papers on Greenland. 
m2 


1. Greenland—Deecr. & trav. 2 Glaciers—Greeniand. 





3 — 20802 
Library of Congress GT30.R5 
1881, 
= Hinrich Johannes, 1619-1808. 
d pas G jd. Betenkning i anled 
privates gens til Grgnland. Af H. 


nine f spergsmaalet om 
Kjgbenhavn, A. FR Hest, 1852. 
2p.l, 0p. 219". 


- 3 in @ volume of pampbiets lettered | Rink's papers ov Greenland. 
wv. 2 


Greenland —Comm. a 2. Denmark--Comm. —Greenland. 
3. pa ae ee 
320800 
library of Congress GT30.R5 
(3801, 


Rink, Hinrich Johannes, 1819-1893. 


Om vandets afib fra det indre af Gronland ved kilder 
one isen. Af H. Rink. (Kjobenhavn, C. A. Reitzel, 
1 


i311)-327 p. 2 maps. 23)7 

fe 3 in a volume of pamphlets lettered: Rink’s papers on Greenland. 
why 

Caption title. 

From Naturhistorisk tidsskrift, 3. rakke, 1. 6d. 


LH Greenland. 2 Glaci re land. 





+H! 
Library of Congress G730.R5 head 


Rink, Hinrich Johannes, 1819-1893, ed. 

Samling af emer og forsiag vedkommende den kon- 
gelige gronlandske handel, udgivne paa Indenrigsministeriets 
— af H. day " hearahern, L. Kleins bogtrykkeri, 


avi, 230 p. 23". 


Ln AP a ee 2. Greeniand—Comm. — Denmark. 
oF beaiart “Colonie ¢@ Denmark — Colontes — Adminis- 


3--21168 
Library of Congress HF3648.G8R5 
p< Geet G730.R5 
No. 1 ina volome of pamphlets lettered; Rink’s Papers 
on Greenland. (7.1) a3TbI) 


Rink, Hinrich Johannes, 1819-1893. 
Tales and traditions <s the Seton, with a sketch of their 


a igion, | ee Dr. Aye 4 
. Tr. from the oh by the author. Ed. by Dr. Rob- 
a ier -.. With numerous illustrations drawn and en- 


graved by Eskimo. Edinburgh and London, W. Blackwood 
and sons, 1875. 

slip, 11,472 p fold. front., ius, plates (1 fold.) 205°. 

Danish original published, Copenhagen, 1866. 

1. Eskimos. 2 Eskimos—Legends. 1. Brown, Robert, ed. 


14—17057 


Library of Congress E0O.E7TRSS 


4001, 
Rink, Johann Christian Heinrich 


see 


Rinck, Johann Christian Heinrich, 1770-1846. 


22-1388 


Library of Congress 














a ~~ 1. e. Nathalie Sophie Nielsine Caroline (Meller) 
183 

Koioni-idyller fra Gronland, af Signe Rink. Kgben- 
havn, Gyldendal, 1888. ™ 

4p. l, 2p. 18y=. 

Cowrextm. —Navnelelierne.— Aaret rundt.—‘‘ Teisten.”” 


Library of Congrese, no. 


Rink verlag, Berlin 
ace 
Buchdruckerei Paetz /Rink verlag, Berlin. 


Lisrary or Cononess Rerzrence 
‘Users of LK Fy A on eee ae be to LY 


X 41-2689 


Rinkefeil, Rudolf. 

Schlierilei, ein tiermiirchen von dr. Rudolf Rinkefeil, mit 
bildern von Franziska Schenkel. Lahr in Baden, R. Keutel 
1°1926, 

78 p. iMlus., col. plates. 34°. 


1. Title. 
27-8226 
Library of Congress PZ363.R5 
Copyright A-—Foreign 33502 


Rinkel, Otto, 

... Patrone und schuss; ein leitfaden fiir jagd und sport, 
mit ballistischen tabellen. Karlsruhe (Baden) Berlin-Karls- 
ruher industrie-werke a. g., vormals Deutsche waffen- u. muni- 





dienst su erweisen, wenn wir bel 
der der diese durch einen texttell 
erweitern.”—Vorwort. 
1. Shooting. 2. Hunting. 8. Cartridges. 4. Ballistics. 1 Title. 
36-ORBS 
Library of Congress SEKIO.RS 1904 
Copyright A—Foreign 28408, 
2 700.21 


Rinkel, Richard. 


... Einfihrang in die elektrotechnik, physikalische 
grund und technische ausfiihrungen, von R. Rinkel 
oa 445 abbildungen im text. Leipzig, B. G. Teubner, 


end etd” illus, diagrs. 23°. (Teubners handbicher fir handel 


1. Electric engineering. 


Library of Congress 


Rinkhout, Stéphane de. 

... Pages Whistoire sur les comtes de Looz et leur descen- 
dants ... Bruxelles, Veuve F. Larcier, 1914. 

3p. L, @-108 p11 fies. 30", 

Contexts —1. Liextraction des comtes de Loon—t. La maison 
Block et les premiers seigneurs Lille. 


Duvenéede et d'lersekendam.—tv. Les preaves de la maison de Block.— 
¥. Les incorrections du be 


1. Loon, House of. 2. Block, House of. 1 Tithe. 
BSS 
Library of Congress DH516 L6RS 
—— == Gagy 2. 1361, 


CATALOG OF PRINTED CARDS 


Rinkliff, Loais. 

God's gifts, by George Louis Rinkliff. Phil- 
adelphia, Pa., United Lutheran publication house ,*1928, 
ep. 1)". 
1. Christian life. 1. Title. 

‘28 23886 

Library of Congress BY4501.R55 
Copyright A 1088T78 ry 
Rinkliff, Louis. 
The First Evangelical Lutheran church of a 
centennial , by George L. Rinkliff. Puisbptin Pe 
Published by Muhlenberg for the First Evangelical 


Rinn, Heinrich. 


Luther, ein mann nach dem herzen Gottes ... 
a. S., Verein fiir reformationsgeschichte, 1893. 


Sp. 11 12°, (Schriften fir das deutsche volk, 21) 


Halle 


1-G-142 
Library of Congress 


Rinn, Heinrich. 
Schleiermacher und seine romantischen freunde, von 
dr. Hei ich Ri und 








(2) ‘284.1771401 


Rinman, Erik Benjamin, 1870- 
Fiction and fact about the Scandinavian crisis, by Erik 
B. Rinman ... St get nordiska bokhandel; 


Scien Ahtiched 
(1905, 





3 mn .. Hamburg, Ve 
druckerei a.-g. (vormals J. F. Richter) 1 
Dp. 27 


1. Schleiermacher, Friedrich Ernst Daniel, 1768-184 
AIZ-103 
Title from Univ. of Chicago BIBR7RS Printed bv LC. 


(Rinn, Joseph Francis, 1868- 


Zeno ; a play in three acts... New York, Hampton play 
corporation, *1923. 








2p. 2m. 
ap 2. 
1. Pol. & govt.—1814-1905. 2. Norway—Pol. & govt.—is14— 1. Title. 
1906. i. Title. 
23-1860 
anensy of Guan semanas 64087 ert eee 1923 
—— ——— Copy 2, asia, Conte 4 ee 
Reference card 
Rinman, Leonhard Rina, Louta, 1838- 
see Marabouts et Khouan. Etude sur I'Islam en Algérie, par 
Louis Rinn Avec une carte indiquant la marche, la situa- 
Reynman, Leonhard. tion et l’importance des ordres religieux musulmans. Alger, 
A. Jourdan, 1884. 
vill, S32 p. map. 2". 
Map wanting. 
1 2 tm Algeria. 
cetees Library of Congress BPO.ASRS need 
Library of Congress a35d1) 
Rinmaa, Sven, 1720-1792. Ri Friedrich Wilhelm Berthold 
fuckdliagen, 1761-10, mad bidreg frie Peytsichs tenance Anleitung fu optischen ~~: Papen 
riclingen, 1701-70, med bidrag frin Pryuiaks fonden, st tionamikroskop, von F. Rinne und M. Berek. Mit 885 sbbil- 
ryckare, 1985, — e sage & > of cue bildnis von F. Rinne. Leipzig, 


2p 1 1L, @ 25". (On cover: Jernkontorets 
verpuhistorisns earifterio. Nita) 


“FGrteckning & Sven Rinmans otryckta ekrifter”: p (160,-188 


1. Steel todustry and trade—Sweden. 1 Malmborg, Gteta, 4 1088, 
nm Tith 


oa 


Library of Congress ‘TNT04.9038 or.4 


2, (@22.003087) sBh4 
Rina, Heinrich, 1843-1922. 

Die ry oy | der Ai confession. Von dr. 
Heinrich Rinn. Hallea/S., Vi fir reformationageschichte, 
1888. 


“4p. 18". (On cover: Schriften fir das Geuteche volk ... 1m) 


1, Augsburg confession. 
G12 


Library of Congress BROOO.Vé or.2 


223 





of. Vorwort, signed : M. Berek. 

L 2. Optical and mi- 
croscopy. 4. Polarization (Light) 1. Berek, Max, a 
Polarisationsmikroskop. 

ACSt—eors 
New York. Public library 
for Library of Congress QDOLRS 
adel, S489 


“Text-books ou crystallography”: p. 188-180. 
1. . & Btiles, Walter 8. tr. Tremsietions of 
Das wenen der materie nach dem vorbilde der kristalle 
Ped 
Library of Congres Qpen RS 








Rinne 


Rinne, F,rits Wilhelm Berthold, 1863- 

... Etude pratique des roches & l’usage des ingénieurs 
et des étudiants és sciences naturelles, tr. et adapté par 
L. Pervinquiére ... avec une préface de A. Lacroix ... 


Paris, KF. R. de Rudeval, 1905. 
2p. L. tit, 674p, 11 front. illus, double pl, fold. tab, diagrs. 18). 
1 Petrology 1 Pervinquiére, Léon, 1873- tr. 


GS6119 


Library, U. S. Geol survey 


Rinne, Friedrich Wilhelm Berthold, 1863- 

Dar feinbauliche wesen der meterie nach dem vorbilde der 
kristalle. von dr. Friedrich Rinne ... mit einer zeichnung von 
A. Diirer, den bildnissen filhrender forscher auf dem gebiete 
der feinbaulebre, sowie mit 203 textfiguren. 2. und 3. erwei- 
terte aufl. Berlin, Gebriider Borntraeger, 1922. 

vill, 168 p. front., illus, ports, diagrs. 22". 

“Deutsche kristallographische lehrbGcher” : p. 161-162. 


23-4216 Revised 
Library of Congress QDe21.R5 1922 
Copyright A—Foreign 768s 
(272, 


Rinne, Friedrich i. ¢. Frits Wilhelm Berthold, 1863- 

Gesteinskunde, fiir studierende der naturwissenschaft, 
forstkunde und landwirtschaft, bauingenieure, architek- 
ten und bergingenieure, von dr. F. Rinne ... 4., volistin- 
dig durchgearb. aufl. mit 451 abbildungen i im text. Leip- 
zig, M. Janecke, 1914. 


vii, 336 p. front, illus, diagrs. 27°. 





1. Petrology. 
GS 1492 
Library, U. S. Geol. survey 1903 qR473 
Rinne, Friedrich Wilhelm Berthold, 1863-1933. 
inskunde fiir studierende der naturwissenschaft, forst- 


kunde und landwirtschaft 
bauingenieure, von Friedrich, Rinne ... 12. mit der 11. iiber- 
einstimmende auflage. Mit 589 textfiguren. Leipzig, M. Ji- 
necke, verlagsbuchhandlung ,1928!, 

vil, 428 p. front. (port.) {lus (incl. maps) diagrs. 264™ 





, architekten und 


1. Petrology 1, Title. 
G 8 30-187 Revised 
U.S. Geol. survey. Library 1903 RATS 12th ed. 
for Library of Congress (QE431 1 


ir Oec2 


Rinne, Friedrich i. ¢. Frits Wilhelm Berthold. 1863- 
_Gesteinskunde fiir techniker, bergingenieure und stu- 
der nai von Professor Dr. 
F. Rinne ... Hannover, Gebrider linecke, 1901. 
vii, 206 p. illus, rv pl. (incl. front.) diagrs. 274. 


1. Petrology. 


Library, U. & Geol. oe 


survey 
Rinne, Friedrich Wilhelm Berthold, 1863- 
Grenzfragen des lebens; eine umschau im — 
der biologischen und 
Friedrich Rinne ... Leipzig, Quelle & & Meyer, 1931. 
vil, 128 p. front. ius, 6 pl, diagrs. 254™. 





1. Life (Biology) 2. Crystallography. 1. Title. 
Library of Congress QH331.R55 itaciinas 
Copyright A—Foreign 12314 
(2) STT 


LIBRARY OF CONGRESS 


Rinne, Friedrich Wilhelm Berthold, 1963- ed. 

Réntgenographische feinbaustudi sgegen von Fried- 
rich Rinne Mit 32 figuren aiptig, B. G. Teubner, 1921. 

cover-title, 116 p., 1 1. incl. tables, dingrs. 204°. (Abhandlungen der 
Mathematisch-physischen kl ae der SAchsischen antaule der wissen- 

echaften. sxxvin. bd. 

“Mittellone aus dem Ine auet fir peng wt a petrographie der 
Universitit Leipzig n. folge (seit 1909) nr 132-1 

Contains bibliographies 

Contents 1. ther die raumgruppe des olivins, von Charlotte 
Berndt — 2. Uber die kristallstruktur des kobaltgianzes, von ates Mecb- 
ling —3. am karborund, von Her- 
mann Fspig.—4. ther die kristallstroktur des turmatins, ron Charlotte 
Kulaszewsk! 








1. X-rays 2 Gonetagnete 1. Berndt. Charlotte. m Mechiing, 
Max = itt. Eapig, Hi mann. tv. Kalassewski, Charlotte. 
v. Title. 

Title from ‘cane Univ ac 

Library of © [AS182.821 bd. 88, no. 8) 

3s 
Rinne, Friedrich Wilhelm Berthold, 1863-' 


"a slanen dus coche, Geulo Ghleclgue ot poutiqne d Yemnge 
des étudiants en sciences naturelles, des forestiers, des in- 
géenieurs , constructeurs et mineurs, des architectes. 
3. éd. francaise, tr. "apres la 8.-9. éd. allemande, annotée et 
sugm. par Léon Bertrand ... Avec des additions en partie 
extraites de la 2. éd. de I’Btude pratique des roches par Léon 
Pervinquiére. Paris, J. Lamarre, 1928. 

xx, 616 p. iilus., fold. oo fold, tab., diagrs. 25". 

rc —_ of title: F_ Rinne. 

French editions, translated and ond efegint from the 
» appeared in 1905 and 1912 under title: 


Rinne, Friedrich Wilhelm Berthold, 1863- 

Zur nomenklatur der 32 kristallklassen, von Friedrich 
Rinne. t'ber eine neue herleitung und nomenklatur der 230 
kristallographischen raumgruppen, von Ernst Schiebold. 
Mit atlas der 230 raumgruppen-projektionen, enthaltend 313 
schwarze und 36 farbige abbildungen auf 46 tafeln ... Leip- 
zig, 8. Hliced, 1929. 

2p mp. tables (1 told.) ond atias (22 p, 1 1. incl. tables. 
6 _ dé col.) =. der 
Klanse der 





Tt wissenschaften. bd. 
hoy aus = Institut fer mineralogie und Gemegueghte ‘on 
Universitit Leipzig. or. 2200-b.” 
Bibliographical | foot-notes. 
1. Crystallography 


‘Title from Wisconsin 
Library of Congress 


1. Sehiebold, Ernst, 1804- 
AO033-3279 


Untv. 
— bd. 40, no. 5) 
c 


Rinne, Friedrich Wilhelm Berthold, 1863- 
Zwischen Filipinos und Amerikanern auf Luzon; skizzen 
von prof. dr. F. Ri Hannover, Gebriider Jiinecke, 1901. 
2p.1, 81 p. front. Milas. 219". 


1. Philippine Islands—Descr. & trav. 2. Philippine Islands—Hist — 
Insurrection, 1899-1901. 1. Title. 
1-25006 Revised 
Library of Congress DS659. R58 
(F28e2, 


Rinne, Fritz Wilhelm Berthold 


Rinne, Friedrich Wilhelm Berthold, 
1863-1933, 


Rinquest, Edward Henry Baxter. 

How to develop your speaking voice ; speaking voice founda- 
tion, poise, breath control, articulation, enunciation, — 
resonance, quality, en interpretation, nerve-leak, ete. 
by E. H. Baxter Rinqust ... Denver, F. J. Wolf, 1935, 

228 p. ius, (incl. port. music) diagrs. 204° 

“Other books on the voice” : p. 224. 


1. Voice. 2 LJ and voice culture. 3. Speech. 1, Title. 
1 Title: Speak! 
35—24320 
Library of Congress PN4197_ RS 
— ——- Cap 2. 
Copyright 4 87080 (fifi, 08.5 


224 





Rinser-Schnell, Luise. 


= Die glisernen ringe, eine erzihlung. Berlin, S, Fischer 
1941, 


Bip. Wx 


“Erste bis finfte auflage 1941.” 
1 Tithe 
41-21118 
Library of Congress PT2685.168G5 104, 
12 833.91 


\Rinsifée, of Sendai, fl. 1780. 


San kokf tsou ran to sets, ou Apercu général des 
trois royaumes. Tr. de original japonais-chinois par 
M’. J. Klaproth. Ouvrage accompagné de cing cartes. 
Paris, Printed for the Oriental translation fund of Great 
Britain and Ireland, sold by J. Murray ,ete., London, 


ike vip. 11, 288 p. 27°. and atlas of 1 p. 1, 2 pl, S fold. maps. 
"ex Bewe 
tans oe at of t-p. 
and Aino vocabularies. 
(Continved on next card) 


(B32 25-5108 


an, of Sendai, fl. 1780. 
sets... 1832. (Card 2) 
Contents Fetface du traducteur.— Introduction —Préface de oS Peas. = 

Description de la C Description de la Corée, tr. de la grande gtogra- 

hie chinoise. intinalte bi Kn ¥ thoung tchi.—Notices des iles Lieou 


San kokf tsou ran to 


hieou ou Riou Kiou.— du pays des Yeso—Description des 
iles inhabitées.—-Explication des cartes. 

1 —Deser. & trav. 2. Korea—Hist. 3. Riu-Kiu Islands—Deser. 
& A. x % Japan— a & = 5. Ainos. 


ries, vocabularies, 


7 ne vocabularies, etc. 
1. Klaproth, Julius Heinrich, ert 


26-5100 


Library of Congress Ds02.RS 
—- —— Copy 2. Added t.-p.: Oriental translation fund. 
;Publications, v. 25) P1408.06 vol. 25 
Me? 
Rinsky, Benjamin. 
. Leyendas simbélicas. Buenos Aires, M. Gleizer, 1929. 
8p. 18 
1. Title. 
30-32364 
Library of Congress PQTTOT. RAIA 
2) (868.6) 863.6 
Rinsland, Henry Daniel, 1889- 


Analysis of completion sentences and arithmetical problems 
as items for intelligence tests, by Henry Daniel Rinsland . 
New York city, Spachers college, Columbia university, 1935. 

4p.b, 49 

Toes (rn. A-One —Columbia university, 1936 

Vita 

Published also as Teachere college, Columbia university, Contribu- 
tions to education, no. 

cons is the purpose of this study to analyze the completion and prob- 

solving items in the CAV D tests by use of the general plan of 
famieg experiments.”—p. 
Bibliography: p. “7-40. 


1. Mental tests 1. Tithe. 

31202 
Library of Loy rong LB1131.B55 1906 
Columbia Univ 2) (150.9283) 151.23 


Rinsland, Henry Daniel, 1889- 

Analysis of completion sentences and arithmetical problems 
as items for intelligence tests, by Henry Daniel Rinsland ... 
= wo city, Teachers college, Columbia university, 1985. 


239". (Teachers college, Columbia university. Contri- 
betice to Rutt, Bo, 666) 


Inssved also as thesis (rm. p.) Columbia university. 
“It is the purpose of study to tnalyze the completion and problem 
solving 1) ee genera! plan of learning 


expert 
Gaitccraghy® > ‘47-49. 
1. Mental tests. 1 Title. 
_ ae of Congress 


Copy 2 
Copyright A 94800 12, 














E 





Rinsland, Henry Daniel, 1889- 
py 
subjects, by Henry Daniel Rinsland ... New York, Prentice- 
Hall, inc., 1937. 
xvi, 823 p. illus, diagrs, 23)". (Prentice-Hall education series, 
E. G. Payne, editor, 
Bibliographies at end of some of theschapters. 


1, Grading and marking (Students) 2 Examinations. 1 Title 
38415 
Library of Congress 1L.B8051.R55 
2x3, snzt 
Rinaland, Henry Daniel. 
Martha O'Daniel Ri: -- Dallas, B. Upshaw and com- 
pany ;°1931, 
2y 1-. 


Bidiiography : p. 2-3 in each volame. 
Contente.—bk. 1. Grades two-four —bk. 2 Grades five-ceven. 


1. Spellers. 1. Rinsland, Mrs. Martha A. (O’DAniel) joint author. 
81-23006 
Library of Congress PEI46.R58 1981 
Copyright A 41827, 41828 
a 8724 


Se ne 


The Rinsland spelling book ... by Henry Daniel Rinsland ... 
and Martha O’Daniel Rinsland ... New York, Chicago, Ment- 
zer, Bush & company, 1937- 


1°. 
Includes bibliographies. 
Cowrents.—book 1. Grades two to five. 


1, Speliers. 1. Rinsland, Mrs. Martha A. (O’Daniel) joint author. 
37-82000 
Library of Congress PE1146.853 1987 
——— Copy 2. 
Copyright A 110672 2, 3724 
— Henry Daniel. 


ee ee ne et Se oie oe ate, Wy 
Henry D. Ri and Martha O’Daniel Rinsland 
Norman, Okl., Rinsland and Rinsland (°1929, 
Sp.l,1p 1. 


Published also tp 2 vols. 
Bibliography : p. 2-8. 


1, Speliers, 1. Rinsland, Mrs. Martha A. (O’Daniel) joint author. 
29-15014 
Library of Congress PE1I46.R5 
Copyright A 10117 2 
Rinsland, Henry Daniel, 1889- 


The vocabulary of elementary school children, a preliminary 
report of the count of 2,818,014 words showing the fre hundred 

most frequently used words in grades 1 to vit. Works 
administration of Oklahoma, 
Henry D. Rinsland ... and James H. Moore ... 
University of Oklahoma, seer. 


1. Moore, James H., 
‘ork projects administration. Oklahoma. 111. Title. 


4140071 
LB1199.L8A16 0.1 


12 (423) (423) 87261 


Rinsland, Henry Daniel, 1889- 
The vocabulary of ee ee eee tee 
States. Works aw be 
465-65-3-37. By ry D. Rinsland ... and Ji om 
.. Norman, Ok, University of Oklshame, 1988. 

. L, Mt, 46 L.@ 1 
Ip. 1. {y =214". Oklahoma. Gua. WPA 


Reproduced from type-written copy. 
Bibliography : p. 41-46. 
1, Chlldreo— Vocabulary. 


1. Moore, James H., joint 
Otiahoma. 


author, aU. 8. ~ pea —- RY mm. Title. 


Library of Congress LBIIS0.LSA16 0.2 


2 (423) (423) S728 


CATALOG OF PRINTED CARDS 


Rinsam, Willem van, d. 1914. 
.. Die wirmeleitfihigkeit von feuerfesten steinen bei hohen 
sowie von und mauer- 
— unter verwendung eines neuen verfahrens der ober- 
flichentemperaturmessung. Von dr.-ing. Willem Van Rinsum 
. Berlin, J. Springer, 1920. 
58 p. incl. 
os tenons one Gag, hac nee) (Forschungsarbeiten auf dem gediete 
Bibliographical foot-notes. 





1, Heat—Conduction 2 Insulation (Heat) 


Library, U. 8. Patent Ofice TAS.FTS2 


Rintel, CAsar. 
Zwei feeche kerle. Ein heiteres zeitbild in 3 akten (6 bil- 


dern) ... Berlin, Vetriebsstelle des in ra, deutscher 
bihnenschriftsteller und bihnenkomponisten ,*1 
agp ma. 
Reproduced from type-written copy. 
1. Tithe 
42-28815 
Brief cataloging 
Library of Congress PT2685.1 60748 


2% 


Rintel, Eduard Ludwig Wilhelm 
see 


Rintel, Wilhelm i.e. Eduard Ludwig 
Wilhelm, 1615-1899. 


Rintel, Gustav Carl Nicolaus. 

Von der jury. Thre nothwendigkeit und stellung im straf- 
verfahren ; ihre geschichte und verschiedene bedeutung in Eng- 
land und Frankreich ; ihre einfihrung in Preussen. Eine mo- 
nographie durch Gustav Carl Nicolaus Rintel ... Miinster, 
Aschendorf, 1844. 


xxi! p, 11. 477, 1)p. 20" 


1 Jury. 2. Jury—Gt. Brit. 8. Jury—Fraoce. 4. Jury—Prussia 
5. Criminal procedure. 


40-20149 
Library of Congress 2 
— Anton, 1876- ed. 
verordnung vom 10. 
nter heranziehi 


Die Anfechtungsordnung (Kais. 
desember 1914, RGBI. or. ry Unter hang, der 


Spay praxis erliutert von Anton Rintelen ... Graz, 
Moser, 1915. 
2p. 1, 28 p. 29". (Mosers ausgabe Seterreichischer gesetse) 


1. Debtor and creditor—Austria. 2 Bankruptcy--Austria. 1 Aus 
tria. Laws, statutes, ete, 1. Title. 


-ee1T 

Library of Congress 12) 

Rintelen, Anton, 1876- 

Grundriss des verfahrens ausser streitsachen. Von dr. An- 
ton Rintelen ... Manchen und Leipzig, Duncker & Humblot, 
1914. 

vi 148 p. 2". (Added tp: Grondriss des dsterreichischea rechts 

2 bd, 2 abt.) 
Preceded by “Nachtrag”, 2 leaves. 
Contains bibliographies. 


1. Civil procedure —Austria. 1. Title. 
2 wt 
Library of Congress ret 


225 


Rintelen 


Rintelen, Anton, 1876~- 

Handbuch des dsterreichischen konkurs- und aus- 
gleichsrechtes. Von dr. Anton Rintelen ... Miinchen 
und Leipzig, Duncker & Humblot, 1915. 


x, 6p. 27 


1. Title 
21-11 


Library of Congress 12 


Rintelen, Anton, 1876- 

Das dsterreichische konkursrecht. Von dr. Anton Rin- 
telen ... Leipzig. Duncker & Humblot, 1910. 

vii, 400 p23" 


10-23538 


Library of Corgress 


Bintelen, Eugen. 

Evehen Humbrecht, sittenstiick in fiinf akten von Eu- 
gen Rintelen (frei nach H. L. Wagner) Berlin, Ver- 
triebsstelle deutscher biihnenschriftsteller. 1922. 


0p. im 
Adaptation of Wagner's Kindermorderin 


t. Wagner, Heinrich Leopold, 1747-1779. «1. Title 


+1525 
Laprary of Congress PT263S17ES 1922 
Coovright D 635% 2; 
Rintelen, Franz von. 


The dark invader ; wartime reminiscences of a German naval 
intelligence officer (by, Captain von Rintelen (Franz Rintelen 
von Kleist) with an introduction by A. E. W. Mason. Lon- 
don, L. Dickson limited, 1933. 


287, (1; p. front., plates, ports, facsim. 224°. 


1, European war, 1014-1918—Secret service—Germany. L Title. 
3-0Tl 
Library of Congress D63v.28R6 


Copyright A ad int. 17642 3, 900.48743 


Rintelen, Franz von 

.. The dark invader; wartime reminiscenses of a German 
naval intelligenct officer; with an introduction by A. E. W. 
Mason, New York, The Macmillan company, 1983, 


Tp 17-287, 1p Ay. 
At bead of tithe: Captain von Riotelen (Franz Rintelen von Kleist) 


1. European war, Wl 118--Secret service —Cermany 1 Tith 
33-—100n2 

_labrary of Congress INSOSSRE 19830 

——— Copy 2 
Copvrieht A E12 Atk, 940.48743 
Rintelen, Franz von. 
The return of the dark invader, ea 
London, L. Dickson & Thompson limited 


ziti, 266 p. ners heap ce ys lh az 


1. Germany—Hist —Resolution, 1918- Secret service—Ger- 
many & Tite m Tithe: The dark invader, The return of. 


(06 18385 
DD247. R53 


oa ney 


Library of Congress 








Rintelen, 
Giotto und die Giotto-apokry; 
Minchen-Leipzig, G. Miller, 1912. 
Sp. 1, 3-280. 1) p. plates. 25)". 


1. Giotto di Bondune, 12661-1887. 


Library of Congress ND€23.G6R5 


Rintelen, Friedrich Maria. 
da Geterhen ney dete protein 


in 
der nechiriogmeit, von Prindrich Maria Rintelen Warbere, 


C. J. Becker, 1984. 
oderie bh 1/82) 


xv, 160 p. a (Added t.9.: 
paychologie der religion, brag. von 4. dr. Georg 
“Dee Eethtieththeciesiomen Sebeiiie, Gov Westliitechen Witheime- 
universitit in Minster als dissertation eingereicht.”— 
“Literaturverseichnis” : 





D. (tr-ev. 
1, God. 2 Theology, Doctrinal—Hist—Germany. 38. Germany— 
Religion—20th cent. 1 Title. 
85-14755 
Library of Congress BTOARS 19840 
2 1 
Rintelen, Fritz Joachim von, 1896- 


Albert der Deutsche und wir, von Fritz-Joachim von 
Rintelen. Laipeig,F. Meiner (1985, 


4%, (1; p. 21%. (Wissenschaft und seitgeist. 4) 
included in (p. 43-146,) 





unge 


1. Albertus Magnus, Saint, bp of Hatisboo, 11987-1280. 1. Tithe. 
(Pell name: Fritz Joachim Pau! von Rintelen, 

36-22867 
Library of Congress B65. A44RS5 


2 1904 


Rintelen, Frits Joachim von, 1898— 
ras 2 Habba, 1900 
cover-titie, 1 p. L, p. @28,-071. 24". 


a oe: ee com, See ee 


Sum 60. geburtetag ... (bd. 2) 
Bibliographical foot note, 


1, Worth. 2 Geyser, Joseph, 1800- 1 Title. 


A 83-3128 
Title from Univ. of Cin- cianati BD282.R55 Printed by L.C. 


2) 


Rimtelen, Frits Joachim von. 


Das philosophische wertproblem, von Fritz-Joschim von 
Rintelen. Halle (Seale) M. Niemeyer, 1932- 





Rinteten, Frits Martin, 1892- 


... Das fliegende schiff ; ein Zeppelin-roman. Berlin, Mehden- 
verlag, 1987. 


Bip. 199". 


1 Zeppelin, Ferdinand Adolf August Heinrich. graf von, 1888-1917— 
Fiction. 1 Tith - 


38-21917 
Library of Congress PT2S.1 7275S 1987 
Copyright A—Foretgn sete? 
2 a33.91 


phen, von Friedrich Rintelen. 


LIBRARY OF CONGRESS 


Bintelen, Max, 1880- 
Schuldhaft und einlager im vollstreckyngsverfah: 


ren 
des altniederlindischen und siichsischen rechtes. Von dr. 


Max Rintelen ... 
xv, 237, (hip. 23™. 


Leipzig, Duncker & Humblot, 1908. 


“Erlauterung der abkiirzungen” : p. rix)-xv. 


Library of Congress 





— 1880- 

liber die 1 Aclevest 
von prof. dr. Sex 1 Rintelen . ee tertp zur * “Zeitschrift 
fir das gesamte te handelsrecht und , 75. band. 
Stuttgart, F. Enke, 1914. 


xii, 366 p 23". 


1 Conese law—Germany. 


1 Zeltechrift fir das gesamte 





m. Title: 


Library of Congress (8901, 


Rintelen, Paul. 
Die beurteilung der kalibediirfuigkeit des bodens nach dem 


zitronensiureverfahren Kénig-Hasenbiumer. Von dr. dr. P. 
Rintelen und dr. R. Balks. 
Landw. jahrb. bd 79, p. 323-333. Berlin, 1934. 


“Literaturangabe” : p. 883. 








aq +7 2 puma 2. Potash (2 Soils, Potash in, 
1 Baiks, R, joist Agr 4-490 
Library, U. 8. of 18L23 04.79 
eae StSs (87.121 bd. 79) 
5 (2) 
Rintelen, Paul. 

Sastetie’ ont don A a 
ee Rein ae tented to bat Or 
betriebswirtschaft. diagrs. 

Lanéw. jabrb. bd. 70, p. 727-774. Berlin, 1929. 

“Literaturangabe”: p. 774. 

1. Potatoes. oa 


(87.L27T bd. 70) 


Library, U. 8. Dept. of Agriculture 18L23 bd. 70 


7 2) 


Rintelen, Paul, 1904 


. Das risiko im a betriebe ; ein beltrag 
zur r frage des aufbaues und der fi 


ng bodengebandener in 
tensivbetriebe, von dr. phil. io abil. Paul Rintelen . 
Berlin, P. Parey, 1938. 


La d@iagr. 26)". : (Germany, Reicheministertum 
crating andrea “er Berichte Uber landwirtachaft. n. f., a. 
pn Arbeit aus dem Institut fir landwirtschaftliche ve- 
ap neg Sy 

in German, English, French, Italian and Spanisu. 
1. Risk <a agriculture, 


O. 3. Dept. of agr. Library 18G31A_hft. 144 
for Library of Congress (amas =} 


2 


Agr 30-406 


Rintelen, Viktor, 1826-1908. 


Der strafprozess. Sgpsteraatisch bearbeitet von V. Pintelen 
Berlin, O. Liebmann, 1891. 
at. 818 p, 11 2. 


1 Criminal procedure—Germany. . Tithe. 


Library of Congress a 


2p.1,@p. incl. 8 plans. vipl. 264°. 
geologic u. bergwirtechaftsiebre ; brag. 





ye dere 


whilini aw 





Preussens zu eae 
| em Quellenmanige Apr 9 von V. Rintelen 





xi, 217, 2. 


1. Church and education—Prussia. 2 Education and state—Prussia. 


£10219 


Library, U. S. Bur. of Education LCII6.G3P9 


Rintelen von Kleist, Franz 
see 


Rintelen, Franz vone 


Rintelman, William Henry, 1866- comp. 

Vest Pocket gate to prohibition, and hand-book of 
read ‘ Falls, Wis., Agitator 
press, 1900. 


58 p. nar. 24° 





Nov. 15, 1900-197 


Library of Congress (Copyright 1900 A 20602) 


Rintelman, W I!liem, H 


renry, 1866— comp. 
Vest pocket guide to prohibition, a handbook of facts 
Comp. by W. H. Rintelman ... New ed., rev. and 


enl. Menomenee Falls, Wis., Agitator press, 1902. 
wp. Mpxe. 


Bubject entries: Proi. on. a 
Disses 


Library of Congress, no. Copyright. 


Rinteln. Academia Ernestina 


Rintein. Universitit. 


Lirary or Cononess Rererence 
Cungram seconaary entries which to bet appear as beatings in depestiory eutalag. 


— 
Cp py ey oe 
Hal Saale), Veciag vos W. Kaapp, Kina 1988. ‘ 


nt era 
Literaturverseichnis: p. 87. 


1. Geld—Colombia, 1 Tithe 


Library, U. 8. Geological Survey 408 Abt no. 16 














Rintisch, Willy, 1896- 
Die von Recreo; beitrige sur 

Kolumbiens ... von Willy 
Berlin, von G. Pitz, Naumburg a. S., 1927. 
2p. 1, @ p. incl. Mus, wi pl. 23)". 
Diss.—Technische hochschule, Bertin. 


Lebenslauf. 
“Literaturverseichnis”: p. 37. 


kenntnis der 


mining — Colombia. 2. Mines and mineral re 


1. Gold mines and 
eources—-Colombia. L Tithe. 


Library, U. 8. Geological Survey 481(400) Ré7g 


Rinucci da Castiglione 
see 


Rinuccio, of Arezzo, 15th cent. 


Rinucei d‘'Arezzo 
see 


Rinuccio, of Arezzo, 15th cent. 


p11, 827, cctv p. vi pl, fold. geneal tad. 312284". 

Priva’ ; 250 . ory 

aktirately printed ; 250 copes. of. Zambrini, Opere volgart (4th of. 
(Continued on next card) 


‘The “Vita e morte 4i Dante” ( storict, p. xi-xvill) under date 
<0 Capt. 36, REGS Oe uetelty Gesreues Sum Eieaene Sete, , Pref, 
ia 

Manuscript note leaf: Al chiarias™ prof. (name obiites 
ailh wade Dena oat - 

1, Rinuceini family. 2 Florence—Hist. 3. 1 Bb 
Buccini, Alamanno, 1419-1498. 1. Rinuccial, Nert, 1 mm. Bro- 
al, Leonardo Aretino, 1360-1444. rv. Alessi, Giuseppe, ed. ¥. Title 
‘v1. Title: Vita e morte di Dante Alighiert. 204 

Library of Congreel DG¢63.8.R5A5 1840 

3 


in le felicissime nozze del Signor 
Pier Francesco Rinuccini ... con la nobil 
Signora Teresa Antinori. Firenze, Stamperia di Bor- 
gognissanti, 1810. 

agp mm. 

Dedication 


oe ai" Eignor Po" Lenpoldo Ricasoli” (signed Luigi Clasio): p. 





1. Negse, Per, Rinuccam-nsueon. 1, Ricasoli, Leopoldo, ed. u. Flec- 
chil, Luigh, called Clasio, 1754-1825, 1 Title adhe 

17-16498 
Library of Congress PQ46x2 RADZ 


CATALOG OF PRINTED CARDS 


Rinuceini, Ottavio, 1562-1621. 

Drammi musicali di Ottavio Rinuccini, ora per la prima 
volta insieme raccelti, ed accuratamente ripubblicati. Livorno, 
Per T. Masi e compagno, 1802. 

z!,120p,1L 20y". 


1 Poggiall, Geetano Domenico, 1753-1814, ed. 


57960 

Library of Congress ML49.R58 

@3icl, 
Rinuccini, Ottavio, d. 1621. 

Drammi musicali di Ottavio Rinuccini. (In Tasso, 
Torquato. L’Aminta ... ed altridrammi. Milano, 1828. 
125. p. 73-144) 

Cowrewts.—L’ Arianna —L'Euridice —La Dafne. 

S277 

Library of Congress 

Rinaccini, Ottavio, 1562-1621. 


... Drammi per musica: Dafne—Euridice—Arianns. In- 
troduzione e note di Andrea Della Corte. Con due tavole. 
Torino, Unione tipografico-editrice torinese ,1926, 

rxxvil p, 21, @-119p. 11 2pl 18". (Added t-p.: Collesione di 
classici ttaliant ... 2. ser. vol. 1) 


1. Corte, Andrea della, 1883- ed. a. Title: Dafne. wi. Title: 


Euridice. rv. Title: Arianna. 
7116008 
Library MIAO.RSS 1926 
e381, 


of Congress 


Rinuccini, Ottavio, 1562-1621, 
supposed author 


La favola d'éragne. 1810 
see 


Mini, Paolo, 16th cent. 


Rinuccini, Ottavio, 1562-1621, 

Poesie del 8.’ Ottavio Rinvecini ... 
i Givnti, 1622. 

4p.1, 4p. 21™. 

Giunti’s device on t-p. 

Dedication signed Pierfrancesco Rinuccini. 
6 en Ss -_ : 


1. Rinuccini, Pier Francesco, ed. 


Library of Congress PQMIZRAAI7 1622 


227 


Rio 


Rinuccini memoirs 
see 


Catholic church. Legates, nuncios, etc. 
Commentarius Rinuccinianus..e 


Rinuccinus, Alamannus 
see 


Rinuccini, Alamanno, 1426-1504. 


Rinucio, of Arezzo 


Rinuceio, of Arezzo, 15th cent. 


Rinutius Aretinus 
see 


Rinuccio, of Arezzo, 15th cent. 


Rinya Kawamura 
sed 


Kawamura, Rinya, 1879- 


Rio, Abraham del 
see 
Rio Soto Aguilar, Abraham del, 1865- 








Rio, Alexis Francois, 1797-1874. 


De I’art chrétien, par A.-F. Rio. Nouv. 6d. entitrement 
refondue et consi t augm. ... Paris, Bray et 
Retaux, 1874. 

4y. 1. 


Beole de Cré- 
mone. RBeole de Ferrare—t. 4 Boole vénitienne. Ecole de Bellini. L’école 
vénitienne dans sa pleine floraison. Pcole romaine. 

1. Art—Italy. 2 Christian art and symbolism. 
sDMIt 


Rio, Alexis Frangois, 1797-1874. 
The of Christian art. Tr. from the French of 
A F. Bio. T. Bosworth, 1854. 

xi, 417 p. incl. front. 194". 


1, Art—Italy. 2. Christian art and symbolism. 1 Title 
922443 
Library of Congress NOO11.R6 
tel, 
Rio, Andrés Manuel del, 1765-1849. 
Elementos de ori ésia, 6 del de los fésiles. 





segiin el sistema de Bercelio; y segin los principios de Abra- 
ham Géttlob Wérner. con la sinonimia inglesa, alemana y 
francesca, para uso del Seminario nacional de mineria de 
México. Por el C. Andres del Rio... Parte prictica—2. ed. 
Filadelfis, Imprenta de J. F. Hurtel, 1832. 


vil, 663, 1, p. 26 pl. 21e". 





1. Mineralogy. 1. Werner, Abrabam Gottiob, 1750-1817. 
oe e G 8 5-450 Revised 
Library, U. 8. Geologica) jurvey 
Library of Congress QE372. R58 
17332, 
Rio, Andrés Manuel del, 1765-1849. 
Elementos de ri ia, 6 i del conoci- 


de mineria. ‘Por el C. Andres del Rio ... 
ia.—Segunda edicion. México, Imprenta d 
R. Ra 1846. 

15 p. L, xxvil, 167 p. incl. illus. tables, diagrs. v fold. pl. 22). 


1, Mineralogy. 1. Werner, Abraham Gottlob, 1750-1817. 


Gsuam 


Libr., U. 8. Geol. Surv, Geo. F. Kuns Vollestion K103 R482 
Library of Congress (QErRk } 


Rio, Andrés Manuel del, 1765-1849 


see also 


Sociedad "Andrés del Rio", Mexico. 


Rio, Antonio del. 

Description of the ruins of an ancient city, discovered near 
Palenque, in the kingdom of Guatemala ... translated from 
the original manuscript report of Captain Don Antonio del 
Rio: followed 


by Doctor Paul Felix Cabrera ... 

Suttaby. Evance and Fox, 1822. 
a A 16 pl. 27) x 224". 
plates are unnumbered; the one numbered 12 in the German 


! 
i 


1 Ce 





LIBRARY OF CONGRESS 


(Rio, Antonio del, . 
(Huehuetlapallan, Amerika’s grosse urstadt in dem ké- 
nigreiche Guatimala. Neu entdeckt vom capitain Don 
Antonio del Rio, und als eine phénicisch-canandische und 
carthagische pflanzstadt erwiesen. Von dr. Paul Felix 
Cabrera ... Nebst siebzehn grossen zeichnungen in stein- 
Aus dem englischen des H. Berthoud. Meinin- 


druck ... 
gen, P. Hartman, 1823, 
atlas (1 p. 117 pl.) 27. 
Title- wanting ; title supplied from 


The original was published im 1822 under title: Description of the ruins 
of an ancient city. “ 

Volume of text wanting. 
1 Mexico. 


‘ 2. Mayas—Antiq. 3. Indians—Ori- 
gin. 1. Cabrera, Pablo Felix. 1. Title. 
S—13236 
Library of Congress F1435.1.P2R6 
ra22el) 


Rio, Antonio Ferrer del 
see 


Ferrer del Rio, Antonio, 1618-1872. 


Rio, Antonio M, Monteagudo del 


see 
Monteagudo, Antonio M. 


(Rio, Armand, 
... La préhistoire. ,Paris, Hachette ,“1980, 
o“ 7 a. 
poe fom, {ites (inet. map) (Bacyclopédie par l'image. 
Tiustrated t-p. 
Signed : Armand Rio. 
“Bibliographie” : p. 6. 


1. Man, Prehistoric. 2 Art, Primitive 1 Tith 
AQm 
Obiostateunty. Library 
for Library of Congress a 


Rio, Clara Osuna de del 
see 


Osuna de del Rio, Clara. 


Rio, Enrique Casado del 


Casado del Rio, Enrique. 





Reference card 


Rio, Fanny Giannatasio del 
see 


Giannatasio del Rio, Fanny, 1790-1873 or 4. 


Library of Congress 
Rio, Félix Nieto del 


see 
Nieto del Rio, Félix. 


16-11833 


statutes, ete. v. Title 
(Pull name: Francisco del Rio y Ferrer, 
88-94814 
Library of Congress LES.H375 1986 
5) 878.7291 


Rio, Francisco Gonzalez de Cosio y 
see 


Gonzalez de Cosio y Rio, Francisco. 


Rio, Guillermo del, comp. 
Monumentos literarios del Peru, colectados por D. Gui- 


0. is Im rr. de los huérfanos, 1812. 
— pf 
mientos literarios hechos en esta capital, en el 
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Rio, Hermilio Alcalde del Rio, Lazaro Cardenas del 


Alcalde del Rio, Hermilio. Cardenas, Lazaro, pres. Mexico, 1895- 


Rie, Lais Xavier Furtade Mendeaca Castro e 
eos 


Fartade de Castre Rio e Mendenga, Lais Xavier, visconds 
de Barbacona. 


Rio, Jo&o do, pseud. 
see 


Barreto, Paulo, 1878- 


Lasaary ov Congames Rayenawcs 
Cungram ssonatnry antstan which o Set copunr ss bendinge ta depestiory somes, 


Xe 
a 
(Rie, Jorge del, 
El servicio pablico de electricidad de Is ciudad de Buencs = Rio, Manuei E. 
Aires; apres ty teey og es ... Consideraciones histérivas i sociolégivas sobre la 
geron las concesiones. Buenos Aires, Imp. hnos, provincia de Cérdoha, deberes de la juventud en la époeca 
1940. presente. (Conferencia ... por cl ing. Manuel EB. Rio. 
Ap. iL vip. 2. Cérdoha, F. Domenici. 1901. 
Name of author, Jorge del Rio, on cover. c tell \ ails (Micreoles de ti biblioteca en la Universidad nacional de 
te CT 
1. Cordoba, Argentine Republic ( Province) 
Library on C F28% R57 ia 
. 2 ary on Congress 28% RS: 
1 Tite 
41-4638 
Lébrery ef Osagress 2 
Rio, J 0¢ Marta Eapiness y del Rie, Manes! E. 
ons Geografia de so} Cérdoba, por Manuel E. Bio y 
Espinesa y del Rio, José Maria. oud-americana de billetes de banco, 1904-06. 
2. 2”. ond atlas of 6 pi. § Goubdle maps, double Giagr. @D x 45)”. 
“Fuentes y bibiiegrafia”: v. 1, p. xxilly-xxix; v. 2, @. «vy-vi. 
Lrmeary or Cowonmes Ravuzzwce 1, Cordeba, Argentine repeblic (Proviece) 1. Cordoba, Argeatine 
republic (Province) —Geography, L Ackaval, Lats, Jolat author. 
Conran ssceelen') aa tttan wach Go tot appent ae bantings in dapenitory catalogs : ie 
ast 
a4 vs. efegr. Library 125847 
= +, + 738n8 RG 
a asm, 
_ Rio, Manuel E. 
Ste, Sesh Steen y La Universidad nacional de Cérdoba; informe destinado é 
see los miembros de Ia cuarta i escrito 
con autorizacién del H. Consejo superior por encargo del er. 
Rivera y Rio, José. rector, dr. Julio Deheza, por E. Rio, secretario general 
de la universidad. Cérdoba, F. Dumenici ,19101, 
1p, alll, 191 p. 259". 
1. Cordoba, Argentine republic. Universidad nactonal. 
17—28488 
10-30306 Library of Congress LE2L.CT2R5 
Library of Congress aed 


Rio, Julian Sanz del Rio, Manuel Melo vy del 


Sanz del Rio, Julian, 1614-1669, Melo y del Rio, Manuel. 
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Rio, Manuel Rivera y 
see 


Rivera y Rio, Manuel. 


Rio, Martino Antonio del 
see 


Del Rio, Martin Antbine, 1551-1608. 


Rio, Pablo Martinez del 
see 


Martinez del Rio, Pablo, 4. 1907, 


Rio, Pablo Martinez del, 1892- 
see 
Martinez del Rio, Pablo, 1892- 


Una conferencia de Habana, 
Arellano y conipafiis, impresores ,19891 
Bp z=. 
pi S. Repéblica de Cuba astitute nacional de previsién 
’ 
maattas “aitertaten que ot Gocter Paster dat Rte pxfiied on tee eneustven 
abril del afo en curso (1989, 


1 Martinezmoles y Echemendia, Judas, 4 1915. 
18 18460 


Library of Congress F1787.M383 








Rio, Pastor del. 
Hombres y orientaci pa sree & Sneaks Sam 
Habana, Montaivo y Cardenas, 1928 


254 p. inet. port. 27. 
Discourses delivered 1921-1927. 


1. Cuba —Bilog. 1, Leyva, Armando. u. Title. 
28-3089 
Library of Congress F755. R58 
to 


Rio, Pedro del. 
Viaje en torno al mundo por un “Chileno” . . 
(Julio '1880-julio 1882) con una ogg cong nd B. Vi- 
cufia Mackenna. Santiago de Chile, Impr. Cervantes, 
1883-84. 
2v. 


Author's nawe at head of title 
2ss7—M 2 


Library of Congress, no. 


Rio, Pedro Estandarte Y. 
Thirteen educational foundations and American higher edu- 
cation ... >by,; Pedro E. Y. Rio. Philadelphia, 1935. 


4pL, 8p. 24°. 


‘Thesis (ep, ».) the ees, 1985. 
Bibliography : p. :107,-108. 


1. Endowments—U. 8. 2 Education—U. S. 3. Education, 
4 Redowment of resssrch F Universities and colleges -U. 1. Title: 
Educationa) foundations, 
36- 15558 Revised 
Library of Congress LB2336.R5 1985 
———— Copy 2. (r30d2, 878.310073 
— 


‘erreni e irrigazione. Studi e ricerche nei comprensori 
delle tauas padane fra Enza e Secchia (agro Reggiano e 
Modenese) Reggio Emilia, G. Rodolfo & teins 1982. 
208 p. 31. fold. map, diagrs. (part fold.) 814”. 
At bead of title: Gli aspett! tecuict e scientific! della bonifica inte- 
grale. Dott. ing. Rino Rio. 


1, Irrigation—Italy. 2. Soile—Italy. (2. Italy—Solls, 
Agr 83-315 
Library, U. 8. Dept. of Agriculture SSRA7 


ra 


Rio, Roberto A del. 

. Nuestro sistema constitucional y el criterio sustentado en 
sus nuevas orientaciones. Tesis que, para obtener el titulo de 
licenciado en derecho, presenta Roberto A. del Rio. México 
Rios, impresores, 1937. 

Ap ap 20. 


At head of title: Universidad nacional auténoma de México, Facut- 
tad de derecho » cioncias sociales. 
1. Mexies - Constitutions! law, 1 Title 
4 88-7900 
Library of Congres 11.1215 1937.5 
a me2TI08 





“Nos recitativos dos contos 
de a ‘aspirou-ee, fa 
obra: ‘Le livre des mille nuits et une nuit, t 
Mardrus’.” 


published in the Jornal do 


LIBRARY OF CONGRESS 


Rio, T. Dominguez del 


Dominguez del Rio, T. 


— 


CS aoe Heke Petropolis, Typo- 


graphia Ypiranga, 1930. 


2pl, TIS p56. 19". 

peecador de tllusdes e Onatal 
Da 

@a docteur J. C. 


1 Tide. 
82-20443 
Library of Congress PQeseT RECS 
ri 860.3 
Rio, Yara do. 
O maravilhoso na Amazonia, contos juvenis de Yéra do Rio. 
Rio de Janeiro ,Alba, 1940. 
110p,11 17°. 
Correrts.—Japihim —Saracura.—.. fréta de Saqjomio.—As borbo- 
letan —O circo na floresta. 
1 Tite 
ass 
Library of Congress P788. BS 
ra 


Rio Amleto, 
Com, la figlia del boia; ovvero, La . fee dei peat 
storico di Bio Amleto . 
New York, Covine press £1920, 
446 p. plates, 219. 
“Secondo volume, seguito al romanzo | beati Paoli.” 





1. Tithe. um. Tithe: I beati Paoli, 
21-148S7 
Library of Congress PQS984.RSSB42 
Copyright A 570588 12) Provistonal 
Rio Branco, José Maria da Silva 
Paranhos, 1. visconde do, 
1619-1880 


see also 


Brazil. Ministerio da fazenda. 


{Rio Branco, José Maria da Silva Paranhos, £. bardo do, 
1845-1912, supposed author. 
Brazil, the United States and the Monroe doctrine; article 
do commercio of Rio de Janeiro, Jan- 
. (Washington! D. C., 1908, 
cover: title, 1p. L, 1p. 284". 

attributed Baron do Rio Branco, the 
foreign wisister ot Brasil"--Latreguctory Bote 


1. Brasit—For. rel—U. 8. 2. U. 8 —For. rel.—Brasil. 3. Monroe doc- 
trine, 1 Tithe. 

s—19779 
3X1425.R5 


a35b1, 


library of Congress 
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Rio Branco, José Maria da Silva Paranhos, 2, bardo do, . 
Ephemerides brasileiras, pelo | barao | do Rio Branco ; 
publicacio integral, com os 
los Srs. Dr. José Vieira Pasende oo ae de Magal- 
es, sob a direccio do Sr. Dr. B. F. Ramiz Galvio. “Rio 
de Janeiro, Imprensa nacional, 1918. 
xvii, 618 p. port. 25. 
At head of title: Edigio do Instituto historico e geographico brasileiro. 
1. B \— b i 
wk: razil Sao ee Josk, Romie Galvio, Benj 
bs y joint ‘. 
de Janeiro. v. Title. 


aa 





‘azenda, ’ 
tv, Instituto historico ¢ geographico brasileiro, Rio 


F2521.R58 
2 


Library of Congress 


Rio Branco, José Maria da Silva Paranhos, £. baréo do, 
1845-1912. 


‘iii iin oe Qed, 


Sie Tost de Magalhies, e acreacida de indices 
- € onomistico. i. i eee eee eek 


, ay. 
At head of title: Instituto histérico e geografico brasileiro. 


1. Brest ‘ist. —Chronology. 1 Magalhiies, Basilio de, 1874- 
¢.* cee historico y geografico brasileiro, Rio de Janeiro. i. 


42-4081 


Library of Congress F252L.R58 1088 


Ce Sean, Sead Ciacta Ge Glen Pemmaen, 0 Sart Ge, a088- 


Historia do Brasil, es Sam Rio de Ja- 
neiro, Typographia Sio Benedicto, 1930. 
Sp. «, (illy-xvill, 5)-185 p. port. 1897. 


Originally written by the Barflo do Rio Branco in 1889 and completed 
Fraleen oy peek ne Zest Bernastine Paraahes 40 Silva end Mex 


“Barfo do Rio Branco” (p. \lil)-xvill) signed: Max Fletuse. 








1. Brasil—Hist. 1. Paranhos da Silva, José Bernardino, ed. 
1. Fletuss, Max, 1848- Joint ed. 
88-$2052 
Library of Congress F2521.R59 
3) 981 


SipBenae, Seat Masts de Gime Sesuaies, 2. berde da, 


-.- Mémoire sur le question des limites entre les Beate. 
Unis du Brésil et la Guyane Britannique. (n. p.) 

2p. 1, vii, 151 p. 4 fold. maps. 27°. 

Dated : Londres, 1*" novembre 1897 


tefpeias on, one gt tee ada’ ds tons en Cayuse Ci Guyane (ibs 


1121)-15 


1. Brazil—Bound —British Guiana. 2 British Guiana—Bound.—Brazil. 
13-3398 


Library of Congress F2SS4.RS8 


+» Derecho penal ... Santiago de Chile, Editorial Nasci- 
mento ,1985, 

Sv. my. 

At head of title: J. Raimundo del Rio C. 

“Bibliografia” : ¢. 3, p. 650,-608. 


Comrerrs.—t. 1. La teorfa y la historia—¢t. 2. Legislacién penal: 
Parte general—t. 8. LegislaciOn penal : Delitos especiales. 











1. Criminal law. 2 Criminal law—Chille. 1 Title 
87-TT37 
Library of Congress a ao} 
Rio Castillo, José Raimundo del. 
.-. Elementos de derecho penal. Santiago, Chile, Editorial 
Nascimento, 1939. 
ep 2a. 
At head of title; J, Raimundo del Rio C. ... 
1. Criminal law. 2 Criminal law—Chile =, Tithe. 
41-004 


Library of Congress 2 











Rio Castillo, José Raimundo del, 1894 

... Paralelo entre el progreso de las ciencias llamadas natu- 
rales y el de las ciencias sociales. Santiago, Universidad de 
Chile ,19371, 

2p. Wy”. (Cuadernos juridicos y sociales, xv) 

At head of title: J, Raimundo del Rio C. 


1. Social sciences. 2. Science. 1 Title. 


42-82508 
Library of Congress H61R5 
2) 
Rio-Cosa, Manuel Pérez y del 
see 
Pérez y del Rio-Cosa, Manuel. 
22-21293 


Library of Congress 


ar ely ny oticneng: en tara ee oe oe 
Echec et mat 4 i 
senhor Joéo Severiano Maciel “as Costa, enue de Queluz, 
gram cruz da imperial Ordem do cruzeiro, conselheiro 
senador do imperio, da 

&c., pelo almirante Rodrigo Pinto Goede, bario do Bio ds 
Prata. Bio ds Conan, Typ. do Diario, 1 

sei. 120 p. 1. 1. 








(Continued on next card) 


Rio da Prata, Rodrigo Pinto Guedes, bardo do, 1762-1845. 


1880. (Card 2) 


barfio do Rio da Prata defending bis conduct as admiral of the Brasilien 
fleet during the Argentine-Brazilian war. cf. Silva, Dic. bibl. port. v. 7, 


Library of Congress 


Rio de la Loza, Leopoldo, 1807-1876. 
Desczipeion del aerolito de Yanhuitlan, Nw! D. Leo- 


Fon, Rio de la Loza. México, Impr. de J. M. Andrade y 
Escalante, 1865. 
8p. 2pl 23". 
1, Meteorites. 
Library of Congress QEWS.RS8 — 
9, 


Rie e Mendonca, Luis Xavier Furtado de Castre, visconde 
de Barbacena 


nee 
Furtado de Castro Rio e Mendonca, Luis Xavier, visconde de 
Barbacena. 


Lanaanzy or Cononess Revexaxce 
a LT aL aS a Sp as bedings in Sapeaory catalan. 


CATALOG OF PRINTED CARDS 


Rio Govea, Maria Aurelia Reyes de Del 
nee 
Reyes de Del Rio Govea, Maria Aurelia. 


Lmarary or Cononess Rererence 


Congress secontnr) aatvis which So not appaat as 1B dapeattory catalogs. 
x 41-6710 


a 


Rio Joan, Francisco del, 1860- 
” Africa occidental espafiola (Séhara a ey Memoria 
comandante 


clevada al excmo. sefior ministro de estado por el 
de ingenieros d. Coane CSS eee 
pablicas en dicha comisionado 4 la Guinea en 1914 
Con 35 laminas y 99 figuras. Publicada por R. O. de 24 noviem- 
bre 1914. Madrid, Imprenta de la “Revista técnica de infanteris 
y caballeria”, 1915. 
801, \1, p. col. fold. front. (coat of arms) illus, plates, nee (ext 
part double) (part fold.) tables (part double) diagrs. 
At head of title: de estado—Seccién colonial. 
fia colonia! espafiola” : p. 
1, Spain—Colonies—Africa, West. 2. works. 
8 Rio de Oro—Public L Ministerio de 
do. Seccién colonial. n, Title. 
0-23882 
Library of Congress TA119.06R5 
1 851 80006 


Rio Joan, Francisco del. 

qos revencién de los accidentes del trabajo y la 
inant el 1 Congreso técnico internacional Lanka 
Milén desde el 27 al 31 de mayo de 1912 gy 
ingenieros d. Francisco del Rio Joan Delegado del go- 
bierno espafiol en dicho congreso. Madrid, Impr. de la suce- 
sora de m. Minuesa de los Rios, 1912. 

575 p. illus, (incl. diagra) 24°. 

At bead of title: Instituto de reformas sociales. Seccién segunda. 

(Continued on next card) 


esd) 


Lie-it 


Rio Joan, Francisco del. 
1912. (Card 2) 


Comrerts.—Introduction. —1. Reinto de! congreso.—2. Reper- 
torlo téenico.—Apéndices. — m aibiisgratie, - 


lap ia de los eccid 





inverse 
eee 6 ates & ene 6 ee eee 
de reformas socisies. 


Lieit 
Labor Statistics HD7T200.063 19128 
HD7200.R5 


At head of title: Jofio de Saldanha Oliveira e Souse (marquis Ge 


“Separata do Boletim cu'tural e estatistico da Camara municipal de 
Lisboa, volume 1, 2° 4" 


1. Tavorn, Leonor Thomasia de Tavora, marquesa de, 1700-1758, 
42-876 
Brief cataloging 
DPO1TRS vol? 
2 


Library of Congress 


Rio Maior, Jobo de Saldanha de Otiveira Juzarte Figueira e 
Sousa, marques de, 1878— 
O marquée de Pombal acusado e defendido ... Lishoa, 
Tipografia ingless Itd., 1988- 
+. front. (port) fold. plan. 194". 


gitar ene eon (marqets de Rio 

Cowrarte.—4. O marqués de Pombel viveu ¢ morres (alguas 
ew AD CL 4 - — 
documentos inéditos) 

pent cae sh wee, expe Som 
a 

42-1234 

DPO417. RSS 
a 


Library of Congress 
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Rio 


Rio Maior, Ste 0 Gate & Chats Sante Mota e 
Sousa, marques de, 1878— 
. O marqués de Pombal ¢ os Sousas do Calhariz ... Lisboa, 
Tipografia inglesa, Itd., 1936. 
42, 2; p. 25. (Hie Inéditos pombalinos, 1) 
galt tent of Uitte: Selo Go Cettants CBeme © Gams (marqués de 
Ciisee deo ches © extene feats Ganéen ettte egtande”: — diel, 


1. Vombal, Sebastifio 
. 2, Sousa do 


José de Carvalho ¢ Mello, marques de, 1000- 
1782. 2. femtly 


ris 


Library of Congress DP417.R5 volt 


12) 


Rio Maior, Ste GSE e & Gintn Seats Taine 
Sousa, marques de, 1878— 


. Os Saldanhas ns resteuragéo de Portugal. ,Coimbre, 
Coimbra editora, limitads ,19411, 


Bp. Bir. 
At head of title: Jo&io de Saldanha Oliveira ¢ Sousa, marqués de Rie 
“Separate de o Instituto, vol 98.” 


1. Saldanha family. 2 Seg eeSartaien of ae: 3 Por. 
tugal—Hist.—John rv, 1640-1656. 
«2-088 
Library of Congress DpPe2s.R5 
a 


Rio Maior, Jo&o de Saldanha de Oliveira Juzarte Figueira ¢ 
Sousa, marques de, 1878- 
.. Trepadeiras. Lisboa, Typographia Castro irmio, 1908. 
115, hp. 9. 
At head of title: Jo&o de Saldanha Oliveira ¢ Sousa. 
Poems. 


1, Tithe 


Rio Maior, Joéo de Saldanha de Oliveira Juzarte Figueira 
0 Cae, oars Se HS 
Vibragies. Lisboa, Tipografia Cestro irmio, 1915. 
107, (2p. 204". 
At bead of title: Joo de Saldanha Oliveira ¢ Sousa. 
“Errates” : slip inserted. 


1 Title. 
om 
Library of Congress PQS28L RSZTVS 
2 
Rio-Maior, Marianna Josefa. 
sentida morte 


rianna Josefa Rio-Maior Lisboa occidental, Na Oficina 
rita i 
1p 1% ab» Zim. (Wish Acentes enedoses das musns porte- 
i 
Contains poems by other authors as well. 
Drancteca, infanta of Antomto 
edo Seronyme ano, pedre, b. 1675. m, Tide 
Library of Congress qomasmas 
Rio Rodriguez, Luis F del. 
Critica del sistema de mejicano ... por, Lais F. del Rio 


a. 
1 Irrigation—Mexico. 2 Land tenure—Mexico. L Tie 
poms 
Library of Congres HD1741 SRS 
2 81. 70073 





LIBRARY OF CONGRESS 





da dep A, ny bea “Ff, ” 

ia recebida Senado da Camara do Rio de 

Collecgéo do vo municipal. ,Séo Paulo, etc., 

nas officinas da p. melhoramentos de Séo Paulo 
r 929, 








Rilo de Janeiro (Federal district) Commissdo da 
Ezposigdo universal de S. Luis, 1904. — 


A do Districto federal na 
versa de'S Lain. A. Exposigo rt 
ebtides. 1904. Rio de Jansiro, Typ, d+ “iaseta de noticias”, 


ra a. 
At head of title: Prefettara do Districto federal. 


1. St. Louts. Louisiana 
¢ ) purchase exposition, 190¢—Rio de Janeiro 


Library of Congress ‘'T860.G1B8 


(72882) 


Rio de Janeiro (Federal district) yet gy 





2 ae 6 ee 4. — fh 
Hist. — Sources. 
1 Brasil. ete., 1822-1831 (Pedro 1) 
—- mara. 11 André 
| Congress ‘23-788 Revised 
Rio y Carrillo, Pastor del Rio de Janetro (Federal district) 
oe Centenario do “Fico” (9 de janeiro de 1822) Contrib 
da cidade do Rio de Janeiro. Prefeitura do Distrito Fee. 
Rio, Pastor del, 1893- ral, janeiro de 1922. ,Séo Paulo, etc., Impresso nas Ufficinas 
da comp. Séo (Weiszflog irmios in- 
corporado) 19211, 


dada executar 
ae Lineary or Cowoness Rerzzence feito D- Caries Sampete . , 
depository e netro—Hist.—Sources. 
Cungrass sconary catstes WElch do wet cpauas to kecdces ts dagessnors etal oka bh hentai 1. Rio de wn ge Fs 
1. Frontin, Ardré Gustavo Pa mL 
xX 42-2773 22-4289 Revised 
Library of Congress 2046. R58 
a) (?20c2, 


Rio y Flores, Manuél del. 


Rio de Janeiro (Federal district) 
Recenseamen 
Relacién de los sucesos de la misién de Ituy; por el 


to do Rio de Janeiro (Districto federal) 
Realisado em 90 de setembro de 1008 Rio de Janeiro, Officina 


— fr. Manuel de! Rio ... yg ), hacia 1740. da estatistica, 1907. 

ra reim por primera vez adrid, Impr. de 

la vinda de M. Minuess de los Rios, 1895, * lt 3 iti. SS Os es ee ae 
ach 7 ot its Retana 7 Gamboa, Wenceslao E. Archivo del biblid- At heed of title: Republica dos Estados Unidos do Brasil. 


‘aption ti ~niatecion ds las sucossee do be wi ission de Santa Cruz de 
tay a groin dP by ye tangle outre las de Pengesines. 9 Cage: 
A 1798. 1. Rio de Janeiro (Federal district)—Census, 1906. 2. Rio de Ja- 
: neiro—Descr. 1 Title. 

1, Missions— Philippine Islands 8-31985 Reviaed 
HIAGGS.RGAT 1906 


Library of Congress Z3291. R42 


R Rio de Janeiro (Federal district) 
Rio y Rico, Gabriel Martin del de ts ie nite 6 ) 


see Realisado em 20 de setembro de 1906. io $e Juncive, Otbeinn 


da estatistica, 1908. 
Martin del Rio y Rico, Gabriel. © 109, 3. ed atte, Sm. iia 
Fan Sf py ay LT SET — 


1. Kio de Janeiro (Federal district )—Census, 1906. 1. Title. 
11-12673 Revised 
Library of Congress HAQS8.RGAT 19068 
(r29d2, 


Rio de Janeiro (Districto federal) Rio de Janeiro (Federal district) Archivo, Directoria de 
ace 

sad Rio de Janeiro (Federal district) Directoria de estatistioa ¢ 
archivo. 


Rio de Janeiro (Federal district) 


Limaary or Cononuss Ravexexce 
Congress mecveanry autres { tppenr os bendings is depository catalags: 
X-2008 


Rio de Janeiro (Federal district) 
Album ds cidade do Rio de Janeiro commemorativo do 1.° 
Brasil, 1822-1922. Edigio ose 


Rio de Janeiro, P. Witte, Rie de F , ms ‘ 
tencia. 


semen (Federal district) Aesistencie, Seoreteria 





da i 
da Prefeitura do Districto federal. 
19221, 
1 p. 1, (15) ol. (incl. ports, 2 fold.) 1 1. maps. 234 = 324". 


1. Kio de Janeiro -Descr.—Views, 1. Title. 
31-14905 


Library of Congress F2646. ol 


— ———- Copy 2. ibd a 


Ys interno da Cérte de appellagio do Districto 
federal (ap em sesséo plena e da Cérte de 
ry 2 de junho de 1924) Rio de Janeiro, Off. da 
“Revista do Supremo t. federal”, 1994. 

a2 p. 27. 


1, Court rules—Rio de Janeiro (Federal district) 1. Title, 
3020048 
Library of Congress a 


war gop tone Departamento de edu- 
cagdo. Servigo de educagao musical e artistica 


nee 
Rio de Janeiro (Federal district) Servigo de educagéo musical 
e 


Lasaany or Cononzss Raverence 
Cengrens secuntiary sattiee which do not appent ss becdiugs in depository cateloge, 
X 42-490 


Rio de Janeiro (Federal district) Departamento de edu- 
cagdo. Superintendencia de educagdo musical ¢ artistioa 
ane 


Rio de Janeiro (Federal district) Servigo de educagdo musical 
6 artistion. 


Lameany or Concames Raymance 
Cungren soceotary extrian which Go hot appear as Wesdings in depeatiory entalags. 
10% 


Rio de Janeiro (Federal district) Directoria de estatistioa ¢ 
. O Rio de Jansiro: districto federal da republica dos 
autorizada 


estados unidos do Brasil. Publicacéo pelo sr. in- 
terventor federal dr. Pedro Ernesto. ae, lo Go Sunstone, Ciietans 
graphicas do “Jornal do Brasil”, 1989. 


2p. |, B87 p. incl. tables. plates (1 fold.) 27=. 
At head of title: Prefeitura do 
A @istricto federal Directoria de 


1. Rio de Janeiro (Federal district) & Tithe. 
‘$390008 
Laprary of Congress HASSB.RGAS 1682 
a om 


Rio de Janeiro (Federal district) Directoria de estatistica ¢ 
archivo. 


. Rio de Janeiro, districto federal da republica dos 
unidos do Brasil. Trabal oo ogee ae toute be one. 
tistica da Sub-di i e archivo. Publicagio 
po Be ee tpg oy A do Districto fe- 
deral. RST Ste, de Janeiro, Officinas 

Brazil,” 1 





do “Jornal do 
awe tw =. fold. plates, map, tables 
(part fold.) 2. 
At head of : Prefettura do Districto federal. 
Cover-titie: Rio de Janeiro, 1985, 
1. Rio de Janeiro. 1 Tithe, 
41-80626 
Library of Congress F2646. R64 
3 9181 


















































Anuério estatistico do Distrito federal 
Rio de Janeiro, 19 
v. tus, (part fold.) fold. maps, tables, fold. diagrs. 
we head of title, 19 : Prefeitura do Districto federal. Direc- 
torta geral de administrative, © estatistica ; 
Prefeitara do federal Ge extatistica ¢ archivo; 
Instituto brasileiro de geografia e estatistica. Diretoria de 
estatistica municipal. 
‘Title varies 
1 Rio de 1 Rio de Janeiro (Federal district) Direo- 
torta de estatistica e archivo. 
oO 
Library of Congress HASSD RGA 
a mal 


Rio de Janeiro (Federal district) Directoria ao interior. 
Directoria de estatistica ¢ archivo 


Rio de Janeiro (Federal district) Directoria de estatistioa ¢ 
archwo. 


‘xX 42-2088 
ay 
Rio de Janeiro (Federal district) Directoria do interior 
a estatistica 
nee 
Directoria da eatatistica 6 


Rio de Janeiro (Federal district) 
archivo. 


Laman or Cononess Revexzsce 
oS LTT ESS SES eS 
x 2007 


Rio de Janeiro (Federal district) Direstoria geral de po- 
lioia administrativa, arquivo e estatisti 





see 
Rio de Janeiro (Federal district) Directoria de estatistice « 
archivo. 


Lamaazy ov Concumes Ravexence 
Congress secestnry extvian WAich de bot appent as headings in depositor? entalage, 
x«208 
a 


Rio de Janeiro (Federal district) Estatistica ¢ archivo, 
Directoria de 


Rio de Janeiro (Federal district) Directoria de estatistica ¢ 
archivo. 


Lamzany o” Concuzes Rarexance 
Cangrem sscenbnry entries watch Go tet eppunt so besdings in depositor? setalege. 
xa2e 
hy 


Rio de Janeiro (Federal district) Estatistioa municipal, 
Diretoria de 


CATALOG OF PRINTED CARDS 


Rio de Janeiro (Federal district) Laws, statutes, sto. 
test. Mio dedemsioe, Typ Beene ease “eros 


cover-title, 4p. 1, 168, 82, 16,» illus, tab. diagra 27°. 
Blank pages for “Modificagtes” ((16, at end; 


1. Rio de Janeiro ( 
P= Federal district)—Public worka, 2 Public 


Library of Congress noes we 


a 961.80081 


ee ea Laws, statutes, ete, 





11 procedure—Rio de Janeiro (Federal district) 2 Commercial 

taste de Severo (Federal I district) 1 Jordfic de Sousa, Bento, ed. 
35--800806 

Library of Congress 2, (347.90081) 349.51 


Rio de Janeiro (Federal district) 


ix, (11-404, xx p11. 18)". (On cover: Bibliotheca juridica. rm) 
At head of title: Helvecio de Guamiio ... 


Labrary of Congress a 


ar Sete ord peg aewrene Bi Laws, statutes, ete. 





ideo’ 80 processo civil ¢ 
oumnat tei jst cal do Distro fara viguin 
Ot do jute do S508, po palo advegede Armando Vidal Ri- 
beiro ... Rio de Off. graphicas da S. s. Progresso, 


1913. 
2x, W1, (1,3 p. 229". 


1. Cart poceature~Bone ilo do Sunsine (Patnent Gate) 2 Com- 
mercial law—Brazil—Rio de Janeiro (Federal district) 1. Vidal 
Leite Ribeiro, Armando, ed. u. Title. 


Library of Congress (72042, 


Rio de Janeiro (Federal district) Lawes, statutes, ete. 
Consolidacéo das leis relativas aos limites das circumscrip- 





law—Rio 1. Gummo, Heivecto de, of. 
30-2018 
Library of Congress 2, (seT.90081] 940.81 


Rio de Janeiro (Federal district) eg | oom Sane Co- 
digo do proceso civil e commercial. ( 


i 


2p. 1, @r200p. 224". 


Library of Congress 2 


ul 
I 
ih 


Rio de Jansiro (Federal district) Laws, statutes, ete. 
. Codi do processo penal do Districto federal, annotado 


com 6 
tribunal 





Rio de Janeiro (Federal district) Diretoria de eatatistioa mu- 
nicipal. 


Lamaazy or Cowoness Revexance 
cos SSS class wi te wt copes os Renna tn Cepetiory ectalags 


dos estados. Rio de Janeiro, Freitas Bastos, 1933. 
ix, (11y-404, xx p. 187". (Bibliotheca juridics. x) 
FAltor's name, Helvecio de Gusmio, st head of title. 


1. Criminal 
milo, Helvecio de, ed. 1. federal. 1 Rio de 
Janeiro (Federal district) Corte de appeliagho. rv. Title. 


Library of Congress ea wor: 


g6es judiciarias do Distrito approvads 

n. 12.356, de 10 de janeiro de 1917. Rio de Janeiro, Imprenss 
nacional, 1917. 

106 p, 11 2 


1, Juriediction—Rio de Janeiro (Federal district) 2 Parishes—Rio 
Ge Janeiro (Hederal district) 1 Brasil. Laws, statutes, ete. 1. Tithe. 


82-84164 
Library of Congress a 


Rie de Janeire (Federal district) Saude ¢ essistencia, 
Seoretaria de 


oes 
Rie de Janeiro (Federal district) Secretaria de seuds ¢ assi>- 


da justia ¢ dos megocice interiores pelo chefe de policia do 
: “ A. A. Cardoso de Rio de Janeiro, 
Lys Milas, plates, fold. tables. 20). 

ria ta Ameren do Salo grecame Vortich ati petite ow arc 

vos de anthropologia pelo Dr. Edmond - Traduside « 

annotado pelo ... Br. Felix Pacheco, e mandaéo annerar a0 presente 

a - A yy ft 


i 
f 
i 
j 


interiores. 1. Lecard, Bémond, 1878- Tv. *Pachece, 
Felix, 187- tr. ¥. Title, 
8 -94640 Itevise! 


Lamaany or Concazes Rarexaxce 
Cmmgren seesenr? not appear a0 Teena Tae 








Rio 


Rio de Janeiro (Federal district) Secretaria geral de 
interior ¢ seguranca 

see 
Rio de Janeiro (Federal district) Diretoria de estatistica mu- 
nacipal. 


Lamaary ov Cowonnss Rerzzance 
congress secentnry axtvtn witch de bet copenr ss bendinge tn depestior} entalegs. 


T.io de Janeiro (State) 


. Recenseamento do estado do Rio de Janciro. Feito 
em 30de agosto de 1892, por ordem do Exm. Sr. presidente 
do estado Dr. José Thomaz da Porciuneula, auctorisado 
pela lei da Assembléa legislativa ... Rio de Janeiro, 
Companhia typographica do Brazil, 1893. 

237, 31 p. col. map. 
At head of per ag J. P. Favilla Nunes. 
Cow C geraes ootee © censo—2 pte. Devisio 
ooative. “iedude do do recenseamento.—3. pte. Populacdo escolar. 
ie & Janeiro (State)—Census, 1892. 


‘ 1 Administrative and political 
wine S 








2. 
10 de Janciro (State) 1. Favilla Nunes, J.P. 
6—16183 
Library of Congress HAB8.RS 1892 
— —— Copy 2 allel 
Rio de Janeiro (State) Dep to de lation ¢ pw 
blicidade. 
Boletim de inf: 5 icos e Anno I- 
1936— 
Rio de Janeiro, 1937- 
¥. lus, tables (part fold.) 234". 
1. Rio de Janeiro (State)—Econ. condit. 1 Title 
41-89148 Revised 
Library of Congress HC188. R343 
(reed 90.981 


Rie de Janeiro (State) Depar 
blicidade. 
... Referencias estatisticas. Rio de Janeiro, Typ. do Jornal 
do commercio Rodrigues & c., 1937 
(165, p. incl. fold, mapa, tables (part fold.) diagra. 32)". 


At bead of title: Fatado Go Rio de Janeiro, Brasil Departamento 
de estatistica ¢ poblici ade 





to de isticn ¢ pw 


1L Rio de Jansiro (State)—Stat. 1 Tithe 


41-88139 
HASSB.RSAS 1987 
2 318.1 


Livrary of Congress 


Rie de Jancire (State) Difusio cultural, Servigo de 
ote 
Rie de Jameire (State) Servigo de difiusio cultwral. 


Lamaany or Cowcnmes Revexaxce 
Canpen sumenenry a P tgpaat ac Westings in depository entalags. 
‘X 42-8226 
a 


Rio de Janeiro een eng eta sateen 
de io de Janet Cae 
mp mm. 


federaes no 
Imprensa 
Anexos regulamentos ¢ circulares: p. (7-240. 


. 1 Taxation—Rio ‘e Janeiro (State) 1. Rio de Janeiro (State) 
Laws, statutes, etc. 
10-1 38224 


Library of Congress HIMMRGAS 18 





LIBRARY OF CONGRESS 


Rio de Janeiro (State) Laws, statutes, etc. 
judiciario do estado do Rio de Janeiro (lei n. 1.580, 
de 20 de janeiro de 1919) Indices al 


, Temissivo e 
es yy FLT - ay Joos Tavares 
.. Bio de Janeiro, J. Ribeiro dos tos, 1919. 


xaxrvill, 174 p. 23" 


1. Courts—Rio de Janeiro (State) 2 Justice, Administration of— 
Rio de Janeiro (State) & Tavares Bastos, José, ed. 1. Title. 


13 
Library of Congress a) 


Bio de Janeiro (State) Laws, statutes, etc. 
Consolidagio das leis do processo criminal do estado do 
Rio de Janeiro de ordem de seu presidente o Exmn. Sr 
Dr. José Thomaz da Porciuncula, por Marcellino da Gama 
Coelho ... Rio de Janeiro, Typ. Guimariies, 1895. 
ze >. 11. ve 2m. 





—— 4c lidagéo das leis do processo 
civil e criminal do estado do Rio de Janeiro, pelo Dr. 
Marcellino da Gama Coelho ... Rio de Janeiro, Com- 
pegite f apremnera, 1897. 

hy Criaceal ‘orocedureBrasil—Rio de Janeiro (State) 1. Gama Coelho, 
Marcelino da, 1853 

7-23154-5 
Library of Congress ra2Sd1) 


Rio de Janeiro (State) Laws, statutes, etc. 
Consolidacao das leis do processo civil do estado do Rio 
de Janeiro de ordem de sen presidente o. Exm. . & Dr. 
José Thomaz da Porciuncula, por Marcellino da Gama 
Coelho ... Rio de Janeiro, Typ. Guimaries, 1895. 


2v. 224". 
—— Additamentos 4 Consoli das 
civil e criminal do estado do 
Marcellino da Gama Coelho 
— impocsnera, 1897. 


leis do processo 
io de Janeiro pelo Dr. 
Rio de Janeiro, Com- 


. Ein broceure—Brasil—Rio de Janeiro (State) 1. Gama Coelho, 
7-2156-7 
Library of Congress a2Sel) 


Rio de Janeiro (State) Laws, statutes, ete. 

..» Lei n. 1.670 de 15 de novembro de 1920 (reforma consti- 
tucional) Rio de Janeiro, Typ. do Jornal do commercio, de 
Rodrigues & c., 1923. 

bp mi. 

At bead of title: Estado do Rio de Janeiro. 


1. Rio de Janeiro (State)—Constitutional law. 1 Tithe. 


Library of Congress 


Cometerice—Brasil—Rio de Janciro (State) 2 Berta! lawe— 
Rio ds Jenetro (State) 8. Petropotie, Brasil—Cemeteries. 1 Title. 


330 
Library of Congress 


——— Copy 2. a 
Rio de Janeiro (State) Secretaria das finangas. 


Relatorio. 
Bio de Janeiro, 18 
¥. tables (part fold.) 309". 


1. Fimance—Rio de Janeiro (State) 


Library of Congress HIRLRS 
182e1, 
244 





Rio de Janeiro (State) Secretaria de educagio ¢ saude. 
Servigo de difusdo cultural 


Rio de Janeiro (State) Servigo de difiusdo cultural. 


Lrrary or Cononzss Rerzrence 
s"Ga'not appear ss endings tn depository eotalesee 


X 42-8227 


Users of 
a 
Rio de Janeiro. Academia brasileira 
de letras 


Academia brasileira de letras, Rio de 
Janeiro. 


Rio de Janeiro. Academia brasileira 
de sciencias 


Academia brasileira de sciencias, Rio de 
Janeiro. 


Rio Ye Janeiro. Academia de medicina 
see 


Academia nacional de medicina, Rio de 
Janeiro. 


Rio de Janeiro. Academia nacional de 
medicina 


Academia nacional de medicina, Rio de 
Janeiro. 


Rio de Janeiro. Aero-club brasileiro 
see 


Aero-club brasileiro. 























Rio de Janeiro, «merican chamber of 
commerce for Brazil 


aAmeriéan chamber of commerce for Brezil, 
Rio de Janeiro. 


Rio de Janeiro. Anti-war treaty, 1933 


South American anti-war treaty of non- 
aggression and conciliation, Rio de 
Janeiro, 1933. 


Rio de Janeiro. Associac&o commercial 


Associac&éo commercial do Rio de Janeiro. 


Rio de Janeiro. Associac&io dos homens 


de lettras do Brazil 
see 


Associxefo dos homens de lettras do 
Brazil, 


Rio de Janeiro. Associac&o mituac&o 
philantropicea e protectore 


Associacio mutuac&o philantropice e 
protectora, Rio de Janeiroe 


Rio de Janeiro. Asylo de meninos desvalidos. 
to do Asylo de meninos desvalidos, 

approvado pelo decreto n. 95849 de 9 de janeiro 

de 1875. Rio de Janeiro, Typographia nacional, 


1875. 
20 p. 219°, 


CA 11--591-Unrev'd 


(Contimied on next card) 


CATALOG OF PRINTED CARDS 


Rio de Janeiro. Asylo de meninos desvalidos. 
todo Asylo ... (Cara 2) 


I. Title. 
CA 11--591 Unrev'd 
Library of Congtess HV747.B8R5 1875 


Rio de Janeiro, Banco commercial 
see 


Banco commercial do Rio de Janeiro, Rio 
de Janeire 


Rio de Janeiro. Banco da Republica 
do Brazil 


Banco da Republica do Brazil, Rio de 


Janeiro. 


Rio de Janeiro, Banco do Brasil 
see 


Banco do Brasil, Rio de Janeiro. 


Rie de Janciro. Banco mincire do cafe 


eee 
Banco mineiro do cafe, Belo Horisonte, Brasil. 


‘Lamaazy ov Cowcamss Ravaxaros 
Se SL CELE ps ws Neslings ts Seger aces 
xa-o188 
a 


Rio de Janeiro Banco nacional 
see 


Banco nacional, Rio de Janeiro. 
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Rio de Janeiro. Biblioteca fluminense. 


dos livros ds Biblicthecs fluminense. Rio de 
Py RE. RR Bg 
Ip, M20 se, 


o.oo 2 Brest] Bibi —Cate- 


Qs 29-788 Unrev'd 


Library of Congress mor Res 


Rio de Janeiro. Bibliotheca e mseu 
da mari 


see 
Rio de Janeiro. Bibliotheca da marinha. 
Rio de Janeiro. Museu da marinha. 


Rio de Janeiro. Bibliotheca municipal. 
... Catalogo da Bibliotheca municipal (Publicag&o off- 
cai) Rio de Janeiro, Typ. tra de Brown & Evaristo, 


vii, 815 pp. 23". 

At head of title: Municipalidade do Rio de Janciro. 
I : p. 657-672 (p. 41-656 ) 
imperfect : p. wanting 


1. Brazit—Bibl. 2 Brazilian literature—Bibl. 


Rio de Janeiro. Bibliotheca nacional. 
... Anais da Biblioteca nacional do Rio de Janeiro ... vol. 
1876- 
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2 88 
of Congress Z1673.R58 vol. x1 
——— Copy 2. 27°. ZT70.R58A vol. x1 
1401, 
Rio de Janeiro. Bibliotheca nacional. 
Decreto n. 1766-de 8 de agosto de 18%4, approve o regula- 
mento ‘Rio de Janeiro, Imprenss 
up oe. 
Caption title. 
. estignado ministro de estado, intertno da 
Jastiga ¢ osgortos y= 
2 legisiation— Brasil. 
at rules and regulations 2% Lébrary 
36-85258 
Library of Congress ‘ZTARSQ 184 
a ont 581 


Rio de Janeiro. Bibliotheca nacional. 
Rio de Janeiro, A. Porto & c. ete., 1928- 
*. 2. 
At head of title, v. 1-2: Archivo nacional ; v. 8- Bibliotheca na- 
Publisher varies : v. 1, Braggio & Reis —v. 2-18, A. Porto & ¢—v. 14- 
Wan o-aiee—*, © Dessamesta @ Seewte Go Santee, L Lela, pro 
alvards, cartas e ordens reaes, = a. 46, vol xm-xx 
Ir Livre de Junta de arrecodagho da fasenda real 
1. Brazil—Hist.—Sources. 2 Archives—Brasil 1 Title 


20—14606 (rev. 3. 
Library of Congress 


—— —— 2d eet. 


F2501.R58 
(40r8141, 


Rio de Janeiro. Bibliotheca nacional. 
. Documentos sobre o tratado de 1750 ... Rio de Janeiro, 
Servico grafico do Ministerio ,da, educacio saude, 1938. 
2¥. 2 fold. maps 28). 
At head of title: Ministerio da @ saude. Biblioteca 
“Separata do 
res.” 


nactonal. 
vol. tity-tam, dos * Ga Biblioteca nacional.’ 100 
exempla: 


5 Sens Sea of 2. Brazil—Boand. 8 Spaln—OColonies— 
America—! 


South Brazil. Ministerio da educaciio e saude 
42-7170 
Library of Congress F2554.A67 
a 981 


Rie de Jancire, Bibliotheca nacional. 

“ da Biblioth nacional, catalogo organizado 
abn ny Bibliotheca nacional, 1936. us 

7% p. 2. 

At head of title: Bibliotheca nacional. 





L Thomas Antonio, 1744-1807?—BibL 1 Gandie Ley, 
Rarnanval Béusrde 
88-8224 
Library of Congress '78855.15.R58 
7 ou 


Rio de Janeiro. Bibliotheca nacional. 

Oe © ee pees & Hil aint 
Rio de Janeiro, Typ. de G. Leuzinger & filhos, 1885. 
1,45 p,11 19°. 


‘The collections are fully described in the elaborate “Catalogo da expo- 
sicllo permanente dos cimelics da Hibliotheca nacional” ,1888;-8. 





Library of Congress ‘7R01 RS8SE 


CATALOG OF PRINTED CARDS 


Rio de Janeiro. Bibliotheca nacional. 
Programmas do curso de bibliotheconomia. 


SP aan Cs phicas da Bibliotheca nacio- 





v. 2. 
dip hentf!S program announces courses in library science, paleography and 





1. Library schools and training. 
a ca 17-220 Unrev'd 
— —— 2d set. 


Rio de Janeiro. Bibliotheca nacional. 


Dye Str, dupia  Cig or 
A, - \Y-- 4A Codigo civil 
Serongtas ke to do jomsine do 1217. iconen @> cheue te 
pressas, decreto legislativo n. 1.825, de 20 de dezembro de 1907, 
W*inctreagen do 11 do eotembro do, 1908. Rio de Janeiro, 
Imprensa nacional, 1922. 
“p a. 
At head of title: Bibliotheca nacional. 


1 Library rules and regulations 2 Copyright—Brasil . Brazil. 
Laws, statutes, ete. 
514450 
Library of Congress ZrTo.RseQ 1922 
101, 


Rio de Janeiro. Bibliotheca nacional. 


Regulamento da Bibliotheca nacional; approvado pelo 
decreto n. 856 de 13 de outubro de 1890. de Janeiro, 
Imprensa nacional, 1890. 


7p. 2. 


1. Library rules and regulations. 1 Brazil. Laws, statutes, etc. 


Library of Congress pic 
— ——~- Copy 2. 


Z770.RS8Q 


Rio de Janeiro. Bibliotheca nacional. 

Regulamento, decreto n. 8.835, de 11 de julho de 1911. 
Direitos autoraes: lei n. 496, de 1 de agosto de 1898, e instrucgées 
de 11 de junho de 1901. de obras impressas : decreto 
legislativo n. 1.825, de 20 de d bro de 1907, e 
1 de junho de 1908. Rio de Janeiro, Imprensa nacional, 1911. 

38p. 2". 
At head of title: Bibliotheca nacional. 





1. Library rules and regulations. 1 Brazil Laws, statutes, ete. 


12—2887T8 


Library of Congress ZTTO.R58Q 1911 


10891) 


Rio de Janeiro. Bibliotheca nacional. 


ese to para a Bibliotheca nacional a 
vado pel decreto n. 1195 de 28 de desembro de 1 
(Rio de Janeiro, Imprensa nacional, 1893, 


lip 2 
Caption title, beginning: “Decreto n. 1195 de 28 de dezembro de 1892.” 


1. Library rules and regulations. 1. Brazil. Laws, strtutes, etc. 


12-2672 

Library of Congress Z770.RS801 

Rio de Janeiro. Bibliotheca nacional. 
.. Relatorio ... Rio de Janeiro, 
v. in pl. 24-28". 


head of ti 02: Bibliotheca nacional. 1903- 
At of title, on 


Title varies. . 
Reprinted from “Annaes da Bibliotheca nacional.” 


Library of Congress 
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Rio 


Rio de Janeiro. Bibliotheca nacional. 
.. Resumo historico. Rio de Janeiro, Typ. Leuzinger, 


1897. 

Bp 2. 

19. ee So” “Annaes da Bibliotheca nacional do Rio de Janeiro,” v. 
12-28674 

Library of Congress Z770.RS8R 


Rio de Janeiro. British chamber of 
commerce in Brazil 


British chamber of commerce in Brazil, 
Rio de Janeiro. 


Rio de Janeiro. Caixa economica e 
Monte de soccorro 


Caixa economica e Monte de soccorro, Rio 
de Janeiro. 


Rio de Janeiro. Cémara oficial espaficla de comercto ¢ 
industria. 


ecbeatsre eA De Sears 
su muerte, 
da Case Vallelle, 1985, : 

cover-title, 64 p. 24". 


Lébrary of Congress PQee@ BS 
—-——— Copy 2. 2 aaa.8 


Rio de Janeiro. Casa do estudante do Brasil 
46e 
Casa do estudante do Brasil, Rio de Janeiro. 


Linear or Concress Rerzxance 
Congas Secsaary eatsias witch So bot appear ao bending ts depository eotalegs 
xreor 
ay 
Rio de Janeiro. Centro Carteca 
Guta tsten tietstete 
Lraaasy or Cowcanss Raruxawce 
pa EA Fy tH — Ty AI FY 
19010 
ay 








Rio de Janeiro. Centro da industria 
i commercio de assucar 


Centro da industria e commercio de 
assucar, Rio de Janeiro. 


Rie de Jancire. Centro da lnvoura e commerce 
see 
Centro da lnvoura e commercio, Rio de Janeiro. 


Lamaazy ov Cowcames Rarenaxce 
Cangas Saseatnry sutton Lids de tat copunt 20 bendings in depositor? satalege 
xaos 


Rie de Janeiro. Centro de estudc:) economicos 
eee 
Centro de estudos economices, fo de Janewo. 


Lamaary or Concnnes Rarszancs 
Cungram ssesstnry satrien which oot appent aa bendings in dapestiery eaten 


xX 41-1804 


ay 
Rio de Janeiro. Centro industrial do 
Brasil 
see 


Centro industrial do Brasil, Rio de 
Janeiro. 


Rio de Janeiro. Centro liberal 
see 


Centro liberal, Rio de Janeiro. 


Rio de Janeiro. Club de engenharia 
see 


Club de engenharia, Rio de Janeiro. 


LIBRARY OF CONGRESS 


Rio de Janeiro. Club Germania 
see 


Club Germania, Rio de Janeiro. 


Bio de Janeiro. Collegio Abilio. 
Plano dos estudos e estatutos do Collegio Abilio ... 
Rio de Janeiro, Typ. do Imperial instituto artistico, 1872. 
bp ar. 
Cover dated 1871 


7-16571¢ 


Library of Congress LES3.RSC6 


Rie de Jancire. Collegio militar. 
fay tae hate te 1889-1912. (Rio de Ja- 
neiro, photo-mechanica do Brazil, 1912, 


Wp Sip. 1% x27. 


Library of Congress U4 ROL1 wit 


2 
Rio de Janeiro. Collegio Pedro II 
(1637-1889 ) 
see also 


Rio de Janeiro. Collegio Pedro II 
(1909- ) 


Rio de Janeiro. Collegio Fedro II 
(1837-1889 ) 


se6 also 


Rio de Janeiro. Gymnasio nacional. 


Rio de Janeiro. Collegio Pedro m (1909- ) 
Annuario do Collegio Pedro n. 1.- anno; 1914 
Rio de Janeiro, 1914- 


¥. lus, ports, diagrs. 221°. 





Rio de Janeiro. Conférence centrale 
de bibliographie bresilienne 
see 


Instituto historico e geographico brasileiro, 
Rio de Janeiro. Commiesfo central de 
bibliographia brasileira. 


Rio de Janeiro. Conférence par- 
lementaire internationale du 
commerce, 13th, 1927 

see 
Conférence parlementaire internationale 


du: commerce. 13th, Rio de Janeiro, 
1927. 


Rio de Janeiro. Conferencia 
algodoeira, lst, 1916 


Conferencia algodoeira. lst, Rio de 
Janeiro, 1916. 


Rio de Janeiro. Conferencia de 
geographia, 1926 


Conferencia de geographia, Rio de 
Janeiro, 1926. 


Rio de Janeiro. Conferencia 
interestadoal de ensino primario, 
1921 

see 


Conferencia interestadoal de ensino 
primario, Rio de Janeiro, 1921. 


Rio de Janeiro. Conferencia 
internacional americana 


International American conference. 
3d, Rio de Janeiro, 1906, 








Rio de Janeiro. Conferencia nacional 
de pecuaria, lst, 1917 


Conferencia nacional de pecuaria. lst, 
Rio de Janeiro, 19}7- 


Rio de Janeiro. Congreso cientifico 
latino americano, 1905 


Congreso cientifico latino americano. 
3d, Rio de Janeiro, 1905. 


Rio de Janeiro. Congresso brasileiro 
de expans&o economica 


Congresso brasileiro de expansao 
economica, Rio de Janeiro, 1905. 


Rio de Janeiro. Congresso brasileiro 
de expans&o economica. 2d, 1919 


Congresso brasileiro de expansao 
economica. 2d, Rio de Janeiro, 1919. 


Rio de Janeiro. Congresso brasileiro 
de geographia, ist, 1910 


Congresso brasileiro de geographia. lst, 
Rio de Janeiro, 1910, 


Rio de Janeiro. Congresso brasileiro 
de hygiene, lst, 1923 


Congresso brasileiro de hygiene, lst, 
Rio de Janeiro, 1923. 
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Rio de Janeiro. Congresso brasileiro 
de protece&o a infancia, lst, 1920 


Congresso brasileiro de protecc&o a 
infancia, let, Rio de Janeiro, 1920. 


Rio de Janeiro. Congresso brazileiro 
de medicina e cirurgia 


Congresso brazileiro de medicina e 
cirurgia. lst ete Rio de Janeiro, 
1689 ste, 


Rio de Janeiro. Congresso cultural brasileiro 
nee 
Congresso cultural brasileire. /st, Rio de Janeiro, 1940. 


Lreaany or Concames Ravunaxce 
Cn LAST Slee EL al topcase bendings in depository catalogs. 
x«-18 


a 


Rio de Janeiro. Congresso da 
instrucefo, 1883 


Congresso da instrucc&o, Rio de Janeiro, 
1883. 


Rio de Janeiro. Congresso das 
associacSes commerciaes do Brasil, 
lst, 1922 


Congresso das associacdes commerciaes do 
Brasil. lst, Rio de Janeiro, 1922. 


Rio de Janeiro. Congresso das vias de 


transporte no Brazil 
see 


Congresso das vias, de transporte no 
Brazil, Rio de Janeiro, 1909. 
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Rio de Janeiro. Congresso de ensino 
superior, 1927 


Congresso de ensino superior, Rio de 
Janeiro, 1927. 


Rio de Janeiro. Congresso de historia nacional 
aoe 
Congresso de historia nacional. $4, Rio de Jensiro, 1988. 


Laprary oF Conaazes Rayexance 
cole erase, ttt fy A 4 
rave 
a 


Rio de Janeiro. Congresso de 
inspectores agricolas, lst, 1922 


Congresso de inspectores agricolas, lst, 
Rio de Janeiro, 1922. 


Rio de Janeiro. Congresso internacion- 
al de americanistas. 20th, 1922 


International congress of Americanists. 
20th, Rio de Janeiro, 1922. 


Rio de Janeiro. C esao nacional 
de agricultura, 1901 


Congreseo nacional de agriculture, Rio 
de Janeiro, 1901, 


Rio de Janeiro. Congresso nacional de 
identificacéo, 1934 


Congresso nacional de identificacho, Rio 
de Janeiro and Séo Paulo Brazil, 1934. 





Rio de Janeiro. Congresso nacional 
Gos praticos, lst, 1922 


Congreeso nacional dos praticos. lst, Rio 
de Janeiro, 1922. 


Rio de Janeiro. Convencion sanitaria 
internacional, 1904 


Convencion saniteria internacional, Rio 
de Janeiro, 1904, 


Rio de Janeiro. Departamento da 
ereancea no Brasil 


Departamento da creanca no Brasil 


» Rio 
de Janeiro. 


Rie de Janeire ¢ arredores ; do viajante. Rio de Janeiro, 
Deas Ocian ds Benet Bi 1000. 


Sp i. autem, 3 0, 8p fold. map, fold. pian. 10". (On cover: Os 
gv'as verdes Go Bras!) 
“Bibliegrapbia”™ : p. (T20,-144. 
1. Rio ée Janeiro — Descr —Guide-books. 
41-1008 
Library of Congress r2eee RSS 
a e181 


Rio de Janeiro. Escola militar do Brazil. 

Metallurgia; compendio para uso da 2." cadeira do 6.° 
anno da Escola militar. Rio de Janeiro, Typographia na 
cioral, 1848. 


1p 1,94, 144, 2p 2. 


1 Metallurgy 
O-19913 Revised 
Library of Congress TNOOS KSS 
Bio de Janeiro. Escoi militar do Brasil. 
Programmas para o ensino theorico e pratico da Escola 
preparatoria e } -y militar. Rio de dention, Typographia 
nacional, 1874. 


S%p. fold tab. 2°. 


ca 18-1229 Unrev'd 


Library of Congress Us74 RSRI 1874 


LIBRARY OF CONGRESS 


Rio de Janeiro. Escola militar do Brasil. 

Regulamentos especial e de disciplina da Escola militar 
do imperio do Brasil. Rio de Janeiro, Typ. universal de 
Laemmert, 1861. 


92 p. incl. forms. 24™ 


ca 18-1230 Unrev'd 


Library of Congress U474RSC1 1861 


Rio de Janeiro. Escols militar do Brasil. Bibliotheca. 
Gate da bibliotheca da Escola militar do Brazil, or- 
.. pelo capitéo Adolpho José de Carvalho; —~A 
lo imprimir pelo -y" + -marechal ministro da 
Dr. Joao N allet. Rio 7~ 





neiro, Imprensa aby 1902. 
vii, 2B. 2a 
Classified catalog. 


gah ht ot te-S-e 


1 Carvalho, Adolpho 
16-16674 Revised 
Library of Congress 7907 RB 
Rio de Janeiro. Escola nacional de agronomia. 
Jubileu comemorativo da fundagio da Escola nacional de 
agronomia, 1913-1938. ,Rio de Janeiro, “Jornal do com- 
mercio”, Rodrigues & cia., 1939, 


257 p. 1 1. plates, ports, fecsime 28". (On cover: Boletim da 
Eecols nacional de agronomia... 1988, n.* 1) 
1. Education—Brasti—Hist. Title. 


41-8228 
Library of Congress 8580.BSR52 1964, n0.1 


12, (@80.711) 480.711 


Rio de Janeiro. Escola nacional de bellas artes. 
. Catalogo das Galerias de pintura e de esculptura. 
Rio de Janeiro, pr. ind. editora “O Norte”, 1923. 


217 p., 21. tact. tlua, ca ports, plans. 23". 
“Corrigenda” alip inserted between p. 4 and (5 


1 Paintings — Rio de Janeiro — Catalogs 2 Sculpture— Rio de 
Janeiro—Catalogs. 


41-02615 


Library of Congres N10 RSRS 


12 ‘760.0888 


Rio de Janeiro. Escola nacional de engenharia 
ase 
Rio de Janeiro. Universidade do Brasil. Fecola nacional de 
engenharia. 


Lusaany or Cononess Rerraence 


Co LS a as a isoant as eadings in Sapetisr? caalogs 
x 41-6700 


ay 


Rio de Janeiro. Escola normal do districto federal. 
Programmas do ensino. Instrucgées para exames, 
horario ¢ calendario escolar para o anno de 1902. Rio de 
Janeiro, Typ. do Instituto profissional, 1992. 
87 p, 11. fold. form. 21° 
At head of title: Escola normal. 


E 15-2399 


Library, U. 8. Bur of Education LB2042.R4A3 
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io de Janeiro. Escola normal do districto federal. 
Bibliotheca. 


- Catalogo da bibliotheca .. 
Rio de Janeiro, Typ. Leuzinger, 1896- 
v a. 


At head ef title: Escola normal do districto federal 


1. Brazil—Bibl 


Library of Congress 7907 RS85 
annie { 
Rio de Janeiro. Escola polytechni Biblioth 

Catalogo da Bibliotheca d da eg tp me ry do Rio de 
Janeiro .. Rio de Janeiro, Typ. do Jornal do commercio, 
1923-1925. 

2¥. 24". 

Corrente. —yv. 1. Classes 0 a 5.—v. 2. Classes 6 0 9. 





PA®1 


Title from Pan Amer. Union ZO0T.R34 Printed by LC 


Rio de Janeiro. Escola Biblioteca. 


polytechnica. 
Catalogo da Bibliothees da rary polytechnica organizado 
em 1882, tendo em da mesma 


bibliotheca. Rio de Janeiro, Typepasile nacional, 1882. 





211 p, 11 2 

Classified 

1, Sclence—Bibl.— Catalogs. 2. Technology—Bibl.—Cataloge. ' 
81-13912 

Library of Congress 27916. R58 (0165) 017.1 ' 


Rio de Janeiro. Escola quinze de novembro. 

... Regulamento da Escola 15 de novembro approvado pelo 
decreto n. 16.037, de 14 de maio de 1923. Rio de Janeiro, Im- 
prensa nacional, 1923. 

4p. 234". 

At bead of title: Ministerio de justica ¢ negocios interiores. 


' 
1. Brasil, Ministerio da justicn ¢ negocios interiores. m. Title 
28-22270 
Library of Congress HVs87 BA2RS ' 
—— -—— Copy 2. 2 


Rio de Janeiro. Escola superior de 
agricultura e medicina veterinaria 


Nictheroy, Brazil. Escola superior de 
agriculture e medicina veterinaria, 


Rio de Janeiro. Estacio experimental de combustiveis e 
minerios. 





. O cbco babassi ¢ 0 problema do combustivel, por 3. ~~ sw 
Abreu, chimico da Estacéo de 
minerios. de Janeiro, 1929. 


1 A LL orev, & (@-O4 p. incl. mapa. plates (1 col; 
) diagre. 


ss 


1 fold.) tables 
(2 fold 


At head of title le yn E agricultura, industria e commercto. 
experimental! de combustiveis ¢ © minerios. E. L. da Fousece 
Costa, director 


1. Babased palm 1. Froes Abreu, Syivio. mm. Title. 


Library of Congress SRO PSR 


13901, 4346 








Rio de Janeiro. Exposigio do centenario do Brasil, 1922- 
1923. 


Guia official da Exposicio do centenario. Official ee of 
the exposition. Guide officiel de V'exposition. Com informs- 


S. Paulo, with some notes on Bra- 
sil, the city of Rio and the states of Rio, Minas and S. Paulo. 
Renseignements ery ye Seg my la ville de Rio et les 
états de Rio, Minas et S. 


nuario do Brasil ,1922, 
392 p. incl. tlus., ports. fold. one eg maps) 19°. 
ued on next card) 
& G8 2-206 


6 de Janeiro. Exposigio do centenario do oe, 1922- 
Guia official de Exposicio do centenario ... ,1922, 
(Cond 2) 


Paging includes advertising matter. 


1. Brasii— Deanstetion and travel—Guide-books. 2. Rio de Janeiro— 
ee 1 Brasil. Bureau official de informagtes. 
G8 20-205 
Library, U. 8. Geological Burvey 500(410) Ra7g 


3 


Rio de Janeiro. Exposig&éo nacional, 1875. 

Cie da exposicao de obras yee do Ministerio 
da agricultura inaugurada por Sua ay oy ° — 
dor em 31 de denaiine de 1875. Rio de Janeiro, 
graphia Perseverenga, 1875. 

106 p.4h 2a. 
rer tee: Supplemento n. 1 a0 catalogo da Exposigio nacional em 


S-42651¢ 


Library of Congress ‘T840.D6RSS 


—— —— Copy 2. 


Rio de Janeiro. Exposigho nacional, 1875. 

Catalogo da Exposigéio nacional em 1875. Rio de Janeiro, 
‘Typographia e lithographia “Carioca”, 1875. 

Ip l,m, @ip. 2. 


Library of Congress 


Rio de Janeiro. Exposigéo nacional, 1908. 


Catalogo resumido; ou, Synthese dos mostruarios da 
Exposicao nacional de 1908. P ublicacao official feita sob 
a direcvio do 2° vice-presidente do Directorio executivo 
Dr. Arthur Getulio das Neves. Rio de Janeiro, Impren- 
sa nacional, 14 


277 p. pl, fold. diagrs. 18°. 
Title vignette. 


1. Neves, Arthur Getulio das. 


Library of Congress 
on oe 


TMI.D6l 1908 
Rio de Janeiro. Fraternidade 
brasileira 
see 


Fraternidade brasileira, Rio de Janeiro. 
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Rio de Janeiro. Gabinete portuguez de leitura. 

Catalogo do Gabinete portugués de leitura no Rio de Janeiro 
organizado segundo o systema decimal de Melvil Dewey, pelo 
dr. Benjamin Franklin Ramiz Galvio Rio de Janeiro, 
Typ. . do SJornal do eommercio” de Rodrigues & c., 1906. 

; Ae, of ¥. 2 dated 1907 

Vol. 1 contains an outline of classes with additional subdivisions for 
—— of material on Portugal and Brasil, also » scheme of geo 
wren 2 contains an sipbabetical subject ame 

S aectanaae Clanses 


5.1. sper bom 
Port literature — Bibl — Catalogs 2 Cutalogs, Classified 
(leuer decimal) ' Rawls Galvio, Benjamin Franklin, 1846- 
34-0440 
Library of Congress ZOOT.RS88 1906 oT. 


Rio de Janeiro. Gabinete portuguez de leitura. 

Catalogo dos livros do Gabinete portuguez de leitura no 
Rio de Janeiro, seguido de um supplemento das obras entra- 
das no gabinete depois de comegada « +." Rio de 
Janeiro, Typ. americana de I. P. da Costa, 1844 

iv p, 21, 168 p. 219". 

“Regulamento” : p. tll;-tv. 


1. Portuguese literature—Bibl. —Catalogs. 
81-13009 


Library of Congress 7907 R588 


Rio de Janeiro. Gabinete portuguez de leitura. 

Catalogo dos livros do Gabinete portuguez de leitura no Rio 
de Janeiro, seguido de um supplemento das obras entradas no 
Gabinete depois de Ook a impresséo. Rio de Janeiro, Typ. 
commercial de F. de O. Q. Regaduas, 1858. 

vi pH at By 425 p. 224". 

fw A para a ae 

“1°. supplemento” : p. 413)-4: 

For account of this w se Dic, bibl. port., . 2, p. 52-4 
——— Catalogo supplementar dos livros do Gabinete portuguez 
de leitura no Rio de Janeiro. Rio de Janeiro, Typographia 
Perseveranga, 1868 


p. dith-vi 


ns ee 1 -" 2297. (With its Catalogo dos livros. 
(Continued on next card) 
31-853963 
2) 
Rio de Janeiro. Gabinete portuguez de leitura. Catalogo 


dos livros... 1858. (Card 2) 
ioe pee da Silva Mello ¢ Guimaries.” 


“Supposto a impressfio do Catalogo supplementar seja eengreirn em 
1870 (26 de marco) para a relacho das obras assentou-se em toma: 
© anno de 1 —P. 
Clippings from Jornal do commercio, Apr 25-June 19, —, contata- 
ing criticiams of the Catalogo supplementar Map 
(pseud of P. J. de Faria Brandso?) and replies by M. ‘de Metto mounted 
on blank pages (,42,) inserted at end 


1. Portuguese Mterature—- Bibl — Catalogs. *1. Mello, Manuel de, ed 
u. Faria Brandio, Paulo José de, supposed author. tt. Jornal do com- 
mercio 


3135363 


Library of Congress 7907. R588 1858 


2 0101 


Rio de Janeiro. Gabinete portugues de leitura. 
Relatorio. 
Rio de Janeiro, 
v. 24™. 
Report for 1872 has title: Relatorio da Directoria 


do Gabunete portuaaes 
de leitura ‘no Rio de Janeiro apresentado em sessao da — gera! de 
1 de junho de 1873 pelo director Boaventura Gongalves Roque. 


12-2667 
Library of Congress Z770.R39 
Rio de Janeiro. Gesellschaft 
Germania 
see 


Club Germania, Rio de Janeiroe 
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Rio 


Rio de Janeiro. 0 Globo 


O Globo, Rio de Janeiro. 


Lasaarr or Cononess Reverence 
Coker Teenary aittin whieh to bot appear ts bendinge ts depository extalea. 


X 41-9888 
ay) 
Bio de Janeiro. Gymnasio nacional 
Licgées elementares de physica, ote © programms 
de estudo do Collegio de Pairs tt, de 1856; para uso dos 


alumnos do mesmo Collegio .. 
graphia nacional, 1856. 
Dp mm 


. Rio de Janeiro, Na Typo- 


1. Physics. 


7-19 


Library of Congress QC2U.R 


Rio de Janeiro. Gymnasio nacional 
see also 


—_ de Janeiro. Collegio Pedro II 
19 


Rio de Janeiro. Imperial instituto 
fluminense de agriculture 


Imperial instituto fluminense de agri- 
cultura, Rio de Janeiro. 


Rio de Janeiro. Imprensa nacional 
see 
Brazil. /mprensa nacional, Rio de Janeiro. 


> 62 
Library of Congress 
Rio de Janeiro. Impresefo regia 


Brazil. Imprenga nacional, Rio de Janeiro. 











Rio de Janeiro. Institut historique 
et geografique brésilien 


Instituto historico e gecgraphico 
brasileiro, Rio de Janeiro. 


= 


e esta- 





Rio de Janeiro. Instituto brasilei 
tistica 


0 
Instituto brasileiro de geografia e estatistica, Rio de J anciro. 


Lamaarr cr Cononess Rerexence 


Cn eS ty. Fy FO ee eee 
X 41-0824 


ay 


Rio de Janeiro. Instituto caird. 

Relacio bibliografica de linguistica americana. fase. 1°, 
1—Amerindia (1* ser.) (Rio de re Servico grafico do 
Ministerio de educacio e satide, 193 

1p. 2". 


At head of tithe: Ministério da educacho e sadde. Instituto caird. 
“Extinto o Instituto caird, ao qual caberta a 


1. Indiane— Languages — Bibi t. Castro, Eugenio de, ed. 1. Title. 
m. Title: Amerindia. 
A 41-942 
Stanford unty. Library 
for Library of Congress ZTL6 BSS 
(2) 016.497 
Rio de Janeiro, Instituto de biologia vegetal. 
. Archivos do Instituto de biologia vegetal. v. 1-4; jan. 


1934-junho 1938. Rio de Janeiro, 1934-38. 
4. Mua, plates, me 2. 


Vol. 1 consiats of ¥. 2-8, 2 nos. eacn: ¥. 4, 1 no. 
Jan. 1984-Auc. tes rs i” have title: J Arquivos 
Arquivos do Jardim botanico ? Rio de sae my pas 
do Instituto biologico de defesa agricola. cf. Prefacio, ¥. 1, 
— by Arquivos do Servico florestal. Ministério da coieuiere, 


1. Botany —Periodicals. 
Agr 34-545 Revised 


U. & Dept of Library +1472 
for Lobrary af! of Congress rHOe2, 


Rio de Janeiro. Instituto de chimica. 
Memoria acerca <a fiscalizacio e defesa commercial da 
manteiga. Rio de Janeiro, Imprensa nacional, 1981. 
144 p. incl. tables, 27. 





4k of title: Ministerio da industria ¢ erch 
tuativate ae chimice 
1. Batter 1 Tithe. 
32-2482 
Library of Congress HDO278 BTZRS 
2 (614.325) 388.1 


Rio de Janeiro. Instituto de expansio commercial. : 
... Babased ~, bebessi nut). Rio de Janeiro, Brazil 
,Litho-typograp 8. &., 1930. 

aaeea cm plates, mapa, col. dingrs. (part fold.) 23" 
At bead of title: Ministerio de agricultura, todustria e commercio. 

de 

a. ee ae eee —— _—= 
cola e (Late Yr) ‘museum ) 
Portagecas and Engitah io parallel coleman. 








31-10704 
RB P3KS 


a 8H6 


Litrery of Congress 


LIBRARY OF CONGRESS 


Rio de Janeiro. tastitute de expansiio commercial. 








Brasil; graph _ economy 
graphics — statistics, ph é ques — iq 
Rio de Janeiro ,Impresso na S. &. caeweene Flumi- 
nense, 1929. 

cover-titie, 1p. lL, ch p incl. tables. maps, diagrs. 274 x 374°. 


At bead of title: Ministerio da agricultura, industria ¢ 
(Ministry of agriculture, industry and commerce) (Ministére de vast! 
culture, de l'industrie et du commerce) Instituto de expansfio commer. 


clal. (Inetitute for commerctal expansion) (Institut d expansion com- 
"feat tn Portuguese, Engtiah and French 
1. Brazil—Keen condit —1918- 2. Rrarti—Stat. 
31-6760 
Library of Congress HCIS7 RS 
e 330.981 


Rio de Janeiro. Instituto de expansio commercial. 
. O Brasfl actual. Brazil of today. Forgas economicas— 
progressos. Economic forces—development. Rio de Janeiro, 
Brasil Officinas da lit. typ. Fluminense, 1929. 
106 p. loci. tables. plates, maps (part. col.) diagrs. (part col.) 27°. 


At head of title: Ministerio da aaa euate @ commercio. 
Ministry of agriculture, industry and commerce. Instituto de 





—— _ for ——— erpansion. ‘Attigo muses agricola 
juseum ) 

Portuguese ona English in ok columns, 

1. Brazil--Econ. condit —1918- 2. Brasil!— Indus, 3. Brazil— 
Stat 1 Tithe. a, Title: Brazil of today. 

41-695, 

Library of Congress HiC187.R52 1929 

——— -——— Copy 2 & 830.961 


Rio de Janeiro. Instituto de expansio commercial. 

. O Brasil actual. Brazil of today. Forgas economicas— 
progressos. Economic forces—development. Rio de Janeiro, 
Brasil ,Officinas da lit. typ. Fluminense, 1930. 

1% ee 1 1, (2) p Incl. tus, tables. plates, col. maps (1 fold.) col. 
diagrs. 26° 


At bead of title: Ministerio da —— teats e commercio, 
4 commerce. 





Ministry of agriculture, industry an nstitute de expansio 
commercial. institute for commercial expansion. byt agricola 
e (Last and museum) 

Brazil— Econ 2. Brasi!— indus. 3 Brasil— 
eeat. . Tithe. “Tite: "Brash of today. 

41-606 
Library of Congress HCIS7.RS2 1980 

— ——— Copy 2. 3 330.961 


Rio de Janeiro. Istituto de expansio commercial. 

... A laranja no Brasil. The Brazilian orange. Rio de Ja- 
neiro |Fluminense, 1929. 

Tl, ly) p plates (part col.) fold. col. diagr. 27*. 
industria @ 





1, Orange. 

Agt 30-246 
Agriculture 98R473 
a 


Library, U. 8. Dept. of 


Rio de Janeiro. 
commercial 


Instituto de expansfio 


see also 


Rio de Janeiro. Museu commercial. 


Rio de Janeiro. Instituto de 
identificacao 
Archivos de: Medicina legal e 
identificacao... 


Rio de Janeiro (Federal district) 
Secretaria de policia 
Arquivos de medicina legal e identi- 
ficacad..e 
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Rio de Janeiro. Instituto de 
uinhos 


Rio de Janeiro. Instituto Oswaldo Cruz. 








Rio de Janeiro. Inst4uto fumi de agricult 
Relatorio sobre a pretendida enxertia da canna de assucar. 
do por uma nomeada pelo Imperial “4 


tuto fluminense de agricultura. Rio de Janeiro, Typ. di 
Globo, 1876. 


Bp 2. 


1. Sugar. 2 Grafting 


Library of Congress 8B125.R58 
—— - ~~ Copy 2. (30e1, 


Rio de Janeiro. Instituto fluminense de agriculturs. 

Relatorios apresentados ao Ministerio dos negocios da 
agricultura, commercio e obras publicas relativos a Fa- 
zenda normal, Jardim botanico, e —_ agricola, pelo 
— interino do Imperial instituto by pm de 
13 itura, o 4 Pedro Dias Gordilho Paes Leme. 

de Janeiro, 1887, 
ipl. d-Dp Bm. 
do director do Jardim botanico, Asylo agricola ¢ da Fasenda 

normal,” signed coo gage 


Iture—Brari L Mecsira, Nicolas Joaquim, 1824-1894. 
u. ‘pies Gordiine Paes I 7 Pedro, 
12-9255 
(hel, 
Library of Congress ‘SS3S BBR6 
Reference card 


Rio de Janeiro. Instituto historico e geographico 
brasileiro 


see 
Instituto historico ¢ geographico brasileiro, Rio de Ja- 
neiro. 
Library of Congress (30e1, tae 


Rio de Janeiro. Instituto historico, 
geographico e ethnographico do 
Brazil 


Instituto historico e geographico bras- 
ileiro, Rio de Janeiro. 


Rio de Janeiro. Instituto nacional de musica. 


to interno do Instituto nacional de musica. 
Rio de Janeiro, Imprensa nacional, 1894. 


4p 2m 


Library of Congress MTS.RS173 


) 
' 
| 








CATALOG OF PRINTED CARDS 


' 
j 
i 





Rio de Janeiro. Instituto nacional de musics. Rio de Janeiro. Instituto Oswaldo Cruz. 
Regul: to do Instituto nacional de masion, a ro- Memorias ... t.'1- 
io de 1908— 


vado | por decreto n. 4.779 de 2 de margo de 1903. 
Janeiro, Imprensa nacional, 1903. 


4ip. 2. 


Rio de Janeiro, 1900- 
¥. files, plates (pert col.) map. 25" 
Formerty Instituto de Manguinhos. 


| 1. Medicine —Collected works 2. Bacteriology——Collected works. 
a 11—118 Uorev'd 
17-2244 R108. RE 


(S8e1, 


Library of Congress 


’ Library of Congress MTS.RS179 


Rio de Janeiro. Instituto nacional de surdos-mudos. 
Regulamento do Instituto nacional de surdos-mudos, 


approvado pelo decreto n. 9.198 de 12 de dezembro de 
1911. Rio de Janeiro, Imprensa nacional, 1912. 


2p,1l 2 


Rio de Janeiro. Instituto poly- 
technico brazileiro 


see 
Instituto polytechnico brazileiro, Rio 
de Janeiro. 


1. Educational law and legislation— Brazil 
1. Brazil. Ministerio da justica ¢ negocios interiores. 


tl. School law—Brazily 
n. Tithe 


E 15-1158 Revised 


Library, U. S. Bur. of Education HV2665.R4215 


Rio de Janeiro. Instituto nacional de technologia 
oe 
Brasil. /nstituto nacional de technologia. 


Rio de ree Instituto saniterio 


eder 
see 


Brazil. Instituto sanitario federal. 


Lamaary or Conaness Rereaznce 
cares Seeletinry caisnn whtes do sot eppent ss Wesdings in dapesitory entalags. 
x 41-0078 
ay 
Rio de Janeiro. Instituto nacional de livro. 


Rio de Janeiro. Instituto Vi*al 


... Guia das bibliotecas brasileiras. Rio de Janeiro, 1941. Brazil 
2465p. map. 247. (/ts Coleie B2 Bibiloteconomia, 1) 
At bead of title: Ministério da educacio e saude. Instituto nacional see 


do livro ... 
Nictheroy, Brazil. Instituto Vital Brazil. 


1, Libraries —Brastl. 1 Tithe. 


41-15080 


7710 RS 
& 


Library of Congress 
027 61 


Rio de Janeiro. International 
American conference, 1906 


Rio de Janeiro. a 

tel hihi 
{Rio de Janeiro, Servigo seven entice do Ministicio an atenele, 
1940. 





see 
. (Ite Coleco B2, ,Biblicteconomia, 1) 


International American conference. 
Ministério 4a e@ucacio © saude. Instituto nacional 
aaa as ‘ 3d, Rio de Janeiro, 1906. 


41-15079 


Rio de Janeiro, Instituto Oswaldo Cres, 

Leprosy survey fourty |, countries (1924-1997 
Jftiiien. Te aS Gonchas Coan instars 
Bio de Janeiro, Typ. Ss taatuobe Conaldo Oona, 3008 
ad? bir > plates (part fold.) ports, fold. map, diagrs. (part 


Rio de Janeiro. International 
commission of Jurists. Congress, 
1912 


Containe Witipgraghtes. International commission of Jurists. 


Congress, Rio de Janeiro, 1912. 


1, Leprosy. 1 Sousa Araujo, Heraclides Cesar de. 
Be 
Library, 8mitheonian Institution 
ca 
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Rio 


Rio de Janeiro. Jardim botanico. 
Archivos 
Rio de Janeiro, Typ. da Directoria geral de estatistica, 1915- 
¥. plates, tables, dingra, 25. 


1. Botany — Period 


17— 22584 


Library of Congress QK1 RaT6 


A8r1809 


Rio de Janeiro. 
..O cambuei (Paivaea lang: ag yf 
pos Porto ... Rio de Janeiro, S Mattes 
M4 p. illus. (incl. map) pl. 271". 
At head of title: Jardim botanico do Rio de Janeiro, 


Jardim botanico. 


r P. Cam- 
¢., 1920. 


Rio de Janeiro. Jardim botanico. 


Enumeratio plantarum in Horto botanico fluminensi 
eultarum. Rio de Janeiro, Jornal do Brazil, 1893. 


4p. 23. 
Signed: Director, J. Barbosa Rodriguer 


1. Barbosa Rodrigues, Jolo, 1842-1909. 


S—11781 
Library of Congress 


—— —— Copy 2 


QK73.RSA6 
ta22ch 


Rio de Janeiro. Jardim botanico. 

++» Uma lembrar 3 do 1.* centenario, 1806-1908, por J. Bar- 
bosa Rodrigues, director do mesmo jardim. ,Rio de Janeiro, 
Officinas da “Ri ga,” E. Kevil 908. 


a 





@, (1; p front, illus, pl, ports. 224 x80". 


1 Barbosa Rodrigues, Jofo, 1842- 
ofegr. Library 
bat 2) th 


Rio de Janeiro. Jardim botanico. 


Agr 0-204 


@ORATL 
r@lbl, 


, Septet Sate tea eem 
n. 11.484 de 10 de fevereiro de 1915. Rio de Janeiro, Imprensa 
nacional, 1915, 

6p.11 2. 

At head of title: Ministerio da agricultura, industria e commen o. 


1 Brazil. Ministerio da agriculture. 
21—15288 
Library of Congress QKTB.R548 1915 
asd, 
Bio de Janeiro. Jardim botanico. 

Relacéo das plantas han poe Susi betes 
do Rio Janeiro, por J. Bar Rodrigues ... Bio de 
Janeiro, Imprensa nacional, 1908. 

vili, 121 p. front. 18™. 
At head of title: Exposigio nacional de 1908, 
1 Be Exposicgio nacional, 1908. 1. Barbosa Rodrigues, 
ne 
Library of Congress QK73.RSA6S 
— —— Copy 2 «el; 








Rio de Janeiro. Jardim botanico. 
Relatoriv. 
Rio de Janeiro, 18 
. za 


Library of Congress QK73.RSA7 


Rio de Janeiro. Maxwell, Wright & co. 
see 


Maxwell, Wright & co., Rio de Janeiro. 


Rio de Janeiro. Museu commercial. 
wa do Museu commercial do Rio de Janeiro ... 


Rio de Janeiro, Imprensa nacional, 1910— 
v. maps 26". 


Director : 1907/08- Candido Mendes de Almeida. 
1. Brazi—Comm. 1. Mendes de Almeida, Candido. 
18-10061 
Tibrary of Congress HF61RS 


Rio de Janeiro. Museu commercial 


see aiso 


Rio de Janeiro. Instituto de expansio 
commercial. 


1 Amssiak, Leo, comp 1 Brazil Ministerio da marinha 

ca 9-08 Unrev'd 
Library of Congress 
—— —— Copy2 


VISRSA4 
(BOD), 


Kio de Janciro. Museu escolar nacional. 


do Museu escolar nacional, organisado por 
Jule de Lina Prano Bio de J Tendon, Exdoumen salto: 


am, 71, 2p. 214". 


LIBRARY OF CONGRESS 


Rio de Janeiro. Museu escolar nacional. Bibliotheca. 
Catalogo da bibliotheca do Museu escolar nacional, 
pod wok y Tht Rio de Janeiro, Typ. 
Leuzinger & filhos, 1885. 

xi, 0, Tp, 11, 30p. ai™. 


Supplements: p. 368,878. 
Sea ee “ie Amecciaghe mantenedora Go Museo escolar nacional” : 
© a sgulamento Go Musee eecolar nacional” : Th 
1. Bdtueation—Bibi—Catalogs. 1 Lima Franco, Julie de, 1848- 
1981. 
27 -20608 
Library of Congress 25819.R58 
Rio de Janeiro. Museu imperial e nacional 
ree 
Rio de Janeiro. Museu nacional. 
612883 


Library of Congress (80c1, 


Rio de Janeiro. Museu nacional. 


Created by decree of june 6, 1816, under the name Museu real. 
The present official name is Museu nacional do Rio de Janeiro. 


$—12820 
Library of Congress s22e1; 
Rio de Janeiro. Museu nacional. 


... Anthropologia (guis das collecoSes) por E. Roquette 
Pinto ... Rio de Janeiro, Typ. ds Directoria geral de estatis- 
tica, 1915. 


4p fold. plan. 19”. 
At head of title: Museu nacional do Rio de Janeiro 


1. Anthropological museums and collections t Requette Pinto, 
Edgard, 1884- 
‘31 3486, 
Library of Congress GN37.RSMSS 1915 672.074 


Rio de Janeiro. Museu nacional. 
Archivos do Museo nacional do Rio de Janeiro ... v. 1- 
1876-19 Rio de Janeiro, 1876-19 
v. (Mea, plates (part col.) maps, tables. 30-39". 


1. Sclence—Societion. 2 Natural bistory—Brasfl. 1 Tithe 


S—iTTe2 
Library of Congress 
— —— Mer 


(QS RO 
S5e, 


Rio de Janeiro. Museu nacional. Archivos. (Indexes) 
Indice dos Archivos do Museu nacional organizado por 
Bertha M. J. Lutz. Volumes 1-xxu, 1876-1919. Rio de 
Janeiro, Imprensa nacional, 1920. 
6p. 3. 


Issued also in the Archivos, v. 22, 1919, p. :275;-290. 





Rio de Janeiro. Museu nacional. 
Boletim do Museu nacional do Rio de Janeiro. v. 1- 
nov. 1923- 
Rio de Janeiro, Imprensa nacional, 1923- 
¥. tus, plates, port. mzps. 26°. bimonthly. 
Director: 1923- Arthur Nelva. 


1, Sctence—Societies, ete. 2. Natural history—Brasil 1. Nelva, Ar 
thar. 


‘2816880 
Library of Congress Q83. R65 
85e1, 
Rio de Janeiro. Museu nacional. 
Conférence rieace de LL, MM I faite au Muséum 
petieas en présence de MM riales le 4 novem- 
bre 1884, par le D'. Ladislau Netto ... Rio de Janeiro, 
Typ. « lith. de Machado & c., 1885. 


Bp. 2247. 


salt Archeology—brazil « Netto, Ladisliu de Souza Mello ¢, 1838- 
GS 14-321 


Library, U. S. Geol survey S(410) R47 


Rio de Janetro. Moses nacional. 

Guia ds c brazil realisads pelo 
Masse unsiontl de io do Deation, 0 99 ao jlae as 10mm. Rio 
de Janeiro, Typ. de G. Leuzinger & filhos, 1882. 

Tip 179". 





1. Anthropological museams and collections. 


Labrary of Congress F2519.R56 


871, 


Rio de Janeiro. Museu nacional. 


... Guia das collecgdes de archeologia classica, A 
conservador. Rio de Janeiro, Imprensa mw og ee 
108, J) Mis, pl 27r=. 


At head of title: Museu nacional do Rio de Janeiro (1v* seeglic) 


1. Classica! ant! 2 objects — neiro — 
oa —. art Rio de Ja Catalogs. 


31-21081 


AMIOLRSSS 1919 (060.0081, 


Rio de Janeiro, Museu nacional. Laboratorio de ento- 
Os besouros da canna de assucar, por Carlos Moreira, 
chefe do Lab do Museu na- 





cional. Publicaciéo auctorizada pelo dr. Simées Lopes, mini- 
stro da agricultura, industria e commercio. Rio de Janeiro. 
Imprensa nacional, 1919. 

Dp war. 


At head of title: Ministerio da agricultura, industria ¢ commercio. 


+ ee cane—Diseases and pests. 1 Moreira, Carlos, 1860- 
™ Brazil. Ministerio da agriculture. mt Title. 
429156 
Library of Congress SB BOOK B9RS 
a38d1, 


Rio de Janeiro. Museu nacional. Laboratorio de entomo- 
... Ineecticidas @ outros meios efficazes de destruicgéo dos in- 
sectos nocivos. Rio de Janeiro, Imprensa nacional, 1910. 


industria e commercio ... 
de entomologia agricola. 














torio de log 





Rio de Janciro. Museu nacional. Lab 
agricola. 


Instrucodes populares para a colheita ¢ remessa do ma- 
terial. Rio de Janeiro, Imprensa nacional, 1910. 
op. tun 2. 


Ministerio da agricultura, industria ¢ commercto. 
fines’ Oarias iloreira, chete do Laboratorio Ge entoosologia agricola. 


1. Insecte—Collection and preservation. t Moreira, Carlos, 1860- 
Library of Congress QL4% RO 
radibl, 


Rio de Janeiro. Museu naval 
see 


Rio de Janeiro. Museu da marinha. 


“Kererence cara 
Rio de Janciro. Museu real 
see 
Rio de Janeiro. Museu nacional 
sian 


Library of Congress (281, 


Rio de Janeiro. Novo correio das modas Rio de Janeiro. 


Novo correio das modas, Rio de Janeiro. 


oanae ) mage (1 fold, 1 double) 
Vat French pnd Prague pra Sma 


: Emm. Lisis, directeur. 
Yola!2-4"Poies por L- Crate 
more 

Conrarts. — TObeservatoire. 1882 —t. s. Observe- 
PR ny on Se arvotion du passage do Véous en 1852 
1887.—t. ¢ 1. ptie. Observations et mémoires 1889 — 
Ty “ 1883 a 198s. . 
Emmanuel, 1828-1900. m Cruls, 1848 

6-e038t 
Library of Congress QRS 








Bulletin ast logique de | rva- 
toire impérial de Rio 4 y be my juil. 1881- 
Rio de Janeiro, 1881- 

v. plates (part col.) chiarts, tables. 31)°*. monthly. 
LA w—Period. 2 M Period 
7-726 
Library of Cong ess QB4R6 
22h) 





CATALOG OF PRINTED CARDS 


Rio de Janeiro. Observatorio. 
Dados referentes 4 climatologia do B: 
cidos pelo Observatorio astronomico do Rio de 
Rio de Janeiro, 1913. 

2p. 1, Sr-1l p, 4 incl. tables. 264. 


At head of title: Ministerio da eotutiasn, intusse 0 esmesnadle -. 
wintendencia da defesa da borracha ... Exposicio 


forne- 
aneiro. 


nacional de bor- 
de 1913. 
1B oe 2. Rio de Exposig¢ho nacional de borracha, 
1913. 7 oie SSeS u. Title 
17-28010 
Library of Congress QCSSB.BBAS 1913 


Rio de Janeiro. Observatorio. 
Vee cute ene pe oe ay ae 
e de latitude para uso rr 
Extrahidas do Nautical 


sance temps, Stone, Coast survey, 1885.. Ri oe 
neiro, Imprensa a vapor H. Lombeerts &c., 1890. 

19 p. tables. 17>. 

1. Stars—Catalogs. 


Library of Congress QB6.R6 


Rio de Janeiro. Observatorio. 
Son, Typepmaphic'et Wicementte books, Rio de 


Janeiro, tyP P rts &c., 





1887. 
1712, p. illus, 23 pl (1 fold. he hy RE 
1 double) tables, diagrs. 3! i“. (Annales de PObservatoire impé- 
re Re a janine uate . 
Various ings. 
Added t.-p. in 
French and Portuguese in paral'el columns. 
(Continued on next card) 
68057 
ts24el) 
... Observation du 
passage de Vénus... 1887. (Card 2) 
_ Conran & observagao 


Planet) Transit of —1882. 2. Strait of. ci 
Las, Yous" n "Tete Antone fa Luiz pd terto 1837- meg 
m. Oliveira Lacaille, J. de. wy? ty) da Gama, Lui Felippe de, 1846- 


1895. 
68037 
Library of Congress QB4 RSS 
—— —— Copy 2, detached QBSI3.RS 
ta24el, 


Rio de Janeiro. Palestra 
scientifica 


Palestra scientifica, Rio de Janeiro. 


Rio de Janeiro. Ferseveranca 


brezileira 
see 


Perseveranca brasileira, Rio de Janeiro. 


245 


Rio 


Rio de Janeiro. Popular fluminense 
see 


Popular fluminense, Rio de Janeiro. 


Rio de Janeiro. Portuguese legation 
see 


Portugal. Legacao, Rio de Janeiro. 


Rio de Janeiro. Retiro litterario 
por tuguez 


Retiro litterario portuguez no Rio de 
Janeiro. 


Rio de Janeiro. Reuni&o dos 
interessados na soluc&o da crise da 
borracha, 1911 


Reuni&o dos interessados na soluc&o da 
crise da borracha, Rio de Janeiro, 
1911. 


Rio de Janeiro. Sec 


de Sociedade 
de geographia de 


sboa no Brazil 
see 


Sociedade de geographia de Lisbon 
Seco&o no Brazil, Rio de Janeiro. 


Rio de Janeiro. Sociedad portugueza de beneficencia 
see 
Sociedade portugueza de beneficencia, Rio de Janeiro. 


Lrmeany or Cowcanss Rerenence 
Cungrame sonesanry sattins which o sot appant as Wesdings in dapeatiory catalase. 








Associache commercial do Rie de Janeiro. 


Lamaary or Cowonnes Rerezance 


cangreme secennry satrian which Go'sot appan’ as Dendings in Sepeatery catalegs. 


xa-ce77 


hy 


Rio de Janeiro. Sociedade auxiliadora 


de industria nacional 
oee 


Sociedade auxiliadora da industria 
nacional, Rio de Janeiro. 


Rio de Janeiro. Sociedade brasileira 


de direito internacional 
see 


Sociedade brasileira de direito 
internacional. 


Rie de Janeire. Sociedade brasileira de economia pen- 
thes 


oe 
Sociedade brasiisira de economia politica. 


Lasaast or Cowenmes Rayaraxce 


oo SaSSy slates wEich So not aopent so Mendings in depettory tala 


xa 


ay 


Rio de Janeiro. Sociedade brasileira 


de engenheiros 


Sociedade brasileira de engenheiros. 


Rio de Janeiro. Sociedade brasileira 


de sciencias 


Academia brasileira de sciencias, Rio de 
Janeiro. 





LIBRARY OF CONGRESS 


Reference card 
Bio de Janeiro. Sociedade de geographia 
see 
Sociedade de geozraphia do Rio de Janeiro. 


Library of Congress 
Rio de Janeiro. Sociedade de 
medicina e cirurgia 
see 


Sociedade de medicina e cirurgia do 
Rio de Janeiro. 


Rio de Janeiro. Sociedade nacional 
de agricultura 


Sociedade nacional de agricultura, Rio 
de Janeiro, 


Rio de Janeiro. Touring club do Brasil 
see 
Touring club do Brasil, Rio de Janeiro. 


Lrmaary or Cononess Rerenencs 
cong SSSR Ss Sa appear as Nendings tn depository extalags: 
X02 


4 


Rio de Janeiro. Universidade. 
{Rio de Janeiro, 
. -. 
At head of title: Universidade do Rio de Janeiro. 


ca 85-579 Unrev'd 
Library of Congress LE31.R6 
—~ —— Ad et o78.81 


Rio de Janeiro. Universidade. 
Revista da Universifiade do Rio de Janeiro. t. 1- 


1926— Rio de Janeiro, Imprensa nacional, 
1926— 
*. om. 
1. Title. 
m4 
Library of Congress ARSO RS 





Rio de Janeiro. Universidade. Faculdade de direito. 
Livro do centenario oan ee (1827-1927) .. 

Rio de Janeiro, Imprensa nacional, 1928-29. 

2v. 2)". 

cxitl Rant of Uitte: Pecuttnde do Ginette Ge Uatouratinte é0 Mito de Se 

Geamaase—4, Bestagio bintotten Go Getto beadieten~2. 

ga ck suparten, sealianto ell a B0 0s cgume ac t00n, 
2 Leon Gnt—t, © ot. a. ny of ew — Benet 8. Ost 

versities # Bd colleges—Congresses. 3. Universities and 


wi 4. Law—Btedy and teaching. Study of law—Braail, 1. Con- 
gresso de ensino superior, Rio de Janeiro, 1927. u. Title. 


Library of Congress 
—— ——— Copy2. oe 
Rio de Janeiro. Universidade. 
Instituto nacional de musica 


Rio de Janeiro. Instituto nacional de 
musica, 


Rio de Janeiro. Universidade do Brasil. Escola nacional de 
.. Anuario da Escola nacional de engenharia ... 1- 


1939- 
Rio de Janeiro, 1939- 
a. 
At head of title, 1980- : Universidade do Brasil. 
42-12500 
Library of Congress ‘T1T8.R6S2 
2; 0.71181 


Rio de la Plata (Viceroyalty) 

Cc 0 eae eas So hatende 08 Bip 
de la Plata con los de Espafia; reunide en el Archivo de 
i de Sevilla, coordenada y publicada por Roberto Le- 
villier 





—— Ea ip “Ss de Rivadeneyra,” 1915 
armantin RepOblica argentina. Publicacién editeda Jos mi 
nisterios de relaciones exteriores y culto, inatraccién pablica } hacienda. 
Argentine gy my 1810—Soarces. t Levillier, Ro- 
berto Ieee ed. 1. Argentine republic. Ministerio de relaciones ex- 
terlores y culto. m Title 
20-8743 

Library of Congress F241. R58 

— ——- Copy 2. * BJR01As 

a38e}, 
Rio de la Plata (Viceroyalty) 


republic— Bound — Brasil. 
wen L Arredondo, Nicolds Antonio 
541608 
Labrary of Congress W2801.458 vol.4 
S1r20g1, 


Rio de is Plata (Viceroyalty) 

Oficio en que el virrei de las provincias del Rio de la 
Plata informa sobre la situacion de Chile. 

Go Steen © Mttetere | & documentos relativos « la indepen- 
Gencia de Chile. Santiago de Chile, 1903. 244. ¢. 9, p. (105)-120) 


of the letters are signed, Javier Elio, and dated, Montevideo, Sept. 
pai aot Nor, Pe See Sate © afters to Eile ty Jad 
Joaquim de Aguirre, and dated Valparaiso, Aug. 12, 1811. 


1 yg f 1810-1824. irre, José 
J - — of independence, 1. Aguirre, 


837905 Revised 
Library of Congress FM.CH volD 
—— ——— Copy 2, detached. F304. RS 











Rio de la Plata (Viceroyalty) 
Plano para executar a demarcacéo na America Meridional 


coligite plo guesnl Vests o eqpecade pele ol & Sip 
panha em 12 de janeiro de 1779... mm. p., a. dy 
ipl, 4p. 229". 


“Texto hespanhol, e versio portugueza feita na secretaria do vicerey 


¢o real” 
proposto em em 1778 pelo yvice-rey das Provincias do Bio da 
outa ae general Vertis” : po) 


1. Spain—Colonies—South America—Bound. 2. Brasil—Bound. 
1. Vertis y Salcedo, Juan José de, 6. 1770. 
‘2T-16421 
Library of Congress F2841.R58 


a 


Rio de la Plata (Viceroyalty) 
Consulado de Buenos Aires 


Rio de la Plata (Viceroyalty) Tribunal 
del consulado. 


Rio de la Plata (Viceroyalty) Lawe, statutes, ote. 

bl 6 i de 
ee ee oe See 
Aires. Afio de 1782... Madrid, Imprenta real ,1783, 

20 p. 1, 826, (136), 24 p. front. (coat of arms) 34)”. 

en oS eee © OS ae toe 

soberanas Se 

siento de to que 0 dlapens on los artioulen 40 ee Ses 
tados”: (136, p. 

Coats of arms embossed on covers. 

1. Spain—Colonies—law. 1 Spain. Laws, statutes, etc., 
1788 (Charles mt) 1. Spain. Laws, statutes, etc. mz. Title. rv. Title: 
Leyes de la Recopilacion de Indias. 





i 


Library of Congress 


Rio de Ia Plata (Viceroyalty) Real eudiencia. 
- le 


L republic—Hist.—1776-1810—Sources. 2. re 


Rio de la Plata (Viceroyalty) Real audiencia de Buenos 
Atres 


nee 
Rio de la Plata (Viceroyalty) Real audiencia. 


Luaary or Concamss Rarszance 
coe LS REST epats to Sending ts petiory stale 
x 41-8701 
a, 


Rio de la Plata (Viceroyalty) Real 
consulado de Buenos Aires 


Rio de la Plata (Viceroyaity) Tribunal 
del consulado. 
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Rio de la Plata (Viceroyalty) Real 
tribuna: del consulado 


Rio de la Plata (Viceroyalty) Tribunal 
del consulado, 


ee Tribunal del consulado. 

. Consulado de Buenos Aires; antecedentes, actas, docu- 
mentos; publicados bajo la direccion del director del Archivo 
general de Is nacién, Héctor C. Quesada ... Buenos Aires, 
Kraft, Itda., 1936- 

v. tacsime. 20°. 

At head of title: Archivo general de la naciéa. 


republic, Archivo general. 1. Title 
87-21417 
Library of Congress F2s41. R503 
—— ——Copy 2. 3 982 


Rio Grande college, Rio Grande, 0. 
Annual! catalogue of the officers and students. 


Boston etc.) 
v. plates. 19)-20j)™. 


ca 10-781 Unrev'd 


Library of Congress LD471L.R72 


Rio Grande do Norte, Brazil (State) Constitution. 


& govt. t Brasil. Constitution. 

38-813138 
Library of Congress JL2400.B52 1986 
—— —— Copy 2 ) 34281 


Rio Grande do Norte, Brasil (State) Constitution. 

nee pee & ae & eT Ee 
Se &  & ee > Se Natal, 

Typ a'A Ropblicn, 1998. 

Bp mr. 


1 Tithe. 
‘T1-93282 


Library of Congress J7L2000.RO2 1988 


Rio Grande do Norte, Brazil (State) Interventoria 

federal. 
Relatério. 
Natal, 1940- 
vy. tables (part fold.) 22). 


1. Rio Grande do Norte, Brazil (State)--Pol. & 
govt. 


1937/39- 


41-1251 
Library of Congress J208.R6R15 
f2) 309.181 
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Rio 


Rio Grande do Norte, Brazil (State) Laws, statutes, ete. 
Terras lei n. 81 de 9 de setembro de 1895. E 
decreto n. 56 de 3 de dezembro do mesmo anno. Natal, Imp. 
na Typ. d“A Republica”, 1896. 
2p. 2. 24m. 
At head of title: Estado do Rio Grande do Norte. 


1. Rio Grande do Norte, Brazil (State)—Public lands. L Title. 
2414800 
Library of Congress HD1158.B7A3 1806 
fib, 


Rio Grande do Sul, Brazil (City) Bibliotheca. 
Relatorio. 
Bio Grande, 
v. Dx 16". 


SRLS han Site: Relatorio da Bibliotheca rio-grandense apresentado 
directoria que funccionou de 1901 a 1902. - 


ca 13-485 Unrev'd 
Library of Congress Z770.R65 


Rio Grande do Sul, Brazil (City) 
Comité internacional "Veritas". 


Comité internacional "Veritas". 


Rio Grande do Sul, Brazil (City) 
Congresso de historia e geografia 
Sul riograndense, 2d, 1937 


Congresso de historia e geografia sul 
riograndense. 2d, Rio Grande do Sul, 
1937. 


Rio Grande do Sul, Brazil (State) 
. Catalogo da exposigio estadual de 1901. Porto Alegre, 

C. Reinhardt’ ;1901, 

467, 3) p. plates. 20)". 


At head of title : Estado do Rio Grande do Sal. 
ar : Catalogo da Exposicfio estadual do Rio Grande do Sal em 


1. Rio Grande do Sul, Brasil (State)—Indus 1 Title 
ca 13—1117 Unrer'd 
Library of Congress ‘T45.190L.45 
a1, 
Rie Grande de Sal, Brasil (State) 
(Porto Alegre, 1985- 
ao a. ally. 
1. Rio Grande do Bel, Bras] (State)—Pel. & govt. os-eont 
Library of Congress 10 BOSS 
a 4m 








Rio Grande do Sul, Brasil (State) Constitution. 
ituigho do estado do Rio Grande do Sul. Porto Alegre, 
Rio Grande do Sul, Imprensa official, 1935. 


op me. 
1 Tithe. 
210722 
Library of Congress JL2680.BG2 1986 
a 120 
Rio Grande do Sul, Brasil (State) Constitution. a 
Constituigéo do do Rio Grande 
decretada e prom oe —S Porto 
Bria & cn, eis 
& cia., 1921. 
cover-titie, Sip. 22". 
1 Title. 
81-7702 
Library of Congress JL2400.B@2 1801 4281 


Rio Grande do Sul, Brazil (State) 
Directoria geral do thesouro 


Rio Grande do Sul, Brazil (State) Thesouro, 


Rio Grande do Sul, Brazil (State) 
Estatistica, Reparticao de 


Rio Grande do Sul, Brazil (State) 
Repartig&o de estatistica. 


Rio Grande do Sul, Brazil (State) 
Fazende, Secretaria da 


Rio Grande do Sul, Brazil (State) 
Secretaria da fazenda. 


Rio Grande do Sul, Brazil (State) 
Interior e exterior, Secretaria do 


Rio Grande do Sul, Brazil (State) 
Secretario do interior e exteriore 
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Rio Grande do Sul, Brasil (State) Some eaten, se, 
i processo civil e commercial do Rio Grande do Sul; 


n, 1266, de 1 de fevereiro de 1908, ¢ de accordo 
official) revisto pelo legi 

0- exmo. sr. dr. A. A. Borges de Medeiros ¢ anno- 
tado de accordo com a legislagé jurisprud 








we Set esas cere ot Me oat) 2 omer 

aut Armenio, jotnt =& 
‘85-80879 

Library of Congress a 
Rio Grande do Sul, Brazil (State) Lawe, statutes, ete. 

.. Codigo estado do Rio Grande do 
Sul; estudo critico e comparativo, com grande copia de notas de 
j dencia, prefacied Py gador Lima Drum- 
ol .. Porto Alegre, Typ. da Livraria universal de C. Eche- 

1909. 

xxxi, 265 1. 
At bead 


Library of Congress 2) 


Rio Grande do Sul, Brasil (State) Tribunal 


ag meng any 
Porto Alegre, Centro ds Boa imprensa do Rio Grande do 
Sul ,ete., 
v. 22-234". 
Todi 925, 18CT, 1960 published erch in 2 volumes. 
1. Law reports, digests, etc —Rio Grande do Sul, Brasil (State) 
83-77565 


Library of Congress co 


Rio Grande do Sul a federag&o 
see 


A Federacio; orgam do Partido republicano. 


Rio Grande Gulf corporation, Houston, Tez. 
Presenting the lower Rio Grande Valley eh Browns- 


ville to Point Isabel, for horticulture, agriculture, recrea- 
tion, oil. Houston, Tex., The Rio Grande Gulf « corpora- 
tion ;1 


127; p. illus. (part col.; incl. map) 30)™. 
Cover-title: The magic valley. 


1. Rio Grande Valley. 
a 20-486 Unrev'd 
Library of Congress HC107.T4RS 
Copyright A 56438 12 


Rio Grande junction railway company. 

The Rio Grande junction railway company to the Cen- 
tral trust company of New York, trustee. First mort- 
gage. ted December 1, 1889. Interest 5 per cent., pay- 
able June and December. in. p., 18901, 


cover-title, 3% p. 23°. 


1. (Railroads— Mortgages) 1. Central trust company of New York. 
Alo714 
Title from Bureau of Railway Economics. Printed by L.C 
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Rio Grande painters, Santa Fé, N. M. 
me Senta Fé, N. M. The Bydal pres, 


cover-title,  p. illus, 264™. 


1. Pataters, American—Santa W4, N. M. 
1714 
Library of Congress ND236.83B5 
—— —— Copy 2 2 ears 


ye rte age ap 


aunt my 5 ao Rio Guat ot railroad 

entra. company of New York, trustee. 

Dated J uly Ist, 1890. Denver, Col., W. F. Robinson & 
co., printers :18901, 


cover-title, 26 p. 23° 


1. (Railroads— Mortgages: 1. Central trust company of New York. 


A19-715 


Title from Bureau of Railway Economics. Printed by L. C. 


Rio Grande western railway company. 
PH Loge clst- 


une 30, 
ie York rete., 1890- 


A13-1014 


Title from Bureau of Railway Economics. Pnnted by L. C. 


Bio Grande western railway company. 

The Rio Grande western railway company to the Cen- 
tral trust mene of New York, trustee. First trust 
mortgage. Dated July Ist, 1889. Nyew) York, C. G. Bur- 
goyne 

cover-title, 32 p. 23". 


1, (Railroads— Mortgages: 1. Central trust company of New York. 
A19-716 
Title from Bureau of Railway Economics. Printed by L. C. 
Rio Grande western railway company. 


The Rio Grande western railway company to the State 
trust company, trustee. First y company 0 the mortgage 
deed. Dated, Ist April, 1899. Due, ist April, 1 
Niew, York) Livingston jeditch co. (18991) 

cover-title, 66 p. 24™. 


1, (Railroads—Mortgages; 1. State trust company, New York. 


A19-717 
Title from Bureau of Railway Economics. Printed by L. C. 
Rio Grande western railway company. 


Salt Lake City, the ‘‘Zion’’ of the New world. An out- 
line of its natural beauty and manifold attractions ... 
Salt Lake City (Chicago, Poole bros., 1900. 

22, 2p. illus, 15™ 


1. Salt Lake City, Utah—Desecr. 
June 14, 1900-55 


. [eoecaeh 1990 A210) 

















Rio Grande western railway company 
see also 


Denver & Rio Grande railroad companys 


Rio-Grandenser synode 
see 


Leutsche evangelische kirche von Rio 
Grande do Sul. 


Rio Janeiro. Conferencia colombo- 
peruana, 1933 


Conferencia colombo-peruana, Rio de 
Janeiro, 1933, 


Bio Negro, Uruguay (Dept.) Inspeccién de instruccién 
Informe ... presentado al Sefior inspector nacional ... 


Montevideo, 18 
v. in tables. 27). annual. 





ery pli an puest 
regia 1* del articulo 71 de la ley municipal vigente. Afio 1885. 
Puerto-Rico, Tip. 1894. 
2p.11 21. 
13-4064 


Laaany or Concamss Revexence 
Cae LL SS ea iipaas us Westings in depeatiory entalegs 
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Rio Piedras, Porto Rico. Experiment 
station of the Sugar producers’ 
association of Porto Rico 

see 
Suger producers' association of Porto 


Rico. 
Experiment station, Rio Piedras. 


Rio Piedras, Porto Rico. Insular 
experiment station 


Porto Rico. Insular experiment station, 
Rio Piedras, 


Rfo Piedras, P.R. Tobacto institute 
see 


Tobacco institute of Puerto Rico. 


Rio Piedras, P. R. Tropical forest experiment station 
808 
U.S. Forest service. Tropical forest experiment station. 


Lraary or Conaanes Ravaxawce 
cones Sci Mase which So ook appuns ss Wandngs ts dapeter? catalogs 
xaos 
ay 
Rio Piedras, Fuerto Rico. 
Universidad 
see 
Puerto Rico. University. 
oe 
juridictions consulaires adn Gas iy 
avorieat, “Torque, Perse, Mascate, Maroc Pere, 
Ae Rousseau, 


2 ph, wien, 274. Bi. 
Thése—Univ. de Paris. 
“Bibliographie” : p. cviir-xi. 


1. Gt. Brit—Diplomatic and consular service. 2 Consular jurisdiction. 
630 
Library of Congress 


JKI7H.R6 
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Riohacha 
Riodu, Mme. A. 
Lacie. Familiar conversations, in French and English. 
By M= A. Riodu. Boston, 8. R. Urbino; New York, F. W. 
Christern ; cete., ete., 1864. 


Ip L, Grip. 1949". 


1. French language—Conversation and phrase books. 


Library of Congress PC2121.R5 


185b1, 
Riofrey, Antoine Martin Bureaud- 
seu 


Bureaud-Riofrey, Antoine Martin. 


Riofrio, Luis Beltran 
see 


Beltran Riofrio, Luis. 


Riofrio Villagémes, E. 

.. Manual de ciencia de hacienda y de derecho fiscal ecuato- 
rian. 2. ed. Quito, Ecuador, Talleres tipogrificos nacionales, 
1 

. me. 


1. Finance. 2 Finance—Ecuador. 3. Taxation. 4. Taxation—Ecua- 
dor. 1 Title. 


387-24842 


Library of Congress HJ161.R5 1986 


a 28 
Riograndenser synode 
bee 


Deutsche evangelische kirche von Rio 
Grande do Sul. 


Riohacha, Colombia (Province) 


Memoria del gobernador de Biohacha 4 la Camara 
ee a (Bogoté! 18431, 


pa: bod (ree oes Colombia (Province) Mentoria 
“Gena 
Dated, 1S de setiembre de 1843; signed, Nicolas Prieto. 
On the state of the province. 
1. Prieto, Nicolhs. 

SD 
Library of Congress F2Z276.A63 








Rioja 


Rioja, Antonio Pérez 
see 


Pérez ‘Rioja, Antonio. 


Rioja, Enrique 
see 


Rioja y Lo Bianco, Enrique, 1895- 


Rioja, Francisco de, 15831-1659. 


de : 
Ca: Alberto de ls y Sevilla, R. Ta 
rascé y Lassa, 1872. 
xvi, 65, (5; p. 219". (Sociedad de bibliéfilos andaluces. 1. sér. (¥)) 


de " This copy not numbered. 
Contains a list of the members and the publications of the society. 


1 Barrera y Leirado, Cayetano Alberto de la, 1815-18T2 
290-106 

Baltimore. Printed by L. 0. 

a 


‘Title from Peabody Inst., 


Rioja, Juan de la. 

México mértir, Juan de le Rioja. El Paso, Texas, Edi- 
torial Revista catblica, 1988. 
4 p tac. Mies. (incl. ports, map, factima) plates. 21)”. 


atp aso fos, vi pl. on 3 1. 209". (Libros de la nature- 


‘80 7553 
Library of Congress QL122 RS 
Copyright A-—VForcign (6082 
ra 
Rij. y Lo Bianco, Enrique, 1895— 
Entadio de los de le peninsula Iberica ... por d. 
Earique Rioja y ... Madrid, Nuevas grificas ,1981, 
2 ences 
471 p. ites. - (Halt tite io de la Academia Go 


conidhen Unt. - 
Laeery of Congres {QHT.A4 vol. 2) 
a 


LIBRARY OF CONGRESS 


Rioja y Lo Bianco, Enrique, 1895- 
El mar acuario del mundo, por el prof. Enrique Rioja. Méx- 
ico, Editorial Séneca 1941, 


Sp.1,0405p,11 itus 109°. (Estela) 


1. Marine fauna. © Tithe. 


Library of Congress 
2) 691.92 


wd gee , with bulary of all 
. od ussian reader, wi ‘By Henry ‘Hise 
2 London, K. Paul, Trench, Tri co. itd. 


viii, 3144p 188". 


1. Russian language—Chrestomathies and readers. 1. Title. 


1—12837 
PG2117.RS 


Library of Congress 


Riola, Henry. 

How to learn Russian. A manual for students of Russian. 
Based upon the Ollendorffian system of teaching languages, 
and adapted for self-instruction, by Henry Riola. With « 
ok A R. S. Ralston, ». a. Sth rev. ed. London, 

Paul, Trench, Trilbner & co., Itd., 1895. 


2p. 1, dis, 8-567 p. 19". 


1, Russian language—Grammer. 1. Ralston, William Ralston Shed- 
den. 1888, ed. wm. 
1-19960 
Library of Congress PO2111.R47 
acl, 


Library, Wer College 


Riola, Henry. 
Key to the exercises of the manual for ba of Rus- 
teaching 


—. Based u the ror system of 

longueg*s, on ‘or self-instruction. London, 
K. Paul, Trench, Trabner & co., 1897. 

Ip l,1%p iz 

1-19051 

Library of Congress 
Riols, Henry. 

ay ty Gan cnsasiane of Ge. Senne Se cpt of 
Russian ne upon the Ellendorffian system of teaching 
languages, and vi for self-instruction Hen: 
Riola. New ed. completely rev. London, Paul, 
Trench, Triibner & co., 1903. 

126 p. 18. 


1. Russian language. 1. Title. 


War 12-207 
General Staff 


1820e1 


Library, War College Div. 





Riollet, Marius. 
.. La béte; pidce en un acte... Paris, L’Illustration, *1939. 


10 p. 30". (On cover: La Petite illustration ... no, 882, 19 sodt 
1989. ITasdtre ;souv, abr bo. 404 cL. pties) 


Iustrations on p. 2) of cover. 


1. Henrt ry, king of France, 1558-1610—Drama. 1. Title. 





A 42088 

Newberry library 

for Library of Congress (PQ1228.1 62 2. 6., no. 464) 

(4241, (842.91082) 

Ricls de Fonclare, F de. 

Les diverses poli loniales et leurs 
tiques & l’Algérie ... " Toulouse, Imprimerie 40 Beanst, 2908. 

257, (jp. 2am. 


Théese--Univ. de Toulouse. 
“Bibliographie” : p. (268)-254. 


1. Colonies—Administration. 2. Algeria—Pol. & govt. 
22—20825 
Library of Congress JV412.R5 
fbi, 


a 
Hist ju 20° régiment d’infanterie, par ie capi- 
taine E. de Foudare” ‘ve Wapres les ace & prises au 
Ministére de la guerre par le capitaine Costebonel . 
(1776-1815) et les divers documents conservés dans les 
archives du corps (1815-1893) Chiteauroux, A. Majesté 
L. Bouchardean, 1896. 





viii, 372 p. 25™. 
“Les documents et principaux ouvrages consultés” : p. ¢v)-vi. 


1. France—Army—Infantry—20th regt. 


Library of Congress UA703.A7.20th 
Riols de Fonclare, Jacques Elie de, 1857- 

=~ Wiateatats gee > Outel Onde pee ® a 
sieur le maréchal ; aquarelles de Pierre-Albert Leroux. 
Paris, Société des éditions militaires, 1980. 
trot A; © dy teh ds poh Mien, ot. pint xy". (Lermte 
numérotie de'60 8 G16, “Get examplaize porte Is 2° 90k" 
af, Bae sns— thee & Leroux, Pierre Albert, 1890- 

(36-5857 

Library of Congress DOGAT vol? 
ca (004.0082) 308.0044 


Riom de Prolhiac de Fourt de Pradt, 
Dominique Georges Frédéric de, abp. 
of Mechlin, 1759-1837 


Pradt, Dominique Georges Frédéric de 
Riom de Prolhiac de Fourt de, abp. of 
Mechlin, 1759-18637 


—— Préface de M. Pierre de Nolhac ... 
Ouvrage orné de 164 béliogravures. Aurillac, ditions U. 8. 
HA, 1928. 

2p, 7180p. 21 tes 289". (L/Anvergee. 2, 

At bend of title: “Les amis @u views Riom.” Lést of their names on 


verso of 
“Bibliographic” : p. (145, 


Riom, Art—Riom, France 8 Architecture— 
Risa France, eats Gn Views Riou” 1 *Nothac, Pierre ée, 
aise 
Library of Congress Nes61.RSRS 
Copyright A—Foreign pry 
a 




















Rioms, Frangois Hector d'‘Albert, 
comte de 


Albert de Rions, Francois Hector, comte 
a', 1728-1802. 


‘Bion, Ad. 

Des soins A donner A la santé; ee | 
fluences générales.—Habitation.—Vétements.—Propreté, 
toilette —Alimentation.— i sommeil.—Ha- 


— Par Ad. Rion. Paris, tous les 
( 
93 p. 11. incl pl 17". 
1. Hygiene. 
17-16809 
Library of Congress RA776.RS6 


Rion, Alphonse, 1809-1856. 
Guide du botaniste en Valais; par le chanoine Rion 
blié sous les auspices de la section ‘‘ Monte-Rosa’’ du 
. A. 8. par R. Ritz et F.-O. Wolf ... Sion, A. Galerini, 


xxxii, 282 p. 174™. 
Botany—Switzsertand— 
v oars ‘Valais (Canton) 1 Rite, R, od m Wolf 
Library of Congress QK331.R5 
Rion, Hanna 
see 
Ver Beck, Mrs. Hanna (Rian) 1875- 
Rion, Mary Catherine, 1896-1901. 
Ladies’ southern florist. Mary C. Rion ... Columbia, 
8.C., P. B. Glass, 1860. ad 
1838p. 184". 
1. Floriculture, 2 Gardening 1 Title. 
‘16-22823 rev. 
Library of Congress SBCO6.RS 
(rece, 


Rion, Roxana. 

The book of Roxana Rion ... Holyoke, Mass., 
ey 4 t+, SR, 

180 p. front. (port) 19. $1.00 


1. Beauty, Personal. 


Library of Congress 
Copyright A Jseow 
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Ricad, Georges. 
.- Artilleur avec les Alpins. Paris, Sequana ,1941, 
cover-title, 123,21 19°. (Forces nouvelles. v) 


Library of Congress a 


Riondel, Albert 1. ©. Jean Albert, 1830- 
Neutralisation des bance de Terre-Neuve, par 
M. le C% albert Riondel. Cherbourg, Biard, 


w 


3 pe 1, (9]-7h p. chart, 220% (Collisions en 
mer, 3. ptie. 

4-20771 
Library of Congress 





Riondel, Albert, 1830- 

Réforme de ls loi internationale dy 4 bre 1879 eur les 
collisions en mer et création de tribuneux maritimes interna- 
tionaux. Pétition au Parlement frangais et lettre aux prési- 
Ca Ce Cate © Cane Sa ee 
Albert Riondel ... Cherbourg, Impr. A. Mouchel, 

104 p. 2". 


Pull nome: Jean Albert Ricndéel, 
20748 Reiser! 
Library of Congress ‘JX 434 BST 
—— ——— Copy 2 rOaha 


Riondel, Jean Albert 
see 


Riondel, Albert, 1830- 


Riondet, Alexis. 
we "Adeiov “Prov82 yearrévou I Dalas: dx rob 
rons t08 OK. Saat. "Abhvass, ned 


1. Olive. 1 Phést#ropoulos, O. K., tr. 


Library of Congress 


cionados la direocién y estudio de Froylén de Bio- 
oe ie Pata poten 
gallego”, 1926- - 

v. ie 2. 


me 
Library of Congress rien Ree 

Rionegro, Froilan de. 
E! fundador de Caracas, Don Diego de Losada, teniente 


bernador y itan ral en estas provincias. 
15131-1569, siglo = Bingra compuesta por fray 
Froilan de Rionegro ... Caracas, Imp. nacional, 1914. 
3p.1, M251 p. Spl, 2 port, plan. 21™. 


wh lange y Quiroga, Diagn de, 15151-1508, 2. Venesuela—Hist —1556- 


17-19883 
Library of Congress 
Rionegro, Proilan de, ed. 
Relaciones de las misiones de los PP. Capuchinos en 
las anti inci pafiolas hoy Repiblica de Vene- 
zu la, 1050-1817 .. Documentos inéditos ..; publicados 
jo la direcei estudio de fray Froylén Le ag 
sulslenere eapuchine Sevilla, Tip. Zarsuela, 18 
v. pl 22. 





1. Capuchins in Venezuela. 2. Indians of South America—Venezucle— 
Missions 1. Title, 


19-10382 
Library of Congress F2319.RS8 
2 
Rionegro, Froilan Maria de 
see 
Rionegro, Froilan de, 1871- 
Risnev, Nikelal. 
P sanace p passoxa, sue- 








1 Notartes— Russia. 1 Tite 


Library of Congress 
— —~w— Copy 2 2) 


mam, Frangois Hector d‘Albert, comte 
e 


Albert ce Rions, Frangois Hector, comte 
a', 1728-1802. 











Rior, chevalier de, pseud. 
see 


Bordelon, Laurent, 1653-1730, 


sense explained, by D. J. Riordan (New York, The 
O'Connell pres, *1927. 

“4 p Gagre (i fold.) Bi”. 

1. Speculation. 2 Stocks 

‘31-20013 

Library of Congress HOCO15 RS 
Copyright A 1000727 ry 

Riordan, Edward J. 

Modern Irish trade and industry, by E. J. Riordan ... with 
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(/m R. Academia de la historia, Madrid. Boletin. Ma- 
drid, 1879. 23%™. *. 1, p. (244)-254) 

Engraving after an old woodcut of the Giovio portrait, without the border. 


Rios y Urruti, Fernando de los, 1879- 

Mi viaje la Rusia sovietista, por Fernando de los Rios ... 
3. ed., rev. y precedids de un estudio sobre Rusia 1922-1934. 
Madrid, Espasa-Calpe, s. a., 1985. 

xxxvill p, 11, 204 p. fold. tab, diagra. (1 fold.) 19”. 








1. Rassta—Soc. conait. 2. Russia—Pol. & govt —1917- 3. Rue 
Subject entries: Colombo, Cristoforo—leonography. sia—Economic policy. 4 Commanism—Russia. 1 Title 
Library of Congress, no. DP1.A16. Library of Congress DK206.R58 1985 — 
—— —— \ copy detached. Library of Congress, no. E112. R58. a oar 
Reference card 
Rios y Rohan-Chabot, Carlos José Gutiérres de los, Rios y Urrati, Fernando de los, 1870- 
6. conde de Fernén-Niuifies a de las wr sidades ante el probl del 
see mundo actual”; en el aula magna de 
Is Universidad de ls Habana, el dis 20 de diciembre de 1938. 
Carlos José Gutiérres de los Rios yRohan- Habana, La revista, “Universidad de la Habana”, 1938, 
Chabot, 6. conde de, 1742-1795. p,1L 2. 
1 Universities and cousges. t Title 
‘$0 20004 
L of 536799 Library of Congress LB2825.R56 
2 avs 
Sor Gumens Bemstito Goin 1000-40. Rios y Urruti, Fernando de les, 1879— 
arte en todas sus por don Demetrio de los Religién y estado ne ee xv, Fernando 
Rios ... Sevilla, Imp. de Gironés y 1885. de los Rios. om tes tipetien on te 
om, a nye. Estados Unidos, 1927. 
134 p. incl, front. (port.) 19°. 
de sembiansa, — 
Se wd A Fh 
en el siglo xvi y ou 20 @l derecho colonial es 
Dafiol. sobre el estado actual de la fllosnfia en Espafia. 

1. Metheticn 2 Art 1 Tithe coven," "ict etna’ en : 

aad Library of Congress BR1025.R5 

Library of Congress (N7426.B5 roo (30e1, 281.70046 
eet mae ee. Rios y Urruti, Fernando de los. 

Memoria del anfi de Itélica, - El espafiol en 1900; conferencia 
acompafiada del plano "Denes Me pebi e Ye tada en el anfiteatro de la Eecuela nacional preparatoria, 
el arquitecto don Demetrio de los a= de Ila ciudad de co, por el Dr. Fernando de los Rios 
crtemto do lo Listeste ean. tne. Rodriguez, oe FS SS ae ee Ee México, D. F., Imp. 

“— fold, plan. 27™. 15 p. 23°. (Publicaciones del Grupo Ariel) 

1. Ttalica. 2. Amphitheaters, 1 Academia de la historia, Madrid. 1, Bpain—Inteliectual life. 1, Title. 

‘88-8625, (60-1887) 

Library of Congress NASSS.1 TRS 77a1 Library of Congress DP@RS 
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Ries y Urruti, Fernando de loa, 1879- 
El sentido humanista del socialiamo, por Fernando de los 
Rios Madrid, J. Morata, 1926. 


=v, 416 10)" (Biblioteca Ge vanguardia, 


1. Socteliom. 2 Humentom 1 Tithe 
‘87 9085 
Lébrary of Congress BX RS 
a 8 


a 


.. Sovereignty and peace, by Fernando de los 
Rios... New York, ow ccheal oe Fy tee “1941, 


1p. 1b, B18 pi". (Studien of war and peace, no. 16) 
fe ne of Om Peace research project of the Graduate faculty of 
4 nd social sclence. organized under the New schoo! for soctal 
re 


“Reprinted from Socte: September 194 
Bibhagraphy in font-ncte 1p. 340) — 


1. World war, 18@0- —Peace 2. Sovereignty. 1 Tithe 
A 42-2087 
Hoover library, Stanford unt 
for Library of Congress ICB2T RS 
sf 820.157 


Rios y Urruti, Fernando de loa, 1879- 

Vida ¢ instituciones del pneblo de Andorra. Una super 
vivencia sefiorial, por Fernando de fos Rios Urruti Ma- 
drid ;Tip. de la “Rev. de arch., bibl. y museas”, 1920. 

2p hl. tI p fold map Be 
At bead of title Junta pare ampliaciéa de estudios ¢ Investigaciones 
chevtificas. Centro de estudics histértcon 


1 Andorra 1 Madrid 


21-1942 


Library of Congress x84. RD 


381 


Rios y Urruti, Fernando de los, 1879- 
+++ What is happening in Spain? London [Press 
department of the Spanish embasay) 19%7. 
(a) p., 12. 2™. 
At head of title: Fernando de los Rios. 


1. Spain--Hist.--Civil war, 1936- --Causes. 
I. Mitle. 3,-38812 


Library of Congress DP269.R5 


— a 6 946. 08 


Ries y Venegas, Conrado, 186(— 

El servicio sanitario nies es Gil, on Cnet, @ exe 
zacion ; lo que es i lo que debe ser, por el dr. Conrado Rios V ... 
Santiago, Impr. Mejia, 1896. 

=i, 6p. re pl (i fold.) 244". 


1 Che Armp—Sentt ef 2 Military hygiene a Tithe 


BOTs 
TH. Rs 


oe2d1, 


Litrary of Congress 


Rios y Villalta, Rodrigo .imador de 
los 


amador de los Rios y Villalta, Roédrico. 





LIBRARY OF CONGRESS 


Rioseco, Arturo Torres 
see 


Torres Rioseco, Arturo. 


Riotor, Léon, 1865- 


... Amours et tragédie de Michel Ney, maréchal de France 
Paris, Fasquelle ,1934, 


234 p inci. front. (port.) 184% 


db Ney, Michel, duc @'Richingen, prince de la Moskows, 1760-1815. 
' ithe 


85.520 
Library of Congress DC1E8 NERS 
Copyright A—Poreign ARS) 
2 O23 Sas 


Riotor, Léon 1865. 


Carpeai x, par Léon Riotor; biographie critique, illus 
trée de vingt-quatre reproductions hors texte. Paris, H 
Laurens , 105, 


128 p. 11 Imel. Mus, plates, ports. 22". (Les grande artiates .) 


1 Carpeanr, Jean Raptiste, 1827-1875. 


NBASS.CBRS 
(P4002, 


Lidrary of Congress 


Riotor, Léon, 1865- 
La colle, récit du temps de Montmartre. Paris, E. Fas- 
quelle, 1926. 


vi (7,2 p 18", 


“Bibi jot haque Charpentier ” 
1 Title 
T4808 
Library of Congress POME1 TOR 1998 
Coprright A—Foreign s2757 
7 
Riotor, Léon, 1865- 
.. En anto. Paris, A. Lemerre, 1909. 
=r men 
i-M 
Library of Congress 


Les enfers bouddh (le bonddhi annamite) avec 
trois préfaces de Ernest Renan, Ledrain cet, Foucaux ... 
Vignettes, tétes de chapitres, frontispice, doure planches en 
coulcar hore texte deminfe 0 lo plume de sesses por no jape- 
nais Pha et Ly, d'aprés lee haute-reliefs de ia pagode téné- 
breuse des supplices (province de Hanoi). Paris, Chamuel, 
1885. 

Sp. 31 incl tus, plates 28x 27". 

At bend of title: Léon Iietor et Léofanti 

1. Hell Bodébe and Bedéhism—Annem 3 Art, Buddhist 
2 iaemeati, G. Jomt extber u. Title. 





RL.1475. SRS THR 


Library of Congres: 





Riotor, Léon, 1965. 
Ftienne Marcel, roi de Paris; chronique du temps de Jean 
le Bon, par Léon Riotor. Paria, Fernand Nathan, 1933. 


221 p. 11. imel gemeal. tab. plates 189%. 


od; Marcel, Btteane, 4 1888 2 Parte —History— Uprising of 1857 - 
AC SS 4518 
Title from N.Y Pub Libr) Printed by L. 
2) 


Riotor, Léon, 1865 
... L'Hétel de ville, par Léon Riotor; deux bois d'Auguste 
Rouquet. Paris, P. Lafitte ,1928, 


1, p front, 179" (Visage de Parte) 
Milastrated ¢ -p 


1. Parte, Hotel de ville, 2 Parte—Pol. & gort 1. Tithe. 


2 5104 
Librery of Congress DCTR2. VERS 
Copyright A Foreign nae 
a 


Riotor, Léon, 1865. 

Jacques Cartier et le voyage au Canada, chronique de la 
Nouvelle-France, par Léon Riotor. Avec 15 planches hors 
texte et L carte. Paris, P. Roger ,1937, 

8 r 1, @-2%8, 2 p a See ports toa map. 247. (Collec 
tion “Lee grands 

On cover: La vie on pone décourreurs 

Conrertsptie. 1. Matire Jacques Cartier, soem du Roy 
Ptie, 2. Champlain, Monteaim, Papineau et lee Angiaia —ptie. 3 Une 
ercureton téologique aus bords dy Saint Laurent 

1. Cartier, Jacques, 1491-1857. 2 Champlain, Samuel de, 1947-1485. 
3. Montcalm Goren, Louis Joseph de. . 
1758. 4 Papineau, Louls Joseph, 1784-1871. 5. New FranceDiec & 
explor & Canade— Hist, 7. Canade—Deeer. & trav 


Library of Congress FIs. cars 


& orais 


Riotor, Léon, 1865- 
La nouvelle fotte 10 planches hors texte et 1 carte. 
Paris, P. Roger, 1 
2p. 2p 10 pl, fold. map Wy*. (“Lee paye modernes”) 
“Bidiiographie” : p. 258)-261 


1. Austria 1. Tithe. 
M4TTS 
Library of Congress DROS RS 
Copyright A—-Foreign se1Ts 
2 


Riotor, Léon, 1865- 
Rodin, par Léon Riotor. Paris, F. Alcan, 1997. 
2p 1. 144p FT pl (incl porte) 21% (Art et eatbétique) 
“Bidifographie” : p. (132)-135. 


1. Rodin, Auguste, 1850-1817. 


Library of Congress 


Riotor, Léon, 1865- 
. Lounivers en feu, roman. Paris, A. Lemerre, 1933. 
Spl. *23.1,p 1, 
“Ourrages de Léon Rictor”: 24 preiim. leaf. 


1 Imaginary ware end bettie 1 Tithe 
Library of Congress PQMMBITUS 1983 

















ee 





Riou, Gaston, 1883-- 
L'aprés-querre, commentaires d'un Francais. Paris, Bau- 
dinidre 1927, 
Sp. 1h 19°. 
On cover: 10° mille. 


1. France—-Pol. & gort.-1014- 2 Europe Politics —191¢- 
te. 


1 Tw 
80 208 


Library of Congress 


Riou, Gaston, 1883- 


.. Aux écoutes de la France qui vient; introduction de 
M. Pmile Faguet ... Paris, B. Grasset, 1913. 


4p 1.34% Dp 19%. 


Contents. Fettons,. 1. ptie. L'ennui de Lay ys oe voyages 
fetes Valenciennes ptie. Les arc-houtants di 

res témoins: Un livre ‘du comte Albert de Mun; te yr 4 And Ma 

ter Un liwre de ig Seater Un liwre de Julien de Narfon. - bilan 

du _modernisme ou décadence. lle de te 

littérature trangaion Lettre ‘on = “Jeune France.” Table des noms cités. 


1, France Civilization. 2. Church and state 1. Title 
19-18215 
Library of Congress DC33.7.RS 
ra) 


Riou, Gaston, 1883 

The diary of a French private: war—imprisonment, 
1914-1915. By Gaston Riou. Tr. from the French b: 
Eden and Cedar Paul. London, G. Allen & Unwin ied. 
(1916, 


Sp. am 


wk Sorgoene wee, 1914 oi mat a, French R Berges 
Cedar, joint tr. mm. Tithe 
War 17-8 

Library, War College Div General Staff 
Riou, Gaston, 1883- 

The diary of a French private, war — imprisonment, 
1914-1915, by Gaston Riou, tr. from the French by Eden 
and Cedar Paul. London, G. Allen & Unwin ltd. (1916, 

US p. mn 


1 ws h war, 1914- Prisoners and 
1 Paul, Cedar, tr 


Library of Congress D627 GSRS2 


Riou, Gaston, 18&3- 


Ellen et Jean, roman. Paris, B. Grasset, 1923. 


L, S245 im Na or cover: Collection “Le roman” publiée 
sous la direction Ficamond 


1, Title. 
2y-1i215 
Library of Congress PQ26IS.173E4 1923 
Copyright A—Foreign 224 


ay 


Riou, Gaston, 1883 

Europe, ma patrie; lettre-préface de m. Raymond Poin. 
caré. Paris, Valois ,1928, 
4D. L, 1846p, 11. mel, facet. 20°. (Bibliothéque ayndicaliste) 


CATALOG OF PRINTED CARDS 


Riou, Gaston, 1883- 
.. Journal d'un simple soldat ; guerre —captivité, 1914-1915; 
face d’Ed. Herriot, dessins de Jean Hélés. 10. mille. (Paris, 
Hachette et c™, 1916. 


=Evil, (1), 28 p, 11 Wun 19" (On cover: Mémoires et récite de 
guerre) 


1. Buropean war, 1914 1918 Prisoners and prisona 2 National cher 
acteristics, German 1 Tithe 


18 14An8 
Library of Congress De? GSRS 
Copyright A--Foreign 18708 
#0g1, 


Riou, Gaston, 1883 
Journal d'un simple soldat; guerre-captivité, 1914-1915 
Baition contenant les textes censurés. Paris, Valois, 1931. 


Spl, 8-278 p, 21 1 (Vues et jugements sur ia guerre) 


1. Buropean war, 1914-1918 Prisoners and prisons, German 2 Bu. 


ropean war, 1914 1918 Personal nerratives, French 1. Title 
Library of Congress 827 G8R5 1991 iia 
Copyright A—Foreign 11889 
yy 040 47243 


Riou, Gaston, 1883- 

Lafayette, nous voila! essai par Gaston Riou, illustré 
de portraits et d’autographes suivi du compte rendu 
des fétes données A Paris en I’honneur de l’indépendance 
des Fitats Unis et dee discours prononeés A cette occasion 
le 4 juillet 1917. Paris, Hachette et o*, 1917 

47. yp. pl, ports, facsims 23° 

Plates accompanied by guard sheets with descriptive letterpress 


1. U_ §—Relations + with France 2 France-—Relations (gen 
eral) with US ‘tle 


2620720 
Library of Congress E183 8 FRRS 
Riou, Gaston, 1883- 
S'unir ou mourir, précédé d'une déclaration de Monsieur 
Aristide Briand ... Paria, Valois, 1929. 


Wi, ip 2. (Dibtiothtque ayedicaltete. avn) 
“Oe livre eet la suite ... d’'Burope, me patrie.”—p. (15, 


2 Reconstruction (191¢- )—te- 


BN tet 


20 son? 
Library of Congress DM4sR 
Copyright A—Foreign 790 
a 
(Riou, Stephen, 


The Grecian orders of architectvre. Delineated and 
explained from the antiquities of Athens. Also the 4 
lela of the orders of Palladio, Scamozzi and 
which are added remarks concerning pvblick a private 
edifices, with designs. London, Printed by J. Dixwell for 
the avthor, 1768. 

109.1, Bp Wol. (partly fold) ym. 

Title vignette; engr. head and tail pleces 





L Orders. 2. Archi Greek 1, Tithe. 
12-3570 
(36) 
Library of Congress NAZIZRS 
Rica, Stephen. 


Short for the bh of stone-bridges. 
With practical ‘observations, and a» new geometrical diagram 
to determine the thickness of the piers to the height and base 
of any given arch. In twelve sections ... By Stephen Riou ... 
London, Printed for C. Hatch and L. Hawes, 1760. 

=x, 100 p. ius. rv fold. pl. diagre. 22". 

Imperfect : pl. tn wanting. 





1. Bridges, Stone. 2. Arches. 
+e 


Library of Congress ‘TG830 RSA 
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Ripa 


Riouffe, Honoré Jean, baron, 1764-1813. 


Mémoires d'un détenu, pour servir A lhistoire de la 
tyrannie de Robespierre 


(In Collection des mémotres velatife A la révolation frangaise :par Ber- 
ville et Barri@re, Paris, 1920-27. 20°°. ¥. 20 (1823) p. ihh-ml, (1)-199) 


1. France—Hist —Revolution— Personal narratives 


623811 


Library of Congress DCMS BSS 


1926¢1) 


Rioust, Methieu, Noel, 


Carnot Par M. N. Rioust 
Busscher et fils, 1817 


2peiniv 24". 
Pt. 2 hae helf-title: Procts du &. M. N. Rioust, sur son ourrage ayant 


Gand, Chez G. de 


ir titre 
a Paris, Veuve Peronnean, 1817, wae condemned and confiscated ; 
the work was then imued at Hrumets the sane seine year with ammoond part added. 
This is @ reprint of the Brumels edition 


Subject entries: Carnot, Lazare Nicolas Marguerite, comte, 1763-1823. 


va 
Library of Congres, no. 
Rip, pseud. 
see 
Thénon, Georges. 
15-19881 
Library of Congress 


Ripa, Bonvicinus de 
see 


Riva, Bonvesin da, 1240 ca.-13147 


Ri 

hem conologia, = ne d'imagini delle virtv’, 
Vitij, affetti, passioni humane, corpi celesti, mondo e ane 
parti. Opera di Cesare Ripa ... Fatica necessaria ad 
oratori ... seultori, pittori .. per i 
prij rimboli tutto quello, che pd ¢ 


Be Semeees Cokes a 


First edition published at Rome without illustrations. 
Flee publ at 1993. 


Library of Congress N7740 RS 


Rips, Cesare, fl. 1600. 

Iconologia di Cesare Ripa ... Divisa in tre eet, 
quali si esprimono varie imagini di virta, vi mi 
passioni humane, arti, disci , humori, elementi, 
—_, prouincie 4i Italia, fami, & Amp al Bi, — 
vtili i stato di cav. Gio, 
Zaratino Castellin gerne. “Amp in questa editione di 

imagini, & diseorsi, con indici copiosi, re 

Venetia, C. Tomasini, 1645. 

Mp.1, BS. ile 2m 

1, Emblems. 1. Castellini, Giovanm: Zaratino. 1. Title 


Library of Congress 








bi "| by Cesar Ripa, wherein 
i of virtues, vices, ion: 
celestial bodies ... itlostrated 
i lanations ; newly design 'd, 
r, by 1. Fuller ... and other mas 
at oe of P. Tempest. Lon- 
1709. 





ven on 
ters. By the care 
don, Printed by B. Motte, 

Sp. 1.81 p. 325 emblems on 81 pl ee 

Text on verso of plates. 

First edition, in Itahan. published at Rome. 1993, without illustrations. 


ae 1. Tempest, Pierce, 1653-1717. 11. Puller, Isaac, 1605- 
S21, 10-4479 
Library of Congress N7740 RS4 
Ripa, Ocesare, 7. 1600. 
Tconologie, ov, Explication novvelle de ime- 
vices, sciences, des causes naturelles, 
des humeurs differentes, & des passions humaines. (Ev- 
pty my whty Fy ove tr aed 
figures de Cesar moralisées » 
doin. Paris, Ches M. Gvillemot, 1644. cael 
te ets Totes on Sen 
Pirst edition‘ tsi pobludeed st ame’ £80, eithow isertions 
1 Emblems. 1. Baudoin, Jean, 19907-1650. 1. Bie, Jacod de, b 1581. 
Library of Congress N7740RS2 — 


Tconologie, ou Nouvelle explication de plusieurs images, 
emblemes, & autres figures hyerogliphiques des vertus, 
des vices, des arts, des sciences, des causes naturelles, 


3 





s, des p ace 
Tirée des recherches & des figures de Cesar Ripa, morali- 
sées par J. Baudouin ... Paris, L. Billaine, 1677. 

2v. inl. Mes 259° 


Added t-p. of pt. 1 and t-p. of pt 2 are engraved. 
Oo edded tp. of ptt Grautes‘en cvare par lnaques de Bie 
First edition in Italian published at Rome, 1593, without illustrations. 





1 1 Baudoin, Jean, 19907-1650. u. Bie, Jacob de, b. 1581, 
eugr. m. Title. 

17-3118 
Library of Congress N7740.RS3 
(Ripa, Cesare, 4. 1600. 
Tconology; or, A collection of embi " res; con- 
taining hundred and twenty-four rema: subjects, 
moral and instructive; in which are displayed the beauty of 
virtue and deformity of vice ... By George Richardson ... 
London, Printed for the suthor, by G. Scott, 1779. 
2. Cex pl (incl fromte) S8y* 
“The embiematica! explanations of Cav Ripa were so remark 


toms. 
1. Emblems 1 Richardson. George, 17?-1817! tr. m Title. 
104480 
Litrary of Congress NTT4O. RE 
e821, 
Ripa, Cesare, fl. 1600. 
Pare 1-1) des berihmten italidnische: ri Cesaris 
eine 
Augspurg, J. G. Hertel :17601, 
2+ Mea om 


Text m Latin prose and German each 
rss ET 
i—* "7 7 
peg Eg 
edition m Italian pubhabed st Rome. 1993, without illustrations. 
1. Emblems 2 Allegories 1. Eichler, Gottfried, 4 1759, illus. 


cation of young Chinese at Naples. Selected and tr. from the 
Italian, by Fortunato Prandi. London, J. Murray, 1844. 
19> =. 

CunGeneed from the author's “History of the Chinese college”. 


1 Chtee—Deerr & trevr. 2 Mistions—<China. 5 Naples Chinese 
college «= t.:~ Prandi, Fortunate, tr. 


5154 


Literary of Congress 


LIBRARY OF CONGRESS 


Ripa, Matteo. 

Memoirs of Father rtipa, during thirteen years’ residence at 
the court of Peking in the service of the 

with an account of the foundation of the 
cation of young Chinese at Naples. Selected and tr. 
Italian by Fortunato Prandi. New York, Wiley & Putnam, 
1846. 

mp 18° 

Condensed from bis “History of the Chinese college”. 

1. China — Deser. & trav. 2 Missions — China. & Naples Chinese 
college. Prandi, 


. Fortunato, tr 
4+ 08468 
Library of Congress DsST08. RD 
(Bel 
Ripa, Rudolf. 
Die ffe; eine fassliche darstellung der bishe- 


raunschweig, Dr. Serger & Hempel, 1925. 
Spl, 5-4 Sa, 9188p. 234". 
“Literaturangabeo” : p. 171-178. 





1. Pectin. 
Agr 26-1085 Revised 
us ofagr. Library 887.1R48 
yt MA, (TS8D2, 
Ripa, Redoif. 
jie pektinstoffe; einfihrung mit beennd binblick auf 
die obstkonserven-industrie, von dr. Rudolf Ripa. (2. aufl, 


Braunschweig, Dr. Serger 4 Hempel, 1987. 
4p. Wun, diagre 219". 
“Literaturangabes” : p. 855-888. 


1. Pectin. 
Agt 38-540 
U. & Dept of agr. . Library S871 Re 
Library of Congress (Temare 
co 


Ripalda, Gerénimo de, 1536-1618. 

-.. Catecismo de la doctrina cristiana, escrito en verso 
con sujecion 4 las ideas y 4 las palabras mismas del P. 
Geronimo de Ripalda, por D. Manuel M. de Santa Ana. 
Madrid, Biblioteca de la instruccion universal, 1859 

@ p. 1b 158". (On cover: La instruccion universal t. 2 Obras 
de educacion. t. 1) 


At head of title: Biblioteca de los nifios. 


" mare ae, 1818-184 


1. Catholic church. Cate- 
Title. 


1 Santana, Manve: 
chisms. Spanish 111 
16-11682 

Library of Congress 


Ripalda, Gerénimo de, 15361-1618. , 
de Ripalda, traducida al idioma mejicano por Miguel Trinidad 
Palma. Puebla, Impr. de M. Corona, 1886. 

4p 1. 

“Diccionario”: p. 8-114 


gl = 1 Palma, Miguel Trinidad. tr. m. Cath- 
olbe techiams and creede—Artec. 


2424108 
PM4088.1.R46 1886 
371, 


Library of Congress 


Ripalda, Gerénimo de, 1536-1618. 

Catecismo mexicano, que contiene toda la doctrina christians 
con todas sus declaraciones: en que e] ministro de almas ha- 
Hara, Jo que & estas debe ensefiar: y estas hallarin lo que, para 
salvarse. deben saber, creer, y observar. Di primera- 
mente en castellano el padre Geronymo de Ripalda de la Com- 
pafiia de Jesus. Y despues para la comun utilidad de los 
Indios: y especialmente para alguna ayuda de sus zelosos 
ministros, calar. genuina, y literalmente lo traduxo del caste- 
lano, en el puro, ¥ proprio idioma mexicano el padre Ignacio 

(Continved on next card) 


138e1, 


34872 





Ripalda, Gerénimo de, 1536-1618 
(Card 2) 
de Paredes de la misma Compafiia de Jesus. Y le afiadid la 
Doctrina pequefia con otras cosas, & todos utilissimas, para la 
vida del Christiano México, Imprenta de la Bibliotheca 
mexicana, 1758. 
16 p.1, 170, 2p pl 15" 
Sse « Pp gy A A EN 
7" ry |. dispuests an 
Compatia de Jesus" ps1. en ee 


Catecismo mexicano ... 


1. Antec language—Texts. _1 Catholic church. Catechiems. Astec, 
1m. Paredes, Ignacio de, b. 1708, tr. m1. Castafio, Bartolome, 1601-1672. 
34872 
Library of Congress PM4064.1.R5 
—— —— Copy 2. S8e1, 


Ripalda, Gerénimo de, 15361-1618. 

Juan M. Sanchez: Doctrina cristiana del p. Jerénimo de 
Ripalda é Intento bibliogrifico de la misma. Afioe 1591- 
1900 ... Madrid, Imprenta alemana, 1909. 


xiv p., 4 numb. 1,110 p, 21. 20", 
Includes facsimile of original t..p.: Burgos, P. de Iunta, 1501. 


1, Catholic church —Catechiams and creeia— Bibl. 2 Catholic 
-< and creeds—Spanish 1. Sanches, Juan Manuel, 
22-6787 
Library of Congress BX1750.RS 
e3Tb1, 


Ripalda, Gerénimo de, 15361-1618. 

Traduccion de el Cathesismo castellano del p. m. Geronimo 
de Ripalda de la Compafiia de Jesus, en el idioma mixteco. 
Por el r. p. fr. Antonio Gonzales del Orden de Predicadores ... 
con vn resumen curioso de los principales misterios de nuestra 
catholica fee, y el modo de administrar el viatico & los natu- 
rales en dicho idioma ... Puebla, En la impr. de la viuda de 
M. de Orttega, 1719. 

112, p. 144° 

Signatures: p. :1-8; no #ig.; A-I*, J-M*. 

1. Catholic charch—Catechisms and Mixtec. 
guage Texts 


creeds — 2. Mixtec un 
1, Gonadles, Antonio, f. 1715, tr. 


14-9707 Revised 
Library of Congress PMé016.Z71 1719 


1783b2, (497} 2382 


Ripalda, Salvador Bermidez de Castro 
y O'Lawlor, duque de 


Lema, Salvador Bermiidez de Castro y 
O'Lawlor, marqués de, 


Ripamonte, Carlos P. 
see 


Ripamonte y Toledo, Carlos P., 1874- 

















1874- 

y reflexi artisticas, por Carlos 
. Buenos Aires, M. Gleizer, 1926. 
SDL, O27 pit 18y. 





1. Art-—Addresses, eesays, lectures. 1 Title. 

83-85190 
Library of Congress NT445.R53 104 
Ripamonte y Toledo, Carlos P 1874 


. Vida, cauczs y efectos de la evolucién artistica argentina. 
Loe Gitimos treinta afos. Buenos Aires, M. Gleizer, 1980. 


Op. 81 24". 


At head of title: Carlos P. 
“Be ban cuatro ejemplares en papel Chamoiz, numeradce 
mee oom 2 ta em papel plums 


80-83306 
Library of Congress N6630.B5 
—— —— Copy 2. a 700.83 
— Jo&o Achilles. 
credito agricola e os bancos ruraes. Bieyeeeie > 
an . por Jofio ‘Achilles Ripamonti ... Lisboa, Ty- 


pographia portuense, 1888 
MH, lip mu. 


“Appendice” : Estatutos e lamento do banco rural de Serpa —Pro- 
jecto de lei de Alexandre Hersdane 


1 Hereu- 


1. Agricultural credit. 2. Agricultural credit—Portugal. 
lano de Carvalho ¢ Araujo, Alexandre, 1810-1877 
br 
Library of Congress HG20S1.P8R6 


t E 1 
a hee. Milano ,etc., A. Vallardi; New York, So- 
cietd libraria italiana (1929-1, 
11, (1) p. inel. tilus. (inel. maps) col. geneal. tables, col. diagrs. 40)". 


Cover-title: EK. HipamontiCarpano. Grafistoria della regione italica. 
‘Text on p. :2; of cover. 


2. Italy—Kings and rulera. 
ttalica. 


1. Italy—Listorical ' 
1 Tithe. 1. Title: Oradeeoria delia regione 


Library of Congress ole) 


Ripaud, Louis Madeleine 
see 


Ripault, Louis Madeleine, 


Ripault, Louis Madeleine, 1775-1823, 


» eet of the Commission of arts to the first consul 
and the 
the cata- 
r. from the French of 


Bonaparte, on the antiquities of Upper 
present state e of all the temples, 
tracts of the poy Cairo ... 
citizen Ripaud .. J. Debrett, 1800. 
2p. 1, 103, chip. fold. map. 227. 
Translated by W. Combe. 


1. Egypt—Antiq. 1. Combe, William, 1741-1823, tr. 
1-1702 


Library of Congress 
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Ripault-Désormeaux, Joseph Louis 
see 


Désormeaux, Joseph Louis Ripault- 


Ripen, Denmark 
see 


Ribe, Denmark, 


Riperd4, Juan Guillermo de 


Ripperda, Joan Willem van, duque, d. 1737. 


Library of Congress 
—_ Emile, 1882- 
-, Av Joffre .. oe un portrait du maréchal. 
ier Ss Bossard, 19: 


lp. L,140p,11 front (port) Mix13™. fr. 300 


On cover: 2. édition. 


1 France (Dept.) 2. Joffre, Joseph Jacques Cé- 
saire, 1852- 1. Ti 
19-1148 
Library of Congress DC611.P9@BRS 
Copyright A—Foreign 1978 
2 
Ripert, Emile, 1882- 


v«. Au pays de I'Aude. Paris, J. Peyronnet et c*, 1929. 
@, 2) p. 10)". (Collection Les clochers de France. n° 27)) 





. © Tith 
20-98 
Library of Congress 1DCS801.C34RS 
Copyright A—Foreign au 
a 
Ripert, Emile, 1882- 

. La céte vermeille et le Languedoc méditerranéen ; couver- 
ture de Jacques Guiran; ouvrage orné de 247 héliogrsvures. 
Grenoble, B. Arthaud ,“1981, 

Spl, O28 @p.1L Mus My". (“Lee descx pave” ©, 
Map laid in 
1 Languedoc—Descr. & trav. 2 Art. queiee & 
Langustoc. Title 
nn1e081 
Library of Congress DOSLLL&SERS 
etic, me 


Ripert 


Ripert, Emile, 1882- 

Le dernier vol de l'Aigle, roman - Paria, 
Flammarion ,*1997, _ = 
ev) eee ad 


1. Napoléon Fiction. . 1. Title. 
Library of Congress PQ2885.175D4 1927 oe 
Copyright A—Foreign ‘3aB06 
a 
Ripert, Emile, 1882- 
. Le double sacrifice, roman ... Paris, Bditions de La 
vraie France, *1925. = 


361, (1y' 19°. (On cower: Réitions de La vraie France. 8S” c, a0. 21) 


t Tithe. 


BRAY 
Library of Congress PQ2635.175D6 1925 
Copyright A—Foreign Pa a) 
7.) 


Ripert, Rmile, 1682- 

1954.” Pare. par Emile Ripert ... Paris, A. Colin, 
seb ee e. (Collection Armand Colin. (Section de languas et 
“Bibliographic someaire” : p. 1191-196 


1. Pélibrige. 
Library of Congress PC3IBI.RAS — 
Copyright A—Foreign me 
eer, 
Ripert, Emile, 1882- 


. Frangois-Marius Granet (1775-1849) peintre d’Aix et 
a Assise. Paris, Plon ,1937, 

Spl, tv, 247 p. plates (part double) 19°. 

Cover dated: 1987. 

“Bibliographie” . p. 243-244. 


1 Granet, Francois Marius, 1775-1849. 


Library of Congress 


“le cet ouvrage trois ezempleires pumérotés 
~ GCantahee sapestoctions of ttiogegne of editions published 
fret by J. 


firm, publiabers and booksellers, Avignon. 2 Pub 
Avignon. 8. Authors, Provencal 
acCi-2 


1 
- 
[ 
| 
, 


Avignon-Valence. Avignon, Maison Aubanel pire, 


a: 


Sp. L, dxy-exx,82p. front. plates, ports. 18)". 


Chiefly a collection of speeches delivered by various people at the 
funera) ceremonies at Avignon and Valence. 
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Ripert 


Ripert, Emile, 1882- 


. Le poéme d’Assise, couronné par l’Académie fran- 
Paris, La Renais- 


caise (prix St-C rieg Theis 1921) 
sance du livre 1922 


2p. ls vii-wii, Rh 19" 


1 Title. 


: 2320445 
Lilsary of Congress 


PQMISI7SPS6 1922 
2 


Ripert, Emile, 1882- 

La Provence; choix de textes précédés d'une étude, par 
Emile Ripert ... Ouvrage illustré de 185 gravures et une 
carte. Paris, H. Laurens, 1929. 

2p l. 2p. Mes (incl ports) fold. map. Wy". (Anthologies il- 
tastrées. Les provinces francelses) 


“Bibdliographie sommaire”: p. ,240;-241 


1. Provence. 
33-6181 
Library of Congress DCCL PRSSRS 
a nse 
Ripert, ——_ 1882- 
* serai bacheliére, roman. Paris, E. Flam- 
oi fl 
2p 7 
1. Tithe 
Library of Congress PQ26IS.17SQ3 1925 — 
Copyright A—Foreign aes 
[r. 
Ripert, Emile, 18%2- 


La renaissance provencale (1800-1860); ouvrage cou- 





ronné par l'Académie d’Aix (prix Thiers, 1917)... Paris, E. 
Champion; ete., ete., 1918, 
ap 2 38 p 
CoyvTexts —Intredoction —1. ptie. Le mouvement savant. La décon- 
t lee et Vidée provencale. Iss amis 
des patois, Les curteus et les érodits —2. ptie. Le mouvement ouvrier 
protecteurs de la poéule populaire ( Béranger, Lameonala, George 
Ne rtine) Les pottescurriers —3. ptie. Le mouve- 
dial Hobereaux et bourgeots traditionalistes, Lee réalistes 
mareeilinis. — 4. ptie. Lex eanais dorganisation: Briseux Jasmin. 
pa it pani ake collec, 
tives.5. ptie, L'tcole @ Avignon: Font-Reguger. L'Armana proven- 
caw”. A. Mathien A. Tevran. T. Aubenei. A Dumas La jeunesse de 
Mistral: “Miréie.”—Com- clusion — Note . 
' Mterature. Modero—Hist. & crit. 2 
% Feibrige. 4. Mistral, Frédéric, 1890- 
1914. =. Title. a) 
ry of Congress DUR383 RS 10—14401 
Ripert, Emile, 1582- 
Le train bleu, poémes: Provence—Languedoc—Italie— 
Corse—Algérie—Btats-U nis. Paris, E. Flammarion ,*1929, 
2p. 2. 1. 
1. Poetry of places. 1. Tithe 
29-16814 
Library of Congress PQMBIATSTT 1909 
Copyright A— Foreign 3132 
2 
Ripert, Francis. 


La liberté du commerce et le pouvoir de police du maire 
Paris, Dalloz, 1936 


Ip Limp wir 
1 Franee—Comm 2 France—Commercial policy 3 Municipal 2 
ernment- France 4 Volice -France 1 Tith 
B-1761 
Library of Congress HPSS RS 
3 381 044 
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Ripert, Georges. 


... Droit maritime, par Georges Ripert ... 
Paris, A. Rousseau, 1 ibis ” 


(Traité genéral theorique et pratique de droit commercial 


ue 
red per E. Thaller)) 


1310628 
Library of Congress 


Ripert, Georges, 1880- 

.. Droit maritime. 2. 4d. 
3+. 22". (Collection Thailer) 

“Ouvrages cités par te seul nom de auteur”: v. 1, verso of tp. 


Geena Ee. Navires Yr Armateors, Cré 
Fortune de 


mer, Transports mart- 
4 ee ry Avertes communes. Assarances 


anciers.—<. m. Crédit marti 


1, Maritime law. 2. Maritime law—France. 1 Tithe 


Library of Congress ia) 


Ripert, Georges, 1880- 


.. Droit maritime. 3. éd.... Paris, Rousseau et c*, 1929- 


3. 229%. (Collection Thaller) 


Parra cités par le seul nom de lautear™: ¥. 1, p. tr) 
Navires. Personnel 
Fortune de mer. Transports mari- 


Navigation. 
es u . Credit maritime 
rdage et assist: Avaries com:-unes. Assurances 


times.—4. im. 
maritimes 


1. Maritime law. 2. Maritime law-—France L Title. 
‘31-11440 
Library of Congress a 


Etude sur les plus-values indirectes résultant « Vexé- 
cution des travaux +) om par Georges Ripert ... Pa- 


ris, A. Rousseau, 1 
2.1, 4p, 1b. 2. 


“Index 


bibliographique”: p. «113-114 
we published as aut! 


1. Unearned increment. 2 France—Public works. 
Library of Congress HDISIS.RS 


Ripert, Georges, 1880- 


Pianiol \y, Georges Ripert. 


Library of Congress a 


4p. 6p 19°. (Petits précis Dalics) 
“1 édit.”—p. ct; 


1 Maritime law —France 


Library of Congress 2 


. Paris, Rousseau et c*, 1922-23, 


's thesis (dr. en droit) Univ. of Aix, 1903- 


of international la: 
n Portis see + 4h» 065,884. ‘pert.) 


manent court of 


endow. int peace. 
Oates ot Onaeen (7x7 
(a88e1, 





Ripert, Georges, 1880- 

Projet de loi sur la navigation aérienne, par Georges Ripert 
Rapport présenté & la Société d'études législatives. Paris, 
sseau & o"*, 1922. 

cover-title, 38, (1) p. 249. 


1. Aeronautica France—-Laws and regulations. 


1 Société d'études 
Mégisiatives, Paria 


Be 84823 
Library of Congress Hmee2s FPRS 
(391, 387. T0R44 
Ripert, Georges, 1880- 
Le régime démocratique et le droit civil moderne, par 
Georges Ri .. Paris, Librairie générale de droit et de 
jurisprudence, 1936. 


2p.l, @ip.thk 2 


1. Civil law—France. 2. Democracy. 3 Law—Philosophy. 1 Title. 


38-96816 
Ubrary of Congress 3 


Ripert, Georges, 1880- 
La régie morale dans les o! tions civiles, par Geor, 
ph ove ~~ Librairie gistrale de droit & de jane. 


q 
27.1, 98. 23" 
Bibliographical foot-notes. 


1, Contracts. 1. Title 
26-1819 
Library of Congress 
Ripert, Georges, 1880- 
La ragie morale dans les obligations civiles, par Geo 
Ripert ... 2. éd. is, Librairie générale de droit © et de ro mg 
prudence, 192 927. 


vill, 435, (1) p23". 


1. Contracts. (1. Contracte—France, 


1 Tithe, 
31-13526 
Library of Congress 2 
Ripert, Georges, 1880- 


La ragie morale dans les obligations civiles, Georges 
Ripert... 3. 4d. ... Paria, Libesitie glosrale ds droit &'de 
jurisprudence, 1935. 

vill, 47, 0) p22. 


“Ouvrage couronné par l'Institut, prix Dupin atné 1980.” 


1. Contracts—France. 
Library of Congress rH 


Ripert, Georges, 1880- 
Les régles du droit civil applicables aux rapports internati- 
onaux (contribution a l'étude des principes généraux du droit 


visés au Statut de Ia Cour permanente de justice internatio- 


nale), par ge “pn 


(in Hague. Recveil des cours, 1933, 


hen Principales publications”: p. 67) 
“BI : Pp O81, 


1. Civil law. 2 International law and relations, & Hague Per- 
Jnternationa! justice— Statutes and rules, 


AS41520 
vol. 44) 
(341.082) 
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— Georges, 1880- 
aérien d’aprés le projet de 


du 
la tala internationale de Paris de 1925, par Georges 
Ripert ... Suivie de l'avant-projet du gouvernement francais 
et du projet arrété par la conférence. Paris, Per Orbem, 1926. 
cover-title, 27 p | 24™. 
“Extrait de in ‘Revue juridique internationsie de in locomotion 
aérienne’” 





Lawe and 2. 
a 1, International conference on private law 
a age remo alr omen Ist, Paris, 1925. 1, Title 
35-30016 


Library of Congress 12, 


Ripert, Henry. 
Des rapports entre les pouvoirs de police et les pouvoirs de 
ion dans les situations cont , par Henri Ripert ... 
s, V. Giard & E. Bridre, 1905. 


Bit « 8) p Ww. 

Page 39 incorrectly numbered 08. 

“Extrait de la Revue du droit public et de le science politique en 
France et & Vétranger (n° 1. janvier-février-mare 1905)" 


1. Administrative law—France. 2 Police power—France. 8. Con- 
tracts. 1. Title. 


Library of Congress a 


Ripert, Henry. 
La présidence des assemblées pigs, Ouvrage 
couronné par la Faculté de droit de Paris (Prix Rossi, 


1907) Préface de M. Paul Deschanel Paris, A. Rous- 
seau, 1908. 

xxiii, S11 p23. 

1. Legislative bodies. 

9.21619 
Library of Congress JFSI4 RO 
1191) 
Ripert, Henry. 


Le service des enfants assistés et la loi du 28 juin 1904, par 
Henri Ripert ... Paris, V. Giard & E. Briére, 1904. 
Bp me 


“Rast it de Ia Revue du droit public et de ia science politique en 
France et A T'étranger (n° 8. juillet-a0gt —a0ft-septembre 1904)” 


1. Children—COharities, protection, ete —France. 2. Children—Law— 
France. 1 Tithe 


20-1928) 
Library of Congress HVTS1.F8RS 
Ripert, Jean, 1900- 
. Culture ng la menthe franco-mitcham, 


r J. Ri- 
pert .» Paris, L. Maretheux, imprimeur, 1926. 
Phy | wu, Ky B= mY } 8 28. (France. Office national 


la droguerie et la fumerie. 
= Nokes wo = 
1. (Peppermint) 
Agr 26-376 
Library, U. S. Dept. of Agriculture 77.9F84 no. 22 


2) 


Bipert, Jean, 1900- 
.. Sur la culture en France au piack mint de Mitcham, 
Hy M.-J. Ripert ... Léns-le-Saunier, Impr. L. Declume, 


Fi (“. (France. Office national des matiéres végttales 
feat diegeerel S'harmace: Wei oa Travaux. 


“Cette courte notice n'est destinge qu’d faire suite & la brochure no. i 
‘Les menthes cultivées’.”"—p. 3. 


1. (Peppermint; 
Agr &-1328 


Library, U. 8. Dept. of Agriculture 77.9784 
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Ripert, Jean, 1900- 
... Sur la variation & le réle des alealoides de la bella- 
done, par J. Ripert Rennes, Impr. Oberthiir, 1922. 
L, 152 p, 11. xx pl, diagrs. 254°. (France. Office 
out res premitres végétales pour la la pharmacie, la eateries et 
la parfumerie. Travaux. Notice no, 11 ¢, 12)) 


“Bibliog: ie de Vhistorique” : p. 10-12. 
Bibliogray les at ends of chapters. 


1. Belladonna, ;Alkaloids in: 

Agr 23-370 
Agriculture 77.9F84 no. i2 
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Library, U.S. Dept. of 





—, Lucieane. 
du préjlice dans la resp bilité délic- 
tuelle. .— Librairie ‘Dalloz, 1933, 
2p.1,27p. 20— 
“Bibliographie” : p. (2156,-219. 
1. Demages—France. 2. Legal responsibility—France. 1. Title, 
8431566 


Library of Congress 2, 


Ripert d’Alauzier, Louis Marie Joseph de. 
... Un drame historique; la résurrection de larmée serbe, 
ere Corfou, 1915-1916. Paris, Payot, 1923. 
240 p. tilus. (faceim.) 2 port. (incl. front.) fold. maps. 
a= tod cover; Collection de —— études et documents pour 


At bead of tite: Lieutenant-Oolone! de Ripert d'Alauzier 


1. Buropean war, 1014-1918—Servia. 2 Servia~-Army. 1 Tithe 
2 2 


Library of Congress DO6L.RS 


Ripert d’ Alauzier, tg geet nen ae 
. Sur les pas geo du» litt, Andri ., 
avec 8 croquis dans trey ype 

texte. Paris, Berger-Levrault, 1914. 
vill, 830 p, 21. flue, (plans) plates, fold. map. 229°. 
At head of title: Capitaine de Ripert ¢'Alausier. 


Mackdol 





1, Balkan Peninsula—Hist—War of 1912-1913. 1 Title. 
15-14564 Revised 
Library of Congress DRORS 
«92, 


Ripert-Monclar, André Victer Amédée de, 1807-1871. 
Catéchisme financier. Eléne..e de la science financidre & 
Vusage du peuple, par A. de Ripert-Monclar ... Paris, Guil- 
laumin et c”, 1848. 
8, 1)p 16, 


Bound with this are three other pamphiets ; binder’s title: Histoire 
financtére de 1848 


1, Finance. 2 Finance—France. 


Library of Congress HJ156.R5 
421, 


Ripert-Monclar, Joseph Anne Amédée 
ancois, marquis de 


Ripert-Monclar, Francois, marquis de, 
1844-1921. 








Ripke 
Ripfel, Frans, 4. 
Die ‘kebrebek 26. januer 
1st (igh te) Pine rserng vo oat! dr 
Franz Rip’ Karlsruhe, E. Harsch, 1937 
Wp. 27. 


fer—Germany. 1. Germany. Laws, statutes, etc. m Tithe 
0-18970 
Library of Congress 12 
Ripia, Juan de la. 


Practica de la administracion y cobranza de las rentas reales, 
A a de los ministros - se ocupan en ellas: por Juan de la 

ipia ... Corregida con las nuevas cédulas, decretos y ordenes 
que no se habian publicado hasta aqui sobre las rentas de que 
trata, y afiadida con las noticias correspondientes & las rentes 
del servicio ord io, del xabon, 
y licores ... y otras ... Por el licenciado don Diego Maria 
Gallard ... meere, Don A. Ulloa, mpooxov—xovt. 

By. fold, tables. 214% 

a> title: Practica de rentes reales, nuevamente adiccionada y 

vol B hes Imprint : Madrid, La viuda ¢ hijo de Mart 

1. Taxation—Spain— La 1. Spain. we, statates, ete. 
11. Gaillard, Diego Maria, ed. m. Title. 


Library of Congress 
—— —— Copy? 
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3202, 


Ripin, Rowena. 

A study of the infant's feeding reactions during the first six 
months of life, by Rowena Ripin ... New York, 1930. 

“4p diagre 24)". Beit tages 2x no. 116) 

“This monograph is he material of @ dissertation sub- 
aed im pert Telalissent ot ot the Fa rements for the degree of doctor 


y in the University ‘ienna, Austria, in May, 19279" 
biiography : p. 44 


1. Infants. 2. Child etody. 1 Tithe: Feedisg reactions: 
31— T8688 
Library of Congress BF21.A7 no. 116 


*38f1, (1508) 136.72 


Ripka, Hubert, 1895- 

Munich: before and after; « fully documented Czechoslovak 
account of the crises of September 1938 and March 1939 with » 
detailed analysis of the repercussions of the Munich 
on the situation of Europe as a whole and of Central Europe in 
particular, together with an essay on the 9 nye mad ofa 
free Europe, by Dr. Hubert Ripka; translated from 
— by du Sindelkové and ir. Edgar P. an 5 4 

V. Gol! , 


523. 
1» se Seas, Se 2, Caschosiovak 
Hist. 8 Burope— ea 1914- 1, Mndelkovi, Ida, tr. 
um. Young, Edgar Philip, Jotnt tr. a, Tithe. 
8704 
Library of Congress DB215.448 1980 
le2, 40.52 


920, 
'Dewtachen  paitocopalecban geal 


= und Horst Engert Poige der 


1. Kant, Immanvel, 1724-1804 2 Einstein, Albert, 1870- 


AC 88-2072 


Princetos univ. Library 
for Library of Congress a, 


Ripke, Otto, 1881- 
Po ten rf 
vane Se Sh ee: nell on comnateoen 
ayy 
G@p,1l 2. 
feere-fig~Restocte. 
hic: foot-notes. 


1. Acids. Effect on planta 2 Fungi imperfecti. 


Library, U. 8. Dept. of Agriculture 4Q2R@ 
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Ripley, Alfred Lawrence, 1858- 


and state banks. By Alfred L. Ripley .. New 


Currency 

York, Reform club sound currency committee, 1895. 
Mp iy. 
Reprinted from the Yale review of November, 1804. 


1. Bank-sotes. 


ca T-7270 Unrev'd 


Library of Congress Hoe08. R6 


10291, 


Ripley, Alfred Lawrénce, 1858- 


Recent plans for eo address delivered 
before the Massachusetts ig relorm December 14, 1906, 
on be ¢o., printers, 


1. Currency question—U. S. 


$-13763 
Library of Congress HGS3BARS 
Ripley, Oharies, 

An oration, on the colonization of New England. deliv- 
ered December 22, 1838, before the ne of 
Louisville. Louisville, Ky., Prentice & Weissinger, 18 39. 

“pp *&. 

1. Pligrim fasbera. 

FT.R6s 
tLe 
Ripley, Charlies Meigs. 


167, 2p ithas. (incl. plan) pl, diagrs. 28™. 
Reprinted from the General electric review for 1917 and 1918 


1. Gemeral electric company 2 Welfare institutions for laborers. 


214988 


Library of Congress HD7413.G4RS 


Ripley, Charies Meigs. 
Beene of eget hoy, oe 


introduction by 
N. Y., The Gazette prea, *1919, 


204 p frost, ius, pl 23". 


Describes the General electric company at Schenectady, N.Y. 


1. Genera! electric company. . Tithe 
1912804 
Litrary of Congress TK451.G8R5 
42rz1bl, 


Ripley, Charles Stedman, 1857- 


The ancestors of Lieutenant Thomas Tracy of Norwich, 
Connecticut. By Lieutenant Charles Stedman Ripley ... Bos- 


ton, A. Mudge & son, printers, 1895. 
100 p. incl. geneal. tables. front. (coat of arms) 24°. 


family (Thomas Tracy, 1610-1685) 2. Tracy, Thomas, 1010- 


ress. femily. 


o—14128 


Litrary of Congress CSTLT6 1995 


ar, 


. Tide 
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— Charles Stedman,«l857- 
lis of H. hi A | | history 
ot th the Pmt from their settlement in | Amarien, i in the line 
of John Ingersoll of bere, La Comp. from au- 
thentic ve" by Liew les ‘ Ripley .. 
Boston, A. Mudge & son, printers, 1893. 
ix, (1-107 p. front. (coat of arms) 234°. 





1. Ingersoll family (John Ingersoll, 1615-1684) 
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Ripley, Clements, 1892- 


=_ New York, Harcourt, Brace and company 
“ 


4p 1, B27 p 109". 


“First edition.” 
1 Tithe. 
338-15380 
Library of Congress PZ3.R«SB) 
—— ——— Copy 2 
Copyright A 64018 5) 


Ripley, Clements, 1892- 

Clear for action; a novel about John Paul Jones, by Clements 
Ripley. New York, London, D. Appleton-Century company, 
ii 1940. 


vill p11, 810p. 21". 


1. Jones, John Paul, 1747-1702—Fiction. 1. Title. 


Library of Congress 
—— —— Copy 2. 
Copyright 110, 


Ripley, Clements, 1892- 
«» Devil drums. New York, Brewer & Warren inc.; Pay- 
son & Clarke Itd., 1930. 


Spl, 81h dip 1. 


L Tithe. 

90-100TT 
Library of Congress PZB.R4AsDe 
Copyright A 21718 & 


Ripley, Clements, 1893- 
+ Dust and sun. New York, Payson & Clarke Itd.. 1929. 
Spl, 410p 199". 


Ripley, Clements, 1892- 
Gold is where you find it, by Clements Ripley. New York, 
London, D. Appleton-Century company, incorporated, 1936. 
2p, Sip. 1)". 


36-20844 
Library of Congress PZ R48Go0 
— —— Copy 2. 
Copyright A 98688 i) 


Ripley, its, 1892- 

Mississippi belle, by Clements Ripley. New York, Londou, 
D. Appleton-Century company, incorporated, 1942. 

Sp.1,907p. 21", 


1 Tithe. 
42 S88 
Library of Congress P73. n4sMt 


114, 


Ripley, Clements, 1892- 

Murder walks alone, by Clements Ripley. New York, 
J. Messner, inc. ,°1935, 

4p.1, 7-2 p 199". 


1 Title. 
85-8649 
Library of Congress PZ3.R4«8Mu 
—- —— Copy 2. 
Copyright A 81764 5 


Ripley, Dorothy, 5. 1767. 

The bank of faith and works united. By Dorothy Ripley, 
citizen of this world, but going above to the New f see wor whe 
Philadelphia : printed for the authoress, by J. H. Cx gh 
no, 70, South Third-street. 1819. 

2ap 19°. 


























Letters describing ber missionary trovels in 1806. 


§.—Descriptiot and — 2. U. S.—Religion. 3%. Indians of 
North America—Missions, 


A38-2771 
Sem. Printed by L. C. 


2) 


Title from Genera! Theol. 


Riley, Dorothy, b. 1767. 





of om ‘tine, “with her iy an and Covel ia in 


America. w York, Printed by G. and R. 
Waite, for the ontier, 1610. 
168, 8p,11 17. 


“An address to the ma: N 
ew York, 2 Wish a SS 


MNS more publ 


1, U. S—Deser. & trav. 2. Friends, Society of. 
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Ripley, Edward Payson, 1845- 
The railroads and the people .. Article by E. P: 
Rij oley, reprinted from the Atl intic monthly for arveak’ 
1911, entitled ‘‘The railroads and people.’’ 
ington, Govt. print. off., 1911, 
12p. 237. (U.S) Gist Cong, 34 sess. Senate Doc. 851) 
Presented by Mr. Lodge. Ordered to be printed Mar. 3, 1911. 


1. Railroads—U. S. 1. U.S. Gist Cong, 34 sess, 1901-1911. Senate. 
11-$5263 
Library of Congress HEI051.R6 
— —— Copy2 


Ripley, Edward Payson, 1445- 
The railroads and the peop E. P. Ripley 
in ‘‘The Atlantic mse of January, ist 
i] a, rates be raised? By Walker D. 
s 1 The Outlook’’ of December 10, 1910. «. p., 
11) 


cover-title, 29 p. 224™. 


1. Railroads—U. S.—Rates. 1. Hines, Walter Downer, 1870- 


P 11-12116 
Library of Congress 
Copy 2. 





























cover-titie, 1p. L,114p. 24". 


1, Railroade—U. 8 —Rates. 1, Atchison, Topeke and Santa Fé 
railway company. u. U. 8. Interstate commerce commission. mi. Tithe 
ca 17--162 Corev'd 
Library of Congress HE 1848. B57 
a4idi, 


Ripley, A/rs. Eliza Moore (Chinn) McHatton, 1832-1919. , 
From flag to flag; a woman's adventures and experiences in 

the South ester the war, in Mexico, and in Cuba, by Eliza 

ce, Ripley .... New York, D. Appleton and company, 


206 p. 184*. 
The early chapters relate to experiences in Louisiana. 


1, Cuba—Deser. & trav. 2. U. 8.—Hist.—Civil war—Personal narra. 


tives-Confederate side. 8. Louisiana—Hist.—Civil war. 4. i 
Deser.&trav. 1. Title. — 

Library of Congress F'1763.R58 sis 
Copyright 1888: 88780 (3Ph1, 


Ripley, Mrs. Eliza Moore (Chinn) McHatton, 1882-1919. 
Social life in old New Orleans, being recollections of my 
girlhood, by Eliza Ripley ... New York and London, D. 
Appleton and company, 1912. 

6 p. L, 881, 1) p front. illus, plates, ports. Zi4™. 

“Partly reprinted from the New Orleans times-democrat.” 


1. New Orleane—Soc, life & cust. 2. Louisiana—Boc. life & cust. 
1 Tithe. 


1228768 
Library of Congress FST0.NSRSS 
— —— Copy2 
Copyright A 828580 :38b1, 


Ripley, Ellor Carlisle. 
a, ~ essentials of the course of study vary to satisfy 
social demands in different school districts? Within the 
same district? (School curricula and organization, B, 


(in Mational education association’ of the United States. Journal of 
Proceedings and addresses, 1915. p. 354-358) 


1. Education—Curricula. 1. Course of study, 
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Ripley, Ezra, 1751-1841. 

The character and blessedness of those who die in the Lord. 
A sermon, delivered at Acton, Dec. 14, 1812. At the funeral 
of Mrs. Abigail Adams, wife of the Rev. Moses Adams of that 
town. By Ezra Ripley ... Boston: Printed by C. Stebbins, 
1813. 

Wp 2. 


1. Adama, Mrs. Abigail, 4. 1812. 
Library of Congress 


————— Copy 2. (Theological pamphlets,» 20, 0 18 
fibl, 


Ripley, Ezra, 1751-1841. 
Half century discourse, delivered November 16, 1828, at Con- 


cord, Massachusetts. By Ezra Ripley Concord, Printed by 
H. Atwill, 1829. 
47, jp. 22y™. 


1. Concord, Masa —Hist. L Title. 


1-11312 
Library of Congress FU4.C8R5 
—_—— . fl . 
— ionms vaso 
033b1, 
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Ripley, Esra, 1751-1841. 

A history of the fight at Concord, on the 19th of April, 
1775, with a particular account of the military 
and interesting events of that ever memorable day; show- 
ing that then and there the first regular and for.ble = 


British blood was by armed and the 
cae 4 war thus commenced. By Bev. Ezra Rip- 

, D. D., Wil tizens of Concord. Concord, Allen 
& Atwill, 1) 

vi, 7-00 p. 21, 

Battle of, 1775. 
24890 

Library of Congress 

—_ 2 (Waterman paraphiets, v. 2B, no. 3, 


Ripley, Ezra, 1751-1841. 

A history of the fight at Concord, on the 19th of April, 1775. 
With « particular account of the military operations and in- 
i memorable day; showing that 

forcible resistance was 


commenced. By the Rev. Ezra Ripley, p. v., with other citi- 
zens of Concord. 2d ed. Concord, H. Atwill, 1832. 
ty, G40 p. 269. 


Bound with this are 49 of ma. notes, rela’ to the beginning of 
the conflict with Great Britain, « led by Peter 
1. Concord, Battle of, 1775. 1. Force, Peter, 1790-1868. 
2 45490 
Library of Congress E241. CTRS 
— —— - Copy 2. (a36b1, 


Ripley, Ezra, 1751-1841. 
A history of the fight at Concord, on the 19th of April, 
1775, with a particular account of military opera- 
coms and interesting events of that ever memorable day 
, Rev. Ezra Ripley, p. with other x 7 of 


Goncord. Concord, Allen & Atwill, 1827. (Im The Con- 
cord freeman, Concord, Mass. Centennial edition. (Con- 
cord, 1875, 50°. new series, vol. 1, no. 1, p. (2-7)) 
A reprint of the first edition. 
1. Concord, Battle of, 1775 
6219 


Library of Congress E261.C7C7$ 


Ripley, Ezra, 1751-1841. 

Love to our neighbour explained and urged in a sermon, 
delivered at Concord, Massachusetts, December 26, 1799, be- 
ing the day on which Samuel Saith e was executed for burglary. 
By Ezra Ripley ... Boston, Printed by 8. Hall, 1800. 

Sip. 20)". 


520085 
Library of Congress ‘s) 
93501, 
Ripley, Ezra, 1751-1841. 
$n eee Men ee 4 
ro! house in Concord, January L 
By es 7 Printed by B. Edes and son, 


aes Boston, 
pow ‘en! 


"ae = 
Half-title: Mr. Ripley's sermon, at the dedication of the meeting-house. 


1, Concord, Mass. First parish. 


Bib1, 


Library of Congress BX9861.C6FS 


Ripley, F a. 
Ethianism : or, The wise men reviewed. a ee ~ 
Atlanta, Ga., Constitution publishing company, 1 


viii, M-219 p. 23™. 


1. Philosophy—Miscellanes. u 


Library of Congress 
Copyright 1892: 51098 
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Ripley, Frederic Herbert, 1854- 
Absolute music in the elementary schools. 


(in National education association of the United States. Journal of 
proceedings and addresses, 1916. p. 577-582) 


1. Music—Instruction study;—;Elementary schools, 2. (Education 
of children, 1. Title. = 


E 17-1010 


Library, U.S. Bur. of Education 


Ripley, Frederic Herbert, 1854— 

The art-music readers ... by Frederic H. Ripley and Eliza- 
beth Schneider ... Boston, New York ,etc., Atkinson, Mentser 
& company “1916, 

2. tus. (incl, ports, music) 19) x 15°. 


Readers and speakere—-Music. 2 Readers and speakere—Art. 
L Scuasider, Elizabeth, joint author. 1. Title. 


16—6812 
Library of Congress MT980.R52 
Copyright A 420702, 445708 
(30K2, 
Ripley, Frederic Herbert, 1854- 
ed pant coh, Frederic H. Ripley and Mary 
R. Thomas... Boston, TL Ray meg tA 


xivp,. 21,804 p ilus, 209". 


1. English gge-Cunen a 1. Thomas, Mary R., 
Joint author. o. 
41-1080 
Library of Congress PE1111. BETS 
—-— —— Copy 2. 
Copyright 3 872.61 


—_ Frederic Herbert, 1854— 
. Harmonic fifth ced (with yA by Frederic H. Rip- 
and Thomas T: New York, Cincinnati ,etc., 
sian tech commaad an 11904, 
224 p. 19)". (Their Natural music course) 


ag ay = ay 2 School songbooks, 1 Tapper, 
Thomas, 1964— jotot author. 1. Title. 
12117 
Library of Congress MTVB5.R57 
Copyright A 80866 (a30r82g1, (T0494) -784.023 


Ripley, Frederic Herbert, 1854- 

. Harmogiec first reader, by Frederic H. Ripley ... and 
Thomas Tapper ... New York, Cincinnati (ete, Ameri- 
can book company (1903, 

18 p illus. 19% 164%. (Their Natural music course) 


1. Harmony. 1. Tapper, Thomas, 1864- joint author. 1. Tithe 
L199 
Library of Congress MT935.R57 
Copyright A $9251 3011, 
Harmonic fourth reader, by Frederic H. Ripley ... and 
Thomas Tapper .. New York, Cincinnati ,etc., American 


book company 1908, 
160 p. 194". (Their Natoral music course) 








Ripley 


Ripley, Frederic Herbert, 1354- 

- Harmonic primer, by Frederic H. Ripley ... and Thomas 
Tepper .. New York, Cincinnati rete.) American book com- 
pany (1908, 

128 p. 40) 216j)™. (Their Natura) wusic course) 


1. Harmony. 1 Tepper, Thomas, 1864~ Jotat author. om. Title. 
318968 
Library of Congress MTOS5.R57 
Copyright a 59250 (3841, 


Ripley, Frederic Herbert, 1854— 


. Harmonic second , by Frederic H. Ripley .. 
‘Thomas Tapper ... New York, Cincinnati yete., American’ for 
company , 1903, 


3144p. 19). 2 154". (Their Natural music course) 


1. Mustc—Instruction and study. 


a tae 1. Tapper, Thomas, 1864- joint 
14020 
Library of Congress MT085.R57 
4241, 


Ripley, Frederic Herbert, 1854— 

Harmonic third reader, by Frederic H. Ripley ... and 
Thomas Tapper ... New York, Cincinnati ,etc., American 
book company (1908, 

160 p. 10) x15j". (Their Natural music course) 


ei Schoo! song books 1 Tapper, Thomas, 1964- Jotmt author. 
372835 
Library of Congress MT085.R57 
Copyright A 69617 13841, 


Ripley, Frederic Herbert, 1854- 
The ideal ;music) supervisor. 


(Im National education 


education association of the United States Journal of 
proceedings and addresses, 1907. yay 


1. Music—School supervision. 


Library, U.S. Bur. of 


1. School somgdooka «1. Tapper, Thomas, 1964- joint author. 
6 89019 
Library of Congress ‘MT085. R58) 
Copyright 4 146080 0381, 
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Ripley, Frederic Herbert, 1854- 
-«» Melodic second reader, by Frederic H. Ripley ... and 
Thomas Tapper New York, Cincinnati ,etc., Ameri 
book company ,‘1906, 
14 p. 19) 216". (Natural music course) 





1. School song-booka, 1 Tapper, Thomas, 1864- joint author. 


&—24027 


Library of Congress MTOS5. R582 


fini, 


.. Melodic third reader, by Frederic H. Ripley ... and 
York, Cincinnati ,etc., American 
book company ,°1906, 


192 p. 107". (Natural music course) 


1, Behool song-hbooks. 1 Tapper, Thomas, 1864- joint author. 


624981 
Library of Congress MTWSS. R583 
Copyright A 140619 (33¢1) 


Ripley, Frederic Herbert, 1854- 
Music in the grades; a manual to accompany the Melodic 
music readers, by Frederic H. Ripley ... and Thomas Tapper 
New York, Cincinnati ,etc., American book company 
11906, 
105 p. Mos. (music) 19 15). 


1 Tapper, Thomas, 1864- Jotut author. 1. Title. 


71-3687 
Library of Congress 


Copyright A 101007 


MT¥35. R50 
aMbl, 


Ripley, Frederic Herbert, 1854- 
Rote song book; first steps in music, by Frederic 
H. Ripley . _ and Thomas Tapper ... New York, Cincin- 
nati ,ete., American book company £1902, 
144 p 193 x 169". (Their Natural music course) 


1. School song-hooks. 1. Tapper, Thomas, 1864+ jot author. 
tm. Title. 
982 
Library of Congress MT93S.RS6 
Copyright A 41325 san, 


Ripley, Frederic Herbert, 1854— 
.. A short course in music .. 


. New York, 


Frederic H. Ripley .. 
i ete., American 


2. Mus (porta) 20216". (Their Natural music series) 


1. School song-books. 1, Tapper, Thomas, 1884- joint auther. 


C80 
Library of Congress MTV86 ROSA 
Copyright 1808: 52118, 62851 
4141, 
Ripley, George, 1802-1880. 
.. Hand-book of literature and the fine arts ... Comp. and 


r by George Ripley and Bayard Taylor. New-York, 
Pree, 
vi, 47 p front. Mies, plates. 19). (4d4éeé tp: Potoam's home 
(vol. m) 
Series title aleo at bead of t-p 


1. Encyclopedias. 1 Taylor, Bayard, 1825-1878, joint suthor. 


11—1457 
Library of Congress 


ABSRS 
ST1., 
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Ripley, George, 1802-1880, comp. 


-_ L.., and B. Constant. With Gotuoee — 
lassen 


1. Philosophy, Freech. 1 Cousin, Victor, 1702-1867. Jonffroy, 
Théodore 1798-1842. im. Constant do Kebeoqea, Haart Heart Benjamia, 
1767-1880. 

11-15886 Revised 

Library of Congress B2185.R6 

(re0g2, 


Ripley, George Sherman 
see 


Ripley, Shermann, 1889- 


Ripley, Harold Austin, 1896- 

How good a detective are you! The new national game 
“Minute mysteries,” by H. A. Bich: illustrated by Lloyd 
Coe. New York, Frederick A. Stokes company, 1934. 

4p1,@ numb. 1 front. tlius., plates 214*. 


1 Detective stories. 2 Pussies. 1. Title. m. Title: “Minute mys 


a 118 


Library of Congress GV1511._D4R47 


r42e1, 798.73 


Ripley, Harold Austin, 1896- 
Minute mysteries (detectograms> by H. A. Ripley; with a 
by Lewis E. Lawes ... Boston and New York, 
Houghton Mifflin company, 1932. 
x3sp,1Livtp. 19)”. 


Mysteries « 


and detective problems to be solved from given data. 
“Solutions” : p. (145,-177 


1. Detective stories. 2. Pussies. 1. Title. om. Tithe: Detectograme. 





32-29892 
Library of Congress GV1511.D4R5 

— Copy 2. 

Copyright A 55303 Al 708.73 


, (182, p. incl. front, tlias 219". 


1. Detective stories, 2 Pussies. 
mysteries.” 


‘37-19289 
Library of Congres GV1511. D4sR55 
— —— Copy 2. 
Copyright A 108514 3) 78.73 


Ripley, Harriet Ernestine, 1872- 
ahd IE TaNT, of Seo yullichel writings itings of Henry Fair- 
‘or the years 1877. Lancaster, Pa., 
Foesn of tho Slow exe folating company, 1911. 
Ip lL Mpil a-. 
Fopmplied ty Hi, Rracstion Ripley.” 


1. Osborn, Henry Fairfield, 1857- —Bibl 1 Title 
Library of Congress 
—— —— Copy2 


THAT SB, 


























Ripley, Harriet 1872- 

Bibliography of the published writings of Henry Fairfield 
Osborn for the years 1877-1915. Pt. 1. Classified by subjects. 
Pt. u. Chronologic bibli y. 2%ded.... Bibliography 
compiled by H. Ernestine y- (Lancaster, Pa., Priv. print. 
by the New es co., 1916. 

ipl,™ 

ZAOTS.RS 1916 
—— Supplement, Feb., 1917. 
Bibliography of Henry Fairfiqgdd Osborn for 1916. 
Lancaster, Pa., 1917- 
1016 Tnserted in back of the Bibliography. 24 ed. 1916. 
1 Henry Fair- field, 1857-1985—Bibi. 


17—10008-7 
Library of Congress ZA47T5.RS 1916 Suppl. 
(4198741, 


Ripley, Henry, of Hampton-on- Thames. 
The history and phy of Ham -Thames. 
By Henry Ripley. Toekew Wenee Sane ane 1885. 
xii, 145, 92 p. frome. 224. 


Subject entries. Hampton, Eng. (Middlesex) “die 


Library of Congress, no. DA@e0. H21 5. 


Ripley, Henry, 1847- 

Hand-clasp of the East and West; a story of pioneer life 
on the western slope of Colorado, b Henry and Martha 
Ripley. Denver, Press of the Williamson-Haffner en- 
graving & printing co., 1914, 


471 p. incl. front, (port. group) illus. 1997. $1.50 


1. Frontier and pioneer life—Colorado. . Ripley, > - 
ley) 1856-— joint f author u. Title. CN Oe ee ae 
15-155 


Library of Congress 
—- —— Copy 2 
Copyright A 387966 
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Ripley, Henry Jones, 1798-1875. 

Church polity. A treatise on Christian churches and the 
Christian ministry. By Henry J. Ripley ... Boston, Graves 
& Young, 1867. 


25 p. 19°. 
1. Church polity. 1. Tithe. 

35-23834 
Library of Congress BV680. RSS 72 


Ripley, Maney Sones, 1700-1678. 
Saczed rhetoric; or, Composition and delivery of sermons. 
By Henry J. Ripley” . To which are added hints on extem- 
preaching, by Henry Ware. jr... p. Boston, Gould, 
endall and Lincoln, 1849. 
wp we. 


1. Preaching. 1 Ware, Henry, 1794-1843. um. Title 


38-8168 
Library of Congress BV4211 RSS 
2 = 
Ripley, Hesekiah Waterman, b. 1796. 
ofa of the family, by 
ww hipey ns N58. Holbrook, printer, 
iv, $48. Mm. 
1. Ripley family (William Ripley, 4 1656) 
O13 
Sich, 
Library of Congress CS7LRS9 1867 
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ne scree pan 
An architectural on 4 Sv Eas 

ae oe 2 ee S , prepared for 
Russell F. Whitehead .. Paul, White pine bureau, 1920. 
Wp. Mes SK ot Jon coon: The white pine series of architectural 
pee aan ote 


border. 
The places and persons mentioned purely imaginary, and used 
simply to represent a typical New Ragland village -_ 


L Architecture—New 2. Archi Colonial 
head, Russel] “eoimore, m Tide mz wh New kingland 
20—1811. 
Library of Congress NATIS.RS -_ 
—— —— Copy 2. NALW6 
Copyright A 670001 140b1, 


Ripley, Hubert George, 1869- 

aoe aenee ie ate an ty Bide 6. Sort 7 
Gente Arthur C. ee ees Oe L 
rows e re 

at = aH fork, 1962. 80°. v. 18, p. 000,-S18 incl. 
‘The monograph series, od. by R. F. Whitehead, vol. xvi, no. 6. 


1. Architecture—New England. 2. Architecture, Colonial. 8. Hotels, 
taverns, ete—New Eagiand. 1. Title a 


James Jerome Hill ref. libr. * 
for Library of Congress (NALP4 vol. 18) 
as7dl, 
Ripley, J a. 


Adhelm and Ethelfied. A metrical sto deck, 
ae -- . hme ae ye ay FA 


49.1, 1p. 2 


Library of Congress PRS2Z7.RSA6S 


Ripley, J 


Five poems. By 
Charles and Bavte La 


4p.1,1%6— 27 


pd a London, Printed by 


Library of Congress PRSZZ7.RS 1855 


Ripley, Mrs. Katharine (Ball) 
Crowded house, wg by ytd HS Garden City, 
N. Y., Doubleday, Doran & company, inc., 1986. 


4pL%ep a. 
“First edition.” 
1 Title. 
20 19865 
Library of Congress PEB.ReeoMOr 
— —— Copy 2. 
Copyright A 96115 a 


Ripley, Mrs. Katharine (Ball) 

Sand dollars, by Katharine Bell Ripley. New York, Har- 
court, Brace and company ,°1933, 

Spl, 82 p 2. 


“First edition.” 
A parrative of the author's life while living in Charleston, South 
Carolina. 


1 Tithe. 
33 28007 
Library of Congress 836861 T6TR2 1965 
— —— Copy 2 
Copyright A 00474 (Aaa, 781 
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Ripley 


Ripley, Vrs. Katharine (Ball) 

Sand in my shoes ,by, Katharine Ball Ripley. New York, 
Brewer, Warren & Putnam, 1931. 

S82p. 21”. 

‘Title signette. 


Ap account of the experiences . the author's life on a peach orchard 
at Semarcand, North Carolina. 


Library of Congress PS8586.1 76788 1981 


Ripley, Lewis Bradford, 1894- 
of 
tld arab Lawl Breton pley .. it, 


102 p, 1! illus, ver pl (incl dingr.) 279". 
Thesis (rm. ».)—University of Illinois, 1921. 


se Ep et ee 6 eee’ 


1, Noctuidae 2 Larvae. 1. Tithe: Noctuid larvac, The external mor- 
phology and postembryology of. 


Gere od hoes Ube. 
— —— Covov2 ra 
Ripley, Lewis Bradford, 1894— 

The external and of noctuid 
larvae, with ei yo 4 Tats Deetiecd Ripley. Ur- 
bana, Ii1.,*1924, 

102 p. Aten. vim pl (tact. diag.) BY". (Added .-9.: TMinets bie 


23-23317 
QLSLN7RS 19Zia 


eats Stee eee wey 
Iasued also as thesis (rs. p.) University of Illinois. 
Bibliography : p. 88-85. 
1. Noctuidae. 2 Larvae & Tithe: Noctai@ .rvae, The external 
and of. 








Library of Congress QLSOLNTRS 1921 
—— — —- Copy 2. r#idl, 


Ripley, Lillie Rosalie. 

Poems by; Lillie Rosalie Ripley. Boston, R. G. Bad- 
ger, 1910. 

2p inn. $100 


10-2804 
Library of Congress 
© for. 1080; 2. Den, 1910; A 278007; Richerd G. Badger, 
Ripley, M M 
The world’s wo in stone: epecings trom the bt 
mosque. One hu dred and and fifty from the best 
artists. With pee as ty -» Bos- 


ton, Estes and Lauriat, 1880. 
2 p. 1, rvil-vili, 9-176 p. front, illus 33*. 


1. Temples. 2 Cathedrals. 3. Mosques. 


Library of Congress NA4OLRS , 
Copyright 1879: S584 eet, 
Ripley; Mary A. 


Exercises in analysis 
A. Ripley ... Buffalo, Lael gpmy 
103 p. 159. 


rool Isat beo, ten 


1 English language—Composition and exercises 


11-1771 


Library of Congress PEIMMLRG 


Copyright 1871: 805 
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Ripley, Mary A 1881-1898. 
ana ee + Bele. Rochester, N. Y., Adams & 
1p 1. 

mites 
Labeary of Congress Perriams 198 


Ripley, Mary Church 

The Chinese book, by Mary with 
seventeen half-tone ph New Hew York Preterich A. 
Stokes company, 1997. 

xvillp.11,@8p front. Giles, plates. 217”. 

Each plate accompanied by leaf with descriptive letterpress. 


& Rugs, Cites, § 1 Tithe 
‘27-19765 
Library of Congress ‘1K3808.0SR5 
— —— Copy? 
Copyright A 1007200 Se2, 


Ripley, Mary Churchill. 

The oriental rug book, by Mary Churchill Ripley: with 
bandsod and claty Sour ileatretioan New York, F. ‘KStkee 
company 1904, 

vil, 1), 310 p col front. Ules, 85 pl. (7 col) double map. 214”. 


Chorchill ; with 
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Ripolles 
Ripman, Walter, 1869- 
The sounds of tt. 4. 5 th specimen passages 
net nen annotated, and witha glossary 


fe ten tp Wel Walter i oom at ; version, rewritten, 
with many additions. New York, E. P. Dutton & co. 1917) 


vii, cy, 152)-282 p. fromt, illus, diagrs. 19°. (Lettered on cover: 
Modern language séries) 
Bibliography : p. 190-182 of thraxgroup of paging. 


1. English language—Phonetics. 1. Title. 
19-1267 
Library of Congress PEISIS.RS 
4a), 


Ripoll, Emilio Casteiar y 
see 


Castelear y Ripoll, Emilio, 1832-1899. 


Ripoll, Jaime Torrubiano 
see 


Torrubiano Ripoll, Jaime, 1879- 


aye Sree © Gum Sam de Leén, Domingo 
og Cumnaens & he eeesion, itando el recuerdo de los 


iv fithdde dein lorin onore eer, oe arn 


Demis Maria de Ferandes de Urata Pons 
Mera de Riot Fer Ramires ;1754, 
— ~~. 


1. Title. 
71-4309 


Library of Conaress PQ6599.RBCS 


Ripoliéa, Vicente 
eee 


Ripoliés Pérez, Vicente, 1867- 


Lanaazy or Cowoames Raevmmance 
Congres ecesteary ectttes wElss to ust copent to bandage tn depestior? comalags. 
10 oe 
ay 


Ripollés Baranda, Mariano 
see 


Ripollés y Beranda, Mariano, 1842-1909, 








Ripolles 


Ripellés Péres, Vicente, 1867— 
Castellén ,Establecimiento 


tipogrifico Hijo de J. Armengot, 1935. 


2p L, 7-175 p. 1k 1 Mus (music) 214". (Melf-titie: Obras de 
tnvestigaciée bistérica.—am) 


“Monografia Gocumentada laureada con e! premio de la excma. Dtpo- 
taciéa de Castelién eo los ‘Jocs florals’ de ‘Lo rat penat’ de Valencia en 


Seal of the Socosdad castellenense do cultura on tp. 


Musicians, Spanish 2 Music—Spain—Castelléa (Province 
Py +~-—,—? At — m Tite . , 
41-40874 
Library of Congress MLS1S.7.016R5 
a ‘780.9067 
Pérez, Vicente, 180:- 
El villancico i le cantata del segle xvi s Valencia, 
canonge Ripollas .. Intieot desea 
catalana, Biblioteca de Catalunya, 1935. 


im Cantata 6 ena von, vieties | ematine (any 1704),'6o 
(Continued op next card) 


Library of Congress co 


Ripon, Frederick John Robinson, 1st earl of, 1782-1859. 
S of the Right Hon. F. J. Robinson, chancellor of 
the Exchequer, on the financial situation of the country, 
delivered in a committee of the whole House on the Four 
r cent. acts, on Monday, et 23rd ban of February, 1824. 
'o which is added, an cqoens various ac- 
counts referred to. London, J stchard and son, 1824. 


1 p. L, SiS, oh p. fold. tables. 21™ 


1, Finance—Gt. Brit. 
17-9196 


Library of Congress HJ1019.RS 


Ripon, Frederick John Robinson, 1st eart of, 1782-1859. 

8 of the Right Hon. F. J. Robinson, chancellor of 

er, on - situation of the country, 
delivered in a committee o: f wage ane manne. on = 4 
the 13th of March, 1826. To ip to aies a0 cone 
containing various accounts referred to. 

Hatchard and son, 1826. 

1p. 1, S-SSp, 11 Stab. (part fold.) 21™. 


1, Finance—Gt. Brit 
17-9197 


Library of Congress HJ1019.R6 


LIBRARY OF CONGRESS 


Ripon, Frederick John Robinson, Jsggar! of, 1782-1859. 
Substance of the speech of the Right Hon. Frederick Rob- 
inson, on moving the resolution to bring in two bills for regu- 
lating the intercourse between the West Indies, and other 
parts of the world. London, Printed for J. Hatchard and 


son, 1822. 
“up 2. 
1. Gt Brit. 2 West Indies, British—Comm. 
U. 8. & U. 8.—Comm.—West Indies, 
10—1274 
Library of Congress HFS365.R5 
135b1, 


Ripon, George Frederick Samuel Robinson, ist marquis of, 
1827-1909. 


The native states of India: & peper read before the Leeds 


Honourable the Marquis of Ripon ... 
Trench & co.; etc., etc., 1886. 

Bap 2. 

Printed, with the consent of the lecturer, by order of the president and 
counct! of the Leeds philosophical and literary society. 


1, India. 
8—25707 
Library of Congress JQ200.R6 
030c1, 
Ripon, John Scott, pseud. 
Coed 
Byerley, Sir John Scott, d. 1887. 
‘21-1 7788 


Library of Congress 
Rapes, 8 i Bickersteth, bp. of, 

857-188 

see 


Bickersteth, Robert, bp. of Ripon, 
1816-1884. 


Ripon, Thomas Banks Strong, bp. of, 
1920-1925 


Strong, Thomas Banks, bp. of Oxford, 
1861- 


ae ar > William Boyd Carpenter, 
1684-1911 
see 


Carperter, William Boyd, bp. of Ripon 
1841-1918, 





Ripon, Calif. Board of trade. 


, 4 eae about Ripon. Ripon, Calif., Board of trade, 
191-1, 


Dp. il illus. 10x2H~. 


1, Ripon, Calif. 


Library of Congress F869. RSBRS 
Ripon, Eng. (Diocese) Bishop, 1884- 
1911 (William ‘Boyd Carpenter) 


Carpenter, William Boyd, bp. of Ripon, 
1841-1918, 


Ripon, Eng. (Diocese) Bishop, 
1920-1925 (Thomas Banks Strong) 


see also 


Strong, Thomas Banks, bp. of Oxford, 1861- 


Ripon, Eng. (Parish) 
The parish register of Ripon. ,Wakefield, Priv. print. for 
the ¥orkshire parish register society, 1926- 


234°. (Half-title: Yorkshire parish register society. Pubil- 
cations. * vol. 


Each part has special t.-p. 


o kee ee Oe 2. Ripon, Eng. —Geneal. 


27 4842 


Library of Congress CB435.Y4 vol. uxxx 


a 


Ripon, Wis. Public library 


Catalogue. Ripon public library. Ripon, Wis. 
dligun, Commenced print (1886, 
cover-title, (31, p. 19°. 


ca 17-2090 Unrev'd 


Library of Congress 7881.R99 


Acts of chapter of the Collegiate church of SS. Peter and 
Wilfrid, Ripon, a. p. 1452 to a. p. 1506. Durham ,Eng., Pub. 
for the Society by Andrews & co.; ,etc., etc. 1875. 

$ pl (rr-vill, 411 p. front. 23°. (Haelf-title: The publications of 


rough calf now in the pos 


Fowler, J 1833-1924, ed. 
1 joseph Thomas, cs 


Library of Congress 


Coop. Catg. Serv. DA20.89 vol. 64 
3) (942 0082) 








Ripon college, Ripon, Wis. 
Catalogue. 
Ripon, Wis., 
¥. plates, 105-23". 
Title varies: Custagee of the officers and students ... 
Annual cata 


1900/01- have added ‘toe: Ballettn. 


ca 10—TT9 Unres'd 


Library of Congress LD47T11L. R14 
{ (351, 


Ripon college, Ripon, Wis. 

General catalogue of Ripon college. 
pon, Wis., 1900. 

71 p. incl. front. plates. 23°. 
a General catalogue and necrology. Ripon college. 1851- 


1851 to 1900. Ri- 


1. Ripon college, Ripon, Wis.—Registers. 


E 10-155 
Library, U. 8. Office of Féucation ped 1900 
Library of Congress LD4711.R787: 
{ a32b1, 


Riposati, Benedetto. 

.. M, Terenti Varronis De vita popvli romani; fonti-esege- 
si-edizione critica dei frammenti. Milano, Societd editrice 
“Vita e pensiero,” 1939, 


ix, 8320p, 1 259™. (Pubblicasion! dell’ Universita cattotica del 8 
cuore. Ser. 4: Scienze filologiche, vol. xxxm) 


See eaten ete et Ee Se ete Gage aaee"s 
Pp 
1. Varro, Marcus Terentius, De vite popull romani. 


Library of Congress 


Library of Congress my 


Riposte, A., pseud. 
Gin and bitters, by A. Riposte. New York, Farrar & Rine- 
hart, incorporated ,“1981, 


4pL888p 2. 


1 Tithe 
a a a 
31-298702 
Library of Congrem PZ3.R488G1 
—- —— Copy 2. 
Copyright A s50e4 & 
Ripostelli, J. 


La Via Appia, & I’époque romaine et de nos jours; histoire 
et description; partie paienne par m’ J. Ripostelli, partie 
chrétienne par le prof. H. Marucchi. 2. éd. avec 4 plans et 
environ 300 gravures dans le texte. Rome, Deaclée et c", 1908. 


Sp. 1, 8440p. Mus, plans (pert fold.) 225”. 


Tithe vignette. 
“Publication faite sous les auspices de l Amociation nationale pour le 
mouvement des ¢trangers, Rome.” 


1. Appian way. 2 Rares Chey — aati, 8. Rome (City )—Deser. 
1. Marucehi, Orazio, 1862-1981. 


11-2308 


Library of Congress Doe. RE 


CATALOG OF PRINTED CARDS 


Riposto, Sicily. R. Istituto nantico. 


Relazmme del resident 
cjeen waste, Hips at F. Gastorton  £t> Guts 6 


© p. 5 fold. plans. 274". 
At head of title: R. Istituto nautico di Riposto. 


17-9622 
Library of Congress VKS20.R6 
Riposto, Sicily. B. Istituto nautico. 
Relazione per |’anno scolastico. 
Giarre, 
v. a. 
ca 16-523 Unrev'd 


Library of Congress VKS29.R5 


Riposto, Sicily. R. Scuola di 
nautica e costruzione navale 
see 


Riposto, Sicily. Istituto nautico. 


Riposto, Sicily. Scuola nautica 
see 


Riposto, Sicily. Istituto nautico. 


Rippa, Bonvecinus de 
see 


Riva, Bonvesin da, 1240 ca.-1314? 


Rippe, Wilhelm. 


Des kindes erstes buch. Nach Paul Bercy’s ‘‘ Livre des 
enfants.’’ Bearb. von Wilhelin Rippe ... New York, 
W. R. Jenkins; Boston, C. Schoenhof, 1892. 


iv, 2), 7-100 p. illus. 199° 


1. Primers, German. 


ca 17-2491 Unrev'd 
Library of Congress PF3IIS.RSS 


Copyright 1892: 35616 
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Rippel 

Rippel, August, 1888- 
Anatom: und physiologische liber die 
0 SS 


sichtigung oo Sane Se Von dr. August Rip- 
pel... Mit4tafeln. Stuttgart, E. Schweizerbart, 1918. 

Sah Re ty pl. S1™. (46406 t.-p.: Biblioteca botanica ... Hag 
von ©, Luerssen. hft. &2) 


“Arbett aus dem Botanischen tnstitut der Universitit Marburg.” 
“Literaturverseichnis” : p. 72-73. 


1. Plante—Transpiratioa. 


1411008 
Library of Congress QKSTLES 
re¢ibl, 
Rippel, August. 
Uber die wachstumskurve der pflanzen. 
Landw. vers. stat. bd 97, p. 397-380. Bertin, 1921, 
“Literatur”: p. 378-380. 
1, Growth (Plants) (1, Plant growth, 
Agr 22-968 
Library, U. 8. Dept. of Agriculture 105.8123 bd. 97 
2(c) ry 
Rippel, August. 


Das vorkommen 


hemizellulosespaltender 
ruhenden samen und die angebliche lésung von owe 
losen durch enzyme biberer tiere. 


Landw. vers. stat. b4 97, p. 179-193. Berlin, 1921. 
Bibliographical foot-notes. 
1. (Hemicellulose, 

Agr 22-98 


Rippel, August, a 
yatee On 

pel... Berlin, J. i 1933, 
will, 161, 1) p21". 


mikrobiologie, von ar. August Rip- 


1. Bolle— Bacteriology. 


Library of Congress QR111.R5 ious 
Copyright A—Foreign 21508 
ca 631.46 


Rippel, August, 1888- 





isch von dr. Au- 
gut Ripped’, Dati, .Opcage, at 


vill, 171, a) p 21", 


1, Microorganisms. 2 Bacteria. 8. Fungi. 





248 
Library of Congress QR41.R5 
Copyright A—Foreign ‘38078 
a 
Rippel, August. 

Wachstumsgesetze bei héheren und niederen 
zen, von dr. foes Meee .. . Freising-Mtinchen, 
Datterer & cie., 1925. 

*” ue. Adéed ft 
a Ee Peas ee hee A Reet an 8) 
ener 
“Literatur”: p. 83-88. 
1. Growth (Plants) 1. Plant growth: 

Agr 26-1017 
Library, U. S. Dept. of Agriculture 410N212 hie 3 








Rippel 





Rippel, August. 
Zur frage der h kurve (nebst b kungen iber 
die ertragkurve) 
Landw. jahrb. bd 63, p. 877-886 Berlin, 1926. 
‘ Literatygrnachwets” : p. 886. 
1. Crop yields, 2. Growth (Plant) (2. Plant growth, 
Agr 26-1708 


Library, U. 8. Dept. of Agriculture 18123 bd.68 
1 2) 


Rippel, Gregor, 1681-1729. 

Die schénheit der katholischen kirche in ihren heiligen cere- 
monien und 4 gebriiuchen wihrend des kirchenjahres, 
nach Gregorius ~ Unter zugrundelegung der « 
von domdekan H. Himioben, neu bearb. von Joseph Wi 
Einsiedeln ,etc., & co., & g; Now-York, Omtanati 

) Benziger brothers, 1899. 
nd 471 p. incl. front. 17. 

The original edition, Strassburg, 1728, was published under title: 
Alterthumb, ursprung und bedeutung aller ceremonien, gebratiche und 
gewohnheiten der helligen catholischen kirchen, and tocludes a “3. teil”, 
containing those ee which are peculiar to various localities. 

Ly 








40-2154 
2 
Rippel, Gregor, 1681-1729. Die schénheit der katholischen 

kireche... 1899. (Card 2) 

Conrente.—Die des —Von den heiligen 
sakramenten. 

1. Catholic church—Ceremonies and practices. eh year. 
ae Heinrich, 1807-1880, ed. n. Wipii, pA 1944- ed 
vas (Pell name: Anton Gregor Rippel, 

40-2154 

Library of Congress BX197T1 R52 

red) 264.02 
Rippel, Karl. 

Die besti gz von zellteil hh in pflanzlich 

geweben und siften. Von Karl Rippel ... 


(In Abderhalden, Emil, ed. Mw gt ee ee. 
theden . Berlin, 1920-39. Leista r niederen 
organismenwelt. ¢. 2, 1 (hft. 9; (1939) p. 11569,-1576) 

“TAteratur” ; p. 1575-1576. 


1. Plant cells and tissues. 2. Hormones (Plants) 


AC 30-1483 
Ohio state univ. Library 
for Library of Congress (QU324.A3 1080 abt. 12.¢. 2) 
oh (574.072) 


Rippen, Bene van. 


.. Notes on some Bushman implements, by Bene van Rippen. 


Lancaster, Pa., Pub. for the American anthropological as 
sociation ,1918, 


cover-titie, 1 p. L. p 75-07 
fean anthropological association. Vol. © 


Bibliography : p. 96-07 


a> 4pl 25". 
, no. 8. Juty Sept. 1918) 


1. Rushwen. 2. Implements, utensils, ete. 1. Title. 
10— 15013 
GNZA2Z vol. 5,n0.3 


2d, 


Library of. Congress 


Ripper, Harold J. 


Vital speech, a study in perfect utterance, by Harold J. 
Ripper; with an introduction by Henry W. Nevinson. Lon- 


don, Methuen & co., itd. 1938, 
avip, 11, 198p,11 iy". 
First published tn 1988.” 


1 5 3 ‘Tithe. 
. Speech. 2 Elocution, 3. Expremion. =. 
Library of Congress PN41E2. RS 1988 
—— —— Oopy2 
Copyright A ad int. 24172 3, 908.5 


( Memoirs of the Amer- 


LIBRARY OF CONGRESS 


Ripper, Maximilian. 

Die schmalzbutterbereitung ber freiem fuer und die- 
jenige unter anwendung eines thermophorkessels. Von 
Maximilian Ripper ..._ Leipzig, M. Heinsius nachfolger, 
1901. 

sp 2. 

Sonderabdrock aus Milchseitung 1901, ur. 33. 


Subject entnes: Botter. 
agri 


Library, U. 8. Dept, of Agriculture, no. 4R48. 


Ripper, William, 1853- 

A course of instruction in machine drawing and design 
for technical schools and engineer students, by William Rip- 
per ... with fifty-five plates... London, Percival & co., 1890. 

vill, 183, 2; p. front., illus, plates (part col) diagra. 32° 


1. Mechanical drawing. 2. Machinery— Design. 1. Tithe: Machine 
design. 


drawing and 


3439140 
TJ230.R55 


Library of Congress (38b1 621.81 


Ripper, William, 1853- 

A course of instruction in machine drawing & design 
for technical schools and engineer students, by William 
Ripper ... With fifty-five plates and numerous explana- 
tory engravings. 2d thousand ... London, Rivingtons, 
1914. 


viii, 133, (2) p. front. illus, plates (part col.) diagrs. 31) x 24)™. 


1, Mechanical drawing. 2. Machinery—Design. 
A1¢251 


Title from Ohio State Univ. T35S3.R59 Printed by L. C. 


Ripper, William, 1853- 

Heat engines. (Being a new edition of ‘‘Steam’’) by 
William en. London, New York ete. Longmans, 
Green, and co., 1909. 


2 p. diagrs, 197. 


(On cover: Longmans’ elementary science 
alae 


1. Heat-engines. 
A 10-2295 


Title from Pittsburgh Carnegie Libr. Printed by L. C. 


Ripper, William, 1853- 

Heat engines (being a new ed. of “Steam”) William 
Ripper ... New ed. London, New York thy Bq 
Green, and co., 1918. 


x, 32 p. cae. ot, Sa. Bn, Gage. 1. 
mans elementary ectence 


(On cover: Long- 


1. Steam. 2. Steam enginesring. 1. Tithe. 
1¢—80279 
Library of Congress TIZ76.RS 1918 
hg], 


Ripper, William, 1853- 
Steam, by William Ripper ... New impression. Lon- 
don, New York jete., Longmans, Green, and co., 1907. 


x, 2, hy i. om diagrs. 19°. (On cover: Longmans’ elementary 


science manu: 


1. Steam. 2 Steam engineering 


zen, 
TJ2Z7S. RS 


Library of Congress 





Ripper, William, 1853- 

Steam-engine theory and practice, by William Ripper ... 
With 438 illustrations. London, New York and Bombay, 
Longmans, Green, and co., 1899. 


x, 398 p. thus. (incl. tables, diagrs.) tv fold. pl. (incl. front.) 224. 
“A sequel to the author's elementary book on ‘Steam'.”.—Pref 


1. Steam-engine. | 


4+—-10611 
TJ465.R59 


(0381) 


Library of Congress 
021.165 j 


Ripper, William, 1853- o 
theory and practice, by William Ripper ... 
with yo 7th ed. London, New York ,etc., 
Longmans, Green and co., 1914. 


xii, 5124p. tus, ¥ fold. pl. (incl. front.) diagrs. 224° 
“A sequel to the author's elementary book on ‘Steam’.” cf. Pref. 
1. Steam-engines. 
18-5689 


TI465.R5O 1014 
139d1, 


Library of Congress 


Ripper, William, 1853- 

Ri 's Steam engine theory and practice. 8th ed., rewritten 
aad enl., by William J. Goudie ... ith 503 illustrations and 
numerous examples, London, New York ,ete., Longmans, 
Green and co., 1932. 

xii, 841 p. Mus, 3 fold. pl, diagrs. (2 fold.) 22". 

Folded diagrams tn pocket. 


1. Bteam-engines. 1, Goudie, William John, 1868- 4. 
33-765, 
Library of Congress ‘TJ465.R50 1982 
3 621.165 


Ripperda, Joan Willem van, duque, d. 1737. 

Memoirs of the Duke de Ri : first embassador from 
the States-General to his Most Catholick Majesty, then duke 
and grandee of Spain; afterwards bashaw and prime minister 
to Muly Abdalla, emperor of Fez and Morocco, &c. containing 
a succinct account of the most remarkable events which hap- 
pend between 1715 and 1736 .... As also # distinct and impar- 
tial detail of the differences between the courts of London and 
Madrid; with many authentick memorials, and other valuable 


papers ... 2d ed. cor., with additions. To which is annexed, an 
(Continued on next card) 
523380 
All, 
Ripperda, Joan van, dugue, d. 1737. Memoirs of 


Willem 
the Duke of Ripperda ... (Card 2) 


appendix, containing some papers on the balance of Europe, 
the present state of Spain, and the consequences of a war in the 
West-Indies. London, J. Stagg ete. 1740 


xv, 3000p. Wy 


- 1. Spain—Hist.—Philip ¥, 1700-1744. 2. Spain—For. rel. 3. Moroceo— 
ist. 


523880 
Library of Congress D285. 8ROA2 
idl, 

Ripperger, Helmut Lothar, 1897- 

Cheese cookery, by Helmut Ripperger ... New York, G. W. 
Stewart ,“1941, 

Sp. 21". 

“First edition.” 

1. Cookery (Cheese) 1, Title. aun 

Library of Congress TXT50.R5 








Ripperger, Helmut Lothar, 1897- 

Coffee cookery, by Helmut Ripperger ... 
Stewart ,°1940, 

Mp. 21". 

“First edition.” 


New York, G. W 


1, Coffee, 2 Cookery. 1, Tithe. 
41-61 
Library of Congress TXT#ORS 1940 
-—— -——— Copy 2 
Copyright 110, 18 
Ripperger, Helmut Lothar, 1897- 
Mushroom cookery, by Helmut Ripperger ... New York, 
G. W. Stewart ,°1941, 
Bp. 21". 
“First edition.” 
. Tt 
1. Cookery (Mushrooms) _t. Title. nciies 
Library of Congress TXOO“O.RS 141 
110, 641.658 


Ripperger, Helmut Lothar, 189 - 
Spice cookery, by Helmut Ripperger ... 
Stewart, inc. (1942, 


Gp. 21" 
“First edition” 


New York. G, W. 


1. Cookery. 2. Spices. 1. Title. 


42-1011 


Library of Congress TXTZS.RS 


& ous 


supperger, Mrs. Henrietta (Sperry) 


CATALOG OF PRINTED CARDS 





Rippert, Paul. 
--. Allgemeine und spezielle tierzuchtlehre, von Dr. 
Paul Rippert .. Leipzig, G. J. Géschen, 1904. 
146 p. 15. (Sammlung Goschen. 22%) 


1. Stock and stock breeding 


5-17920 


Library of Congress SF7S.R99 


Rippert d'Alauzier, Louis Marie 
Joseph de 


see 


Ripert d'Alauzier, Louis Marie Joseph de, 


Ripperton, John C 1891- 


Application Sy the me prinsioies of jelly making to 
Hawaiian fruits. Ripperton ... Washington, 
Govt. print. off., 928. 


ii, a2 pl. 23°". (Hawaii. Agricultural experiment station. Bulle- 
tin no, 47) 


1, Jelly. 2. Tropical fruit. 1. Title. 
Agr 23-746 
1Ex63H_ no. 47 


Library, U.S. Dept. of Agriculture 


4 


Ri John C 1891-, 





3 hee ot pn oe, one ee i 
perger ; illustrated by Anne Cleveland. New Yan Seen ad 
Schuster, 1940. 


xix, 448, (1)p tus, 22", 


1. Domestic economy. L Tithe. 
40—27617 
Library of Congress TX145.R57 
——— Copy 2. 
Copyright 415) 640 


Ripperger, Walther. 
Grundlagen zur praktischen pflanzenheilkunde. von Wal- 
ther Ripperger unter mitarbeit von dr. med. et phil. nat. 


Crrt Coester Strttgart-Leipzig. Hippokrates-verlag gmbh, 
1987. 
370 p. 24". 


“Sebrifttum”: p. 356. 


1. Botany, Medical. (1. Medical botany, 2 Pharmacology 
2. Coester, Curt, joint author. 
Agr 37-540 
0.8 Dept. ofegr Library SOARIS 
for Library of Congress (RR164 ] 
3 


Rippert, Paul. 

. Ackerbau- und me oP von Dr. Paul Rip- 
pert . .. und Ernst Langenbeck ... Leipzig, G. J. Géschea, 
1904. 


iv, S187 p. 15°. (Sammlung Goschen. :232)) 
“Literatur”: p. OB 
1. Agriculture t Langenbeck, Ernst, joint author 


AA. 5-12470 
Library of Congress S495 RSD 


. Carbohydrate TR “eee 
the edible canne, Ey J.C. Bi 
print. off., 1927. 


ate ie. ies., diagrs. 23)”. 
periment station. Bulletin no. 66) 


“Literature cited”: p. 34-85. 





(Hewall. Agricultural ex- 


1. Canna, = Title. 
Agr 21-412 
Library, U. 8. Dept. of Agricultare 1Bx€8H no. 06 
o 
Ripperton, John Carson, isyvi- 


-.. Coffee cultural practices in the Kona distritt of Hawaii. 
By J. C. Ripperton ... Y. B. Goto ... and R. K. Pahau ... 
Honolulu, T. H., University of Hawaii, 1935. 

cover-titie, 64 p. illus. diagrs. 23°. (Hawail. 
ment station. Bulletin no. 75) 

At heal of title ae | Agricultural experiment sta 
Hawali. Under the joint of the U 
the United States Department 


Agricultura! expert- 


Honolal 
niversity ott Hawalt Pov] 


1. Coffee. 1. Goto, Yasuo Baron, 1901- 


joint author. nu. Pabas, 
Robert K., joint author 


Agr 36-05 
Library, U. 8. Dept. of Agriculture 1Ex@3H no. 75 
Library of Congress [8399.68 no. 75) 


3, 


Ripperton, John C 1891- 

... Edible canna in the Waimea district of Hawaii. By 
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8 p. L, pv-xxxill, 41 11 port. 22". (Biblioteca de escrit: 
ote Taam _ 


Lettered on cover: Obras escogidas. 
“Bibliografia de Daniel Riquelme”: p. ,533;-538. 


A tg! an eer —War with Peru, 1879-1882. *La- 
torre, Mariano. ed. m. Varas Velésques, Miguel, joint 2. 
31-18245 
Library of Congress 3081. R62 
2) 083, 


Riquelme, Daniel, 1857- 
i, Banta chilenos. La revolucién del 20 de abril de 
1861; ntingo de Chile, Impr. de ‘‘La Libertad el 
184 p11 18a. 
At head of title: 1. Conchali—(Daniel Riquelme) 


1. Chile—Hist.—Insurrection of 1851. 1. Title. 
18-22582 
Library of Congress F3095.R59 
Riquelme, Daniel, 1857-1912. 
Péginas de de Ia historia de Chile ... Santiago 
(de Chile, Ediciones Ercille, 1989. 


114 p. 19*. (Biblioteca Vide chilena. afio 1, no. 5) 


ConTanrs.—Historta de dos crimenes: e! de Curicé.—Historia de dos 
crimenes: muerte de Portales. 


1. Chile—Hist —1824¢- 2. Curicé, Chile (Province) 3. Portales, 
Diego José Victor, 1708-1837. 1 Title. 
35-17140 
Library of Congress 3005. R504 


2 83 


(Riquelme, Daniel, 1857- 
. El terremoto del Sefior de Mayo. Santiago de Chile, 
Impr. Cervantes, 1905. 


140 p,21 184". 


At head of title: £ Contaes pene. uv, of Best Sigatinn 
At head of cover-title: Epis 


Cowrents. —E! obispo oanaet my ey ot 4 Ad fecha de la catdstrofe.— 
EI P. ‘oa El terremoto.—Después de! blor —E] Santo Cristo de la 


1. Sas de Chile— — 1647. 2. Villarroel, Gaspar de, 1587- 
1661. Soule Alonso de, teal 168 . & Title. - 


6-13747 Revised 


Library of Congress F3271.R9 


17192) 
Luis. 
paae ede bn cals otis A seen & 


voluntaries, presentedo por “techs 8 de 
con 

febrero de 1837. Menice’ Imape. del pry et 

16 p 234". 


1. Friendly societies—Mexico. 
Library of Congress 


Riquelme, Rafael Fontecilla 
see 


Fontecilla Riquelme, Rafael. 




















— Silvino. 
; La | industria p Y E i ala 
8 d agricola Wr aeaer Dr. On Siivine 





Riquelme, México, _ dd de la Sociedad agri- 
cola mexicana, 1906. 


Xp. 19. (Biblioteca del Boletin de la Sociedad agricola mexicana) 


1. Pulque. 


Library, U. S. Dept. of Agriculture 390.1R482 


oe , Berta. 
_. El principio de unidad en Is técnica de ls escuela primaris 
“Santiago, Chile, Imprenta Nascimento, 1937. 
3600p. illus, diagrs. 19°. 
At bead of title: Berta Riquelme 8. ... :y, Amelia Pettorino de Quiros. 


Library of Congress LB1507.B5 
ry 872 
Riquelme Vargas, Alvaro. 
De la de navegacién ; de prueba para optar 
grado la Facultad de ciencias 
sociales de la Universidad de Chile. Santiago, 
“La Gi i 


1. Maritime law—Chile. 2 Maritime law. 
Library of Congress 12) 


Riquet, Emilie Louise Marie Frangoise 
Joséphine (de Pellapra) de, 
princesse de Chimay 


see 
Chimay, Emilie Louise Marie Francoise 


Josephine (de Poiiegre) de Riqiet, 
princesse de, 1606-1871. 


Riquet, Marie Eugéne Auguste de, 
prince de Caraman 


see 
Caraman, Eugene i.e. Marie Eugéne Au- 


guste de Riquet, prince de. 
1843-1861, 


Riquet, Victor Charles Emmanuel de, 
duc de Caraman 


Caraman, Victor Charles Emmanuel de Ri- 
quet, duc de, 1839- 


CATALOG OF PRINTED CARDS 


Riquetti, André Boniface Louis, 
vicomte de Mirabeau 


Mirabeau, André Boniface Louis Riquetti, 
vicomte de, 1754-1792. 


Riquetti, Honoré Gabriel, comte de 
Mirabeau 


Mirabeau, Honoré Gabriel Riquetti, comte 
de. 


Miquettl, Mlasto Mangnestto Benllie (do Covet Go Mast, 
gnane) comtesse de Mirabeau 


Mirabeau, Marie Marguerite Emilie (de Covet de Marignane) 
Riquetti, comtesse de, 17541-1800. 


Lrerary or Cononsss Rerexence 
oes Lea, euneeas 


Riquetti, Victor, marquis de Mirabeau 
see 


Mirabeau, Victor de Riquetti, marquis de, 
1715-1789, 


Riquez, Francisco A 


Riequez, Francisco Antonio, 1856- 


Riquier 


Riquier, Charles, 1853- 

..» La méthode des fonctions majorantes et les syst&mes 
d’équations aux dérivées partielles, par m. Ch. Riquier ... 
Paris, Gauthier-Villars et c*, 1928. 


2p 1, 61, 2) p_ 25". (Mémorial des sciences mathématiques; pub. 
sous le patronage de |’ Académie des sciences de Paris ... fasc. xxx) 


“Index bibliographique”: p. 59-61. 


1, Differential equations, Partial. 
(Full nome: Charlies Edmond Alfred Riquier, 


‘Title from Princeton Univ. — 
Library of Congress [QA1.M93 no. 82) 
2) 
Riquier, Charles, 1853- 
... Sur les séries bi-entiéres et sur I’extension du théoréme de 
Laurent au cas d’un nombre quelconque de variables, par 


Charles Riquier .. 
(ie Anasten Go to Posies den extensen So FWutvans do Toulouse 
Yona. “2e~. (35° 7) Bebe, XI, p.l-38. diagre) 


1. Series. 
(Pull name: Charlies Edmond Alfred Riquier, 
AC 38-8888 
Obio state univ. Library 
for Library of Congress (Q46.T7S ser. 3, vol. 13) 
12) (08) 


Riquier, Charles, 1853- 

Sur les systémes partiels du premier ordre auxquels s'applique 
la méthode d’intégration de Jacobi et sur le prolongement ana- 
lytique de leurs intégrales, par Ch. Riquier ... 

se hon octenece teathianatiques sh las estensme gupelgess Ports 
fe. “tem. Ges) deeretem es aa) 

Bibliographical foot-notes. 


1. Differential equations, Partial. 
(Pull name: Charles Edmond Alfred Riquier, 


AC 38-3873 
Ohio state univ. Library 
for Library of Congress {(Q46.T75S ser. 3, vol. 7) 
2 (508) 
Riquier, Charles, 1853- 


Sur les systémes partiels linéaires composés d'équations en 
nombre ‘ & celui de leurs fonctions inconnues, par Charles 
Riquier .. 

(Anning de i Fac esac de Univer de Tontae 


les sciences sciences physiques .. 
foie. 20™. (28° v.) 3. sér. etm p. aseiTs) 


1. Differential equations, Partial. 
(Pull name: Charies Edmond Alfred Riquier, 
AC 38-3800 
[Q46.TTS ser 3, vol. 6) 
2, (508) 


Obio state univ. Library 
for Library of Congress 


Riquier, Charles, 1353- 

Sur quelques principes généraux relatifs & la théorie des 
fonctions d'uft nombre quelconque de variables, par m. 
Charles Riquier. 

(ie Aansian Go te Passtnt Eso ecienece Go FUntventhé Go Tertemno 


eat ut BS. =x) og a oes va va) p. eet, aki, (2 aoe 


t. ™) > 
L Functions 
(Pull nome: Charies Edmond Aifred Riquier, 
AC 88-637 
Obio state univ. Library 
for Library of Congress [Q46.TTS ser. 2, vol. 8,9) 
fod (308) 


Riquier, Charies, 1853- 
Sur une propriété des fonctions ~~ ~ >) > —emes 
ginaires en nombre quelconque, par Charles Riquier ... 
(In Annales de la Faculté des sciences de Université de 
i. 'b= Gr tertms.asan 
Bibliographical foot ootes. 


1. Functions. 
(Pall name: Charles Edmond Alfred Riquier: 
AC 38-8900 
Obie state univ. Library 
for Library of Congress ([Q46.TTS ser. 3, vol. 16) 
e (508) 








Rippy 


Rippy, Mark Leo, 1890- 


Systematic visiting of the church a, by M. Leo 
Rippy. Nashville, las etc, The Methodist publishing 
house ,“1941, 


Sp ius 1)*. 
Ae foes ot to: PY ny mane ba 480-H. 
the Department it of pcm pee) education of adults ... the 
Division of ihe local church, the Board of education, the Methodist 


“Resource materials for workers with adults” p 62-3. 


1 Church work. 1. Methodist = haga States) Board of 
conenen Dene of Christian education of adults. 1. Title. 
42-13232 
Library of Congreas BV4400.R5 
12) 253 
Rips, Billy. 
“A boy's treasures”, by Billy Rips ... San Antonio, Tex., 
The Naylor company, 1935. 
4p. L, cris p, 31, 3-81 p. front. (port.) 214". 
Poems, written between the ages of seven and twelve. 
1. Children as authors. 1. Title. 
36-1721 
Library of Congress PS3535.179B6 1935 
——- ——— Copy 2. 
Copyright A 90857 3 Pus 
Rips, Billy. 


“My world in verse”, by Billy Rips. San Antonio, Tex., 
Printed by the Naylor company, 1983. 

Op 1, 121 p. front. (port) 107. 

Alternate pages blank. 


L Tithe. 


Library of Congress PS3535.170MP 1983 811.5 


Ripuarian law. 

Lex ribuaria et Lex Francorum Chamavorum, ex Monu- 
mentis Germaniae historicis recusae. Edidit Rudolphus Sohm. 
Hannoverae, impensis bibliopolii Hahniani, 1853. 

146 p. 23%. Fontes juris germanici antiqui in usum scholarum ex 
Mosumentis Germaniae bistoricis separatim editt, 

The Lex ribuaria is given ip two versions, the fret being the older, 
and baving more linguistic barbariems, the other being Inter, and baving 
many |. Preefa' 

‘The so-called Lex Francorum Chamsvorum. or Notitia vel commemo- 
ratio de illa Euua. quae se ad Amorem babet. is a brief memorandum of 
@ special code In force in the ninth century in a region called Hamalant 

(Continued on next card) 


AC 36-2322 
6, 


Ripvarian law. Lex ribuaris et Lex Francorum Chamavo- 
rum... 1883. (Card 2) 
Amore) north of the territory of Ripoartans delonging to the 
Some coos eames peo Pome oes be 
“Contains bibliographies. 
“Capitulare ribuariae edditum. 808. ex editione Alfredi Boretil 
repetitum™: p. 108-108. 
“Index rerum et verborum. Scripsit K. Zeumer.” p. :124,-146. 


1, Law, Germanie. 1. Lex Frapcorum Chamavorum. 1. Sobm, 
Rudolf, 1941-1917, ed. m. Title: Notitia vel commemoratio de ile 
Euun, quae se ad Amorem ¥ Title: ous quae se ad Amorem 
babet. 

aAC¥ 222 

Title from N. ¥. Pub. abr 

Library of Congress (DD3.M81) 

6, (943.0082) 


. versions tn ‘el columns, the first being the older, and hav- 
oe Cireostous, the other being Inter, and having many 


corrections Praefatio. 
Indexed in “Index rerum et verborum Ribuartee et Chamavo- 
Seripstt K. Zeumer™ ( bistorica .. Legvn 


1. (Lew, Ripuarian, 1. Sobm, Rodolf, 1841-1917, ed. 


acc 
tle from N. ¥. Pub. Libr 
neers of Congress (DDS.MELZ vol. 5) 
PY (943.0082) 





LIBRARY OF CONGRESS 


Ripuarii. Laws, statutes, eto. 
eee also 
Ripuarian law. 


40 36-2370 


‘Title from N. ¥. Pub. Libr. Printed by L. C. 


Riqué, Enriqueta Compte y 
see 


Compte y Riqué, Enriqueta. 





Riquelme, 

Elementos de derecho pi 1, con esplicaci 
de todas las reglas que, segun los estipulaciones, leyes 
vigentes y costumbres, constituyen el derecho i i 
espafiol. Por don i Madrid, Impr. de 
D.S. 1849. 

2¥. fold. ze. 


Riquelme, Benigno. 

Citign do poenatintentes gence oo cunsentandlo om 
derecho procesal, por el dr. Benigno Riquelme. 

Impr. F. Jordan, 1908. 


2p. 1, dilly-vilt, 8832p, 1h 2". 


Library of Congress fib, 


Riquelme, Daniel, 1857-1912. 
.. Bajo la tienda, recuerdos de la campaiia al Pera y Bolivia. 
1879-1884. ,Santingo de Chile, Zig-zag ,1937?, 
U5p,11 19°, ,Autores chilenos, 


1. Chile—Hist.—War with Peru, 1879-1882. 1. Title. 


30-28070 


Library of Congress F007. R57 


(2) 


Riquelme, Daniel, 1857-1912. 

Compendio de historia de Chile, por Daniel Riquelme. Val- 
paraiso, Lit. é imp. Sud-Americana de Babra i ca., 1899. 

495, xii p19. 


1. Chile—tIfist 


F3081 R5O 
a3id), 


Library of Congress 





Riquelme, Daniel, 1857-1912. 

Cuentos de la guerra, y otras p&ginas de Daniel Ri- 
quelme; Mariano Latorre y Miguel Varas Veldsquez compils- 
pe este volumen. Santiago de Chile, Imprenta universitaria, 
1931. 
aw p. 1, om. S41 p, 11 port. 22". (Biblioteca de escritores 


Lettered on cover 
“Bibliografia de Daniel snlel Riguelooe”: DP. (583,538 


‘bile—Hist. 2. Chile—Hist.—War with Peru, 1879-1882. 1. *La- 
ae Mariano, 1886- ed. um. Varas Velasquez, Miguel, joint ed 
31-18245 
Library of Congress 3081 R62 
2 NS 


— Daniel, 1857- 
h; isodios chilenos. La revolucién del 20 de abril de 
septage de Chile, Impr. de ‘‘La Libertad electo- 
1 pi) 189". 
At head of title: I. Conchali—(Daniel Riquelme) 


1. Chile—Hist.— Insurrection of 1851. 1. Title. 
18-22582 
Library of Congress F3095.R59 
Riquelme, Daniel, 1857-1912. 
. Paginas de de Ia historia de Chile ... Santiago 
(de Chile, Ediciones Ereilla, 1932. 


114 p. 19. (Biblioteca Vide chilena. afio 1, no. 5) 


ConTanrs.—Historia de dos crimenes: el de Curicé.—Historia de dos 
crimenes: muerte de Portales, 


1. Chile—Hist —1824- 2. Curicé, Chile (Province) 3. Portales, 
Diego José Victor, 1708-1887. L Title. 
35-1710 
Library of Congress 3005. R504 


12) 963 


(Riquelme, Daniel, 1857- 

_.. El terremoto del Sefior de Mayo. Santiago de Chile, 
Impr. Cervantes, 1905. 

140 p, 21. a 


At head of title oma ipsend. 
At head of pth Fn 


ba | ai “Senge a fa ea cele 
EI P. Ovalle.—E! terremoto.—Después de! —El Santo Cristo de la 


oud. of of, of Dosidl Riquelme, 


1. Santiago de Chile— pi, 0 2. Villarroel, Gaspar de, 1587~ 
1661. 3. Onalle, Alonso de, 1e0h- 168 ‘Te Title F 


6-13747 Revised 

Library of Congress F3271. R39 

192) 
Riquelme, Luis. 

Bases bajo las cuales se reforma el proyecto de suscriciones 
voluntarias, presentado por D. Luis Riquelme con fecha 8 de 
febrero de 1837. Mexico, Impr. del Aguila, 1845 

16 p. 2". 

1. Friendly societies— Mexico. 

3 23258 

Library of Congress HG9245.M6RS 


Riquelme, Rafael Fontecilla 
see 


Fontecilla Riquelme, Rafael. 





Riquelme, Silvino. 

La industria pulquera. Exposicion presentada a la 
Sociedad agricola pn por el Sefior Dr. Dn. Silvino 
Riquelme. México, Tip. particular de la Sociedad agri- 
cola mexicana, 1906. 


Sp. 19%. (Biblioteca del Boletin de la Sociedad agricola mexicana) 


Quiroz, a 
mL Title: Unidad en la técnica de la escuela primaria, El principio de. 
0-24078 
Library of Congress LB1507.B5 
2 872 
Riquelme Vargas, Alvaro. 


1. Maritime law—Chile. 2 Maritime law. 
Library of Congress 12) 


Riquet, Emilie Louise Marie Frangoise 
Joséphine (de Pellapra) de, 
princesse de Chimay 


see 
Chimay, Emilie Louise Marie Francoise 


Josephine (de Pellapra) de Riqiet, 
princesse de, 1606-1871. 


Riquet, Marie Eugéne Auguste de, 
prince de Caraman 


see 
Caraman, Eugene i.e. Marie Eugene Au- 


guste de Riquet, prince de. 
1843-1861. 


Riquet, Victor Charles Emmanuel de, 
duc de Caraman 


Caraman, Victor Charles Emmanuel de Ri- 
quet, duc de, 1659- 


CATALOG OF PRINTED CARDS 


Riguetti, André Boniface Louis, 
vicomte de Mirabeau 


Mirabeau, André Boniface Louis Riquetti, 
vicomte de, 1754-1792. 


Riquetti, Honoré Gabriel, comte de 
Mirabeau 


Mirabeau, Honoré Gabriel Riquetti, comte 
de. 


Marie Marguerite Emilie (de Covet de Mari- 
gnane) comtesse de Mirabeau 
aee 
Mirabeau, Marie ite Emilie (de Covet de Marignane) 


Margueri 
Riquetti, comtesse de, 17541-1800. 


Lrsrary or Cononess Rerzazence 
Cone Ay Saat Ses ok appens as Nentings is degeaitory catalogs. 


x 414222 


Riquetti, Victor, marquis de Mirabeau 
see 


Mirabeau, Victor de Riquetti, marquis de, 
1715-1789, 


Riquez, Francisco A 


Risquez, Francisco Antonio, 1856- 


... Riquezas do miserias de rico ; seguidas do Livro de 
SS Pérto, Livearia Chardron, de 


At head of 

On half-titie: edicho |llustrada. 

Tilastrated 

at. € miserias do rico ... 6 traducclo de Camillo; 
© resto eacripto ou traduzido por ” Marques, 

phia camiliiana ..._ Lisboa, 1894, primeira parte, p. 120. 


Riquier 


Riquier, Charles, 1853- 
La méthode des fonctions majorantes et les 
d’%quations aux dérivées partielles, par m. Ch. Riquier ... 
Paris, Gauthier-Villars et c*, 1928. 


2p 1, 61, (2; p. 25". (Mémorial des sciences mathématiques ; pub. 
eoas to tastinae te Faondiale Ueoeee . fase. xxxu) 


“Index bibliographique”: p. 59-61. 


1, Differential equations, Partial. 
(Pull name: Charies Edmond Alfred Riquier, 
AC 33-2535 
Title from Princeton Univ. 
Library of Congress ([QA1.M93 no. 82) 
2) 


Riquier, Charles, 1853- 

. Sur les séries bi-entidres et sur l’extension du théoréme de 
Laurent au cas d’un nombre de variables, par 
Charles Riquier .. 

(Annales de a Faculté deg arenes denier e Toulouse 
Jers. 20°. (5*s) 3.e6r. XL p.;-3®, diagre) 


1. Series. 
|Full name: Charles Edmond Alfred Riquier, 
AC 38-3888 
Obto state univ. Library 
for Library of Congress (Q46.TTS ser. 3, vol. 13) 
2 (5908) 


Riquier, Charles, 1853- 

Sur les systémes partiels du premier ordre auxquels "applique 
fat name ty Set + seen yp cme 
lytique de leurs intégrales, par Ch. Riquier ... 

ean S la Poeuies dao exteneto do FUsiversité do Tevlous 
To. 26. (ae) Soéee te vip. deiT9) 

Bibliographical foot-notes. 


1. Differentia: equations, Partial. 
(Pull name: Charles Edmond Alfred Riquier, 


AC 38-3873 

Obio state univ. Library 

for Library of Congress {(Q66.T75 ser. 3, vol. 7) 

2 (508) 

Riquier, Charles, 1853- 

Sur les systémes partiels linéaires composés d'équations en 
a % égal & celui de leurs fonctions inconnues, par Charles 

‘iquier .. 


(Im Annales de la Rosati das ostenane do FUchressieé Go Textouse 
1916. 28". (28° v.) 3. eér., t. Vi, p. :185,-175) ——— — 


1. Differential equations, Partial. 
(Pull name: Charlies Edmond Alfred Riquier, 
AC 38-9800 
Ohio state univ. Library 
for Library of Congress {[Q46.TTS ser. 3, vol. 6) 
12, (308) 


Riquier, Charles, 1553- 

Sur quelques principes généraux relatifs & la théorie des 
fonctions d'ufi nombre quelconque de variables, par m. 
Charles Riquier. 


(1m Annales de la Faculté des sciences de l'Université de Toulouse 
les sciences et les sciences 


foes-7. 28m ef Ge pee MD BORAB, AS Coes 
tr) & (eer diagrs ) 


1 Functions, 
(Pull nome: Charies Edmond Alfred Riquier, 
AC 88-637 
Onfer Livrary of Congress [Q46.TTS ser. 2, vol. 8,9) 
ay (308) 


Riquier, Charles, 1853- 
be peta <meta Seeger on 
ginaires en nombre quelconque, par Charles Riquier ... 
(In Aansien Go to Yosulht den extenete Go FUsirenstis do 1 
sciences et lee sciences physiques .. 
925. 28°". (38° v.) 3. eér., t. XVI, p. (198,-172) 
Bibliographical foot notes. 


1. Functions. 
(Pall name; Charles Edmond Alfred Riquier, 
AC 38-8900 
Obio state univ. Library 
for Library of Congress {(Q46.TTS ser. 3, vol. 16) 


2, (308) 








Riquier 


Riquier, Charles, 145:3- 
les a 

Rigulet Paria, nether’ uthier- Villars, 1910. 
xxvil, 30p 2" 


1. Differential equations, Partial 1. Tithe. 


(Peli name: Charles Edmoad Alfred Riquier, 


A 10-2002 Revised 


Harvard univ. Library 
for Library of Congress (reba, 


Riquoir, Antoine i. ¢. Victor Marie Antoine. 


L'enoouragement des marines marchandes. Etude de 
islation comparée ... Toulouse, Impr. Lagarde et Se- 
le, 1906. 

vil, B7 p. 24". 


Thése—Univ de Toulouse. 
“Bibliographie” : p. on-vii. 


1. Shipping bounties and subsidies, 2 Merchant marine. 


7-205) 


Library of Congress HE741 R62 


Riquoir, Antoine. 
L’encouragement des marines marchandes; étude de 


\_ comparée, par Antoine Riquoir st Paria, 
A. Rousseau, 1906. 


vi, 27 p 25)™ 
“Bibliographic” : p. o-vi. 


Cowrents. — 1. ptie. Les législations sur la marine marchande dans le 
passe —a. ptie. Primes et subventions —9. ptie. Les législations étrangtres 
cont aines 


we Shipping bounties and subsidies. 2 Merchant marine. 3 Maritime 
~ 


7-782 
Library of Congress HE?41 R6 


Le Rire aux éclats. no. 1-24; juin 1916-mars 1919. ,Pa- 


ris, Impr. Wellhoff et Roche, ete., 1916-19, 
82) pills. SS. monthly (irregular) 
Publication of the 74th 1 antatan of infantry 


Maurice Devries, edito: 
No more published 


1. European war, 1914-1918- Period, 2. European en — 
bistories—Fr: 





mental rance—Infantry. 3. France—Army— 
24-18257 
Library of Congress DS01. R63 
12, 
Le Rire, journal humoristique ... 1. t. année; 
10 nov. 184- 
Paris, F. Juven, 184- 
+. Mos. (pert col.) plates 31-32". weekly. 
Baitor: Nov. 184- F@ix Juveo. 
1 Joven, Félix, 1983- os 
11—16849 
Library of Congress AP108.R4 
adel, 
Ris, Gorasite, 
bens! M ler taufgesinnten 


nach = entice yo ae we thene me e- 
stelic von C. Ris . . . in deutscher vy ny freu 


ya i von...C. HA 

van Sr IL, 1895 

aoe Se) I toe 
Men 





aux dérivées partielles, par Charles 


LIBRARY OF CONGRESS 


Ris, Dominique Clément de 
see 


Clément de Ris, Dominique, comte, 
1750-1827. 


Ris, Friedrich, 1867- 
... A revision of the libelluline | weg Perithemia (Odonata) 
by Dr. F. Ris... Ann Arbor, Mich., The University, 1930. 


SOp. 11 mpl Wi". (University of Michigan. Museum of soology. 
Miscellaneous publications, no. 21) 


Deacriptive letterpress on versce facing the plates. 
Ridtiography : p. 5-47 


1. Dragoo-files, 


Library of Congress QL513.02R5 


Aldi, ‘506 TSS 


Ris, L. Clément de 
see 


Clément de Ris. Athanase Louis Torterat, 
comte. 1820-1882. 


Ris Lambers, Marius Hille 
see 


Hille Ris Lambers, Marius, 1695- 


Ris-Paquot, Oscar Edmond, 1835— 
L'art de restaurer les tableaux anciens et modernes ainsi que 


leurs différentes manidres, suivi de Conseils pratiques sur l'art 
de peindre, avec 13 neg ey 


Rie Paquot .. Amisna, L'suiaur; Paria E. Delaroque i878, 

vill, ®-214 p | $098 (tae mate) 1. 

1. Paintings—Conservation and restoration. 2. Engravings—Conser- 
votes and tateremen. 3. Painting—Technique. 4 Artiste’ marks 6. 
Mosograms L Tithe. 20-1901 
Library of Congress NSS70 RS 

(8001, 


Ris-Paquot, Oscar Edmond, 1835- 
la céramiqne ree et instrumentale, par Ris-Pa- 
quot. Paris, A. Lévy, 1 
1p 1, 210, 2) p ius. nw a 
‘ipfre's S00 exe ~ Lm hy yg 


Pe. oe ve me tay Ay yd Ty et 
« donner lectures, Un apercu aussi sommaire - 
de ces Toonches do ts cantons (ip chansen et instru- 


1. Senge. & crit. 2. Musical instruments. 3. Pottery. 4. Music 
™ art. a 


1021887 
Library of Congress ML99 R66 
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aa nd Edmond, 1835— 


“ae 





i} des marques & 
mea 8 chiffres, lettres 2 initiales, signes figuratifs, etc., ete., con 
tenant 12,156 marques . Paria, Hl H. Laurens, 1893. 
2. front. us, mt pl. 28) « 234". 
At head of title: Ris Paquot 
OConrente.—t. 1. A-K.—4. 2. pt. 1. L-%. pt. 2. Marques figuratives ou 
aymboliques: 


1. Monograms 2 Artists’ marks. 8. Collectors’ marke. 4. Printers’ 


roarks. 1 Vithe: Marques & monogrammes. 
F238 
Library of Congress NOOBS 
(sori, 


Ris-Paquot, Oscar Edmond; 1835- 


Guide Ae At du center eneinn de oto, 


miniatu’ Li 
ons oc suivi de la [— ~4 de les ~ a1 a parfait 


état de conservation, planches hors texte, 
grammes, par Ris-Paquot ... Paris, H. en E 1890. 


2p. 1, 20 p. incl. illus, pl. front, 9 pl. (incl. facsims.) 24. 


1 Paintings—Conservation 
Gnas and restoration 2 Engravings—Conserva- 


restoration 3. Books—Conservation and restoration 


13-8235 
(2041, 
Library of Congress N&S6O.RS 


Ris-Paquot, Oscar Edmond, 1835. 

Histoire générale de la faience ancienne frangaise et étran- 
gére considérée dans son histoire, sa nature, ses formes et sa 
décoration, 200 planches en couleur retouchées & la main, 1400 
marques et monogrammes, par Ris Paquot ... Amiens, L’au- 
tour; ete., ete., 1874 & 1876. 

4p.1, 2600p. ond atlas of 200 col. pl. 40) 231. 

Exemplaire no 196 


1, Pottery—tlist. 2. Pottery--Marks. 


12 14030 


Library of Congress NK4290.R5 


274i, 


Ris-Paquot, Oscar Edmond. 
Le livre du bourgeois campagnard, habitation, jar- 
dinage, culture basse-cour, ferme, animaux,—chasse, 
he, plaisirs divers, par Ris-Paquot ... 2. éd. Paris, 
. Laurens (18921) 


viii, 488 p. illus. 24°". (At head of title: Occupations, travaux, plai- 
sirs de la campagne) 


Pages 113, 116, 269, 341, 345, 349, 353, 357 not 


Pages 114-115, 118-119, 270-271, 342 7, 1, . 
wit ges ~My. 390-351, 354-355, 358- 


1. Agriculture. 2. Country life. 3. Farm life. 4. Sports. 


A 18-1674 


Title from Harvard Univ Printed by L. C 


Ris-Paquot, Oscar Edmond. 

Manuel du collectionneur de faiences anciennes; ou- 
vrage initiant les amateurs et les oo < du monde a Ia 
connaissance rapide des faiences ancie! 
étrangéres, par Ris-Paquot .. mretouchéa & I ale -_ = 
de quatre-vingt-dix dessins et mo’ 


le texte. Amiens, L'auteur; Paris, mon, “tat 78 
2p 1, M3 p,21 ius, Bool pl mm. 
= coll . Tithe: 
od ae ang ob Serf o a ant lecting 1 
12-7107 
Library of Congress (35n1, NK4290 RO 
Risak, Erwin. 
Der klinische blick, von d’ Erwin Risak ... Wien, J. 
Springer, 1937. 
vil, (y, 158, yp. 2. 
1. Diagnosis. 1. Title. e 
Library of Congress RCTL.RSS 
Copyright A—Foreign 85706 
a 616.075 




















Risak, Erwin. 

Der klinische blick, von dr. Erwin Risak... 2. neubearb. und 
verm. aufl. Wien, J. Springer, 1938. 

vil, (2). 11, 226, 2p. 21g". 

1. Diagnosis. 1. Title. 

Library of Congress RCTLRSS 1988 
Copyright A--Foreign 40100 

2) 616.078 


Risak, Erwin. 

Der klinische blick, von prof. dr. Erwin Risak ... 3., neu- 
bearb. und verm. aufl. Wien, J. Springer, 1940. 

xp,11,20p, 2. 


1. Diagnosis. L Tithe. 


41-812 
Library of Congress RCTLESS 1940 
Copyright A—Foreign 18 
2) 6075 


Risaku Ishizu 
see 


Ishizu, Risaku. 


Risal, P, 
wit . La ville convoitée, Salonique. Paris, Perrin et c*, 


xvi, MB p. 1™. 
On cover : 6. édition. 


1. Saloniki— Hist. 

Library of Congress DR701.S3RS 1918 — 
2 

Riebec, Jean. 

. Contribution @ l'étude des nudibranches néo-calédoniens, 
par Jean Risbec .. Paris, Société d’éditions géographiques, 
maritimes et coloniales, 1928. 

cover-title, 2 p. L., 828 p. wy fom a By 2”. (Faune 
eS ee la direction de o~ tm 

Consecutive numbering 7. 

“Index bibliographique =": p. ($2822 


1, Nudibranchiata. 
Agr 2-517 


Library, U. 8. Dept. of Agriculture 4117276 ¢.2,fase.1 


Risbec, Jean. 
tiie t to 


Etude 
prin de Nowa ave derption Ge sig epee Bw 
ve'les, par Jean Risbec 


di» Agshives Go Sugtam enttenel d'histoire naturelle. 1928. 
334. 6 série, tome 3, p. 87,-48. illus.) ane 





1. Gasteropods. 2. Mollaske—New Caledonia. 1 Title. 
(8301, A31-813 

Title from Jobo Crerar Libr. 

Library of Congress (QHB.P2 Geer.t 8) 


CATALOG OF PRINTED CARDS 


- Etude d'un mollusque nacrier. Le troque (7rochus nilo- 
tious L.), par J. Bisbec ... Paris, Sociéts d’éditi ghogre- 
phiques, maritimes. et coloniales, 1980. 

cover-title, :149;-189 p, 1 1. re . (Faune des colonies tran 
galses, pub. sous is Gievctlon 60 AG tome rv, fasc. 2) 
1. (Trechus ailoticus, 
Agr 81-413 
Library, U. 8. Dept. of Agriculture 4117376 ¢ 4, fase. 3 


Risbec, Jean. 

Observations sur les parasites des plantes cultivées aux 
Nouvelles-Hébrides, par J. Risbec ... Ouvrage — avec 
le concours du gouvernement des Nouvallee-Hébrides Pa 
ris, Société d’éditions géographiq I 
1987 


2p.1, 214 p. MMlus., 2 fold. col. pl, port. 257°. (Paune des colonies 
franceises (pub sous la direction de A. Gruvel. tome vi, fase. 1;) 





1. Insects — Injurious and veneficial. (1. Batomology, Economic — 





New Hebrides, 
vs ot agr. Library AmB RAD er 
‘for Llbrary of Oongreas tqrae 
a 
Risbee, Jean. 
sur les prosobranches de Nouvelle- 
cai gar an — 


Zeologic. Paria, 1987. 25°. 
10. be nt 38 p.therdai incl Iles Tv pL 


Jobn Orerar 
for Library of 


Risbeck, Johann Kaspar 
see 


Riesbeck, Johann Kaspar, 1754-1786. 


—— 
.. Ein beitrag sur frage des baves der lyssa bei 
. Zirich, Diss.-druckerei Gebr. tomenn be, 1918. 
6p. tos. 2. 


eo. - 


1. Tongue. 


Library, U. 8. Dept. of Agriculture ¢4R6 


Risberg, Bernhard, 1862- 

Tyska férebilder till dikter af Atterbom ; litteraturhistorisk 
studie ... af Bernhard Risberg ... Upsala, Akademiske bok- 
tryckeriet, 1892. 

4p lop mye. 

AkaGemisk afhandling— Uppsala. 


. te, Se ee ee ee, 2 Literature, Com- 
parative—German and Bwediah 3. Comparative Swediah 
and German. 
(Pull nome: Johan Bernbard Risberg, 
‘83 88546 


Library of Congress PTOTE2ASZ6 1888 28.7165 
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Risberg, Bernhard, 1862- 


Library of Congress 


Risbrouck, Guillaume de 
see 


Ruysbroek, Willem van. 


Risbrucke, Guillaume de 
see 


Ruysbroek, Willem van. 


Risch, Adolf. 

Festschrift zur jahrhundert-feier der Pri 
Bibelanstalt. Erster teil: a ae Sa +~ 
volksbuch ward. Zweiter teil: wiirtt. Bi- 
belanstalt eg = Von Dfarer A a Stutt- 
gart, Privileg. wiirtt. Bibelanstalt, 191 

112 p. incl. front, illus, ports, facsims. 25°. 


13-1922 
Library of Congress 


Risch, Adelf, 1860- 
Lathers Bibelverdeutechung. Von d. Adolf Risch. Leip- 


" M. Heinsius , Ege & 
rey —lggpemlgapa 


Spnie@ ‘Schriften des Vereins fr re 
wn janeg a0 (eee > 


1 Bible German Versions Lather. 


40 88-8001 
‘Title from Unton Theol. fom. 
Library of Congress (BRS0O.VS no. 185) 
a 
Risch, Cari. 

Zar geechichte der Juristen-facultét an der Universitit 
Wiirzburg ... Wiirsburg, Drock von F. E. Thein ;1873, 
8p u- 

Rede rur feier des stiftungstages—Univ. Waérrburg 
1. Wérsburg. Universitit. 
7M 


Library of Congress LCUs.WeERs 








Risch, Curt 
see 


Risch, Kurt, 1879- 


Risch, Ernst. 

Wortbildung der homerischen sprache, von Ernst Risch. 
Berlin und Leipzig, W. de Gruyter & co., 1937. 

xvi, 330 p. 23". (Added - gh tur 
— kulturwissenschaft ... 9) 





‘Die voritegende a! standtong tet fang 1985 der Palowphieben 
farultht 1 det Universitat ZOrich ale dissertationsschrift eingereicht 


der bei a 





«tiv)-xv. 
1. Homerus—Language. 2. Greek language—Word formation. 
1 Title. 


‘Library of Congress Pa4186 RS 


3) 883.1 


Risch, L. 
Grignon (le chateau & I’école) Paris, Aux éditions de 
Ls tonne ide 11808, ’ 


901, (1; p. lus, plates, plans, diagrs. 29”. 


Cover-title used. 
At head of title: Risch, Brétigni#re, Guicherd & Jouvet. 


Frnace tor 2 Taz. Sz 


Agr 20-123 
Library, U. 8. Dept. of Agriculture 1053087G 
a 
Risch, Lotte. 
Beitrige zw i unde des Oberel- 





cain, ven hae Math. Tee cad Lopaig, W. Gronau, 1932. 


iz, (ly, 74 p. fold. map. 26°. (Helf-title: Berliner beitrige sur ro- 
mapnischen philologie ... bd. 1, bft. 8) 


“Verzeichnis der benutsten literatur”: p. ,vil-tx. 


1, Names, Geographical—Alsace. 2 French language—Etymology— 
Names. 8. German language—Etymology—Names. 
33-4311 
PCIS.B4T bd. 2,bft.8 
a (47082) (9204) 442 


Library of Congress 


Risch, Theodor. 

Bericht tiber markthallen in Deutschland, Belgien, 
Frankreich, England und Italien. Im auftrage des ma- 
gistrats der — und residenzstadt Berlin erstattet 
von Theodor Ri: Berlin, Im selbstverlage des Ma- 
gistrats, in A. Lm von W. Peiser, 1867. 


iv, 904 p. incl. tables. fold. plan. 20)". 


1. Markets. 1. Berlin. Magistrat. 
17-1267 
Library of Congress HFS474.A2R4 
Risohbieter, Wilhelm —_ 1834- 
Drei theoretische abhandlungen uber modylation, 
—/ — und eo von Wilhelm Risch- 
Dresden, F. 1879. 
— a=. 


Subject entries: 1. Harmony. 2 Modulation. 3. Organ-point. 
+ 


‘Library of Congres, no. MTS0. Rie. 





LIBRARY OF CONGRESS 


Rischbieter, Wilhelm Albert, 1834- 


Die verdeckten quinten. Eine theoretische a 
von Wilhelm Rischbieter son Hildburghausen, F. a 
adow & sohn, 1882 


2p.1,4@p 19”. 
p. 32-48, advertising matter. 


1, Harmony. 


Library of Congress MTSO.RS8 


Rischbieth, Heinrich Friedrich 
Christian Paul 
see 


Rischbieth, Paul. 


versuche; fbungen fiir den ge- 
| Iehranstalten, von 

emit a Speen ae 

burg, Boysen & Maasch, 1928 

vill, 156 p. fllus., diagrs. a 


1, Chemistry—laboratory manuals. 1 Title. 
(Fall nome: Heinrich Friedrich Christian Paul Rischbieth, 


28 28068 
Library of Congress QD45.R6 
Copyright A—Foreign 39782 
2 


Rische, August, b. 1419, comp. 


Das geistlich Tkelied } istlicher lieder 
fiir aussergottesdienstliche kreise in i 





wd ee almi d. Pascual Cer- 
Apuntes del excmo. sr. jirante 

ons Tague . Toledo, 8. Rodriguez impresor, 1920 ,i. ¢. 

1921, 


6 p. 1, (11)-454, 70, @) p, 11. imel. front. (port.) ilus., map, facsim. 
24". 


Lettered on cover: Alberto Risco, s. 3. Bilografia del exmo. sr. 4. 
y Topete ... 
Date of colophon : 1921. 


1. Cervera y Topete, Pascual, 1888-1909. 1. Title. 


Library of Congress DP81.7.R5 923 546 


Risco, Alberto, 1873- 


--- La epopeya del Alcdzar de Toledo; relacién histérica de 
los sucesos desde los comienzos del asedio hasta su liberacién, 
_ & 28 septiembre de 1936. Burgos, Imprenta Aldecoa, 


238, \2; p. plates (part fold.) ports., plan, facsims. 264™. 


£Se-me —Civil war, 1996-1939. 2 Toledo, Spain. Alcazar. 
L 


38-31768 


Library of Congress DP269.R55 


3 46.08 


Risco, Alberto, 1873-1937. 

. La epopeya del Alcézar de Toledo; relacién histérica de 
los sucesos desde los comienzos del asedio hasta su liberacién, 
21 julio a 28 septiembre de 1936. 2. ed. Burgos, Editorial 
espafiola, 1937. 


238, (2) p. plates (part fold.) ports, plan, facsims. 26). 
First published 1987. 


£oe-a-os war, 1986-1989. 2 Toledo, Spain. Alcazar. 
t 


41-20121 
Library of Congress DP200.RSS 1967a 


Le coomaiva del eats | Cervera (narracién do- 





satze, zugleich als begleiterin der ‘‘Kleinen missions- 
harfe”, von A. Rische ... 5., verm. und verb. aufl. Biele- 
feld und Leipzig, Velhagen & Klasing, 1870. 


2pL,76p 1x22". 


1. Hymns, German. 2. Folk-songs, German. 1. Title. 
(Full name; Dietrich August Rische; 
22-7981 


Library of Congress MI7M. RE 


Rische, Berno, 1897- 
Stand 





ipl-i 
Berlin, Maschinenbau-verlag m. b. b. ‘1981, 

176, (2; p incl. tables. 21°. 

Tasved also as the author's Mop 


1980. 
3 inserted preceding p. 5. 
“Lnmeter and matetaadeties pte ° 


1. China—Indus. 2. Machinery—Trade and manofecture—China. 
L Tithe. 





Library of Congress HC427.RS 1931 


2 388 0061 


Riscle, Franco. 

Comptes consulaires de la Re de Riscle de 1441 a 

1507 (texte gomcen} 7. pour la Société historique de 
Gascogne, par Paul Parfouru ... et J. de Carsalade Du 
Pont ... Paris, H. Champion i ies ete 1886-92. 

2 v. front. (v. 2 illus, double . (Added top: Ar- 
chives hist . 12-13) 

Facsimiles of water-marks used in the original documents, in v. 2. 

Cowrents.—t. 1. 1441-1484.—t. 2, 1485-1507. 

1. Prices — Hist. 2. Prices — Riscle, France. — Hist. — 
Sources, 4. Water-marks. 1. Parfouru, rea} : ' Alfred Pas Paul, 1846- 
ed. m. Catualade Du Pont, Jules de, 1847- 


7—30051 
DOGILG24AS ser. 1, vol. 12-13 


18201) 


Library of Congress 
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tada del combate naval de Santiago de Cuba) 2. 
ed. (aum.) Madrid ;Jiménez y Molina, impresores) 1920. 
486 (i. ¢. 286) p., 11. illus, ports, 20%, 
“Bibliografia” : p. (273)-1286) 


Risco, Alberto, 1873- 

La escuadra del almi Cervera ién del combate 
paral de Santagy de Cuba por Alberto His, «3 3. ed. 
Madrid, Editorial “Razén y fe 

198 p21. 189". 

“Bibliografia” : p. \183,-198. 





be ap tf Se 2 Spalo—Navy— 
Hist War of 1808 a 1808. 4. Cervera y Topete, 
Pascual, 1899-1900. 1, Title. : 


31-1189 
Library of Congress E727 R5OS 
2 973.806 


Risco, Alberto, 1873- 
Si @ 9 Bee oe ae P. Alberte Risso, 
a7... Cod Madrid, Editorial “Raz6n y fe” ,19281, 
2p 1, op. a 

RO. @ 2a 
eS 


“Segunda parte: Literatura extranjera”: p. (211;-821. 
Advertising matter: p. 883;-836. 


1 Spanish literature—Hist. & crit. 2. Literature—Hist. & crit. 
Te 


Library of Congress PQ0ST. RS 1928 











CATALOG OF PRINTED CARDS Risdon 


(Riseo, Alberto, 1878- Risco, Vicente, 1884- Riesdal, Johan Conrad Hemsen 
Juan de le tierra, don Juan de Austria, hijo de Felipe rv Murguia, por Vicente Risco. (Santiago, 1983, 

(narracion histérica) 8. ed. Madrid, Editorial “Razén y fe” 9p. 1, x--zivip. port 24. eee 

(19301, 
230 p11. 19, Risdal, Conrad, 1862- 
On cover: Alberto Risco, s. 2. 


1. *Murguia, Manvel, 1688-1928. 
1, Juan de Aus.cia, 1629-1679. 1. Title. pe — 
Library of Congress DH108.R5 1980 aces antes 
a (023.546) 923.906 Library of Congress DP202.MSSRS om8 

Risco, Alberto, 1873- Risco, Vicente, 1884— ee eaten int { 
Mil hombres ( biogréficos del excelentisimo sefior .. O poreo de pé (novels) A Crufia, “Nés”, 1928. Modern administration and probate practice & law : 
general de brigada d. Francisco de Paula Romero y Palo- 200 p, 11 —_ engaged in winding-up estates, drafting wills; and hand! 
tneque) por Alberto Risco, s,s. 80d. Madrid, “Rasbn y fe” tran anid investment ater By AsV Risdon. 
1192-1, by Percival Hancock ... London, Sir I. Pitman & sons, Itd., { 
513 p, 11. 189. 1937. 


| SY ey = ee 4 Forms (Law)—Gt Brit. L 
. S val. 
1, Romero y Palomeque, Francisco de Paula, 1811-1879. 1 Title . Tithe ren ion un. H 
s2-17712 30-4100 88-18400 Revised i 
Library of Congress DP202.R6ORS 1920 ‘O23 546 Library of Congress PQ0460.BSPS Library of Congress (r39f2, 
R b é 1864~ Risdon, A v. 
isco, Juan Luis Lopez marqués del amy oe tao do Gcetas e e The practice and law relating to sales and mortgages of re- | 
see las Casas. Madrid ,etc., Compafifa ibero-americana de publi- versions and other interests wills, settlements, etc., and i 
ae ag ina Silareell, Wa rad = ia ¥ | 
Lopez, Juan Luis, marqués del Risco, 2p. L. 18-247 p. 11 189. (Biblioteca de estadion gaileges ... me | 
ad. 1703, vol. vz) ly, 867 p. 254". 


% Saee (havt-oe Be. 2 Insurance, Life—Gt Brit. 8 Mort- 
it. 


1. Galicia, Spain—Pol. & govt. 1 Title. 1. Title. om. Title: Reversion conveyancing practice 





and law. 
Library of Congress DP802.019R5 s0-11088 ) 
a ona Library of Congress cd 
Risco, Juan Luis Lépex y Martines, marquée del Risco, Vicente, 1884- Risdon, P a. 
inei vi isco. A The romance of our wonderful world ; the simply told 
a pe eo Can oe icente Risco. Barcelona, ot the -s en : wv din 
wi ve s 
Lépes y Martinez, Juan Luis, margués del Risco, d. 1782, 24 plan. plates, mape (part double) (vert outie) 314. int th fet wv of tay. by FJ Rndn i 
. illustrations. Philadelphia, J. B. Lippincott company, 1926. 
Contains bibliographies. 281, :1; p. front. plates (1 double) diagrs. 20™. 
Lrsaary or Concunes Raraxance 
1. Orense, Spain. 2. Orense, Spain—Biog. 
Congr secondary cutee which Se Set copent as Lecdigs fa tepvediont setae. (Pull meme: Vicente Risco Agtero, Lom +o 
KX 41-6888 Bi1-20048 ‘27-8082 Revised 
Library of Congress DP17.G4G2 Library of Congress QES01. RS 
a a (meei) m4e1 
Risco, Manuel, 1735-1801. Risco Agtiero, Vicente one? J. on at 
La i el i .. Television really 3 television 
My i bly ly - 4 oe by P. J. Risdon ... Looks, W foulsham & co., Itd. ,1985, 
+ Historia def oflebre castellano Ro- Risco, Vicente, 1884- 04D. Ulun,, plates, diagrs. 149°. (Foulsham's wireless guides. (6) 
drigo Pernod vetgnement Campeador. Por 
el P. Mro. Fr. Manuel -» Madrid, En la oficina de 
B. Romén, 1792. 
2p. 1, xx, 310, lxvip. 225™, lee 
1. El Cid Campesdor. 2. Castile, 1. Title. oe 7-300 
ont, 20-21056 30-4170 Library of Congress ‘TKees0.Rs 
Library of Congress POSI7ERS 1792 Library of Congress * aed 
| 
| EIR. P Oe Dr. enrique Vieots, vindicate dt vindiender Riedal, C. The ae comes of the county of 
de la Cantabria, Don Hipolyto de Onacte y Gallaistegui. Por =~ a Cha aaa a es Deven, with Yas ay and couy of Raster, Containing mater 
el P. M. Fr. Manuel Risco ... Madrid, Impr. de Don P. Marin, 1 p 2. of history, antiquity, chronology, the nature of the country, 
1779. A bovel. Ganon out chmiecten Otioaed t with sundry other 
4,17 p 2. oa observation. Collected by the travail of Tris- 
‘Tithe vignette. tam .- London, Printed for E. Curll, 1714. 
| 1p. L, atv, 148, 118-188 pL ph oo 
Dv sTo.DeRs 
Flores. af Onneta y Gallaistegul, ‘Continued card 
tu dah, Gasttbria. "4, Viowaga, puis, 6 Ouipaaen. °@ Alera, & Title. o-1008 : Ben ; om, 
Spain. Library of Congress 1908 
A 80-1200 
Title from Peabody Inst., Raltimore. Printed by L. C. 


PT#OFO ROOMS 
Copyright A—Foreign Tree 
rh) 
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Risdon, Tristram, 15801-1640. 

The chorographical | wn gy She or survey of the county of 
Devon. op Seen See Printed from « genuine copy 
of the original iderable additions. Lon- 
don, Printed for Rees and ereie Plymouth, 1811. 

avi, Exxvi p, 11, 482, 22, (16), 483,-442 p11. 2". 

“Remarks on the present state of the county of Devos’ signed “J.T.” 





* « John Taylor, es. 

1. Devon, Eng. 

3-929 
Library of Congress DAGTO.DGRS2 
SP. 
Riedon, Tristram, 1580?-1640. 

A review of part of Risdon’s Survey of Devon; con- 
taining the general description of that coun 
rections, annotations, and additions. By dhe kas Witinws 
Chapels .. Exstar, Prianed and cold by R. Thorn, 1785. 


1p Wo 1 (4 18) p 1. 
Ie trom Te 00 fe 0 





orem 
‘Lawwery of Cangress, no. D670. D5 R48. 
Risdon iren and locomotive works. 
adapted Pe. it nemaghthdea 
to ores. 
Francisco, iron works, 
¥. tus 26". 
1. Stone and ore breakers. 2 Mining machinery—Catalogs. 
619282 
Library of Congress ‘TNS10.R6 
r41b1, 


Rise, George D. 
Note-maturity and date-differential tables. By Geo. D. 
Rise ... (Levanon, Pa., Press of the Report publishing 


¢0., “1891, 
Mp 2. 
5-209 y be tables, » 
wots states pt ay eee a a - 
Banks banking—T. 
reaine procaet sri ns 
— — Copy2 
(Rise, Mre. M Ez ’ 
49 to 04. Respectfully 


. Tithe. 

2808 
Library of Congress PSrT14. RS 
Copyright 1884: 30871 se 





Pe emp 
Devon ... 1714 


LIBRARY OF CONGRESS 


The rise and progress of the game of billiards ... With rules 
of the game. Hints on the care of billiard tables, &c. New 
York, Phelan & Collender, 1960. 


41 Dp. Mos, diagrs. 179". 


ca G—1879 Unrev'd 
Library of Congress (3501, 


The rise and the fall; or, The o moral evil. In 
three parts... New Y. Yack, Herd all Houghton, 1008. 


ix, 311 p. 199. 


Cowrants.—1 The suggestions of reason—a. The disclosures of revela- 
tion I. The confirmation of theology. - 


1. Good and evil, =. Title. 


226486 


(37b1, 
Library of Congress BJ1406.R5S 


oon Tise and work of 0 magneton The history of the 
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The Century co., 1881, : = 
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1. The Century illustrated monthly magazine. 2 Scribner's monthly 


11-2829 
Library of Congress PN4900 S4R6 
Ride hvézd; tasopis astronomie a ch 
véd ... Vydévé s podporou Ministerstva ikolstv! « nérodat 
osvéty ické v Praze. 
V Praze, 19 
por ’. ius, plates, ports. 24". monthly (except July and 


“Nakiadem Ceaké 


spoletnost! astronomické vy Praze. Tiskem Jednoty 
Seskoslovenskfch matematik@ a fysik® v a 
Editor: Otto Seydi. 


1. Astronomy—Pertod. 1. Beydl, Otto, ed. a. Czechoslovak Re 
public. Ministerstvo Bkolstvi a ndrodni osvéty. ui. Ceské spoleCnost 


ca 80-74 Unrev'd 
Library of Congress QB1.R4«S 
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The rise in life series 


Alger, Horatio, jr. 1832-1899. 


jibe ite of new democracy Hans Glouck vs. Wil- 
Austerlitz or Waterloo! 
Buffale “The at R. 1896. 


Sp.1,%p 17. 


1. U. S—Pol & mia. 2 1396 — 
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The rise, progress, and present state of the dispute 
between the . — of América and the administration. 





7 & London, Printed and sold by 
Bailey (1776, 

S6p. fromt. 19™. 

Ascribed by Sabin (Bibl. amer.) and Cushing (Init. and pseud.) to Wil- 
Sam Facey eae & Cutecd, on whom, however, the bishopric was not 

1. U.S.—Pol. & govt. of —. n,——, 
bishop of. 111. ath. trsi-18isb of Oxford, supposed author. 
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Library of Congress E21 RS 
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Risen, seein tanto, 00- 

Legal aspects of mpuritin of races ne the ‘one schools 
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oe university, 1985. 
Bibliography: (136;-138. 


pees | law and bene — U. 8. 
t tun aan feast Sapesoion of races io the public schools. 
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Library of Congress LC230L.R5 1985 
— —— Copy 2 (3643, 871.9740073 
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au aystime veatriculo-méningé. Paria; Mason ato, 1900." 
250 p,11. Mus, diagrs. 296 
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Contains bibliographies. 


1, Cerebrospinal fiuid. 1. Title. 
(Pull name: Marcel Marie Joseph Riser, 
Library of Congress RC386.R5 os 
Copyright A—Foreign «as 
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Rishanger, William, 12501-13121 

The chronicle of William de Rishanger, of the barons’ war, 
The miracles of Simon de Montfort. Edited from manuscripts 
in the Cottonian library, by James Orchard Halliwell ... 
London, Printed for the Camden society, by J. B. Nichols and 


son, 1840. 





xd, :%, 162 p. front. (facsim.) 22)217°. (Camden society. Publi- 
cations, no. Xv, 

1. Gt. Brit.—History—Henry mt, 1216-1272. 2. Barons’ war, 1283- 
1287. 3. Montfort, Simon of, ear! of Leicester, 12087-1205. 1. Halliwell- 


Philippa, James Orchard, 1820-1889, ed. 1. Title: Miracies of Sion de 
Montfort. 


Al?t—1197 
Chicago, Univ. Library DA20.R91_ rol. 15 
for Library of Congress ([DA20.CIT vol. 15) 
40m, 
Rishanger, William, 12501-13121 
. Willelmi Rishanger, monachi S. Albani, et 
anon) et 


4, xili p, 2 1, 571, front. . 
Pa LL m2 (fold. facsim.) 25)". (Chronica 
(Continued on next card) 
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ward 1, 1272- 3. St. Albans ' 
sion ea. abbey. Riley, Henry Thomas, 
A221 
Chicago. Univ. Library DABS vol a 
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Rishavi, Liudvig Albertovich. 
Einige versuche tiber die athmung der pflanzen. illus. 


Landw. vers. stat. bd. 19, p. 891-840. Berlin, 1876. 


1. Plant respiration. nati 
Library, U. 8. Dept. of 
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Rishbeth, Mrs. 0. H. T. 
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Haddon, Kathleen. 


Rishel, Charles Deibert, 1848- 


Esther, the royal teacher; a story of a devout, consist- 
ent and consecrated teacher ane, of the New 
Testament as believed, taught and p: by 
Church of God of North America, by C. D. Rishel . 
Mount Joy, Pa., The author, 1914. 


vii, 117 p. 19%). $0.35 


1. Title. 


Library of Congress 
Copyright A 369579 


Rishell, Charles Wesley, 1850-1908. 
The child as God's child, by Rev. Charles W. Rishell... New 
York, Eaton & Mains; Cincinnati, Jennings & Graham 1904, 
ip. 2 
“This book is « plea for the religious rights of the child.” 


1. Church work with children. 1. Title. 
‘5 -2748 Revised 
Library of Congress BVGS0.C4R5 
(r42g2, 


Rishell, Charles Wesley, 1850-1908. 

The foundations of the Christian faith. By Charles W. 
Rishell ... New York, Eaton & Mains; Cincinnafi, Curts & 
Jennings 1899, 


xxvill, 5" — (Adéed t-p.; Library of Biblical and theological 
Uterature. ¥. 


“Index of references”: p. 613-616. 


1. Apologetics—19th cent. 2 Philosophy and religion. 3. Religion and 


scrence 1800-1800. 4. Christian ethics. 1. Title. 
9 4981 
Library of Congress BT1101.R5 
Copyright 1890: 57704 13841, 


Rishell, Dyson, 1858- 

Elfrida. A drama. By Dyson Rishell. Philadelphia, 
J.B. Lippincott & co. 1883. 

ap 1. 

In verse. 


1, Edgar, king of England, 044-075—Drema. 1 Title. 


Library of Congress 
Copyright 1882: 20674 


PS2714.R6 
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Rishell, James Dyson 
see 
Rishell, Dyson, 1858- 


Rishell, Stella V. 


See South America, by Stella V. Rishell. ,New York, 
Savoy book publishers, inc. ,°1939, 


1600p. plates 20". 
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1 South America—Descr. & trav. 1. Tithe 


: 


i 
i 
: 
: 
F 


Rishindra-Natha Sarkar 
see 


Sarkar, Rishindra Nath, 1662- 


Rishtonus, Edvardus 
see 


Rishton, Edward, 1550-1565. 


Rishworth, Edward. 
Letter from Edward Rishworth to Gov. Endicott, 1656. 


(Jn Collections of the Maine historical society. Portland, 1831. 2247. 
ap teving ¥. pate 





Collections of the historical society. (24 e4., Dortland, 1965. 
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1. Maine—Hist —1652-1691. 
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Rial, Adelrich. 
. Das kantonale und eidgendesische grundbuch in Nid- 
walden, von dr. Adelrich Risi ... Bern, Stimpfli & cie., 1982, 


Library of Congress a 


Risible, Ralpho, peeud. 

The Pickeroniad: or, Exploite of faction; celebrated in 
mk. al, and quizzic-al 
with explanatory notes. By Ralpho 

honours, 





junto, &. A ee eas ean) Newbury- 
Port Dees ty ©. Hi. Wright. 1811. 


1 satire on Timothy Pickering. 
en : 2 leaves (t.-p. and dedication) wanting ; supplied in photo- 
1. Pickering, Timothy, 1745-1820—Poetry. 2. U. 8—Pol. & govt— 
1801-181%—Poetry. 1 Title. 
Library of Congress PS2714. NSPS 
1r84b2) 
Risien, Edmund BE 1853- 


Pecan culture for western Texas, by E. E. Risien. 
San Saba, Tex., The author, 1904. 


2p.1, 5S p. incl cx pl front 19)". 
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Library of Congress SB401 RSS 


Rising, B. D., paper company, Housatonic, Mass. 

Glimpses of a modern paper mill. Pitts 
ficid, Mase, Bagle printing and c0., 1916, | 
cover-title, 2h p. illus 2”. 


129) 

“Presented at the sixteenth meeuug w the Amer 
ican management held at ... (New York, June 2, 8, 1987."— 
> Oreceasion”: p. 12-28 
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— —— Copy2 
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(Rising, Heary B 
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19 L illus, 4 pl, port. 19164". 

A ctreslar for “The Dr. Rising physical culture institute”. 





1. Physical education and training. 1 Title 
1—21780 
Library of Congress GV3T1_Be2 
e815, 
Rising, Lawrence. 
.. False youth. .ew York, H. Liveright, 1929. 
34 p. 10)". 
1 Tithe. 
28 2432 
Library of Congress PZ3.R6OFal 
—— —— Copy 2. 
Copyright A 17302 3) 
Rising, Lawrence. 
Overtaken, by Lawrence Rising ... New York, Cosmopoli- 
tan book corporation, 1927. 
Sp. 353 p. 199". 
1. Title. 
27-11033 
Library of Congress PZ3.R«AMOV 
—— —— Copy 2. 
Copyright A 990076 3) 
Rising, Lawrence. 
Proud flesh, by Lawrence Rising ... New York, Boni 
and Liveright “1924, 
u7p 9. 
1. Title. 
24-1S291 
Library of Congress PZ3.R«MPr 
_ Copy 2. 
Copyright A 800075 3 
Rising, Lawrence. 


She who was Helena Cass, by Lawrence Rising. New 
York, George H. Doran company (1920, 


3p. Im 

1, Title. 

Library of Congress PZ3.R44Sh — 
— —— Copy 2. 
Copyright A 576750 5; 
Rising, Mary Meda. 


... 1. The preparation of phenylethylbarbituric acid. 
u. The preparation of para-ureido-phenylacetylurea, and 
related compounds. m. An attempt to filter the enzymes 
of milk .. .. by a M. Rising... Chicago, 1920. 


the American chemical society, v. 40, 
ite; pty tm im v. 42, 128 (1920); 
and Mary Rising. 
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Rising, Oscar E. 
A New Hampshire lawyer in General Washington's army; 
& biographical sketch of the Hon. John Sullivan, ut. p., major 
general in the Continental army, and an account of the expe- 
dition under his command against the Six Indian nations in 
ing. ist ed. Geneva, N. Y., Press of 


officers of A my division, 1779": p. 24-40. 
Lieutenant-Colopel Adam Hubley's journal of Sullivan's expedition, 


July 30-Oct: 5 4-06 
General Sullivan's report = the sageeaion, Sept. 30, 1770: p. 96-110 
1, Sullivan, John, 2 Sullivan's a , compete, 1778. 
1. Hubley, Adam, ea. 174-1788. 
15 eae 
Library of Congress E27 s9R50 
(28b1, 


Rising, Thomas Craske, 1906— 

Ee Game fps anes. Rising. London, J. Cape 
t ’ 

2p.1, 7-247 p. front. illus. (maps) plates. 20)”. 


‘First published 1088." 
By Thomas and “Tean” (4 ¢. Mrs. Ethel J.) Rising. 


1. Canoes and 2. Danube river—Deecr. & trav. 3. Ew 
Denct & trav 1010- So oo oe 1. Rising, 
Ethel Julia (Rodway-Barnes) 1910- joint author. m1. Title. 

39-10401 
Library of Congress DB440.R5 
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Rising Sun, M4. Friends normal 
institute 


Friends normal institute, Rising Sun, Md. 


Risk, Julian Clay. 

. Sales of personal property, rights and remedies, with out- 
line of aaty, lesson talks, and daily recitations, by Julian 
Clay Risk ... Chicago, La Salle extension university, 1930. 

Sip 2". 


At head of title: American law and procedure; a complete course of 
any Se heenes ee w based on special textbooks, illustrative cases, 
and legal 


“Lectare 18.” 
Sales. 2. Personal property. f._Donctin haw? tL Le Salle 
exicaston waiversety, Chlsnae, &. Tile: Amariean ta \w and procedure. 
30-16686 
Library of Congress 
—— —— Copy 2. 
Copyright A 24590 3) 


Risk, Robert Blair, 1848- 

Observed and noted. By Robert B. Risk ... Lancaster, 
Pa., The Examiner printing house, 1893. 

Sp. 2. 

“Originally appeared in the daily and weekly Examiner.”"—Pref. 


1. Title. 

29-17501 
Library of Congress 
Copyright 1888: 14441 


Risk, Robert Knox. wy 
America at college as seen LF ewer ee Robert 
K. Risk, =. a with « preface Alister ... Glas- 
gow, J. Smith & son, ltd. ; ete., etc.) 1908. 

xiv, 214p. 19". 

“These papers ... were published in the Glasgow Herald."—Pref. 
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- E0128 Revised 
U. 8. Of ofeduc. Library LAz26 
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Risk, Thomas Marion, 1885~ 

Principles and practices of teaching in secondary schools ;by, 
Thomas M. Risk ... New York, Cincinnati ,etc., American 
book company ,*1941, 


vill, 728. dlagre, 23". 
“Selected readings” at end of each chapter. 


1. Education—Experimental methods. 2. Education, Secondary. 
8. Educational) paychology. 1. Tithe. 


41—10867 
Library of Congress ‘LB1607. RS 
(4205; 3113 
Risk Allah, Habeeb. 
Fae Stee on Co aber of Tagnen, ty Miho Bit 
Allah ... London, J. Madden, 1 
1p. 1, ii, vi, 380 p. front. (port.) = 
1. Syria—Soc. life & cust. 2. Europe—Descr. & trav. 
S-3821¢ 


Library of Congress DS%4.R59 
Risker, Henriette, 1908- 
Morgengymnastik for kvinder ; illvstreret med fotogra’ 
optaget af forfatterinden. Kgbenhavn, Gyldendal, 1934. 
60, 4) p. illus, 249". 


fier 


1. Gymnastics. 2. Callisthenics. 1. Title. 
(Full name: Kirsten Martha Henriette Risker, 
35-3050 
Library of Congress GV430.R5 
Copyright A-—-Foreign (28808 
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Riskalleh Mezher 
see 


Mezher, Riskallah. 


Risler, Charles, 1848- 


La guerre en Alsace. Neuf-Brisach, souvenirs de siége 
et de ages, par Charles Risler .. . et, Gaston Laurent- 


Atthalin . Paris, Berger- Levrault & ce, 1873. 
vii, 129 p., 11. fold. map. 19°. 
1 a. Germany (Alenes)—Ghegn, 1870. t. Laorent-Atthalin, 
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Risler, Eugéne, 1828-1905. 


Contributions 4 |’étude du drainage, MM. E 
Hisler et G. Wery. ati ” 


Ann. Inst. nat. agron. ofr, 2, tome 4, p. 5-23. Paris, 1905. 
1. Drainage. 1. Wery, G., joint author. 

Agr 13-47 
Library, U. S. Dept. of Agriculture 

















Risler, Eugene, 1828-1905. 
Contributions a |'étude du » Guang et de l’irrigation. 
Par Eug. Risler et G. Wery. 


Ann. Inst. nat. agron sft. 2, tome 2, p. 5-18. Paria, 1903. 


4. Drainage. 2. Irrigation. 1. Wery, G., joint author. 
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Library, U. S. Dept. of ae 
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Risler, Eugene, 1828-1905. 

uelles limites l’analyse chimique des terres peut- 
Pam oe a tpg ed = = 
Par MM. E. Risler et E. Colomb-Pradel. 


Ann Inst. nat. agres. mo. 16, 1884-85, p. 295-337. Paria, 1987. 
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Hachette et 


vi, 184 p. illus, 159. 


1. Wheat. 
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Library, U. S. Dept. of 
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Library, U. S. Dept of 
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Irrigations et drainages; l'eau dans les éli i 
agricoles, par E. Risler ... et, G. Wery ... Introduction par 
le d’ P. Regnard .. Paris, J.-B. Baillidre et fils, 1904. 


att 516 p. Wins, diagrs 'S)*. (Encyclopédie agricole, pub. ... 
la direction de G. Wery) 
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Risler, Zugéne, 1828-145. 


.. Irrigations et Salen r E. po. re Wery 
"Introduction par le D’ B Regnard éd. rev. et 


-— Avec 181 figures. Pere’) s. “Bailliare et fils, 


vii, ;l), 532 p. illus, diagrs. 18°. (Encyclopédie agricole) 


1, Irrigation. 2. Drainage 1 ‘Wer, Denegee, . 
' : Charles Eugéne Risler, 


16-14516 Revised 
Library of Congress TCB80S.RS6 
Risler, Eugene, 1828-1905. 
.. Irrigations et drainages, ar E. Risler ... G. Wery 


. Introduction par le egnard ... 3, éd., rev. et 
augm.... Paris, J.-B. Baillidre et fils, 1916. 
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Risler, os 1828-1905. 
Météo: a faites de 1867 & 
18764 Caléves, re oe Nye Nyon (Suisse) 


Ann. Inst. nat. agron m0. 6, 1882-83, p. 15-34. Paris, 1904. 


1. Meteorology. Switzerland Caléves. 


Library, U. 5. Dept. of 


ove du logement des travailleurs en France ... 
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Housing — France. 2 Labor and bneng Goette— Ducting, 
1 Sastee dtehwmations dosumneatatvon Paris. Title. 


‘38-20083 


Library of Congress HD7338.43R48 


2 3831 8320044 


Risler, Georges. 
.. Better housing for workers in France ... Paris, Centre 
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cover-title, $1, (1; p. tus. (incl. plans) 22°. 
Ror" N° 80. 
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Library of Congress HD7838. ASR483 
———- Copy 2. (8003, 331 BOE 
Risler, ——— 
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face i vi peed re Ribot . Parts, Plon-Nourrit et 
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1. Housing—France. 1. Ribot, Alexandre Félix Joseph, 1842- 
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Library, U. S. Dept. of Labor -— 
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Hérissey, 1915, 
2p. 1, p,1l 9. 
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La laboring ¢! Dwellings. laboring 
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Risley 
... Le travailleur agricole francais. Préface de J. ; 
Méline ... Paris, Payot, 1923. 
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. Agricultural laborers. 1. Agriculture— Labor) 2 Agriculture—France. 
2 1a ienenee t Ti 
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Agriculture 283R49 
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Risler, —_ 
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Préface de J. Mé- 





politique et 


1. Agricultural labo-ers—France. 2. Agriculture—Prance. 1. Title. 


L23-232 
Library, U. S. Dept. of Labor 
2 { 
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Risler, J. 
Comptes rendus des travaux scientifiques et pratiques 
des stations agronomiques pendant |’année 1884. 
Ann. ocl. agron. 1885, tome a, p. 528-372. Paris, 1886. 
1. Agricultural experiment stations 
Agr 4788 
Library, U. S. Dept. of Agriculture 
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Erzihlungen aus der alten und neuen geschichte der Brider- 
kirche. Der jugend in den briidergemeinen gewidmet. 
Gedruckt bey C. Schilling; zu finden in den brddergemeinen, 
und in Leipzig bey P. G. Kummer, 1808. 
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Library of Congress BXS560.R6 
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Riser, Wanda V. 
Accidental father, by Wanda V. Risler. New York, J. Swift, 
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Tite ‘ 
Litrary of Congress PRA Repeac 
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fotnt author. a Titie, 

‘771-20198 
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Litrary of Congress CSTLRS8S 1909 
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1 Tithe. 
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Library of Congress PSSSSS.1 ASAT 1982 
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Copyright A 49043 (SAR), 7 
Risley, Eleanor. 
Beal Fairhope folla, by Eleanor Risley Fairhope, Ala., 
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“First edition. Five hundred copies printed.” 
. Te, 
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Copyright A 1008472 a 
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Risley, Sir Herbert Hope, 1851-1911. 


five illustrations. 
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Risley, Sir Herbert Hope, 1851-1911. 
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The tribes and castes of Bengal. By H. H. Risley . 
Anthropometric data .. 
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2. tables. 254™ 
Tables only. 


1. Anthropometry—India. 2. Caste—India 1. Tithe. 
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Risley, Sir Herbert Hope, 1851-1911 
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The law of war. By John Shuckburgh Risley ..._ Lon- 
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1, War. 
10-18224¢ 
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Library of Congress JXA4SILRG 
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The life of a woman a novel, by R. V. Risley... Chi- 
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Library of Congrem, Bo. Copyright. 

Risley, Richard Voorhees, 1874-1904. 

Men's tragedies, by R. V. Risley. New York, The Macmillan 
company ; London, Macmillan & co., Itd., 1899. 
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A collection of nine fictional ease ys. 


Lébrary of Congress 
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Library of Congress PZ3ROMSS 
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Risley, Samuel, A. 
A history of Howell county, Missouri, from its first 
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July 4th, 1876. West Plains, Mo., Journal print. houre, 
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At head of title: gg on Oficina de mensura de tierraa, 


ee oR" ok SST SE * 


10-446 


Library of Congress GA@1 R6 
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Santos de Risoba, Bartolomé, bp., d. 1657. 
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"Risorgimento", associazione italiana 
ai zaee e di solidarietaé nazionale, 
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Quadra storici 
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lano”. The first 4 numbers of the “! on tely lasued 


“Yenlamino, 1857-1900, ed. 1. Ort 1861- 
Gabotto, Ferdinando, 1886- ty, Rossi . conte, 
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Library of Congress S71, 
Rispa Perpifid, Francisco. 
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see 


Francolm, Isaac Asher, 1786-1849. 


Risque 


Rispoli, Arturo, 1896- 

- Satttastend © Cetin eneatatasaien. += 
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Rispoli, Arturo, 1896- 
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assegnati esami di stato per procuratore legale ,1927- 

a 242-249. assegnati negli exami di stato per avvocato 
11927-1981," : p. 

1 Law—ltaly. © Soe Sate Seemiaatien, quatens, ot. 3. Aad 
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Risque, Ferdinand William, 1850- 

Loose leaf books and systems for general business by, 
F. % Risque. St. Louis, Mo., Press of R. P. Studley & 
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10-3154 
Library of Congress F1789.N3RS 
ta20c2) 
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At head of title: Francisco A. Risquer. 
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tiago de Chile, Zig-zag ,1 
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1. Tithe. wu. Tithe: Stablbad 
anno 17. 


31-25058 
Library of Congress PT2635.18207 1931 
Copyright A—Foreign 11130 
2 833.91 
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Franz Schubert und seine lieder. 
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Gesetzliche vorschriften iber den technischen arbeiter- 
schute in gewerbe rene ——— nach ae stande der tuted be 
schen g 936, mit erl 
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Accidente—Prevention. 2. Safety appliances. 8. Labor laws and 
oe ——. t Austria. Laws, statutes, ete. m. Title: Ar 
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Library of Congress 2 
Risselin, Raoul Charles Nodl. 
... L'anthropologie pénitenti en Belgique ... Lille, Imp. 
A. Durant, 1927. 
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‘Thése—Univ. de Lille. 
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Approximation to a given function by means of polynomials 
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D. 241-240. 24". 

Thesis (rx. ».)—U ‘aiversity of Minnesota, 


. 1928. 
Thesis t.-p. with “Vita” mounted on p. ;2; of cover. 
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Risser, Alvin K. 
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1. Dairying—Western states. 2. Dry farming. 
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Risser, Jacob Rutt, 1910- 

Neutron-induced radioactivity of long life in cobalt ... by 
Jacob R. Risser. Princeton, 1937. 
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—Princeton university, 
p A, p ie the Physical review, B. ta, bo. 8, Oct. 15, 1987. 
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—_ par R. Risser... Paris, Gauthier-Villars et c*, 1932. 
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Risser, René. 


Mécanisme historique, actuariel et financier de la loi 
des retraites ouvriéres et paysannes, par M. René Risser 
Paris, Editions des Juries-classeurs, 1911. 
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Risser, William Christian, 1915— 

Synthesis and metabolism of ketohydroxy acids, by William 
Christian Risser ... Urbana, Ill., 1940. 
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Bibliography : p. 4, 5. 
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Riesik, Hendrik. 

Mercury-arc current convertors; an introduction to the the- 
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Library, U. S. Bur. of Education LA2375.G3R5 
Biemmenn, Robert, 1851- 


des Deutsch bieerwsin, von Robert 
alae Leipzig, J. Klinkhardt, 1908. 
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und soziali in der piidagogischen ent- 
ickelung u ro a we Von R.R 
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on persénlichkeitsbildung. Leipzig, J. Klinkhardt, 

12 p. 2. 

1 tortion of aes i, Eh education—Ger- 
Rann Friedrich, 1796-1841, 4 i social capers of 44 Rete 
and society; 5. Personality. 
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veau sur la culture dans le midi de l'Europe et en Algérie par 
m. A. Du Breuil ... Ouvrage orné de 110 planches en couleur 
et de 30 figures dans le texte. Paris, H. Plon & c., 1872. 
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Rissom ... Berlin, F. Vahlen, 1996. 

Tp =. 


“Literatur”: p. 4-6. 


1. Self-defeuce (Law)—Germany. 2 Soran ene ead regula- 
tions—Germany. 3. Military law—Germuny. t. T! 


o1—s0eT2 
Library of Congress 2 
Risson, Paul, 1860- 
. Histoire générale de 987 & Lg pm par P. Risson ... et 
G. Mousset . Paris, Duned, 1 


ix, (3), 410 p. a (incl. ports, maps) 214%. Sg go She 
sous la direction de mm. - 
Mare Cantagre! . 


1. History, Modern—Outlines, syllabi, ete. 2 Europe Hist —Outlines, 
jatbor. 


labi, ete. 1. Mousset, G., joint « 
A8-218AL 
Library of Congress D200.R5 
Copyright A—Foreign 38510 
3 02 


Risson, Paul Edouard. 


Histoire sommaire du commerce, par M. Paul Risson 
Paris, Belin fréres, 1902 


vi, 7-384 p. incl. maps. 18). 


2-19979 


Library of Congress HF353.R6 


Ridsoni, Dino 
see 


Dinus de Rossonibus, de Mugello, 
a. ca. 1303, 


Rist, Charles, 1474- ed. 

De la France d’avant guerre & la France d’aujourd’hui; 
vingt-cing ans d’évolution de la structure économique et sociale 
francaise; recueil d’études présentées par mm. Charles Rist et 
Gaétan Pirou, avec la collaboration de mm. M. Aucuy, M. Augé- 
Laribé, J. Denuc ,et autres, Paris, Librairie du Recueil 
Sirey, 1939, 

2p.1, xxiv, 508p.11. (Mus. (map) diagrs. 254°. 

—. numéro de janvier-février 1989 de la Revue d’économie 
« —Vingt-cing ans d'évolution de la structure économique et 
sociale fra: ir Charles Rist et Gattan Pirou.—Structure — 
riale, par Henry Laufenburger.—Stuctue humaine, par Henri U! 

(Continued on next card) 
4080514 
rflel, 


Rist, Charles, 1874— ed. 


De la France d’avant guerre 
& la France d’aujourd’hui ... 


sal (Card 2) 
\d. —Structure oorieta, par 


re professionnelle, par Plerre Doped 
Sickel Augé Laribe. —Structure industrielle, oat Mare A 
commerciale, par Roger Picard.—Structure ent. 


Sauvy 
jerre .—Genre de vie, par pie — 
budgétaire, os ee Soa ene 


ure 
ropole, par Heni extérieurs, par 13 
Weiller — Balance des palements, par sae ii et Pi. Sehwob.— 
ison avec I'étranger: Allemagne et Perroux. 
Grande-Bretagne, par ine Mantoux. crate Dein par Louls Rosen- 
1. France—Econ. condit. 2. France-—Soc, condit. 1. Pirou, 
Gattan, 1886- joint ed. 1. Title. 
of HC276.R57 4080514 
Ale, 830: 


Rist, Charles, 1874- 

..- La déflation en pratique (Angleterre, Etats-Unis, France, 
Tchéco-Slovaquie) par Charles Rist ... Paris, M. Giard, 
1924. 


172 p. 224". lpr g pene 
pnt... A ales pobliée ee cous la direction d’Alfred Bo 





1. Currency question. 1. Title. 
2424303, 
Lirary of Congress J 
S3e1, 
Rist, Charlec, 1874- 
.. Essais sur quelques proble " i et & 





. q P 
Paris, Librairie du Recueil Sirey, 1933. 
3p. 1, dz)-avl, Oi p. diegre. 25°. 


1 Econoraics— Addresses, essayo, lectures. 2. Currensy question. 


am 
Library of Congress HBOO.RS _ 
Copyright A—Foreign 215% 
(352, 2204 


Rist, Charles, 1874- 


-. Les finances de guerre de Allemagne. Paris, Payot & 
c*, 1921. 


3p. 1, dap-siv, 15,-204 p. double diagr. 23°. 
On cover: 2 mille 


1, Buropean war, Le * ghey pel 2. Debts, Publie— 
Germany. 3. Finance—Germat 1. Title. 


22—-20431 


Library of Congress HJ1119.R5 


128e1, 


Rist, Charles, 1874- 

... Histoire des doctrines relatives au crSdit et & la monnaie 
depuis John Law jusqu’’ nos jours. Paris, Librairie du 
Recueil Sirey, 1939. 

4p, 4p. 2. 


1. Mone). 2 Credk. 8. Economics—Hist. 


Library of Congress 
Copyright A—Foreign 


HG221. R53 
39602 
3 882 491 























Rist, Charles, 1874- 

History of monetary and credit theory from John Law to 
the present dav, by Charles Rist ... translated by Jane Degras. 
London, G. Allen & Unwin ltd. ,1940, 

4p lL Uap 2. 

rench original, ‘Histoire des doctrines relatives au crédit et 


“The Fi 
ta monnale,’ was first published in Paris in 1968." 
“First published tn Enaltsh in 1940,” 


Money. 2. eee 38. Econowics—Hist 1, Degras, Mrs. Jane 
(Tabrisny) 1908- 
40—81545 
Library of Congress HG221 RSS2 
41g8, 832.401 


Rist, Charles, 1874- 

. La prochaine derniére guerre: Les réparations, par m. le 
p’ Ch. Rist; ey GS le p’ Lichtenberger ; une lettre 
du p’ W. Forster... La Fléche, Dépét des publications de la 


1p.1,82p.,11 10)". (Conciliation Internationale... (1923, Bul- 
letin trimestriel n° 8) 
2, Bescoeep aus, eats 2 
occupation, 1918— itenberger, Henri, 1864— 1. Title. 
28—18202 
Library of Congress TXIOTCTS 1028 no0.8 


Rist, Charles, 1874- 

... La stabilisation: le probléme dans son essence et son op- 
portunité exposés de MM. Ch. Rist ... et, Octave Homberg 
... séance du jeudi 20 mai 1926. ,Boulogne-sur-Seine, Impr. 
d’Btudes sociales et politiques, 1926, 

cover-title, 40 254™. (Comité national d'études sociales & poli- 
tiques. Publica: fase. n° 308) 


Currency question—France. 2 question. Homberg, 
Pe Marie Joseph Kérim, 1876- one ss 
27-0528 
Library of Congress HOOTO.RS 
a 
Rist, Edouard, 1871- 

oe ae Rete 6 eget again ge 5 

Rist ... my rr 


vill, ®-189 p. iMus., plates. ‘oa (Collection des initiations mé- 
dicales) 


1. Respiratory organs—Diseases—Diagnosis. 1 Tithe. 
5-714 
Library of Congress RCTS4.RS 
Copyright A—Foreign 26787 
a 616.2075 
—— 
par le D’ Edouard Rist ... 25 figures, 
oguelitn ten auk Paris, A. Colin, 1927. 
8 pb, 2. filus. (incl. ports., mape, diagrs.) 17°. (Collection 
Armand Colin (Section de biologie) 1 89-00) 
The “graphiques” are incloded i ition. 
“Bibliographie sommaire” : p. 
1, Tuberculosis. 
‘27-13789 
Library of Congress ROS11. R48 
Copyright A—Foreign usHo 
re 
Rist, Johann Georg, 1775-1847. 
Johann Geo: i Hamburg, eus seinen Lebenserin- 
nerungen. 1-3. tausend. Hamburg, ‘A. deneeen, 1913. 


295 p. port. 184. (Added t.-p.: Hamburgische hausbibliothek) 


Tueen from Che cather’s Lchensertanenngm, of. ty G. Poel (ist ed 
Gotha, 1880-28. 3 v.) 


1. Poel, Gustav, 1804-1895, ed. 


Library of Congress 


CATALOG OF PRINTED CARDS Ristell 
Rist, Johannes, 1607-1667. 

Dichtungen von Johann Rist. Hrag. von Karl Goedeke und > 

Edmund Goetze. Leipzig, F. A. Brockhaus, 1885. Isiac mystics : eee —< er 
Hix, 202, (2) p. 18)". (Added t.-p.: Deuteche dichter des Pe . by Martin Rist ... Chicago, 

Jahrhunderts ... Hrag. von K. Goedeke und J. Tittmann. 15, bd) IpLwp 

Thia edition, begun by Juliue Titman, was continved by K. Goedeke, 

png ty) of Rist's biography, the second part of which was Part of thesis (rm. p.)—University of Chicago, 1984. 

val “Private Gistributed by the University of Chicago libraries.” 

PR es ay ey ey B+ ey —— Ah AT eee by oa 





1. Goedeke, Karl, 1814-1887, ed. 11. “Goetze, Edmund, 1848-1920, o4. 
mm. *Tittmann, Julius, 1814-1888, ed. 


825685 
Library of Congress PT1126.G06 9 vol.15 
adibl, 
Rist, Johannes, 1607-1667. 
Das fri und Das friedejench- 
(singspiele). Mit einer 





Rist, Johannes, 1607-1667. 
Johann Risten Himlische lieder / mit sehr lieblichen und 
camubtiqnn / ven Gem Stated Preer-. E. 








Se ee ae? 


wa A; p. 164°. (Wish his Babbabtioche secleniust. Line 
rE. 
(Continued on next card) 


. auagabe. 
Br het das @aium und (s gleiche saitenaahl wie diese und 
otimat, Inneren unterechieden umseriich fast eeite 
fir eelie mit tbr Gberein."—M. Breslaver, friben dectacben 


1. Plutarchos, 2. Apuletus Madaurensis. 3. Cultus, Egyptian. 
Istac mystics. 


2 Tithe: 
(8687541 
Library of Congress PA4S82.R5 1084 
Univ. of Chicago Libr. 
——- ———_ Copy 2. 8Tel, Ld 


Risteau, Sophie 
see 


Cottin, Marie called Sophie (Risteau) 
1770-1807. 


Risteen, Allan D. 
Molecules and the molecular of 
Risieen, «'n. Boson and London, Gin & compe 


ee dius. (incl diagrs.) 217. 


i 


1. Molecules. 2 Matter—Constitution. 3. Gases, Kinetic theory of. é 








1 Title. 
Library of Congress QCI73.RS —— 
871, 

Ristelhueber, Johann Baptist, d. 1848. 

ee oo Sante ce i fi 

rs pays Redhy y o 

hg Von J. BL Mictsthecher - Cia, P. 
itz, 1831-40. 

2¥. 21". 
typographiochen institet ton FX: Sckideeer, 1940,” “ret 12 Com 


1. Charities—Bibl. 2 Poor—Bibl. 8 Prisone—Bibl 4 Orphans and 


11—16880 
Library of Congress ZT164.04R5 


103901, 


Ristelhueber, René, 1881- 


-» Les traditions frangsises Senet on Ses ae @ Ges 
Hanotaux ,. 2. 6d. rev. et augm. Paris, F. Alcan, 1925. 
vill, 396 p. 224". (On cover: @histotre 





1, Lebanon. 2 Maronites. 3. French in Lebanon. 1 Title. 
Pull nome René Lasris André Louis Risteihuster, 


Library of Congress DSOOLARS 1925 


a 


;Ristell, Adolf Fredrik, 
and anecdotes of the court of Sweden ... Lon- 
don, E. Harlow, 1790. 


ay. m=. 
1 and courtiers. 2 Sweden—Hist—Gustavus mi, 
I-17 — sit. Title. 
1142 
Library of Congress DLT@8.BS 
aml, 








Ristenpart 


Ristenpart, BE. 

Chemische technologie der organischen farbstoff 
bearb. von dr. E. mit 20 abbildungen in 
text, 2 analytischen tabe! und 56 mustertafeln mit 392 
eet der wichtigsten farbstoffe. Leipsig, J Az 
Barth, 1911. 

xi, 122 p. illus, 56 col pl, 2 fold. tab. 25. Added 0: Ejnzel- 
echriften zur chemischen brag von ley 4g) M 

1. Dyes and dyeing. ss 

Library of Congress TP9ISRG 


Copyright A—Foreign 3584 


Ristenpart, Eugen, 1873- 

Chemische technologie der ges instfasern; praktisch 
hilfs- und lehrbuch fiir bleicher, farber, pet Lag end ene. 
riister sowie zum unterricht an fach- und hochschulen, 
Tae Eugen Ristenpart . Berlin W., M. Krayn, 


v. illus, diagrs. 25° 


1. Textile industry and fabrics 








2. Dyes and dyeing 1. Title 

Library of Congress ‘TP893.RS . 
Copyright A—Foreign 23136 

12) 
Ristenpart, Bugen, 1873- 

Ch | der hen fi von 
d. E. Risten ¢ verb. is mit 21 al im 
text und anf tail, “analytischen tabellen und 12 mu- 
-_ feln mit fa Leipzig, J. A. Barth, 


xiii, hh, 299, chy p. illus. (incl. port.) plates, 2 fold. tab. 23°. 


‘The 2 folded tables and the comgizs in posts. 
Mieratur™: p iablr aa (ervennoarly monckered OB) 


1. Dyes and dycing—Chemistry. 


Library of Congress TPOIRG 1925 — 
Copyright A—Foreign 27450 
7) 


Ristenpart, Eugen, 1873- 

Die Ostwald’sche yy und ihr nutzen fir die textil- 
industrie; eine einfiih ie fa fir firber, von 
dr. E. Ristenpart ... Mit fit 19 abbildungen im text und 16 bunt- 
drucktafeln. Leipzig, T. Mar‘in ,“1926, 


71 p. ae. Gage. 21. end atlas of xrv (i. ¢. 16) pl. (part col, 
1 fold. 





werk verda| einem vortrage, den 
ke oe? aga 105 at Ge driten helices bart techies 
Kongress in Boris gebalten habe.” —Vorwort. 


2. Color. 3. Color im the textile in- 
‘27-21608 


1. Ostwald, Wilhelm, 1863- 
dustries. 1 Title. 


Library of Congress 


QC496.R7 
Copyright A—Foreign 33646 
a 


Ristenpart, Friedrich Wilhelm, 1868-1913. 

Untersuchungen tiber die constante der pricession und die 
bewegung der sonne im fixsternsysteme .. Druck 
der I. Braun'schen hofbuchdruckerei, 1892. 

96 p11. diggrs. on fold. pl. 3052 29". 

Ina ug. -<dise.——Strassborg. 

Lebeosiaul. 


1. Solar system—Motion in space. 2. Precession. 


611066 


Library of Congress QB R® 


sa3icly 


Rister, Cari Coke. 

Bor ler captives; the traffic in by southern plains 
Indians, 1835-1875 ,by, Carl Coke Rister. Norman, University 
of Oklahoma press, 1940. 

xi, 220p. 11 plates, ports. 2 fold maps. 22”. 

Bibliography : p. 197, -206. 


Ld LE my America—Captivities, 2. Indians of North Amer- 
tea — Souths est, 3. Frontier and pioneer Iife—Southwest, New. 
1. Tithe. 


THB 
Library of Congress AG. RSS 


41J2, vos 


LIBRARY OF CONGRESS 


Rister, Carl Coke. 

Southern plainsmen ,by, Carl Coke Rister. 
versity of Oklahoma press, 1938. 

xvill, 280, 1, p. plates, fold. map, facsima. 2347. 

IDustration on t.-p. 

“The sout! southern plains, with which this book Is concerned, has n0 very 
ew boundaries: It embraces what is pow western Kansas, eastern 
= — , Western Oklahoina, western Texas, and eastern New Merico.”— 
ni 

“First edition, 1988.” 

Riblography : p. 263-279. 


1. The Weat—Hist. 2. Frontier and pioneer life—The Weat. 


Norman, Uni- 











1. Title. 
38 82083 

Library of Congress P06. RAS 
Copyright A 128289 4003, 8 
Rister, Cari Lene. 

The southwestern frontier—1865-1881 ; a history of the com- 
ing of the settlers, Indian dep and ranch- 
ing activities, operations of white d d and thieves, gov- 
ernment 


building of railways, and the disappear- 
ord tae ie Gee ee Cleveland, The 
Arthur H. Clark company, 1928. 


, ery tm ites, fold. maps. 25™. 

1. Southwest, ‘New—Hist. 2. Texas—Hist,—1865- 3. Indians 
of North America — thwest, New. 4. Indians of North America— 
Ware — 1866-1885. 5. votes an8 Gees Ee west, New. 6 

and pioneer life—Texas. L nm 

Library of Congress FT786.R6 
—— —— Copy2. 

Copyright A 1082138 (39073, 
Rister, Claude. 

Boss of the badiands, by Claude Rister. New York, F. J. 
Clode, inc. ,*1935, 

Spl, 6251p. 1. 

L Tithe 

35-5817 

Library of Congress PZ3.R51Bo 
—— —— Copy ?. 

Copyright A se28 3) 


Rister, Claude. 

Forbidden ranch, by Claude Rister. New York, E. J. Clode, 
ine. (*1983, 

vip, 11,0-206p 10)". 


1 Tithe. 

Library of Congress PZ3.RS1Fo 
—— — — Copy 2. 
Copyright A 61297 3 


*Rister, Claude, 1892- 

Gun trouble, by James Marshall :pseud., New York, E. J. 
Clode, inc. ,*1985, 

255 p. 18)". 


— (Pull nome: Clante Uirie Rister, 
86-18081 

Library of Congress PTZB.RS1Ge 

— ——-Copy 2. 

Copyright A sé2m1 3 


Rister, Claude. 
Guns of Black mesa, by Claude Rister. New York, E. J. 
Clode, ine. ;*1988, 


255 p. 109". 

L Tithe. 

Library of Congress PZ3.RS51G0 
—— — — Copy2 
Copyright A G35 a 


Rister, Claude, 1892- 
Guns of Ghost valley, by Claude Rister. New York, Dodge 
publishing company ,1942, ——— 


6p wim. 
“First edition.” 
1. Tithe 
Pull name: Claude Ulric Rister, 
«212809 
Library of Congress PZB.B51Gup 


Rister, Claude, 1892- 
Kennedy of bar 77, by Claude Rister. New York, Phoenix 
press ,°1937, 


6p. 1)". 
1 Title. 
Pull nome: Claude Ulric Rister, 
‘31-1834 
Library of Congress PZ3.R5iKe 
—— ——- Copy 2. 
Copyright A 100160 3; 


Rister, Claude, 1892- 
ee New York, Phoenix press 
(1 


Mp wim. 
1. Tithe. 
(Pull neme: Clande Ulric Rister, 
99-6851T 
Library of Congress PZARSiLer 
—— —— Copy 2. 
Copyright A 134701 2 


Rister, Claude, 1892- 
Red river gunman, by Claude Rister. New York, Dodge 
publishing company ,°1941, 


250 p. 199". 
1. Title. 
(Pull name: Claude Ulric Rister, 
41-20164 
Library of Congress P73.R51Rau 
ty 


Rister, Claude. 

atin aaa New York, E. J. Clode 
(1 

vYp.11,0-252p. 19)". 


1 Tithe. 
3482754 
Library of Congress PZ3.R51Re 
——- —— Copy 2. 
Copyright A 75685 6 


Rister, Claude, 1892- 
Vanishing herds, by James Marshall ,peewd., New York, 
E. J. Clode, inc. ,°1985, 


250 p. 194". 
1 Title. 
(Pell nome: Claude Ulric Rister) 
eT 
Library of Congress P2B.R51Ven 
—— —— Copy 2. 


Copyright A 91070 Cd 









































Ristié, Andrija M. 

.. Ipasus nosomaj crpanana (statut juridique des étran- 
gers) ca upearosopom a-pa Aauuza J. Jaunha ... Beorpag 
a Pay puep » 1934 

vp. 21,188 p,11 24. (Eafmoreas jprocimsectoryapyniona 
érott tnternational—xrv) 7 

At head of title: Arp Auspuja M Pyctuh (A. M. Ristiteh) 

“BuGanorpaguja”: p. 127,-128. 








1, Allens. 2. Allens—-Yugoslavia. 1. Title. 


41-96841 Revised 


Library of Congress wréle2, 


Risti¢é, Jovan, 1831-1899. 

Anuaomatcka uctopuja Cp6nje 3a spese a 
paToba 3a ocaz0Gohewe  HesaBucHnoctT. 1875-1878 .. 
Hauucao fos. Pacrah. Beorpaa, llramnapnja KOA 
“fIpocnete”—C. Xoposnua, 1896-8. 

2v. 20" 


Contents —-v. 1, pam pat.—v. 2. Apyre par 


1. Serbo- Tetids war, 1876. 
Servia—Hist. 4. Servia—For. rel 


2. Russo-Turkish war, 1877-1878. 3. 
5. Eastern question (Balkan) 


17-24142 


Library of Congress DR353.R5 


Ristié, Jovan, 1831-1899. 
Cnosamma ognomaju Cp6nje sosnjera spewena ... 
uanucao Jos. Pacrah. Y Beorpaay, ¥Y mraunapxju epasesane 
Cp6uje, 1887- 
. or. 


1. Serbia—For. rel. 2. Serbia—Pol.& govt. 1 Title. 
38-14191 
Library of Congress DR326.R5 
2 
Ristié, Miodrag T. 
.. Jeama sosa, wanus o Hrasnjn. Beorpag (Ulrammapaja 
AL. Tperopuha, 1936. 


Sp.1, M-148p,11. 2. 


2 Italy—Pol & govt. 8 Fasciem— 
41-90041 


L wat condit —1918- 
Italy. 1 Tithe 


Library of Congress HICS305. R45 


Ristié, Radivoje 1. 

. O xeauetaue oGanragujama. 
mape “Caasnje,” 1934. 

“Mp @. 

“YnorpeGaena arrepatypa”: p. 167-169. 


Hoss Cag, Hsa-me ema- 





1. Damages- 2 Legal 
© Tithe. 
(41 -08N42 
Library of Congress rey 
Ristié, Radivoje 1. 


. O yrosopuum oGauragujama y oumre. Hoes Cas, Ris- 
jane rmuxape “Caannje,” 1983. 

Mp 2. 

“YoorpeGaena antepatypa” : p. 94-8. 


1. Contracte— Yugosiavia. 1 Tithe. 
41-90843 


Library of Congress ct 


CATALOG OF PRINTED CARDS 


Ristié, Sinisa 
see 
Ristitch, Sinicha. 


Liszary or Concarss Rerexence 


Congress seconsiary entra which do bot appear ss i dipoattery enalags. 
xr@211 
ay 
Ristié, Zhivojin P. 
hey saxoun Cp6nje... Beorpaa, Irauuapaja “Cs. 
Bophe,” 
2p. 1, 180, 8p. 21". 
“Jiereparypa” : 24 prelim. leaf. 
1. Election law—Serbia. 1, Title. 
41-86844 
Library of Congress 2, 


Ristich, Iovan 
see 


Ristié, Jovan, 1831-1899. 


Ristine, Franx Humphrey, 1884— 


English tragicomedy, its and history, by Frank Hum- 
phrey Ristine, ru. > ie Yor Ol ~ ple +4 


1910. 
xv, 247 p 24". (Columbia university studies in English, ser. 2 :v. 


10)) 
Feat (0 0) —Cotemtte extreratey. 
A list of English tragicomedies : p. 207-228. 
Bibliography: pa 


1 English drama—History and criticism. 


A10—-1435 

Cotumbie univ. Libraries 

for Library of Congress (PROO.TTR 

rfc, 

Ristine, Frank secon my 

English aguaety, 2 and history, by Frank 
Humphrey Ristine, rx. p. “New — 4s The Columbia univer- 
sity press, 1910. 


8 pL, iil-ev, 247 p. 24". (Half-titie: Columbia university studies 
‘p English) 


“A list of English tragicomedies”: p. 207-228. 
Bibliography: p. 220-288. 


1. English drama—Hist. &crit. 1 Title 
Library of Congress PR685.TTRS rites 
Copyright A 27840 (38e1, 
Sigurd, 1870- 
Av bvalfangstens at, ot ved 
= 
at (3/425, £ | iy (impel. ports. maps) 25)". 1 Woceatcat 





Label of “J. W. Cappelens foriag” mounted above imprint. 


1. Whaling 1. Tithe 


Library of Congress SH381.R5 


295 


Risto 
Ristitch, A. M. 
see 
Ristit, Andrija M, 
Ristitoh, J. 
see 
Ristié, Jovan, 1631-1899. 
.. L'Italie fasciste et la Société des nations ... par Sinicha 
Ristitch... Paris, L. Rodstein, 1984. 
19, 1,p 2. 
Thése—Univ. de Paris. 
“Bibliographie” : p. (191,-196. ; 
1. League of nations—Italy. 2 Italy—Sor. rel.—1i9i¢e- : 
. Tite : 
orm ; 
Library of Congress JX1976.5.1 RS ; 
a ' 


Ristitsch, Swetomir, 1886— 

. Die indirekten beweise des transzendentalen idealis- 
mus. Ein kritischer beitrag zur Kantforschung. Von 
es Swetomir Ristitsch. Berlin, Reuther & Reichard, 
191 


ss 





4p 1,10p 2. ("K dien.” Ei fte ... no. 16) 
Published also as the author's inaugural dissertation, Leipzig, 1910. 


1, Transcendentalism. 2 Knowledge, Theory of. 3. Kant, Immanuel, 
1724-1804 
13-8750 
(33b1, 


Library of Congress BIMKZB no. 16 


(Risto, William, 
Eliméa ilkuipessa ydssi. Duluth, Minn., Totuus publishing 
co. :*1930, 


480 p. incl. port. 21)". 


1. Title. 
35 34Kn 
Library of Congress PHS85.R5 
———— Copy 2. 
Copyright A 20677 12) 04 5418 
Risto, Wiliam. 
. Lombalon tyttiren poika. Duluth, Minn. U. 8. A. To- 
tuus publishing company ,*1925, 
map =a. 
1 Title, 
41-9808 
Library of Congress PHSS5 BOB 
2 








Riston, Jacques, 5eron. 
4 a, mew mgd ny ty bay + lms 
Je région Lorraine. Nancy, Sidot fréres, 1914. 


2p lL, O88 p, 11 ond ates of 81, xxx pl, 8 fold maps 28)™. 
“Bibliographic” : p. @-23. 


ORO 
a4ibi, 


1. Domestic relations—Rome. 2. Customary law—Lorraine 3. Feudal 
law—Lorraine. 4. Servitodes—Lorraine. 1 Title. 


36 5600 
Library of Congress a 


Ristori, Adelaide, 1822-1906. 


Adélaide Ristori: études et souvenirs. 3. 6d. Paris, 
P. Ollendorff, 1887. 


2p. 1, 34». front (port) 18”. 


1 Title 


Library of Congress PN2688.RSA2 1887 


Ristori, Adelaide, 1822-1906. 
. Adelaide Ristori. Studies and +. ¥ An auto- 
biography. Boston, Roberts brothers, 1888. 


vip.11, 27. 18*. (Famous women) 


1. Title. 
16-9611 
Library of Congress PN20B.RSAZ2 1888 
Copyright 1888: 10959 (821, 
Ristori, Adelaide, 1822-1906. 
and artistic studies of Adelaide Ri-tori; ren- 
dered i 


Donato, 1845 =~ 7~2610 
Library of Congress PN26@8.RSAS 
Copyright A 183796 


Ristori, Glovenn! Rattists. 


di Guido Monaco d' Arezzo, inventore delle 
note musicali, del canonico arciprete Cav. Gio: Batt: 
Ristori Aretino ... Ed. 2., rivista, cor. ed accresciuta 
dall’ autore. Napoli, 1868. 


Spl, %p ipl sz. 


1. Gaido, Aretinas, ca. 996-1050, 


Library of Congress 


LIBRARY OF CONGRESS 


Ristori, Giovanni Bettiste. 


sens te Oe dite, @ Aveo ee 
vambattista Ristori ... irenze, Tipt di M. Cellini 
1871. 

Tp. 18. 


14878 
Library of Congress Cars 
—— —— Copy 2. QES62.CSR6 
03041) 
Ristori, Maria Antonietta. 
. Figlia di due nazioni, recconto per giovinette... Firenze, 
RB. Bemporad & f. (‘1 ” 
wilt, 209 p, 11. 199". 
1 Title. 
71-10806 
Library of Congress PQSSS0.16TFS 1026 
Copyright A—Foreign 83967 
a 
Ristori, Rodolfo Jacuszio, 
Bonsogno 19, degli innocenti, romanzo ... Milano, 
295 p. illus. 184. (His Le nove beatitudini) 
1. Tide 
Library of Congress PQ4899.1788 24-2971 
Copyright A—Foreign 25341 eas 
7) 


Ristori, Rodolfo Jacuszio. 


.» Thamar; romanzo. Milano, Sonzogno (1922, 
Zt pil Me 189. 


1. Tithe 
23-22 
Library of Congress PQUWWI7TS 1922 
Copyright A—Foreign 21180 
2 
Mister, Redette Jacana 
Spates Ge eannae Ae Sel (eevee version espafiols 
de Emilio Gomez de Miguel. A mag | Bauzé ,“1926, 
202 p21. 19". (Coleccion ideal) 
1. Gomes de Miguel, Emilio, tr. a. Title. seule 


Library of Congress PQ60.1TTSS 1926 
Copyright A—Foreign 32204 
2 


Ristoro d’Arezzo, 13th cent. 

La composizione del mondo di Ristoro d’Arezzo, testo 
italiano del 1282, pub. da Enrico Narducci. Roma, Tip. 
delle Scienze matematiehe e fisiche, 1859. 

Counanses Pvcfesione Sopra un vecchio inedito testo a penna di Ser 
YA anaes dS Francesco Fontani detta nell’ adunanza de! di 
dePmondo .. 


4 a mi ‘del_mondo ... 
duzione esatta (salvo le abbreviature) 
109 — Tavs ey yh 4 
lato da Enrico Narducci di locuzioni e significati che 
trovansi nel del mondo, mancanti nella quarta 
Ast ie ede Navies Enrico, 1832-1893, 
1 
ed. Fontani, Fr Tm Tite 
18-1938 
Library of Congress POQMSSARS 1899 


~~ —_— rateang ote bedeutung und | anwen- 
ons: zur mit 








der sesetze, und 
pone ny von dr. Erich Ny os pt w. 
hammer, 1985. 


Erbgesundheitsrecht, von dr. Erich Ristow 
Tne. W. Kohthammer, 1936. 


and defective 1. Title, 
87-14621 
Library of Cong. . 3, 13.94 
Ristow, Erich. 
my ES et, matin 
ichs mit dem Deutsch ich, von dr. Erich Ristow .. 





Mit einem geleitwort von Konrad Gottachick ... Berlin, W. de 
Gruyter & co., 1938. 


Sp. 2i~. 


1. Patent laws and legislation — Austria. 2 Trademarks — Austria. 
8. Copyright—Austria. 1 Tithe. 
42-1186 
Library of Congress 12) 


Ristow, Erich. 
Die krimi 
gische untersuchung. Von dr. jur. Erich I Ristow. Breslau- 
Neukirch, A. Kurtze, 1933. 


x, 108, a) B. fold. diagr. 249*. 
handiungen ... bft. 314) 


“Literaturverseichnis” : p. vill-x. 


litét der roheitsdelikte ; ww 





(Added t.-p.: Strafrechtliche ab- 


1. Crime and criminale—Germany. 2 Criminal anthropology. 
1 Title. 


83-15451 
Library of Congress 2; 
Ristow, Erich, ed. 
Patent-, musterschutz- und warenzeichen-gesetze aller lin- 
der; texteammlung mit anmerkungen ... herausgegeben von 


dr. Erich Ristow ... Berlin, W. de Gruyter & co., 1939- 

2. oe. 

Loose-leaf. 

OConrarrs.—1. Afghanistan-Holland.—t. Honduras-USA und gesamt- 
abkommen. 


1 Patent laws and legislation, 2 Models (Patents) 3 Trademarks 
L Tithe 


41-19782 

Library of Congress 2, 

Ristow, Erich, ed. 

Textsammlung zum wettbewerbsrecht einschliesslich des 
eS Se ee a ee 
“aly” heaaamael -. Stuttgart- W. Kohl- 

, 1987. 

x11, 418 p 154". 


1. Competition, Unfair—Germany. 2 Germany—Economic policy— 


1988— 1 Germany. Laws, statutes, etc. 
41-18626 
Library of Congress HDO@626. GBRS 
2 380.18 
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Larary of Congress 


Rita, sister, 1901- 
(of the Daughters of charity of St. Vincent de Paul, Bmmite- 
burg, Ma.) 
ace 


Vosa, Rita, sister, 1901- 


Lusaarry or Cononess Rerexence 
CSF LLY LT ee I oe Ta 


Stars are shining, by Si Rita Agnes ... Boston, The 
Christopher publishing house ,*1940, 
@p 2.4”. 
Poems. 
a (Beouler nome: Marie Wennerters, 
0-8 
Library of Congress PES086.18STSS 1960 
— ——- Copy 2. 
Copyright A 180823 2 s115 


Rita, Sister M, 
see 


Mary Rita, Sister, originally Louise 
Heffernan, d. 1910, 


Rita, Pedro Bach y 
see 


Rach y Rite, Pedro. 


CATALOG OF PRINTED CARDS 





At bead of title: Aus der 1 tm Heistakt 
Vegstand: poet, &. ©. S. Witmens, 

: Btatistioche mittlore febler ; formein, tabelles und erki- 
ruMBonderabérock aus’ Societatie medicoram 
today oor. om, oe oe ae n> 
Summaries in German, English, and French. 
1. Errore, Theory of. 2 Statictin, 1 Tithe 
Library of Congress HASBRBS 

2 5198 

Riteh, John B. 
H being a jumble of mediocre verse by an old 


: 


Riteh, John B. 

Horsefeathers, being a jumble of mediocre verse by an old 
man on the of illustrated by 
Charles M. : Rg others, ... , 
lettering in saloon Josephine Trigg 
Johnny Ritch .. Helena, Mont, Neagele printing company, 

’ 
6p. ius (part col.) 224". 

“Second printing.” 

1, Tithe, 

41-1668 

Libeary of Congress PSS585.1 S906 1041 

2 e115 

Ritch, John Warren, 1822- 

The ; i original designs of 
tions, plans and of the cost of each 
design. The designs by John W. Ritch ... New York, C. M. 
Saxton ,1852, 


1183828 


Library of Congress NAT190.R6 


Ritch, Manly. 
f Ritch. G 
Coun, Ritch, oan” MAY “sie: 


ix, 9 p front. (port) 2. 


Poems. 
1. Title. 

ca 24-15 Unrev'd 
Library of Congrcss PSISIS.1G4TS 1923 
Copyright A 760968 


Riteh, Manly. 


Thoughts of a meng Manly Ritch. 2ded. Green- 


wich, Conn., M. 
ix, 101 p. 20". 
Poems 


1. Title. 


Library of Congress PS3S35.184TS 19230 
Copyright A 80723 12 


Ritch, Manly. 
ton Toe Obsisioper pabhbing howe sae P°* 


ix, 101 p. freet. (port) 21. 


Poems. 

1. Tithe. 

Library of Congress PS3S3S.184TS 1926 
Copyright A 901278 a 

Ritch Wiliam Gillet, 1830-1904. “ate 

history, resources attractions 

Mexico ... by Hon. Wm. G. Ritch... @thed. 97th thoumad. 
Rev. and Boston, D. Lothrop & oo., 1885. 


208 p. inci. fromt., Mes, plates (part fold.) fold. maps. 227°. 
Barlier editions have title: “Iitustrated New Mexics.” 


1. New Mexico. 1 Tithe 


Roms 
Library of Congress ver Res 
———Ospy 2. al, 
Ritch, William Gillet, 1830-1904. 


Illustrated New Mexico, by Hon. William G. Ritch ... 3d 
ed.,1ih thousand. Rev. and enl. ... Published by the Bureau 
of immigration ... (Santa Fé, New Mexican print. & pub. co., 
1883. 

140p.,11 front. {lus pl, maps. 8°. 


1. New Mexico. 1 New Mexico (Ter.) Bureau of immigration. 


Library of Congress PSOLRST 
Copyright 1882: 806 (38e1) 


pug Mea acs ‘sa a et 


1. New Mexico—Descr. & trav. 1 New Mexico. Burena of immi- 
gration. 

3-18400 Revised 
Library of Congress 


— —— Copy2 FOOLRS72 


Ritch, William Gillet, 1830-1904. 

Tilustrated New Mexico, Metestenl and tefustetel, tw 
Wm. G. Ritch ... Sth ed. 26th thousand. Rev. and 
Santa Fé, N. M., Bureau of immigration, 1885. 


234 p. incl. front,, illus., plates (part fold.) tables. fold. map. 214™. 








Ritch 


gi, hon mee nol 
Inaugural address delivered by Hon. W. G. Ritch at 
the Adobe palace paleo Webvenay $1, 1881. ty Santa Fe, 


sean New Mexican book and job printing department, 


PR.» ds tell 17™. (Historical society of New Mexico. 
Caption title: Historical society of New Mexico. Objects and pur- 


poses, 
Does not inchide the constitution and by-laws, which were printed in Ist 


1. New Mexico. Historical society. 


779 
<a i. Congress F791.NS8 
Ritch, William Gillet, 1830-1904. 
ral address of Hon. W. G. Ritch, ident, deliv- 
ered before the Society, Feb. 21, 1881 ... Santa Fe, New Mexico. 
& by-laws Santa Fi Fé, New Mesican book and 
job printing department, 1881. 
ota” 214". (Historical society of New Mexico, (Publications, 
1. New Mexico. Historical soctety. 
Re—196 
Library of Congress FTO1LN4« 
=== Copy 2 FT01.NS7 
adigt) 


Ritch, William Gillet, 1830-1904 
see also 


New Mexico (Ter.) Secretary's office. 


ae 1863— 


tu flash-l By Wm. S. Ritch ... 
F ee tT ro. a 


Sp. thes, diagre 19)". 


1. Photography, Fiasb-light. 2. Photography—Portraite, 1 Title. 
§—19841 
Library of Congress TROOS RSS 
Copyright 1@35d1, 


Ritchey, Belle MacDiarmid. 

Hurry, Henry; domestic comed 
MacDiarmid and Mabel H 
New York ,ete., Row, Peterson & company ,°1988, 

“ap mr. 

Os cover: A Row-Peterseon play. 


A ee 


1. Hubbard, Mabel, joint author. m. Title 


98-25217 
Library of Congress PSS585.1865HS 1988 
— —— Copy 2 
Copyright D pub. 58086 2 6125 


Ritchey, Belle MacDiarmid. 

Three who met at Banbury Cross, « Christmas play in one 
act, by Belle MacDiarmid Ritchey and Mabel Hubbard John- 
son. San Francisco. Calif., Cincinnati, O., Banner play bu- 
reau, inc. “1934. 


2p mn 
1. Cortetmes plays. 1 Jobnson, Mabel Hubbard, joint euthor. 
nm Title. 

‘37-8724 
Litrary of Congress PNG120.CSREB 
Copyright D pub. 21481 3 e278 





LIBRARY OF CONGRESS 


Ritchey, Charles James, 
Claim associations and pioneer democracy in early Minne 
sota. 
(In Minnesota Metory. Saint Paul, 1928. 34". ¥. 9, p. 85-95) 
Signed: Charies J. Ritchey 


1, Title. 
we 


1. Land claim associations, 2. Land tenure Minnesota 


Library of Congress FOOLMT2 vol.® 
—— Copy 2 a 


Ritchey, Charles James. 

... Quests for salvation in New Testament times ... by 
Charles James Ritchey (Chicago, Ill, 1922. 

Spl, S172 p 27. 

Thesis (ru. 0.) —University C 1918. 


At head of tithe: The Carrots of 
“Private edition, distributed by the University of Chicago libraries, Chi- 
cago, Minois. 
1. Title. 
24-5670 
Library of Congress BT752.RS 1922 
ra 


Ritchey, George Willis, 1864- 


Astronomical y with the forty-inch refractor and 
es of the Yerkes observatory ,by, G. W. 
itchey 


et — vy -~ wi phe Chicago, 1904. 90°. 
v2 p 887, pl. x-xxrx) 


pacer 


1. Astronomical photography. 
- A33-1116 


Title from Univ. of Chi- 
Library of Congress 


{gba va 
a 
Ritchey, George Willie, 18¢4- 
hy with the forty-inch refractor 
and the two-foot reflector of the Yerkes observatory, by G. W. 


Ritchey ... Chicago, The University of Chicago pres, 1904. 
ip. 18pl aye. 





Printed from First series, ¥. 8 ((p. 380-397) of the Decensial publica- 
tions of the University of Chicage. dais 


1. Astronomical photography 2 Yerkes observatory. 


Library of Congress QB121.R59 — 
— -——— Copy 2. 
Copyright 13441, 
= George Willis, 1564- 
- Lévolution de l'ast rophotographie les grands téle 


2p. 1, 42, p. 11. Incl ius, platen 82)~. 

At head of title: G. W. Ritchey. 

French and 

Mounted |Iustration on cover. 

Astronomical . 2 Teleacope. 1. Société astrone- 
etna de Peemme Foote mn. Tithe. 
3077 

QBS2 RS 
@e1, 


Library of Congress 


tanchey, Gomnge WH 2006- 

some methods and results in direct 

wine Sat by 0, W Ritchey. ; Washington, D.C 
tory, ” 

Canscale tnctinalion’ of Weshinaten, 3 1910, 

cover-title. 10 p. pl. xiv-xrx. 254°. (Contributions from the Mount 

Wilson solar observatory. no. 47) 


0 tant of Oe Carnegie institution of Washington. 
Reprinted from the Astrophysical journal, vol. xxxit, July 1910. 


1. Astronomical photography 


QMCR no. 47 


Library of Congress 





Ritchey, George Willis, 1864- 
... The 60-inch reflector of the Mount Wilson solar observa- 
tory, by G. W. Ritchey ... (Chicago, 1909, 


cover-titie, 12 p. itux«, oe el (Coutributions from the Movat 
Wilson solar observatory 


At head of title: Carnegte institution of Washington. 
Preprinted from the Astrophysics! journal, vol. xxi, April 1900. 


1. Telescope, Reflecting. Mount Wilson observatory, Calif. 


o—10819 


Library of Congress Qh Me no 


Stl. 


Ritchey, George Willis, 1964- 

Le télescope moderne & réflexion, fabrication et essai des 
miroirs optiques, par m. Georges W. Ritchey 

(In Draper, Henry. Construction d'un télescope & miroir argenté. 
Paris, 1905. 28°". 4 (61,-119) 


1. Telescope, Reflecting. 2. Mirrors. 


6 46408 
Library of Congress QBs. DTS 
STI. 
Ritchey, Harold W 1912- 


Activity coefficients of ammonium chloride in liquid ammonia 
at 25° C. hy Harold W. Ritchey and Herschel Hunt... ,Bal- 
timore, 1939, 


cover-titie, p. 407-416. 1 illus, diagra, 25)". 
‘Thesis (rn. o.)—Purdue university, 1988. 
Without note. 


q from the Journal of physical chemistry, vol. 48, no. 4, 
Vite : > a atone, 
“References” : p. 416. 
1. Activity coefficients, 2. Ammonium chloride. 1. Hunt, Herschel, 
1906- = joint author. 
41-23683 
Library of Congress QDS43. R56 
12) LM 


Ritchey, James. 

Pattern making; a practical treatise for the pattern 
maker on wood-working and wood turning, tools and 
pea gee construction of simple and complicated pat- 

terns, modern molding machines and molding ——- by 
James Ritchey ... rev. by Walter W. Monroe... Chicago, 
American technical society, 1916. 


4pl, 2p, 11, 10p illus, plates, diagrs 189°". $1.50 


1. Pattern-making 1. Monroe, Walter William, 186@- 
P 16—22113 
Library of Congress TS20.R6 
Copyright A 438841 s25il, 


Ritehey, James. 

Pattern making; ® practical treatise for the pattern maker 
on wood-working and wood turning, tools and equipment, con- 
struction of simple and complicated patterns, modern molding 
machines and og practice, by James Ritchey ... rev. 
Walter W. Monroe ... Chicago, American technical society, 
1921. 

4p1,222p,11,10p Mlus, plates, diagra 18)". 

1. Pattern-making. 1 Monrve, Walter William, 1960- 


2119228 
‘TS240.R6 1921 


141n3, 


Library of Congress 


Ritchey, James. 

Pattern making ; a practical treatise for the pattern maker on 
woodworking and wood turning, tools and equipment, const ruc- 
tion of simple and complicated patterns, modern molding ma- 
chines and molding practice. By James Ritchey ... Revised 
by Walter W. Sieones . . and Charles Wm. Beese .. and Philip 


Ray Hall ... Chicago, American te hnical society, 1933. 
8p.1,223.8p. ius, pl, dingrs 21)~ 
making: 1 Steneee, 6 _ Willian, 1890- u. Beese, 
casries ‘wiltiam, in. Hall, Philip Ka: 
388 
Library of Congress TH200.RO 1963 
Copyright A S21 ea, eit 











Ritchey, James, 

Pattern making. A practical treatise for the pattern maker 
on woodworking and wood turning, tools and equipment, con- 
struction of simple and complicated patterns, modern molding 


machines and molding practice. By James Ritchey ... Re- 
vised by Walter W. Monroe ... and Charles Wm. Beese ... and 
Philip Ray Hall ... Rev. Chicago, American technical so- 
ciety, 1930 ;*1938, 

Sp.1, 2338p. tus, diagre, 2147." 


1, Pattern- poy aad William, 1800- 11, Beese, 
caine wines = Hali, Philip Ra: 
88 83150 
Library of Congress TS240.R6 1089 
42u2, 621.72 


Ritchey, James Abraham, 1334- 
Gifts to the muses: James A. Ritchey ... 

Oil City? Pa.) The author, 1 v 

168 p col. front 24). 


819584 


Library of Congress (Copyright 1908 A 210196) 
Ritchey, Samuel Edward, 1866- 

High school manual training course in woodwork, includi 
cost of equipment and supplies and studies on trees and 
prepared by Samuel E. Ritchey ... New York, Cincinnati 
yete., American book company ,°1905, 

223 p. incl. front., Mlius, diagrs. 18 x 224”. 


1. Woodwork (Manual training) 


Library of Congress ‘TT186.R6 
Copyright A 118468 180g1, 


Ritchie, Adam Inch, 1831-1900. 

The churches of Saint Baldred: Auldhame, Whitekish, 
Tyninghame, Prestonkirk. By A. I. Ritchie ... 
burgh, J. M. Miller, 1880. 

vip. 11, O280p. 199" 

“Records of session of Tyninghamey 1615-1650" : p. 136-273 


1. Church of Scotland— Hist 1. Title. 1, Title: Saint Baldred, 
Churches of 


6-1788 Revised 


Library of Congress DA875.R5 


Ritchie, Albert Cabell, 1876- 

Address by Hon. Albert C. ate, governor of Maryland 
at the dinner b tizens, Balti Md. to Mr. 
Daniel Willard, president of the Baltimore and Ohio railroad 
company. November 21, 1927. ,Baltimore? 1927, 

covertitle, 8 p. 23°. 





L Title. 


Library of Congress 


Ritchie, Albert Cabell, 1876- 
Address of Governor Albert C. Ritchie of Maryland at the 
exercises held at St. Mary's City, Saturday, June 16, 1984, 

‘ercentenary 


accepting 

cradle of civic liberty .. 
13 numb. L 2". 
Mimeographed. 


(D. p., 1984, 


1. Maryland—Hist.—Colonial period. 1 Maryland. Tercentenary 
commission 


Oa 34-2898 Unrev'a 


Library of Congress 


Fim BST o5.2 


CATALOG OF PRINTED CARDS 


Ritehie, Albert Cabell, 1876— 

The enforcement of the Eighteenth amendment and the 
Volstead act from the point of view of the individual states, 
address by Governor Albert C. Ritchie ... at the Institute of 
public affairs, University of ye Wednesday — 
August 14, 1929. Washington, D. C., Issued by the Associa 
tion against the prohibition amendment 11929, 


Ip, @p.1l Brey. 


1. Prohibition—-U. 8. 2. State rights. 1. Tithe. 
04 80-885 Unrev'd 


Library of Congress HV5089.R53 


Ritehie, Albert Cabell, 1876- 

Federal subsidies to the states. Address of Governor Albert 
C. Ritchie of Maryland at the annual convention of the Penn- 
Ivania State chamber of commerce, Harrisburg, Pennsylvania. 
Cctober 18th, 1998. ;Annapolis, Capital press gazette, 1925, 
cover-title, 24 p. incl. tables. 244. 





1, Bounties. 2. U. 6. and & Title, 
Library of Congress 7K3S1. R56 
178842, 851.T10078 


~~ Albert Cabell, 1876- 

The “fifty-fifty” system of federal aid, why it should be 
—. Address ye Le no Albert er of om 
Maine. June 30, 1995. “Delimors 20th century printing ©., 
1925, 

cover-title, 27 p. incl. tables. 20”. 








1. Finance—U. 8. 2.0. 8 and 
1 Tithe. 
‘25-27308 Revised 
Library of Congress ‘JK331 R56 
(78802, $61.710073 


Ritchie, Albert Cabell, 1876- 


tury printing co., 1926, 
cover-titie, 11 p. 2*. 


1. Marshall, John, 1765-1885. 2.0. 8—Pol & govt tt Tithe 


Libiary of Congress ‘IJKS26.RS 


442, mare 


Ritchie, Albert Cabell. 


Law of mu eae ¢ condemnation in , land. a. 4 
— (Baltimore, P. of King bros. 


3p. 2p 2”. 
Appendix: The Burnt district ect. 


1. Eminent domain—Maryland. 2. Baltimore—! 1904. Tithe: 
Burnt district act, 1904. _ <4 


7-424 Revised 
Library of Congress 
Ritchie, Albert Cabell, 1876- 
Speech of Governor Albert C. Ritchie of Maryland at the 


Jeflerson day banquet of the Notional demoeratic dab, Hota 
Commodore, New York city, Saturday, April 19th, 1924. 
Baltimore, 20th century printing co., 19241, 

covertitle, 6p. 23". 


Found also in and addresses of Governor Albert C. Ritchie 


1920-24 ( Governor, 1920- (Ritchie)) 
Tithe. 
° 25-18087 Revised 
Library of Congress ‘IKR2 RSS 
(r@Be2, 


Ritchie, Albe. . Cabell, 1876- iia 
dant litical parties, their past, their present. what 
ee net A. iress by Governor Albert C. Ritchie of 
aed ot do coed Gaus of On Bow York southern so- 
ciety, Waldorf Astoria, New York, Wednesday evening, De- 
comber 10, 1924, Editorial t 
20th century printing co., 19241, 
covertitie, Zi p. 2”. 





PP 


J 





1, Political parties—U. 8. 2 party. 8. party. 
& Tithe, 
35-1908] Revised 
Library of Congress 7K2281.R56 
1788e?, 


Ritchie, Albert Cabell, 1876-1936 
see also 


Maryland. Governor, 1920-1935 (Ritchie) 


Ritehie, Alee. 

Tona, and present ... ;by, Ritchie. Edinbergh, G. 
Stewart & co. Itd., 1980. 

35 p. Mus. (plan) plates, maps (part fold.) 22”. 


“Preface to new edition” et ae --ry Y 
“Alshetch of the grology of |, by Professor T. J. Jehe™ : p. 18-87. 
“References”: p. 27. 


1. Jona, Hebrides. 1 Ritchie, Buphemia, jetat acthor 1 Jeba, 


Daseo.1 TRS 
a maut 


Library of Congress 


Ritchie, Alexander Hay, 1822-1896. 
Ritchie's historical picture, death of 
graved from the painting by A. H. Ritchie . 
A. HL. Ritchie & co., 1868. 

1p. fold front 1 


iain Now Yor, 


1. Lincotn, Abraham, prea. U. 8, 1800-1885. 
Library of Congress ‘457 52 R61 
AD, i 


Ritehie, Alfred, 1894- 

Tho troll end Sealing tattle of Go Relteds (Gaiw 
aeglefinus) in Scottish waters, by Alfred Ritchie 
burg, H. M. Stationery off., 1987. 


Oo tables, charts, 27°. (Scotland. Fishery beard. Scientific 
toms, 1887, ne. 1) 


At beod of title: .. Fishery board for Scotland. 
Bibliography: p. 60. 


1. Codfisb. (1. Gadidae, 2 Haddock. 3. Fishes—-Food. 


rs. 
CE mcemeclarmat Fmt ty 
a 
molehill, by Alice Ritchie. New York, London, G. P. 
oaniae ' 
Spl. mp mye. 
“Insved in Engiand under the title of ‘The peacemakery’” 
1 Tithe 
Bien 
Library of Congress PER RS108Me 
& 








Ritchie 


Ritehle, Alice. 
territory ,by, Alice Ritchie. London. L. and Vir- 
ginia Woolf, 1980. 
op 1". 
“First edition, 1980." 


1. Tithe. 
‘80-19451 
Library of Congress PZ3.R51080¢ 
Copyright A ad int. 18836 3 
Ritehie, Alice, 


Occupied territory, by Alice Ritchie. New York, Harcourt, 
Brace and company ,*1$80, 
2pl, 2p 197". 


“First edition.” 

1 Title. 

Library of Congress PZB.R51080c 2 
—- ——- Copy2. 

Copyright A 28908 al 
Ritchie, Andrew, 1789-1862. 

The ‘ife and of Rev. Samuel Crothers, p. p., being 
extracts from his illustrative of his style, and of the 
patriarchal mosaic ; interwoven with « narra- 
tive of his life. By Rev. Ritchie ... 

Moore, Wilstach, Keys & co., 1857. 
vil, 6-284 p. frost (port) 19°. 
1 Crothers, Samuel, 1788-1858 
so-s1456 
Library of Congress BXvea.CTTRS 
2 win 573 

Ritchie, Andrew, 1782-1862. 
papers of Thomas Jefferson. Edited by 
son ons F. Carr & co., 1829. 


Pa aa Boston, 1630. 25%. ¥. 30, p Sil- 
‘331, 


A review. 


L Thomas, U. S, 1743-1826. Memoir, correspondence ... 
a 


11—22671 
Library of Congress AP2N7 vol 0 
— —— Copy 2, detache. Ema 
260) 


Ritchie, Andrew, 1782-1862. A 
ration, pronounced it the request 

anak sclntmen SF te tre of Boston te eommmempoation 

pay Ly By An- 

Sen itchio fen. cpestoo, From 

& Cutler, printers, 


Bp 21™. 





Ritchie, rm. vo. New York, American tract society 1884, 
953 p front, pores 19”. 


1. Caristian biography. \ American tract society. 1 Title. 


LIBRARY OF CONGRESS 


Ritchie, Andrew C 
. English painters, Hogarth to Constable ; lectures delivered 
Apeil 8, i 10, 1, 16, 1, 1940, at the Johns Hopkins university. 
johns Hopkins press, 1942. 
ae cae =. 


“Delivered as of @ community art program sponsored the 
Carnagis corporation of New York.” 7 


1 Painters, British 1 Carnegie corporation of New York. 


42-0897 
Literary of Congress ND46.RS 
110, 730.2 
Ritohie, Andrew Jackson. 
The Rabun Rabun indasicial echocl ond mecntaln choi ex, 


rs mountain whites a s 
founder and 

Sr Shrnbees aera 

4 p. illus. (incl. ports.) 23°. 


1. Rabun industrial school, Rabun Gap, Ge. 


Library of Congress 
— —— Copy 2 


LAM@.RIRS 


Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 


Autobi ga a tee 6 ee OS 
By Anna Cora Mowatt ... Boston, Ticknor, Reed, and Fields, 
1854. 


448 p. front. (port.) 19”. 


1 Tithe. 

3681108 
PS2T17.48 1854 
188b1; 


Library of Congress 
L18 J 


Ritehie, Mre. Anna Cora (Ogden) Mowatt, 1819-1870. 


Autobiography of an actress; or, Eight years on the stage. 
By Anse Core Mowatt .. 8th thousand. Boston, Ticknor, 
Reed, and Fields, 1854. 


448 p. front. (port.) 19”. 


1 Tithe. 


(38d), 
Library of Congress Pszritas 184C 


Stichn, Rive, Aane Oame GRgsen) Sewell, SNS ae, 
of mer it years on 

J an Wh op ee Tid 
and Fields, 1859. 


448 p. front. (port.) 181". 


Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 


Fairy fingers. A novel. By Anna Cora Ritchie ... New 
York, Carleton, 1865. 
1p L, vHvl, 7-400 p18. 
L Tithe. 
Library of Congress P73. R5108F - 
188b1), 


Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 
Fashion; or, Life in New York. A comedy, in five acts. 

By Anna Cors Mow att... London, W. Newbery, 1850. 
cover-title, 8p. 1,@2p. 19°. 


1 Tithe um. Title: Life in New York. 
2 17508 
Library of Congress PS2716.F3 


Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 

. Fashion; or, Life in New York, a comedy in Soeas ty 
Anna Cora Mowatt; & new acting edition arranged by Frank 
E. Fowle. Boston, Walter H. Baker company ,1935, 

70, (1) p. dingre. 184”. 
At head of title: Famous plays in acting editions. 


1, Fowle, Frank B. u. Title. uz. Tithe: Life in New York. 

ca 856-551 Unrev'd 
PS27T10F3 1985 
a89b1, 


Library of Congress 


Copyright D pub. 34061 8125 


Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-187u. 

The fortune hunter: a novel of New York society. By Anna 
Cora Mowatt .. phia, T. B. Peterson ,*1854, 

ipl. driizp 2. 


Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 
Italian life and legends. By Anna Cora (“Mowatt”) Ritchie 
. New York, Carleton; a 1870. 





1 Tithe, 1. Tithe: Bight years on the stage. 


8D19-165 1 Italy—Descr. & trav. 2 Florence. 
m1 
Library, U. 8. Dept. of State CT.R611.B5 
Library of Congress PSITIT.AS Library of Congress DG427. B50 
rasiel; —— —— Copy 2. (30g), 


Ritchie, Mre. Anna Cora (Ogden) Mowatt, 1819-1870. 

The 

Teno w. Carleton & co.; etc., etc., 1867. 
Peer a. 


1 Tite, 


naafe wile onl ctw ee A collection of 
pen By Anna Cora Ritchie (Mowatt) 


{Ritehie, Mrs. Anna Cora (Ogden) Mowatt, —, 
Life of Gosthe. From his autobiographical gp yy 
ibutions of his ies. By Henry 
tpeeud., New York, J. Mowatt & co., 1844. 

2¥.i1. 1™. 





1. Goethe, Johann Wolfgang vor—Bisg. 








| Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 119-1870. 
| 


Mimic life; or, Before and behind the curtain. A series of 
narratives, by Anna Cora Ritchie (formerly Mrs. Mowatt) ... 
Boston, Ticknor and Fields, 1456. 


Mav Dp LL, O40 p. fromt. 174% 


1. Title. 
7 41657 
| Librers of Congress P73.K5108Mi 
(S2e1, 


Ritchie, Mrs. Anna Cara (Ogden) Mowatt, 1819-1870. 


The mute singer. A novel. By Anna Cora Ritchie (Mow- 


att) ... New York, Carleton, 1866. 
1p L, ov, (7-880 p. 184". 


141008 
PZ3.B5108Mu 
(3741., 


Library of Congress 


(Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 
Pelayo: or, The cavern cf Covadonga. A romance. 
panes (pseud.) New-York, Harper & brothers, 


xxip. 11,2049. 218x 12" 
In verse. 


1. Spain—Hist. Gothic period, 414-711—Poetry 1. Title. 


26-24111 


Library of Congress PSZ716.P4 1836 


Ritchie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 
Plays, by Anna Cora Mowatt ... New and rev. ed. Boston, 
Ticknor and Fields, 1855. 


ri 31,@2p. 18)" 


NTENTS.-Arinand; or, The peer and the peasant.—Fashion; or, 
Life in New York 


1, Tithe: Armand. 1, Title: Fashion. 
2—1T504 
Library of Congress PS2716.P7 


r4ib1, 


cRitehie, Mrs. Anna Cora (Ogden) Mowatt, 1819-1870. 
Reviewers reviewed: a satire: by the author of Pelayo ... 
New York, Printed for the author, 1837. 
xii p, 11, xill-xiv p. 11, 29)-72p. 184". 
Portrait of cote mounees on fly-leaf. 


Ex libris Frank Ma‘ 
1 Tithe. 
10—10173 
Librery of Congress PS2716.R4 
a%el, 


Sindhi, Live, Aamn Came (gid Elematt, Senne, 


Twin roses. A narrative. By Anna Cora Ritchie... Boston, 
Ticknor and ‘and Fields, 1857. 
x, 278 p. 184". 
1. Tithe. 
741650 
Library of Congress P73.R5108T 
#041, 


CATALOG OF PRINTED CARDS 


Ritchie, Anne Isabella (Thackeray) lady, 1887-1919. 

ape pap me Lye fy 
traits . yn gg LP hy bg my 
and H. a” H. Cameron. as = Theery 
Se Oe iamdanen tp H. Hay 
T. F. Unwin, 1893. 

4D. 1, (7-16 p. Wohl. (incl ports.) 864 x 184". 

sate oateion te Henteed te 600 cxpten, of whee 200 are fer cate tm the 
United States of America. is number 102." 

Tennyson, Tennyson, 1 Cameron, 
ee ee 
echel Hay, \lus. 

All-1416 
Stanford univ. Library 
for Library 


of Congress 24001), 


= Anne Isabella (Thackeray) “Mrs. B. Bitchis,” 


cumeaseciee By Mise Thackeray ... 4th 
Boston, 


American ed. Loring, 1867. 
2p. 24". (On cover: Loring’s tales of the day) 
Date on cover, 1868. 
From “The Cornhill” 
74) 
Library of Congress PZ3.RS11Be6 _ 


Ritchie, Anne Isabella (Thackeray) lady, 1837-1919. 
Blackstick papers, by Lady Ritchie. With portraits. New 
York and London, G. P. Putnam's eons, 1908. 
vil, 21 p. front. porta. 21”. 
“<The papers tn the Biackstich caries have, with twe ensuptions, tase 
onal {nto Sret tion (simultaneously) in Cornbil) magazine and 
io Putnam's mont 


1. Authors—Correspondence, reminiscences, ete. 1. Title. 
8—s8TT2 
Library of Congreme PRS227.RTAGB 
Copyright A 221796 #051, 


Ritchie, Anne Isabella (Thackeray) lady, 1837-1919. 


Bluebeard’s and other stories, by Miss Thackeray ... 
3d ed. London, ith, Elder, & co., 1875. 
x, 4122p. 2. 


Cowrerts —Blve Beard’s keys. —Kiquet & la houppe—Jack and the 
bean-stalk.—The white cat. 


1 Tith. 
labrary of Congress PZB.RS1msS 
roms, 


Ritchie, Anne Isabella (Thackeray) /ady, 1838- 


Bluebeard’s keys, and other stories, by Miss Thackeray. 
London, Smith, Elder, & co., 1908. 


5 p. |, rvii-x, 412 p. MY". (Added t-p.: The works of Miss Thack- 
eray, vol. ¥) 


Title vignette. 


Cowrewts — otal — ale —Jack and the bean- 
Pe eet 's keys —Riquet houppe 


t. Tithe. 


12-19053 


Library of Congress PZ3.RSIIBIG 


Ritehie, Anne Isabella (Thackeray) lady, 1838-1918. 

. A book of sibyls Mrs. Barbauld —Miss Edgeworth.— 
Mrs. Opie. —Miss Austen. By Miss Thackeray (Mrs. Rich- 
mond Ritchie) ... New York, Harper & brothers ,1883, 


89 p. 28". (Harper's Franklin square library. 00. 840) 


L oe 
ay 


poate (ee oa 1748-1835. 2 
Marta, 1767-1840. Mre Amelia 
ten, Jane, 1775-1817. 5. Authors, W: 


Edgeworth, 
Alderson) 1760-1808. 4 Aus 


ne 
Library of Congress 


-—— —— Copy 2 


PZ1H228 10. 40 
PR4668 W6R47 
(S0e1, 


Ritchie 


Kitehie, Anne Isabella (Thackeray) lady, 1887-1919. 


Chapters from some memoirs, by Anne Thackeray Ritchie. 
London and New York, Macmillan and co.,; 1804. 
vill, 215 p. 21". 
1 Tithe. 
417182 Revised 
Library of Congress PRS22T.R7A8 1806 
«rB1f2, 
Ritchie, Anne Isabella (Thackeray) lady, 1837-1919. 
Chapters from some unwritten by Anne Thack- 
eray Ritchie... New York, Harper & brothers, 1895. 
4D1, Gr 2p 2H". 
12 S808 


Library of Congress PRSZ2ZTRTAS 1806 


14201, 
mae Anne Isabella (Thackeray) “Mrs. RB. Ritchie,” 
Boston, Loring, 


17 p. 2397. (On cover: Loring’s tales of the day) 
Date on cover, 1868. 


Cinderella. By Miss Thackeray ... 
1867. 


TAS 
Library of Congress PZBRSIIC3 
Ritchie, Anne Isexella (Thackeray) ledy, 1837-1919. 
New York, Harper 


Da capo ,a story, by Miss Thackeray ... 
& brothers, 1878. 


1p. L, (%-118 p. 18". (On cover: Harper's half-hour series, mo. 60) 


1, Title 
741909 
Library of Congress PZ3.B511D8 
Copyright 1877; 2081 astb1-, 


Ritehie, Anne Isabella (Thackeray) lady, 1837-1919. 

... A discourse on modern Sibyls, by Lady Ritchie... (Ox- 
ford, H. Hart, printer to the University, 1913. 
cover-title, 12 p. 20°. (The English association. Pamphlet no, 24) 


Early Victorian women writers: George Eliot, Charlotte Brost#, Mra. 
Gaskell, Mra Oliphant. 


1. English Sction—i9th cent —History and criticiam. 2 Asthors, 
Women. 1 Tithe. 


272861 
Library, U. 8. Office of Education PR115 B51 
Library of Congress PR468 W6RS 
attel, 


Ritchie, Anne Isabella (Thackeray) lady, 1838- 


Five old friends and A young prince, by Miss Thack- 
eray. London, Smith, Elder, & co., 1905. 


dt f. aap My. (Added t-p.: The works of Miss Thackeray. 
™ 


Aces Linde vod Pld hood, Jacke the gi 








ates Anne Isabella (Thackeray) “Mrs. RB. Ritchie,” 


py an island also, Making merry, By Miss 
Thackeray .. . New York, G. Munro, 1880. 


Mp Wim. (Seaside library, v. 41, no. 838) 


ca 9-SS7 Unrev'd 
Library of Congress P21. 
ertion 1880: 15133) 
Ritchie, Anne ) lady, 1838-1918. 


Isabella ( 

From friend to friend, by Lady Ritchie (ed. by her 
sister-in-law, Miss Emily Ritchie) with a portrait. Lon 
don, J. Murray, 1920. 

4p. 1, 1, hip. front. (port.) 2. 

“First edition, December 1919; reprinted FebPuary, 1920.” 

—From friend to friend.—Mrs. Sartoris, 1814-1879. Mrs 
Roman Ly age Present and 


yt oe 
Thackeray.—In a village — Binnie. ais oo a 


1 Mrs. ry (ip)! jm +e 2 —— ~ , Franc: 
peace, 1811-1863. 1. "Title. ow, Wile Hate 


(20 SRN9 
Library of Congress PRS227.R7A6S 1920 


A) 


Ritchie, Anne Isabella (Thackeray) lady, 1837-1919. 

From the porch, by Lady Ritchie London, Smith, Fader 
& co., 1913. 

vill, 287 p. front. (port) pl. 21°. 

Originally published to various periodicala. ef. p. vi 

Comtants.— Wy yy Te Charles Dickens as I re 
—, him. —A dream of Kensington gardens —Sainte Jeanne 
colse de a from the Swan of Lichfleld.—-Mra. Joho Tay- 
lor, of Norwich.—L'art d@étre grandpére. a 
bey.—Alfred Stevena —Concerning the founding of the “Cornhill mag- 
azine” —A meeting in « garden. — Upstairs and downstaira —In my 
lady's chamber. 

1 Ge i? oo fe. 2 English literature—-Addreases, es 
says, lectures. Title. 


1490187 
Library of Congress 


PR522Z7.RTAGS 
31, 


naan Anne Isabella (Thackeray) “Mrs. BR. Ritchie,” 
Jack the killer. i on 
TF By Miss Thackeray Boston, 


@p. 23". (On cover: Loring’s tales of the day) 
Date on cover, 1868 


7 AlooAt 
Library of Congress PZ3RSI1) 3 
Ritchie, Anne Isabella (Thackeray) /ady, 1837-1919. 
Letters of Anne Thackeray Ritchie, with forty-two addi- 
tional letters from her father, William Makepeace Thackeray ; 
i her daughter Hester Ritchie... London, 


5,814p front. illus, ports 22)". 
“Chronological list of Lady Ritchie's books” p. 306. 


1 Thackeray, William Makepeace, 1811-1888 m Ritchie, Hester 
‘Thackeray, ed. 


213080 
PRS227.RTAS3 1024 


diel, 


Library of Congress 


Ritehie, Anne lenbella (Thackeray) ledy, 1837-1919. 
ee oe eat By Miss Thackeray ... Boston 


24» 20. (On cover: Loring’s tales of the Gay) 


Lirary of Ocagres PEARSLILS 





LIBRARY OF CONGRESS 


Ritchie, Anne lenbella (Thackeray) lady, 1837-1919. 

Lord Amberst and the British advance eastwards to 
Burma; by Anne Thackeray Ritchie and Richardson Evans. 
Oxford, Clarendon press, 1894. 


= front. (port.) fold. map. 19j°. (Helfditie; Rulers of India 
. |. x¥m) 


Bertes title also at head of t-p. 


&. Caer, Winn, Fes Sates, Set cad, 0990-0088. 2 Burmese 
var, 1836-1828. 1 Bvana, Richardeoa, joint author 


& 3138 
Library of Congress D6476.7.RS8 
(Mel, 


Ritchie, Anne Isabella (Thackeray) /ady, 1837-1919. 
Madame de Sévigné. By Miss Thackeray (Mrs. Richmond 
Ritchie). Philadelphia, J. B. Lippincott & co. ,1881, 


xi, 181 p. 18. (Helf-titie: Foreign classics for Bnglish readers ...) 


1. Sévigné, Marie (le Rabutin-Chantal) marquise de, 1626-1606. 
t Title 
12— 28078 
Library of Congress PQ1925 AVS 


(38h1, 


Ritchie, Anne Isabella (Thackeray) /ady, 1838-1918. 


Miss Angel. A novel. By Miss Thackeray ... New 
York, Harper & brothers, 1875. 


3p. L, thera, r1l)-142 p. incl. front. (port.) plates. 234°" 


}, KesSncs, Maria Anna Angelica Catharina, 1741-1807— Fiction 
1. Titi 


741666 Revised 


Library of Congress PZ3.RSIIM3 


er2le2s 


Ritchie, Anne Isabella (Thackeray) lady, 1838- 


Miss Angel and Fulham lawn, by Miss Thackeray. 
London, Smith, Elder, & oo., 1910. 


4p. L, wil-vili, 0p. Wa. (Added t.-p.: The works of Miss Thack- 
eray, vol. witt) 


Tithe vignette. 


“|. Tithe uf. Tithe: Fulham lawn 


12-15055 
Library of Congress PZSRSIIM6 


Ritchie, Anne Isabella (Thackeray) lady, 1837-1919. 

.. Miss Williamson's cng. By Miss Thackeray, 
(Mrs. Richmond Ritchie) ... New York, Harper & brothers, 
1881. 


1pt,@p. 24". (Franklin square library, n0. 177) 


Cenguere FanShot aunt —Da poner postecript from a stage 
box —Mias Morter's the peat-fielda. 


Title. 
° ca O—5602 Unrev'd 


Library of Congress P7B.RSIMIS 
Copyright 1878. 5830 nti, 


Ritchie, Anne Isabella (Thackeray) lady, 1838- 


Miss Williamson's divagations, by Miss Thackeray. 
London, Smith, Elder, & co., 1882. 


6p lb, d-357 p. We. (Added t.-p.: The works of Miss Thackeray, 
vol. ix) 
Tithe vignette. 


12-15056 
PZ3.RS11Mi 5 


a Anne Isabella (Thackeray) “Mrs. R. Ritchie,” 


“—* Dymond; a novel, by M Aang 
Anne Thackeray Ritchie) .. . New York, Hesper' Harper 
ers, \ 


cover-title, iv p., 11, S274 p. 179%. (Harper's handy series, no. 43) 


7-667 


Library of Congress PZ3.RS11Mis 3 


ae, Anne Isabella (Thackeray) “Mrs. R. Ritchie,” 


oon Dymond. By Miss iss Thackeray (Mrs. 
Anne Thackeray Ritchie)” Maen” York, G. Munro ;1886, 


eo?" 7-312 p. 18. (On cover: Seaside library. Pocket ed. no. 


ca 10-1680 Unrev'd 


Library of Congress PZ3.RSIIMisS 


© 1885: 27176 


Ritchie, Anne Isabella (Thackeray) lady, 1838- 


Mrs. Svea. by Miss Thackeray. London, Smith, El- 
der, & co., 


ix p, 21, -S16 p. diagr. My. (Added t-p.: The works of Miss 
Thackeray , vol *) 


Title vignette. 


1. Title, 
12-19057 


Library of Congress PZ3.RSIIMis 8 


Ritonie, Anne Isabella (Thackeray) lady, 1838— 


Old Kensington. A novel. Miss Thackeray .. 
New York, Harper & brothers, 16th. 


1p. 1, M-182 p. front. illus. 239°. 


1. Title 


741668 Revised 


Library of Congress PZ3.RSI103 


Ritchie, Anne Isabella (Thackeray) lady, 1837-1918, 
Old Kensington, by Miss Thackeray ... 2d ed. Lon- 
don, Smith, Elder, & co., 1873. 
viii p, 11, S31, th p front, plates. 22 





1. Title. 


24-25013 
Library of Congress PZ3.RSI104 
Ritchie, Anne Isabella (Thackeray) lady, 1838- 


Old Kensington, by Miss Thackeray. London, Smith, 
Elder & co., 1908. 


xii, 02 p. BAM. (Added t-p.: The works of Miss Thackeray, vol. 1) 
Title vignette. 


1. Title 


12-1500 


Library of Congress PZ3.RS11I06 
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Ritchie, P Isabella (Thackeray) “Mrs, B. Ritchie,” Cate, Anne Isabella (Thackeray) “Mrs. R. Ritchie,” 
‘ee story of Elizabeth. (Also, Little scholars, and 
Toilers and spinners; By Anne Isabella ‘Thackeray. 
New York, G. Munro, 1878. 
18 p. 324%. (Seaside library, v. 18 no. 351) 
Caption title. 


.. Out of the world, ;Also, To Esther, By Miss Thack- 
eray New York, G. Munro, 1 


7 — 32). (Seaside library, v. 41, no. 832) 


ca 9-5494 Unrev'd 


Library of Congress FESRENCe tos 4sat) 
t 
— Cand a 


Ca 9-9 Unrev'd 
Library of Congress PZIRSIUS6 


Ritchie, Anne Isabella (Thackeray) lady, 1837-1919. 
Records of be Ruskin, Browning; by Anne Thacke- 
brothers, 1892. 


Ritchie, Anne Isabella (Thackeray) lady, 1838- 
The story of Elizabeth. Two hours, and From y | 


ray Ritchie... New York, Harper & island, by Miss Thackeray. London, Smith, Fider, & 
6 p. 1, 8-189, (1) p. inet, front, tllus., plates, ports, facsima 214. co., 1908. 
Spl, 4p MM (Added tp: The works of Miss Thackeray, 
vol. wi) 
Title vignette. 


Tennyson, Alfred Tennyson, baron, 1800-1802. 2 Ruskin, Johan, 
1816-1000 8. bee. Robert, 1812-1889. 


1288080 1. Title 
Library of Congress PR RO 
— —— Copy 2. 12-19084 
Copyright 1802; 27042 (#001, Libeary of Congress PZ3.RS11St 10 


Bitte, Anne Isabella (Thackeray) “Mrs. BR. Ritchie,” Ritchie, Anne Isabella (Thackeray) lady, 1837-1919. 


Thackeray and his daughter; the letters and journals of 





aes sleeping beauty in the wood. By Miss Thackeray © Anne Thackeray Ritchie, with many letters of William Make- 
Boston, Loring, 1867. = Thackeray, selected and edited by Hester Thackeray 
= (Os Loring’s tales of the day) hie. With unpublished drawings by Thackeray and Lady 
“= ae Ritchie. New York and London, Harper & brothers, 1994. 
Bs eae, Se zip. 11, 340p. front, ttius, (inet, fecsima.) ports. 244°. 
“Chronological list of Lady Ritchie's books”: p. 881 
L William Maki 1811-1808. 1. Ritchie, Hester 
Thackeray, ed. mm. Title. 
245067 
Library of Congress PRS@81.A8BR5 
7-6 — 
Library of Congress PZ3.RS1S13 Copyright A TTS387 fivt, 


Anne Isabella (Thackeray) “Mrs. R. Ritchie,” = Anne Isabella (Thackeray) “Mrs. RB. Ritchie,” 


- ole By Miss Thackeray ... :Also, The end of a ae Esther, and other sketches. By Miss Thackeray ... 
long day’s work, and Heroines and their grandmothers, London, Smith, Elder & co., 1869. 
New York, G. Munro, 1880. - 
4p. 1, 4p. front. 19". 


Mp S24". (Seaside library, v. 42, no. 869) Conrents.—To Esther. — Out of the world. — Merry making —Sola— 
Moretti’s campanula 


ca 9-S495 Unrev'd 


Library of Congress PEARSIISo9 


: 17746) 7-41670t 
——— Cay 2 Pz 


Library of Congress PZIRSIIT2 


(Ritehie, Anne Isabella (Thackeray), /ady, 1837-1919. 
The story of Elizabeth. Illustrated ed. London, Smith 
Elder & co., 1867. 


Sp. 1, 21 p. front. plates. 19)". 


Ritchie, Anne Isabella (Thackeray) lady, 1833- 


To Esther, and other sketches, by Miss Thackeray. 
London, Smith, Elder & co., 1876. 


6 pl, 4p Dy". (Added t-p: The works of Miss Thackeray, 


vol. rv) 
Tithe vignette. 
Compra <Be, Sather =O of the world —Making merry —Sola— 
1 Tithe. 1. Tithe 
4-15881 Revised 
Library of Congress P23.R5118t8 12-19052 
eraae2, 28 Library of Congress PZ3RSIIT4 
“ Anne Teabella (Thackeray) lady, 1838- 
Ritchie, Anne Isabella (Thackeray) “Mrs, B. Ritchie” Bitehie, 
1837-1919. Toilers and and other ; om by Miss Thack- 
The story of Flizabeth. A novel. By Miss Thackeray  °*8Y- London, Smith, 0., 
Philadelphia, T. B. Peterson & brothers “1878, wf BP Di". (Added 1-9. The works of Miss Thackeray. 
24 p. 179x1h™. Tite vi 
1. Tithe. 1. Tithe. 
6-2a088 12-23 
Library of Congress PZSRSIISt S 
Copyright 1878: 3600 Zils Library of Congress PRS2Z7 R7A7S 1890 


Ritchie 


{Ritehie, Anne Isabella (Thackeray) lady, 1837-1919. 

The village on the cliff. By the suthor of “The story of 
Elizabeth”. With six illustrations by Frederick Walker. 2d 
ed. London, Smith, Elder & co., 1 

Bp.1, 818 p. front, 6 pl. 2. 


T-416T1 Revised 
PZB.R511V 2 


(r2te2, 


Library of Congress 


— Anne Isabella (Thackeray) lady, 1837-1919. 


ea > > on the cliff. By Anne Isabella Thack- 
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fie *?e Dim. (Added t-p.: The works of Miss Thackeray, 
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Ritchie, Archibald Tucker. 

The dynamical theo: of Go heenatien of Bo crt, 
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Library of Congress BS2505 RSS 
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Spiritual studies in St. Mark’s Gospel, by the Rev. 


Arthur Ritchie ... Milwaukee, The Young churchman co., 
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1. Title. 17-31088 
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Copyright A 479170 
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The comparative physiology of muscular tissue, by A. D. 
Cambridge ,Eng., The University press, 1928. 

xi, 111 224". (Half-title: dge 

“References” at the end of each chapter. 
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Ritchie, Arthur David, 1891- 
The natural history of mind, by A. D. Ritchie ... 
New York ,etc., Longmans, Green and co. ,1986, 
vill, 286 p. 1 tus. 229". 
“Tarver lectures delivered in Trinity college, Cambridge, 1985.” 
“First pablished March 1986.” 


London, 
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36—15285 
Library of Congress BY121.R5 1936 
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Scientific method ; an into the char: ter and 

d maa mw & Ritchie ... London, K. 
Trench, Trubner & co., Itd.; New York, Harcourt, Brace & 
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= era! 
philosophy and 


on ead International library of paychology, 
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Ritchie, Arthur Edward, 1862- 


The Kent coalfield; its evolution and development, by 
London, The Iron and coal trades re- 


A. E. Ritchie ... 
view (1920, 
x, 309 p. front, illus. tables, diagrs., fold. map. 19°. 


1. Coal—Engiand. 1 Title. 
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Illustrated description of the Great central railway, 
prepared in connection with the inaugural pains of 
the new extension line to London, on 9th, 1 
by the Right Hon. C. T. Ritchie, u. p., president of x4 
pag +f of a Manchester, Printed by H. Blacklock & 
eo. Itd. 1 


cover-title, 39 p. illus, maps (part fold.) fold. plans. 33°. 
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The voice of our exiles; or, Stray leaves from a convict 
ship, ed. by Daniel Ritchie ... Edinburgh, J. Menzies; 
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Library of Congress DU400.RS 
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a Boston, B. Humphries, inc. 
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J. Murray, 1918. 
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Two sinners, rs. David G. Ritchie ... New York, 
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av, 25 p. 23". 


1. De Robert, 1800-1882. 2. Hegel, Georg Wilhelm 
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Darwinism and politics, _=. Be additional essays on 
human evolution, by David G. Rit London, 8. Son- 
nenschein & co.; New York, C. Seribeer’s sons, 1895. 

vill, 141 p. 197%. (Soctal sctence series. 

~“Piret ed, Feb., 1889... Third ed, Mar, 1896." 


ConTarTs.—Darwinism and politics. —Natura) selection and the spiri- 
tual world. —Natural selection and the history of institutions. 
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Darwinism and yy A two additional pe oS 
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On PP ao ee aire 
In The annals of the A social 
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.. Plato, by David G. Ritchie ... 
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New York, C. Scribner's 
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table of Plato's life and wri! —Appendix im. List of the Platonic 
according to Thrasyllus —Index to passages discussed 


notated. 
1. Plato. 
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Ritchie, David George, 1853— 

The principles of state — four essays on the politi- 
cal philosophy of Mr. Herbert Spencer, J. 8. Mill, and T. H. 
Green, by David G. Ritchie ... London, 8. Sonnenschein & co., 
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1 , Herbert, 1820- 903. 2. Mill, John Stuart, 1806~ 
1873. 38. Green, Thomas Hill, 1896-1882, 4. Political science. 
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The principles of fi four essays on the 
political philosophy of Mr. Herbert Spencer, J. S. and 
T. H. Green, by David G. Ritchie 2d ed. London, 8. 
Sonnenschein & co., limited, 1896. 
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(Continued on next card) 
614620 
140g, 


interference... 1896. (Card 2 
‘Mr. Herbert Spencer's individualiam and his 
jon of society. — state versus Mr. Herbert Spencer.—Indi 
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Macmillan ©0., 1902. 
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The teaching of political science at Oxford. 


(in The annals of the American academy of political and social 
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Boston, 1869. 
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Ritchie’s illustrated catalogue of school apparatus. 
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The problem of personality ... 
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Ritchie, Eric Moore. 


With Botha in the field, by Moore Ritchie; with five dis- 
and eighty-two illustrations mostly by the author. Lon- 
New York ,etc., Longmans, Green and oo., 1915. 

il, Bp. front., 1 (Mus, plates (incl ports, maps) 19)". 
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Ritchie, Erie Moore. 


A woman of the desart, by Moore Ritchie... London & New 
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Prose composition, 
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Ritchie, Francis. 

Ritchie's Fabulae faciles; a first Latin reader; edited with 
notes and a vocabulary by John Copeland Kirtland, jr. ... 
Authorized ed. New York, London etc., Green, 
and co., 1903. 

xvi, 1384p. front, 1illus,2pl 194". 

= myths in English literature”: p. xill—xiv. 

“The myths io art”: p. z¥-xvi. 

1. Latin language—Chrestomathies and readers. t Kirtland, John 

Copeland, 1870- n. Title. 
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Ritchie, Francis. 
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notes and a vocabulary, by John oe Kirtland, 
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notes and a John Copeland Kirtland, jr. 
Authorized ed. New York, Chicago ,ete., Longmans, 
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Library of Congress PA2006.RS 1938 
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Ritchie's First steps in Latin, revised by John C. Green, jr. . 
New York, Chicago ,etc., Longmans, Green and co., 1924. 
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Ritchie, Frank Herbert Thomas, 1878- 

The commas and the Y. M. C. A. (revision of ‘‘Com- 
munity work’’) ;by, Frank Ritchie ... with an introduc- 
tion by Ernest R Groves ... New York, Association 
press, "019. 

viii, 103 p. illus, plates, maps. 17%. 
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Ritchie, Frank Herbert Thomas, 1878- 
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(Rev. ed.) By, Frank H. T. Ritchie ... with an introduction 
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vill, 102 p. tus. (incl. maps) plates, diagrs. 17°. 
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Beasts and birds as farm pests. 
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142 p. front, 2 iltus, plates. 19°. (The design of life series) 
“Firet published, 1987.” 
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The added t.-p. is engr. 

1, Rossie—Descr. & trav. 
-mn 
bi, 
Library of Congres DK. R50 


Ritchie, Leiteh, 18001-1865. 

Liber fluviorum; or, River scenery of France. Depicted in 
sixty-one line engravings from drawings by J. M. W. Turner, 
8. a., with descriptive letter-press, by Leitch Ritchie: and a 
biographical sketch by Aleric A. Watts. London, H. G. Bohn, 


1 p. L, Ivt, 386 p. Lxr pl. (incl. front. and the added t-p.) 274". 


7 Ay eaeaamamaaa ‘The rivers of France, from drawings by J.M.W. 


1, France—Deecr. & trav. 2. France—Descr. & tray —Views. 3. Riv. 
ere France 1 Turner, Joseph Mallord William, 1775-1851, illes. 
3—311T0 
Library of Congress DC?77.RS8 
(381, 


Ritchie, Leitch, 16007-1865, ed. 
The library of romance 


The library of romance. 


Ritchie, Leitch, 1800 1-18665. 


London ’ entertainments; forming a new edition, with 
additions, of Tales and confessions. By Leitch Ritchie .. 
Carey, Lea & Blanchard, 1833. 
2+. Msc. 
& Title. 
141072 


Library of Congress P7BRS114L 


Ritchie 


oo 19001-1865. 


dsinbla Coney, ie 0 Blanchard, 1008. 


2v ink 1. 


Library of Congress 


7 

The romance of history: France, with illustrations by 
= ignten. London and New York, F. Warne and co. 
(1872, 


1&, S60 p. illus. 19). (“The Chandos classics”) 
Pm ny or, The court of Ths lest of tes 
‘The adventures of hand The man wall The 


Sire ieee tai 
| + “rhe ee rend rack of te for 


1, France—History—Fiction. 


Title from Brown Univ. Printed by L.C. aaa 
3341, 
ee 
1, Be ~ By Leitch Ritchie. 
With latraony by. Landon London, ¥. Warne 
aot’ New York, , Welford and Armstrong 
t 
49.1, 0p. Grant, (ian, gfeten =. 
Sei eat ae 
1. Frances+-Hist—Fiction. 1 Tithe. 
17-19017 
Library of Congress PZSRSIIARE 
Ritchie, Leitch, 18001-1865. 
Russia and the Russians; or, A St. Petersburg 


5 2 
tone “trite i Tithe: A Journey to Se Petaraurg and Moscow. 
New York. State library " 

for Library of Congress (DESR } 


Series t-p, engraved. 


Ritchie, Leiteh, 18001-1865. 

Travelling sketches on the sea-coasts of France. With . 
engravings from drawings by Clarkson Stanfield, 
Green, and Longman; T. Wardle; ,etc., etc, 
18B4. 


&: 


Spl, 206 p 21 pl (incl. front. and the added t-p.) WY". (Addcd 
t-».: Heath's picturenque annual for 1834) 


1. Frapce—Descr. & trev. 


Library of Congress 








1Ritchie, Leiteh, 18001-1865. 

Turner's Rivers of France. The Loire. London, J. Mc- 
Cormick ,185-1, 
2p 1. 12%, p. front. 60 pl. (Incl. added t-p.) 27) x21". 


- cme, rowp, Green & . 
one views Loire descriptive text in Eng- 
Mah by Leitch Ritchie, and French translation. wi 
title: ; or, River of France. BH. G. 
Boho, 1853. 
(Continued on next card) 
83-1542 


1Ritchie, Leitch, 18001-1965. 

—* (Card 2) 

Original ye geemnes im the series, Turner's annual tours, in thi 
separate we with tities: Wanderings by the Loire 
Wanderings by the Seine. 1834 (20 -e Wanderings by 

from Roven to (20 pl.) 


Turner's Rivers of France ... 
the source. 1835 


1. France—Deser. & trav. 2. France—Descr. & tra 8. Riv- 
ers—France. 1. Turner, Joseph Mallord ‘william, Tretest. “tilas. 
u. Title. im. Title: Rivers of France 


Library of Congress 


Ritchie, Leitch, 18001-1865. 

Versailles. By Leitch Ritchie ... ie oe 
ished engravings. ae Senpaae, Se, beg bq 
and Longmens, 18389. 


1p... vip, 11, 296 p. 20 pl. (imel. front. and the added tp.) 234". 
(aadea t.p.: Heath's picturesque annua! for 1889) 


‘The added t-p. is engraved. 


Versaliles, Chatean de. 2. France—Ooart and courtiers. 
4—22207 
Tabrary of Congress DCSOL.V56 


(38b}, 


Ritchie, Leiteh, 18001-1865. 

Wanderings by the Loire. By Leitch Ritchie With 
twenty-one engravings from drawings, by J. M. W. Turner .. 
London, Longman, Rees, Orme, Brown, Green, and Long- 
man, 1833. 

Spl, 26p. 21 pl (incl. the addedt.p) 2. 

Added t-p, engr.: Turner's annual tour. 1833. 


France—Descr. & trav. 2. France—Descr. & trav.—Views. 
0, Lake ues ond col. 1 Tithe. 
881108 


Library of Congress DC27_ RSS 


Ritchie, Leitch, 18001-1865. 

Windsor castle, and its environs. By Leitch Ritchie . 
With fifteen engravings by the firet artists, after origina 
drawings. Longman, Orme, Brown, Green, and 
Lenguaan; New York, Appleton and co.; rtte., ete., 1840, 


1 p. L, vit, (1), 200 p front, 13 pl 24". (Added t.-p.; Heath's 
Picturesque annual for 1840 ...) 


Added t-p., engraved. 


1. Windsor castle. 


O—18514 
Library of Congress DAGBO.WT6RS 
(33b1, 
Ritchie, Leitch, 18001-1865. 
Windsor castle, and its environs; including Eton college. 


By wag Ritchie, sd bee, 2d ey with odditions, by Edward 
Jemse .. 


2p. 1. dilp-vh, ene mt front. lll 13 pl. plan. 2”. 
Added t -p. engraved. 


1. Windsor castle. 2 Eton college. 1. Jense, Edward, 1780-1808. 


3-18128 
Library of Congress 


e281, 


ree 
1883 (21 pl.); 
the Seine 


LIBRARY OF CONGRESS 


Ritchie, Lily Munsell. 


Chicken Little Jane, by Lily Munsell Ritchie. New 
York, Britton publishing company (1918, 
306 p. incl. front, illus. plates. 199". $1.25 
1. Title. 
18-18002 
Library of Congress PZ7.RS12C 
—— —— Copy 2. 
Copyright A S03464 
Ritchie, Lily Munsell. 
Chicken Little Jane, by Lily Munsell Ritchie. New 
York, Britton publishing company (1919, 
4p. L, 11-990 p. incl. front, illus. plates. 199%. 
Lettered on cover: Chicken Little Jane on the Big John. 
1. Title. 
19-14085 
Library of Congress PZ7.RS12Ch 
Copyright A 530619 2 
Ritchie, M G. 


Ping pong; the new table game as played in America, 
by M. G. Ritchie ... and Arnold Parker ... ed. for Amer- 
— yers ws Walter H. Bronson. New York snd Lon- 

treet & Beith (1902, 


‘ L, ti, ®-113 p. incl. pl. front. 144%. 


n 1 Ping pong 1. Parker, Arnold, joint author. 11. Bronson, Walter 
2-12922 
Library of Congress GV1005.R59 
Copyright A 29849 
Ritchie, M T. 


English drawings, an anthology, edited with an introduc- 
tion by M. T. Ritchie. New York, Oxford university press 
11935, 


4 p. 1, 06 pl. om 48 1 (incl. porta) 259". (Hel/-title: Life and art 
im photograph x) 
“Made in Great Britain.” 
1, Drawings, British. Title. 
36-7539 

Library of Congress NCI110.B5 

& 141 
Ritchie, Patrick Dunbar. 


oo synthesis and asymmetric induction, by Pat- 
rick D. Ritchie ... London, New York ,ete., H. Milford, Ox- 


ford university press, 1933. 


x. 154 p, 1 L diagrs, 22°. (St. Andrews university publication. 
x5xvI) 


Bo. 

“Based on 0 Sap te eS Rok Caer etety preeenes 
to the University of March 1982.” 

Bibliography: p. 

1. Chemistry, Organic—Synthesis. 1 Title. 

34 13286 
Library of Congress QD262.R5 1983 
os 546.9 


Ritchie, Mrs. Richmond 
see 


Ritchie, Anne Isabella (Thackeray) "Mrs. 
R. Ritchie", 1838- 





Ritchie, Robert, 1795-1871. 

Railways; their rise, progress, and construction: with 
remarks on railway and posals for their 
revention. By Robert Ritchie ... “London, 

rown, Green, and Longmans, 1846 

1p. 1, ewevill, 444 p. illus, 169. 





1. Raitroads—Early works to 1850. 2. Railroads—Accidents. 


6—27200 
TF144.R61 


ta20e1) 


Library of Congress 


Ritchie, Robert, 1795-1871. 
A treatise on ventilation, natural and artificial. B 
Robert Ritchie ... London, Lockwood & co., 1862, , 


xvi, 232 p. illus., vit pl. (incl, plans) 23°. 


1. Ventilation. 
Library of Congress TH7653.R58 
1s25e1) 


Ritchie, Robert Lindsay Graeme, 1880— ed. 
France; a companion to French studies; edited by R. L. 
Greme Ritchie .. London, Methuen & co., ltd. 1987, 
Fiblgravty at end ofeach chaptar except two. 


Ritchie, Robert Lindsay Greme, 1880- 
& companion to French studies... ,1937, 
tieth century, by A M. Boase. 


in France: 1404-1774, by Sir 
field —French painting, by BR. H. Wilenski. 


ed. 
(Card 2) 


F.C. Roe— 
Blow- 


1. France—Civilization—Hist. 2. French literature—Hist. & crit. 
8 France—Hist. 4 France—lintellectual life. 1. Title. 
8723831 
Library of Congress DOSS.RS6 
“on, wee 
— Robert Lindsay Greme, 1880- —. 


fi +, pe 7 Greme 
Saneie on press, 1941. 
vill, 169, \1; p. 19). 


1. French and exercises 2 Translating. 
1 Simons, Claudine 


~ joint comp. nm. Tithe 
4248060 
Library of Congress PC2111. R878 
co 86 


Ritchie, Robert Lindsay Greme, comp. 


French prose, from Calvin to fgetete France, by R. L. 
Greme Ritchie ... and James M. Moore ... London and 

Toronto, J. M. Dent & sons, Itd.; New. York, E. P. Dut- 
ton & co., 1918. 


xvi, 326 p. 19°. 


1. French, magne Coen restomathies and readers. 2. French prose litera- 
ture. .M Middleton, joint comp. 


20-1687 
Library of Congress 


PC2117.RS 
th 














XUM 





Ritehie, Robert Lindsay Graeme, comp. 

French verse from Villon to Verlaine, by R. L. Greme 
Ritchie ... and James M. Moore London and Toronto, 
J. M. Dent & sons, Itd.; New York, E. P. Dutton & co., 1922. 

z,28p. 1”. 


1. French 2 French 


and readers. 
1 Moore, James 


(Selections: Extracts, ete.) Middleton, 1871- 
Jotat comp. 
310182 
Library of Congress POC2117.R55 
(4041, 


Ritchie, Robert Lindsay Greme, =. 
A manual of French 





R. L. G. Ritchie . and F. C. Roe ... yoy G. @ 
Harrap & company, ltd. ,1925, 
351, chp. 19. 


“List of useful dictionaries”: p. 1352) 


rench language—Composition 


1. Commercial correspondence, French 
and exercises 1. Roe, Frederick Charles Jom author 


26-13739 


Library of Congress HF5728.F8RS 


2) 


Ritchie, Robert Lindsay Graeme, 1880- 

Nelson’s first French course; an introduction to spoken 
French, hey at ty Moore, 
mu. a. Rev. and enl. ed. London, New York ,etc., T. Nelson 
and sons, Itd. ,1923, 

itt, 9-106 p. col. tlen, 1. (elf-tfts: Neleon's “Modern otuties” 
series ... General editor—Professor R. L. Grame Ritchie ... no. 1) 
“First published December 1927 ... Secens efition, September 1088.” 


language-—Grammar—1870— 1. Moore, James Middle 
oun ier tea, Joint author. m Title. 
34-4168 
Library of Congress PC2111.R38 1083 
ca) 448.242 


Ritchie, Robert Lindsay Graeme, 1880- 
oh Bane f Pend engetin, + _eeeaiaaacaat 
ge (Eng., The University press, 1939 
4pl,M2p.11 1. 





French language—Composition and erercises. 2. French language— 
Grammar 1670" 


CATALOG OF PRINTED CARDS 


Ritchie, Robert Welles. 


Drums of doom, by Robert Welles Ritchie ... New 
York, Dodd, Mead and company, 1923. 


vp,11,270p. 1. $1.75 





1, Title, 

Library of Congress PZ3.RS117Dr 
_ Copy 2 
Copyright A 696850 rh) 


Ritchie, Robert Welles, 


Dust of the desert, by Robert Welles Ritchie. New 
York, Dodd, Mead and company, 1922. 


vip, 11, 0p 1997. $175 


1. Title. 





Library of Congress PZ3.R5117Du _— 
_ Copy 2 
Copyright A 683180 Ss 
Ritchie, Robert Welles. 


The hell-roarin’ forty-niners, by Robert Wells Ritchie. New 
York, J. H. Sears & company, inc. “1928, 
6p1,8-206p. front, plates 21”. 


1. Frontier and pioneer life— California. 2 California —Gold dis 
coveries. 1 Tithe 


2B 22302 
Library of Congress FS85.RE 
—— —— Copy 2 
Copyright A 1054506 189)1, 


Ritchie, Robert Welles. 


Be og sw of the sun, by Robert Welles Bitchie... New 
rk, Dodd, Mead ead and company, 1924. 


ee Bp im". $2.00 


1. Title 





A-3838 
Library of Congress PZ3.RSi17Se 
_- Copy 2. 
Copyright A 778002 a 
Ritchie, Robert Welles. 


,. rrails to Two s Moen by Robert Welles Ritchie; with 





39 21089 

Library of Congress PC2420.R5 

2) 448.242 
Ritchie, Robert Lindsay Greme. 

Pees Ye has, wae, EE Be 
and James M. Moore . bridge (Eng., University 
press, 1918. 

xii, 2, 238 p. 23". 

. French exercises. Translating. 
soles Daas emecehicn oot werd as ° 

Library of Congress PC2111.R4 

oa 
Ritchie, Robert Welles. 

Deep furrows, by Robert Welles Ritchie ... New Y: 
Thomas Y. Crowell company ,*1927, , — 

323, a, p 19", 

1. Title. 

Library of Congress PZ3.R511TDe — 
— —— Copy 2. 

Copyright A 967147 * 


by Frank Spradling. Boston, Li' Brown, 
pom pan moh 1920. 7 nine 


3p. 1, 3-8 p. from. 1997. $1.75 


1. Tithe. 
Library of Congress PZARSU7Tr — 
—— — Copy2. 
Copyright A 597574 Ss 
Ritchie, Thomas, 1778-1854. 


Thomas Ritchie’s letter, con‘ai reminiscences of 
Henry Clay and tn eel 1852, 
2p 2m 


“From the Richmond (Va) enquirer of Sept. 10th, 1852.” 


1. Clay, Henry, 1777-1852. 2. Compromise of 1850. 


13401, 
EMO C6R6 


7-17112 
Library of Congress 


313 


Tn relation to 


Caption title. 
RK Ey ——; 7 8 + - 


Printing, Public—U. S.- 1. U, 8. 324 Cong, let seas, 185.1882 
House (Rept 13); . ~ 


Library of Conaress 7232 U6R6 


Ritchie, Thomas, 18201-1564. 

jr., tried at the a ple ag a ey mp mye 

ini To which is an appendix, shewing the action 
court le 


Scott, 

New-York, Burgess, Stringer and company, 1846. 

Plp.11 front. (fold plan) 24™. 

Trial of Ritchie for shooting John Hampden Pleasants tn a duel. 

1, Pleasants, John Hampden, 1707-1846. _—1. Archer, Peter Jefferson, 
defendant. 1. Greenhow, Washington, defendant. m1 Scott, William, 

>4108 
*tbrary of Congress r4lb1, 


Ditehie, Thomas Edward 
cogs by Thomas Baward Hii Loon, Pi — 


and W. Davies, 1807. 
1p. lL, oevip, 11,5Mp. Zam. 


Library of Congress 


Ritchie, Wallace. 

Advice to ,violin students, containing information of 
the utmost value to every violinist. Including selecting 
Seria mothel gresticing traded it of su iL 

si 
ce Wale ie. 


of studies, 
New York, C. Sanna’, 
sons; ete., ete., 1913, 


2p. 1, dib-iv, MO p. 19°. 


1. Violin—Instruction and study. 1. Title. 
14—30193 
Library of Congress MraoRs 
1s23el, 


Ritchie, Wallace. 
coushpag taportant a shapers gu bow ts eoareexaray, 


i fie ae its ow, i "fou ; 
at 

4 me .— 

vor beng LAW - 
i daeers ons a aiaen aa —y 


Printed in Great Britain. 


1. Violin—Instruction and study. + Title. 


Library of Congress M280 be 








Ritchie, Wallace, 1854- 


Billiard secrets, by Wallace Ritchie ... with 41 diagrams; 
. London, G. 


also a chapter on snooker. & sons, Itd., 1929. 

xiip, 11,156) diagrs. 179". 

1. Billiards. 1. Title: Snooker. 

2) 16839 

Library of Congress Gvesi.RS 
Copyright A ed int. 12768 2 
Ritchie, Wallace Parks, 1905— 

of ‘allace P. Ritchie ... with 


“Some of the chapters other members of the 
staff of the University of Minnesota medical Pret. 
at end of each chapter except coe. 


1. Surgery. 1 Minnesota. University. Medical school m. Tithe 
41-1846 
Library of Congress RDS1LRSS 
oo 7 
Ritehie, Walter Stantz. 
beef flesh as affected by age and 


Bibliography : 

1. Beef, 2 Nitrogen. 8 Natrition. L Charies Robert, 
1884- Gatat cutaee’ ms. Syowtetaon Ferry Ven. teas Jott author 
mm. Haigh, Leonard Dizon, 1875- joint author. os-aiene 


L Tithe. 
(Pull nome: Harry Ward Ritchie, 
(35-4435 rev 
Library of Congress PS85%.1 806FS 1964 
— —— Copy 2. 
Copyright 4 81062 (7882, sls 
ov 


John Gutenberg, 1940; » fanciful story of the 15th cen- 
=_ by Ward Ritchie, Lan Angus, The ‘The Ward Ritchie pres, 
1940; 


@p.1L ifm 2. 


Tap copses petated tm Petreary, 1800; Gecwrations by Pitcher 


1 Gutenberg. Johann, 1997)-1688—Fiction «=. Title, 
Pell eome: Henry Ward Ritchio, 
- 18801 
Unrary ef Congress PHREES. | COS 1900 
——— apy 2. 
Coprright a = 
(Ritchie, Ward, 1905- 


Dragueate ot gutenteg, by Peter Lam Quince ,peoud., Los 
Angeles, 1941. 

taLaan wr. 

So cates bepten t Getems Gye end aed ty Sane Henge, 


Peal aame: Harry Ward Ritchie, 
eum 
Library of Ccngres Pesess.! scart 
a ous 





LIBRARY OF CONGRESS 


(Ritchie, Ward, 1905— 
The year’s at the spring, by Peter Lum Quince ;pseud., Los 
Angeles, 1938. 
15, ;1)p ius 14g", 


Peal tandacre by the Ward Ritchie press with decorations by 
ul 


1. Title. 
(Pull nome: Harry Ward Ritchie, 
30-25180 


Library of Congress PS8585.1 866Y4 1988 


—— —— Copy 2. 
Copyright A 181792 12, ous 
met tee 
.-. The public career of Cassius M. Clay, by William Ritchie 
sg Neila Tenn., George Peabody college for teachers, 
a & eA . Joe See BP om, oe 


thre (u0)—Oeen Petey ng or sa 





‘36 2387S 
Library of Congress 1415.9.CO5RS 
— —— Copy 2. 
Copyright A 9T288 812, 928.373 
Ritchie, William. 
ing wine. By the Rev. 
William Ritchie . sy Yor, National temperance society 
and publication house, 1866. 
2138p. 16°. 
1, Temperance. 1. Title. o~aes 
Library of Congress HYV5182.R5 
(591; 
Ritchie, William, 17481-1830. 
question by Dr. and Dr. 
Porteou, for and againat the nae of the organ public 
worship, in the Proceedings of the of GI % 
1807-8. With an introductory Wy. 8. 
lish ... Edinburgh, Johnstone and Hunter; etc., ete.) 
D1, dp. 179". 
“Erratum” slip inserted. 
1. Music in churches. 1. Porteous, William, 1735-1812. n. Candlish, 
Robert Smith, 1806-1873. 11. Title. 
19-1739 
Library of Congress ML3001.R48 
ca 


Ritchie, William, 1790-1837. 
On a new photometer, founded on the principles of 


Us of Transactions. a. 2". 
Ay -S— ad Réiabargh. Réiabergh, 


ca S—482 Unrev'd 
Q41.E2 vol. 0 
102661) 


Ritchie, William, 1790-1837. 


Library of Congress 


Principles of geometry ; familiarly illustrated, and ap- 
ied to « variety of useful rposes . the Rev. 
illiam Ritchie”. 24 ed. eal. London, Printed for 
Taylor and Walton, 
1p lL crud 1p. disgr. 18”. 
1. Geometry—Study and teaching—Methods. 

323230 
Library of Congress QAce2 Rei 





Ritchie, William, 1790-1837. 
Principles of the differential and integra: calculus . 
ey -. 7 1 William Ritchie .. Rev. 


2d ed. 
oe -.. London, Printed for Taylor and Wal- 
 =ny Ye . 


1 p. L, ews, 193, 1) p. diagr. 174°. 
“Answers”: p. 181-193. 
1. Calculus. 1. Spencer, Joseph Anthony, ed. 


Library of Congress QAN3.RS9 


Ritchie, William Augustus, 1908- 
« An eT ee * ¥- by Wil- 
liam A. Ritchie . 


.. Rochester, N. Y. 


27 p incl. plates. fold 2. ~~ Rech- 
ester meniciga! mescum, 001 Ai Antbropology 1) co 


1. Indians of North America—New York—Antiq. 2. Algonkin 
@ians. 8. New York (State)—Antiq. 


4 96-780 Unrev'd 
Library of Congress BT8.NTRAT 


2 1013.74768} 970.3 


Ritchie, William Augustus, 1903- 
oe en, Se ao Cute cont, Berane 
county, N. Y., by William A. Ritchie ... Rochester, N. Y., 
Rochester municipal museum, 1934. 
oA 4 
Dp. Mus. (incl. age =. (Research seconde of the Rochester 


“... The title of this paper is incorrectly given on the cover and title 
la = Castle creek, 


elas? 
county, N. ¥.'": slip mounted 
xt, ~~ 7-~~hur "ela 3. Iro 
Ga 96-761 Unrev'd 
Library of Congress WTANTRATS 
3 (018.76775) 9703 


a a 

. Certain recentl, Sl naend chen Wan 

tomy F = boc tt boos 

je... Rochester, N. Y. Fy hey i008 
1 

thas nd tanmactiow of te New Tort eat arash 2". (Re 
tion, Lewis H. Morgan chapter .. 
“Reprinted from Research records of the Rochester museum of arts 
and sciences, no. 4, 1988." 
Bibliography : p. 141-142. 


1. Mounds—New York (State) 2 New York (State)—Antig. & Hope 
well mounds. 1 Title 
‘80-20081 
Library of Congress ET4NSRS 


rflcl, 018.74785, 


Ritchie, William Augustus, 1903- 
Huron-neutral sand knoll sites in western New 

York, by illiam A. Ritchie ... Rochester, N. Y., Lewis H. 

Morgan chapter, 1930. 

1p. L, @i-78 p. front, ius 20. 

ot the New York state 

chapter ... vol. vm, no, 8) 


(Researches and transactions 
association. Lewis H. Morgan 


1. Huron Indinns—Antiq. 2. New York (State)—Antiqg. 


3+ 1188 
Library of Congress Ee0 HORS? 

7 eros 
Ritehie, William Augustus, 1903— 


. Hemmenstonen, envile ond cortele pitted stones, by Wil- 
liam A. Ritchie .. Rochester, N. i 


i 


ter, 1929. 

incl. ies., 25". (Researches and transactions of the 
wow Fork wate | association. Lewis H. Morgan chapter. 
vol. vm, mo. 2) 


Bibliography : p. 14. 


1. Stowe —New York (State) 2 New York (State) — 
Antiq. T indians of North. America-Tmplements, L Tithe. 


Library of Congress 


ETONTRS 
a1, 











Ritchie, William Augustus, ‘1903— 

... The Lamoka lake site, the type station of the archaic 
Algonkin period in New York, by William A. Ritchie ... 
Rochester, N. Y., Lewis H. Morgan chapter, 1932. 

1 p.L, p. (7)-184, Ulus. 25°. (Researches and transactions of the 
New York state archeological association. Lewis H. Morgan chapter 
- Wol, vat, mo. 4) 

Most of the illustrations are numbered as plates. 


1, Indians of North America—New York. 2 Algonkin Indians. 
8. New York (State)—Antiq. 1. Title 


38-14840 

Library of Congress ET8.N7RO 

* (970.4) 918.74781 
Ritchie, William Augustus, 1903- 

... New evidence to the archaic occupstion of New 
York, by William A. «. Rochester, N. Y., Lewis H 
Morgan chapter, 1986. 
ot ide Tice York’ ciate siemonhagieal easeaiation Lewis Morgen 
chapter ... vol. vii, no. 1) 


1, Indians of North America—New York. 2. New York (State)— 
Antiq. 1 Tithe. 


80 16058 
Library of Congress ETE.NTRO 
—— ——— Copy 2. a, 918.747 
Ritchie, William Augustus, 1903- 
A prehistoric fortified village site at Canandaigua, On- 


tario county, New York, by William A. Ritchie ... Rochester, 
N. Y., Lewis H. Morgan chapter, 1937. 
1 p. L, 27-99, ,1) p. incl. illus. plates (1 fold.) diagrs. fold. in 
pocket)” a9. (Wadearchee and tranmactions of the New York state 
reheological association, Lewis H. Morgan chapter ... vol. vil, no. 2) 
from Research records of the Rochester museum of arts 

and no, 8, 1986." 

1, Canandaigua, N. Y.—Antiqg. 2 Indians of North America—New 
York—Antiqg. 1 Title. 
88 15653, 
Library of Congress ¥F129.C2R6 


a ry 013.74786 


Ritchie, William Augustus, 1903- 


.-. Two prehistoric village sites st Brewerton, New York; 
type components of the Brewerton Laurentian aspect, 
William A. Ritchie... Rochester, N. Y., Lewis H. Morgan 


1940. 
’ 

1 . 
a 
EL Morgan chapter ... vol. rm, a0. 1) 

from Research recorés of the Rochester museum of arts 
end no. 6, 1980." 
Biditography : p. 104-107. 


1. Brewerton, N. Y.—Aatiq. 2 Indians of North America—New 
Yorh—Antig 1 Tithe 


Library of Congress EVOANTRT 
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Ritchie, Wiliam Thomas. 
Auricular flutter, by William Thomas Ritchie. New York, 
P. B. Hoeber 1914, 
ail, 144 p. diagrs. 25)". 
Index of authors: p. 142-144. 


1, Heart—Diseases. 1. Title. 
a1¢-ouT 
‘Tite from Columbia Univ, Printed by L. C. 
w2tel, 
Ritchner, W. De 
see 


Ritner, William D. 


CATALOG OF PRINTED CARDS 


Rite of Martinien 
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Order of Martinists. 


Ritenbergs, N. 
oie ee Gee kegs, Rigi, Armijas spiestuve, 
108 p. diagr. 225". 


At bead of title: Aviicijas novérotijs, Ritéabergs. 
“Technisks divisijas Mabe indevame? 


1. Aeronautica, Military—Latvia. L Title. 


Library of Congress UG685.L8R5 
Ritenour, John Sturgis, 1851- 


The Lincolns of Fayette County, by John 8. Ritenour. 
a. p.) C. Lincoln :189—5 ad 


cover-title, 7 p. 23. 
Reprinted from the Genius of liberty, Uniontown, Pa, 18)-? 


1. Lincoln family (Mordecai Lincoln, 4. 1812) 1. Title. 


14-15303 


Library of Congress CS7LL74 18- 


Ritenour, John Sturgis, 1851- 
Old Tom Fossit; a trae narrative a thrill- 
i of early colonial days, by John 8. » 
Pa., J. R. Weldin company, 
get 31 32 front. (port) illus. (incl. megs) rplates (1 col.) 


nq Dotcntion' of te (Breddos momement, October, 18, 1: pay 


eo rege SG, f Deattets, tant, tesa. 3 Brad- 


88-6000 

Library of Congres Possn. L4Rs 
(eo. SBBRISR) em_snee1 88 
Rites Durham, being description or brief declaration 


Ritgen 

Rites of Durham ... 1903. (Card 2) 

Seven manuscripts have been used, two as forming the text, and five 
as affording various readings: « Ms Costin, a manuscript upon ’. 
Conte A manuncrigt roll elnging to Th Meany of Durham founded by Biaboy 
Cosin. nm. A manuscript roll to Thomas Jefferson 
John Hogg of Norton in the of ™. Ms. Hunter, no. 4, 
upon paper. rv. Ms. Hunter, no. tract 10, paper. v. Ms. Law- 
oe, Sena oo Se Sie kanes, bee eo 4tye 
“™ belonging versal Ubrary, marked 
@o2. vi British usu ma Hart TOeT ia Tas pad in 

A considerable portion of the secord here was is 
@ curtailed and modernised form by John fo under the 
title: The ancient rites and monuments of the monastical, & cathedral 

(Continued on uext card) 
C8m 3s 
lel, 

Rites of Durham ... 1903. (Card 3) 
church of Durham. In 17%8, Dr. Christopher Hunter made it the basis 
of a little volume which he under the title: Durham cathedral, 
as it was before the < Os emaner: os an ac 
count of the rites, customs and ceremonies used In De. 
Hunter professed to publish « second edition of the above book, but 
the title only was new: The history of the cathedral church of Durham 
as it was before the dissolution. ped Et 
by a bookseller in Durham named Patrick Sanderson with still 
deviations from the original, under the title: The antiquities of the 


| 
' 


published as v. 15 of ite Publications, a new text edited by James Raine 
from four original manuscripts under the title: A description or briefe 
(Continued on next card) 
Cima 
rélel, 
Rites of Durham ... 1903. (Card 4) 


or within monastical church of Durham the 
ion. present edition is a reprint of that, with additions more 
coqurate cent Gases epee 6 gempations of mite masanentges. of. Pret. 
“Mickietoo's additions to Le 
172-191. . ~ 
P Note on the Sunday procemton. By W. H. St John Hope, u 4.” 
p. 802;-808. 


Rites of Durham ... 


“Works most 
“Books mentioned in 


quoted in the following notes”: ; 
text of Rites” : p. @04, om 


1. Horseracing. 2 Gambling. 
Library of Congress 
——— Onpy2. 
Copyright AA S804 
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Ritgen, Werner, 1880- 


eit Wettatan ates «.. Jena, Druck von A. Kimpfe, 


2aL%p1L a 
Ineug dis —Jena 


1. Waldecker cattle 


Library, U. 8. Dept. of 









Ritgerod 


Ritgerod, Mrs. Helen Miller (Penszel) 1910— 
Millersville and the Miller famil, my Helen Miller Penzel 
"and Henry A. Ritgerod, ‘ayetteville, Ark., The 
11989, 


8p.1,0p pe (ports) map, plan, geneal tables, 27)". 
Reproduced from type-written copy. 


1, Miller family. 2. Millersville, Mo. 1 Ritgerod, Henry A. joint 


Library of Congress CSTLMGS 19800 


Rithaymer, Georg, fl. 1538. 
en Ee ee sitv compen- 





Norimberge, Toh. Petreium, 1538. 
SpLilip dag. 2-. 
M edditions throughout, including 2 diagrams 
1. Geography. 
10-30996 
Library of Congress GIRS 
Rithaymerus, Georgius 
see 
Rithaymer, Georg, fl. 1538. 
Ritis, Beniamino de, 1889— 
... Ments puritans in corpo pagano. Firenze, Vallecchi 
11984, 
188 p81 ao. 
Bibliography : p. 150, 
1. U, 8 —Civilisation, 2 U. &—Soe. condit. 1 Tithe 
90-11417 
Library of Congress 160.1.R67 
ry o73 
Ritis, Beniamino de, 1889- 


Stati Uniti dalla guerra civile al “nuovo trattamento”. 

Milano, Istituto per gli studi di politica internazionale ,1938, 

Bp. 1, 9-808 p, 11 1797. (Manual di politica Internasionole, 14) 
“Bibiiografia” : p. 858-856. 


1. U. 8 —Biist. —1885- 1 Tithe. 


Library of Congress 001.558 


Ritia, Beniaunino de, 1589— 
.» La terza America ... Firenze, G. C. Sansoni, 1937. 
171 p21 Mus. (incl. maps) plates, ports, facsime, 23". 
“Bibliografia easensiale” : p. (160),-1T1. 


1, U. &.—Civilization. 2. U. 8 —Sec. condit. Title. 
39-1196 
Library cf Congress 7160.1.R68 
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Ritius, Augustinus 
see 


Ricci, Agostino, fl, 1513. 


Library of Congress 


Ritius, Michael 
see 
Ricci, Michele. 


Ritmeier, Christoph — 1671-1719, prosses. 
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Ritner, J 1780-1869. 
General ashi: m oO] to secret societies. 
communication of Hon. Joseph Ritner, governor 
of Pennsylvania, to the House of representatives of Penn- 
sylvania, it by March 8th, 1837, at the special re- 
quest of that body. Proof from the records of ing Da- 
lodge lodge that Washington never had been master of a 
.» Ample proof that Washington was a non-affil- 
ieee mason the last thirty years of his life ... (Chicago, 
EA. Cook & co., 1877; 
». 
An earlier edition, Harrisburg, 1837, igeusd enter dite: Vindication of 
Ww 
L ci Washington George shea Owe lt we 
18-18938 


Library of Congress E312.17.R77 


Ritner, Joseph, 1780-1869. 

Vindication of General Washington from the stigma of ad- 
herence to secret societies, by Joseph Ritner ... Communi- 
cated by request of the House of ives, to that body, 
aa the bth of March, 1897, with the precedings which took 
place on its reception. Harrisburg, Printed by T. Fenn, 1887. 

2p 204". 


1. Freemasons. 2. Washington, George, pres. U. 8., 1782-1708. 


9 -20879 
Library of Congress 312.17. RG 
—— —— Copy 2. (Mis cellaneous pamphiets, ¥. 1115, no. 12, 
ACSOL.MS vol. 1115 
(a2841, 


Ritner, Joseph, 1780-1869. 





exponet Fridericvs ye . Helmsiadii, typis 
G. W. Hammii ,1710, 


Ip, sp 1. 
Diss. —Helrestadt (F. H. Odrber, respondent) 


eat Death Biblical—Terms and phrases. 1. Cor. 
bet, Friedrich i Pivtehy fi, 1710, respondent. 
2420408 
Library of Congress BD444. RS 
rflb1, 


Bitmes et refrains tourn¢siens, poésies couronnées 
Puy d’escole de rhétorique de Tournay. , (1477- 491. .) 





Extraites d’un penne 

de aan Mons, Typ. de oye Deel 1837 

=x, 2. 11. fold. fa li (Half-title: Société des biblio- 
philes de | no. 3 des Publications 


Cover "Mons, Le Roux. 
“Tine i wr exe res cestings au 
pom & ai red. ATE e Frédéric Miccaee », 
“tials et yo at du Puy d’escol- de réthorique” : p. oxvilr—xx. 
petry (French) 2 Breach pestry Deldien exthors 3. French 


on i. Towrasi. Puy descole de n. Henne- 
rédéric 1g te hus Hegdate Jeers A F:adérie, 1800-1857, ed. 


17-23989 
Library of Congress DHS01.H2S6 no. 3 
Ritner, Mre. An» Kethorine (Gilliland) 1906- 
And some had wins; # novel by Ann Ritner ... New York, 
M. &. Mili co., ine, ,°1939, 
Rin 2°. 
“First etition.” 
i Tithe 
Litrery of Congress P7BRS1An 
a Cy 
Copyright A 135378 1408, 
Ritner, ¥rc’ Anu Ketherizs (Gilliland) 1906- 
Elizabeth, my daughter, by Ann Ritner ... New York, M. S. 
Vill co., ine. (1940, 
2p 71". 
1 Tithe 
Library of Congress P72. R5121E) 
— ——- Sopy 2 
Copyright Ca 


py yey ab ge ne te 
on the 8th of March, 1887, with proceedings which took 
place on its reception. Toaster ity» le 09 Daniel Web 





ster, and his reply. Boston, E. Lincoln, 1841 
tv, G48 p. 2. 
1 U8. 2 George, pres. U. 8., 1782-1708. 
E312.17.Re2 
Library of Congress 1 
te documents, no. 4) 
AS 
a36g1, 


Ritner, Joseph, 1780-1869 
see also 


Pennsylvania. Governor, 1835-1839 
(Joseph Ritner) 


Bitner, W D. 
The t original and entrancing romance, The fire- 

man’s bride, or, Beautiful Myria, the mad actress. 

history of Myria Blakely, on Ringgold, though clothed 

in the illusive language and plot of a novellet, 3 brit 

to light facts most startling and strange .. 

a. Philadelphia, New York ete.) M. A. Milliette, 


lp. 1, O86p illus 23~. 


Library of Congress 


Rituer, William D 


Myria, the mad actress; TP 4 
A true narrative of love and ene ihe Der. 
dey ben (1873, 

1 p. L, 19-110 p, incl. illus, plates. 234™. 


Published anonymously. Fyttiheel, 0, eater Gite: The great origi- 
na! and entrancing romance, the fireman's 


pases 7-4i41lt 
(Copyright 1873: 9272) 




















Ritorni, Carlo. 
della vita e delle coredrammatiche di Sal 
vatore Vigano e della coregrafia e de’ corepei, scritti da Cario 
Tip. Guglielmini e Redselli, 1838. 
4183p. 234". 
Portrait on 
ao in einquecento cingue cople ... la presente 6 0 


1 Vigano, Salvatore, 1760-1821. 2. Ballet. 
os11u8 
Library of Congress MLA10.VT74RB4 


c41b1) 


Ritow, Hermax. 

Architectural design and lettering ; a practical treatise on the 
construction and design of modern dwellings, by Herman Ritow 
.» and Frank Chouteau Brown ... Chicago, IIl., 
technical society, 1928, 





223 p. ius. plans (part folg.) 2147. 
rchitecture, Architectural draw’ 3. Lettering. 1. Brown, 
Frank Choutean, isié- joint author. : , Sisthe. 
28—2677 
Library ot Congress NA2TOO.RS 
— Copy 2. 
Copyright A 1018506 4091, 
Ritow, Herman. 
mg amy =! slide rule manual; a self- iasteusiing text 
for beginners, by H. Ritow. Chicago, Ill., The 
Frederick Post co. 1925 
1p. 1,86. illus, diagrs. 2i™. 
1. Stide-rule 
25-9701 
Library of Congress QA73.R63 
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Ritratti e vite di donne illustri che fiorirono dal secolo x1. 
sino a) xvi. Vinegia, Nelia stamperia Coleti, 1775. 
7h 1. Wp we. 

Biogrectes ef women ‘rom the 11tlf to the 14th centory, compt!«! from 
No more publiahed. ¢. Cicogna. 


Gulject extries: Woman—Biog. 


CaeR 
Tebrary <( Oongrem, 10 
Ritschelius, Fridericus 
see 
Ritschl, Friedrich Wilholm, 
“ent 1048- 
r behandiung der sch a one gewa 
same streckung. (Brisement foreé. Ritocher 


Borlin, Buchdruckerei von @. ey td 1870, 
ap -. 


Ineug diss —Bertin. 
Lebensiauf. 


1. Sbou'der-joint—Anky losis. 
1400 


Library of Congress 
1086b1, 
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oem, Wolfgang. 
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von a Wallonee Biteee oes 
1917. 





ht in Deutschland bis zur 


haftliche 


Seattonet und | Berlin, Cotta, 





xix, ili, 307, «1; 20. (Added t-p.: Minchener volkswirtschaft- 
liche studies ‘tah wtkeky' ° “ . 


“Quellenverzeichnis” : p. cxviij-xix. 

1.T unions—Germany—Hi. . Labor i > 
oie nates gions Hist. 2. laws and legislation—Ger- 
Library of Congress HD6694.R5 settee 

12) 
Ritschl, Albrecht Benjamin, 1683-1880. 
‘The Christian doctrine of justifi and liation, by 





English translation, edited by H. R. Mackintosh ... 
Mecaulay ... 2d ed. Edinburgh, T. & T. Clark, 1 





Op. L, vail, 673, 1)p. 2, 
A transla’ 
I laa 
re’ pref. 


1 ere 2. Forgiveness of sin. 
18T0- ed. uw. Macaulay, A. B., joint ed. 


BTT5.R5 
ul, 


Library of Congress 


Nitechl, Albrecht Benjamin, 1822-1889. 


xvi, 66>. 2". 
A translation of the first volume of the author's “Die christliche lehre 
von der und 





1. ay ay yg! of doctrines. 2 Atonement—Hist. 
1. Black, John Sutherland, 1846-1928, tr. 1. Title. 


41-5768 
BT15.RS2 1872 
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Library of Cougrens 


Ritschl, Albrecht Benjamin, 1822-1889. 
Geschichte des Von Albrecht Ritschl ... 
Bonn, A. ome, 1880-86. 





3v. 2°. 
ot volume bee, sine special t- Hy. bd. Der pietismus in oy by -3 fm, 
18. } <n 

3-23748 Revised 
Library of Congress BX4980.R6 
Die bew beim klavierspiel, auf grund 
physiologisch - mi er untersuch unter be- 
riickeichtigung technischer und f 


lit von 


_ ) 
vip, 11, 131, ch) p. fold. col. front, illus, fold. pl. 2°. 
1. Pianoforte—Instruction and etudy. 
11-24871 
Library of Congress MTZaLRS 
Copyright A—Foreign 3494 . 


Litsehl, Otte, 1560- 

Albrecht Ritschis leben. Dargestellt von Otto Ritschl ... 
Freiburg i. B., Mohr, 1892-96. 

2v. front. (v.2, port) 23. 

3 . Band 

Se LO | 
447; ¥, 2, p. (626)-882. 

Cowrarts.—v. L 1522-1864.—v. 2. 1884-1889, 


1. Biltech), Albrecht Benjamin, 1822-1836. 


BX4827.RSRS 
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Libtary of Congress 
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Ritschl, Otto, 1460- 
ag Fae igs ae 
: haftlicl get ; 
sophischen methodologie ... Bonn, C. Georgi (1906, 
1p. L, S86 col, xp. 2x22™. 


E+: po (with award of prizes) 


918831 
Library of Congress 


aitsema, Jan Bos 
see 


Bos, Jan Ritzema, 1850- 


Ritsher, Walter Holmes, 1596- 

Criteria of capacity for independence . by Walter 
Holmes Ritsher. lem, Syrian orphanag press, 1984. 
2p.L, viitzp,11, 2p. 24". 

Thesis (ru. p.)—University of Chicago, 1964. 
as American university of Beirut, Publications of the 
Faculty of arts and ectences, Social science series, no. 8. 
Bibliography : p. 189-146. 








1. Mandates. 2 Political science. 1. Title: Capacity for indepen- 
dence. n. Title: Independence, Capacity for. 
41585 
Library of Congress IX#2LRS 184 
Univ. of Chicago Libr. 
—<——_ Copy 2. (881, 821.027 


‘Riteher, Walter Holmes, 1898- 
Criteria of capacity for independence ,by, Walter Holmes 
Ritsher ... J lem, Syrian orph press, 1934. 
Sis Pa wD SPs Sma 
0 


Tesued also as thesis U of 
Rs (rm. ».) University of Chicago. 





Social ectence series, 


1. Mandates. 2 Politica! scionce. 1 Tithe: Capacity for inde 
pendence. um. Title: Independence, Capacity for. 
‘86-823 15, 
Library of Congress BLAS 20.8 
8 (908.2) e21.027 


Ritsher, Walter Holmes, 1898- 

Municipal in the Lebanon ,by, Walter H. Rit- 
sher. Beirut, American press, 1982. 

sleet. py 4 ue. be perpen yh ~~ AY 
wertes, no. 


Bibliography : p. 46. 
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3683814 
Library of Congress BB1.A6 70.8 
— —— Copy 2. 381406.LAR5 
ry (08.2) soz.csee 


Ritso, Frederick Henry Jacnes, b. 17721 


An introduction to the science of the law; shewing the ad- 
vantages of a law education, on the learning of Lord 
Coke's Commentaries ’s Tenures, or, as they are 
called by way of » with « view 
either ho Lan, tha cmate, or the Gatien of maghteny. By 
Frederick Clarke and sons, 1815. 


Library of Congress 2 








London, H. M. Stationery 


30 p incl. illus, tables. 28°. (:Gt. Brit, Safety in mines research 
board. Paper no. 84) 


At head of title: Mines department. 


» 1887- 
> iy A. 8. Ritson and H. Statiord. 
off., 1934. 


RSC * See ee 
CD31-4 
Library of Congress Card div. TN205.G05 no. 84 
eo 
Ritesa, John Helland, 1968- 
Christian literature in the field ; a su: of the 
made under direction of the Con. 
of the World mi conference, 
1910, by John H. Ritson ... i 
World missionary conference, 1910 


vii, 12. Nm. 
b eLnna of Gas Litaratabe cammsttine of the Conttonntion committer”: 
ble astean Stee, oe Continuation com- 
16-20313 
Library of Congress 


der and 
$86. front. (port) 2”. 
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Helland, 1968- 
Ln = <4 ieee London, Hod- 
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L Britian and foreign Bible society. Tithe 
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Library of Congres BVIST2RGASS 1009 
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Ancient songs and ballads, the reign of King Henry 
Second to the revolution. Collected by Joseph Ritson ... 

London, Printed for Payne and Foss, by T. Davison, 1829. 


:Ritson, Joseph, 1752-1803, ed. 

Ancient songs, from the time of King Henry the Third, to 
the revolution ... London, Printed for J. Johnson, 1790. 

2p, eer, 882p. ius 18°. 

‘Tithe vignette. 

Observations on the ancient English minstrels, and Dissertation on 
the songs, music, and vocal and instrumental performance of the ancient 
English : p. !-Ixxvi 

Printed in 1787 but not published till 1782. of. edition 1829. 

Later editions have title: Ancient songs and ballads, from the reign 
of King Henry the Second to the revolution. 

1. English ballads and songs. 2 English poetry—Middle English 
(1100-1500) 38. on ee—Say modern (to 1700) 4. Music—Eng- 
land—Hist. &crit. 1. Tithe 
O—140648 
Library of Congress 


A, PR1181.R6 1790 


M1740.R59 
13841, 


Ritson, Joseph, 1752-1808, tr. 

Annals of the Caledonians, Picts and Scots; and of Strath- 
clyde, Cumberland, Galloway, and Murray. By Joseph Rit- 
eon ... Edinburgh, W. and D. Laing; ,etc., etc., 1028. 

2y. 1". 


Selections treating of Scotland, taken from Tacitus, Dio Cassius, and 
others, with English translations 


1, Scotlané—Hist.—To 1008. 1 Tacitus, Cornelius m Cassius Dio 
Coccetanus. 


Library of Congress DATTT R61 


(Ritson, Joseph, 1752-1803. 

Bibliographia poetica: a catalogue of English poets, of the 
twelfth, thirteenth, fourteenth, fifteenth, and sixteenth, cen- 
turys, with a short account of their works ..._ London, Printed 
by C. Roworth for G. and W. Nicol, 1802. 

ipl, Mp. 2h, 7 (he 41) p 19. 

“Poets, natives of Engleland, who wrote in Latin or French”: p 

“Corrections and additional notes”: p. 408-407. 


1. English postry—Bio-bibl. 2. Ports, English. 1 Title 
+—14128 
Library of Congress 72014.P7R6 
—_——— Copy2 18". :38b1, 
Ritson, Joseph, 1752-1803, comp. 
The Bishopric garland; cr, Durham minstrel. Being 
a choice collection of songs, relating to the above 
. Full of agreeable variety, and pleasant mirth. 
<Ed. by the late Ritson, esq.> Printed 
i . Anew cor. Newcastle, 


r, 1 os 
Printed te and Elliot, 1792. < Reprinted for 
i by Wright, 
iv, 4p. 19°. (In his Northern garlands. London, 1810) 


1, English ballads and songs. 1. Title. 


Library of Congress 
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= ene weatey (Cotlesttons) 2. Buglish poetry—Scottish authors. 
a ee 
7rTke portrait ia wasting im thie Sevoa"sad’ the ratnce differs 
lightly. PRS061.R52 

1381, 
(Ritson, Joseph, 1752-1803. 


criticisms on the edition of i 
by Blmnd Malo ste eke 


ix (K@ x1), 1064p 21". 


the ical romance 
gh, E. & G. Goldsmid, 1891. 
“This edition is limited to 400 copies on demy 8vo, and 100 copies 





Usb (1100-1500) 1. Ywain and Gawain. 1. Chrestien, de Troyes, 
m. and minstrelsy. 
1— 3390 
Library of Congress PRa21.R6 
—— ——— Large paper copy. 28 x 224™. 
(STrMe15, 
Ritson, Joseph, 1752-1803. 


Eight unedited letters of Joseph Ritson ,ed. by, Henry 
A. Bard. 


(ie Wisconsin academy of sciences, arte and letters. Transactions. 
Madison, Wis, i918. 24™. v.19, pt. 1, p. 11-21) 


1. Burd, Henry Alfred, 1889- ed. 
A23-1629 
Title from Wisconsin Univ. Printed by L.C. 
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Ritson, Joseph, 1752-1808, ed. 


The English -. London, Printed by C. Clarke, 
for T- and’). Egerton, 1990-98 


Sy. 19)". 
Title 
Tiastrekes bp Themes Stetherd. 
1, English modern (to 1700) 2 Bungtish poetry—isth 
cont, ‘Thomas, 1755-1884, (tus. 1. Title. 
11—e0807 
Library of Congress PRIITLRS 
41b1, 


Ritson, Joseph, 1752-1803. 

An easay on abstinence from animal food, as a moral duty. 
By Joseph Ritson ... London, R. Phillips, 1802. 

2pniwp 2. 


1. Vegetarianism. 
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Ritson, Joseph, 1752-1803. 

Fairy tales, legends and romances illustrating Shakespeare 
and other early English writers, to which are prefixed two 
preliminary dissertations; 1. On pigmies. 2. On fairies, by 
Joseph Ritson. London, F. & W. Kerslake, 1875. 

tv, 426 p. 18°. 


AD amaigama’ 
trations of the fairy mythology of 's dream, 1845, 


of Ritson'’s Fairy tales, 1831, and Halliwell'’s Iilus- 
A midsummer-night’ 
with certain additions and of. Pret. 


1. Fairy tales. 2. Dwarfs. 1 Halliwell-Phillipps, James Orchard, 
1820-1889. Illustrations of the 


s dream. wu. Hazlitt, Whitam Gare, 1690-1018, ed. m. Tithe. 
16-1015 
Library of Congress GRSOO.RS 1875 
—— —— Copy 2. (3601, 


son... London, Payne and Foss ,etc., 1881. 
vi Wp 2. 


midsummer-night's 
1845) under title: Fairy 
speare and other early 
By Ag 2. Fairies. 8. Dwarfs. 4 Folk-lore—Gt Bri 
1 Frank, Joseph, fi. 1780-1880, ed. 
Library of Congress 
- - ——~ Copy 2 


Ritson, Joseph, 1752-1803. 

The jurisdiction of the Court leet: exemplified in the arti- 
cles which the jury or inquest for the King, in that court, is 
charged and sworn, and by law enjoined, to inquire of and 
present. Together with approved i 
great additions. By J. Ritson ... - London, W. Clarke and 
sons, 1809. 

=x, 108, 4) p. 23". 


1. Manorial courts. (1. Courts baron and Courts leet, 2. Forms 
(Law)—Gt. Brit. 1 Tite. 


210129 
Library of Congress a) 


Ritson, Joseph, 1752-1808. 

The jurisdiction of the court leet : exemplified in the articles 
which the jury or inquest for the King, in that court, is charged 
and sworn, and by law enjoined, to inquire of and present. To- 
gether with approved precedents.. By Joseph Ritson ... The 
3d ed., cor. London, W. Clarke and sons, 1816. 

2p. 1, 166, 8p. 219". 


1. Courts baron and courts leet. 2. Forms (Law)—Gt. Brit. 
1 Title. 
33-16092 
Library of Congress a) 


Ritson, Joseph, 1752-1803. 

Letters from Joseph Ritson, esq., to Mr. George Paton. To 
which is added, a critique by John Pinkerton, esq. upon Rit- 
son's Scotish songs. Edinburgh, Printed for J. Stevenson, 1829. 

ip Lars. 2p 2. 


“One hundred copies printed.” 
Edited, with a prefatory notice and notes, by James Maiément. 


1. Paton, George, 1721-1807. 


1. Maidment, James, 1705 ?-1879, ed. 
 Piokertoo, John, 1768-1826. 


Library of Congress 


1 Frank, Joseph, &. 1780-1880, 04. 1 Nicolas, Sir Nicholas Harris, 
1700-1848. 
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thentic documenta. By Joseph Ritson ... London, Payne and 
Foas ,etc., 1825. 
4p, xii, 172p. 10". 
1. Arthar, King. 
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Ritson, Joseph, 1752-1803. 


Memoirs of the Celts or Gauls. By a Ritson ... 
Printed for Payne and Foss, by W. Nicol, 1827 


xiv, 30 p. IN™. 
Sea oe ae mt oe 


1, Celts. 1. Frank, Joseph, f 1780-1830, ed 
3224 
Library of Congress DC62.R61 
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Ritson, Joseph, 1752-1803, comp. 
The North-Country chorister; an unparalleled variety 
of excellent i 


songs. and together, for 

pay aie Dyers ick balled- inger. 

the late J i gaa i by 
L. , we Reprinted for R. Trip- 
hook, by and Wright, 1 

16 p. 19%. (Jn his Northern garlands. London, 1810) 

1. English balleds and songs. 1. Title. 

16-4672 
Library of Congress PRIIS7.RS4 1810 


Ritson, Joseph, 1752-1808, ed. 


Ritson, Joseph, 1752-1803, ed. 

Northern gastende, o collection of conga, of. J 
a. (1784-1793.) Edinburgh, E. EG Goidemka, 
4p. Ly tr-260 (i @. 261) p =. 

With reproduction of original 


title-pages. 
Seek Dusters Vere ce sy 
for N. i and sold by J. 
jewcastle nightingale . 


“or Ni & Printed by and for 
fi Elicia The tortcomiry cari. Dore Priced by 
1. English ballads and songs. 1. Tithe 
Library of Congress PRIIG7.RS4 1887 -—- 
1a2Sd1) 
Riteon, Joseph, 1752-1803, comp. 
The Ni ; or, Newcastle nightin- 
gale: a matchless of famous songs. <As 
nally ed. by the late Joseph Ritson, . Ne 


Reprinted for. Triphont, by Harding and Wright 
1p. 1,94. 19°. (Jn his Northern garlands. London, 1810) 
i Tithe. 
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Ritson, Joseph, 1752-1808. 
The office of bailiff of a liberty. Sy At Sie 


2—10180 

Library of Congres (08901; 
cRitson, Joseph, 1752-1808. 

The office of constable : an entirely new compendium 
of the law thet minister for the conserve- 
tion of the peace. compiled from the best suthori- 
ties, With « preface; and an introduction, containing some 
account of the origin and antiquity of the office. London, 
Printed for Whieldon and Butterworth, 1791. 

xxvill, 0p, 23". 

Errata slip inserted. 

1. Constabies—Gt. Brit. 1 Tithe 
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Library of Congress ,#0b1, 

(Ritson, Joseph, 1752-1803, comp. 

Pieces of ancient popular : from authentic manuscripts 
and old printed copies ... Printed by C. Clarke, for 
T. and J. Egerton, 1791. 

Ip. L, aly p11, 152 p. ius, 195°. 

Compiled by Joseph Ritson. 
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Ly Steevens, George, 1786-1800. 4 Shakespeare, William 
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Library of Congress PRSOTURG 
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(Ritson, Joseph, 1752-1808, comp. 

Robin Hood: « collection the ancient songs, 
and bellads, now extant, relative to that celebrated 

outlaw : to which are prefixed historical anecdotes of his life. 


persons of 
1. Retin Hoot, = 1 Tithe. 
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Ritson, Joseph, 1752-1803, comp. 
Robin Hood : a collection of all the ancient songs, and 
English outlaw. 


Vo which are historical anecdotes of his life. By 
Jomph Ritson ... 2d ed. London, W. Pickering; ,ete., ete. 
1832. 

2¥. = 


First published 1796. 
Eaited-ty Jonph Frank. with additions from the manuscript of Rita 
‘and the “Tale of Robin Hood and the monk". of. Pref.; also Lowndes, 
Bibl_maoual. 

“The original engravings, by the celebrated Bewick, have been again 


1. Robin Hood. 1, Frank, Joseph, fi. 1780-1880. 1. Bewick, Thomas, 
1758-1828, illus. m1. Title. 
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Ritson, Joseph, 1752-1803, comp. 
ocnte Hest: collection of poems, songs, and 

ve to that celebrated English cutla outlaw. me 
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2 tiiy-iv, 112 % i \ 
r pes Dp front 2. (On cover: Universal library. 
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Ritson, Joseph, 1752-1808, comp. 
Scotish song... London, Printed for J. Johnson ,etc., 1794. 
2. 18, 
Engraved title-pages, with vignettes; engraved head-pleces and tail- 
win music ( 


unaccompanied melodies) 
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1. Bongs, Scottish. 1. Title. 
16-4678 Revised 
Library of Congress M1T46.R4 
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(Ritson, Joseph, 1752-1803, comp. 

A select collection of English songs London, Printed for 
J. Johnson, 1783. 

Sv. front. ius. 19°. 

Conrants.—v. 1. Preface. A historical essay on the and prog- 
ress of national 2. Drinking 
songs. Ancient ballads. —v. 3. Airs to the songs. 


1. Songs, English. 2. Ballads, English. 3. Songs—Hist. & crit. 
1. Title. 
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Ritson, Joseph, 1752-1803, comp. 
A select collection of English songs, with their original 
airs: and a historical essay on the —— and ies of 


national song, by the late Joseph Ritson, esq. ... 2d ed., 
with additional songs and occasi notes. B ‘Thomas 
Park ..._ London, Printed for F. C. and J. Rivington 
ete. 1813. 

a oe i. Abveiticoment Preface. A historical the 

nan. rogen_ of sana one Love-songs.—¥. 2. ge 
et reich. 2 Pins ts Enalish pg 4X. 
' Park frome 17 1799-1834 
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Library of Congress M1740. R62 
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—_ Joseph, 1752-1903, comp. 
The Spartan manual; or, Tablet of morality, being a 
collection of the apophthegms, maxims, and pre- 
of the philosophers, heroes, and other great and 
characters of poten) & r+ proper heads. 


For the sapuoremeat of romoting of 
wisdom and virtue ... London, C. “ile gt = 
xxiii, 66 p. 179. 
1. Maxims. 1. Title 
12-28055 
(3001, 
Library of Congress PN630.RS 


Ritson, Joseph, 1752-1803, comp. 

The Yorkshire garland; being a curious collection of 
old and new songs, concerning that famops county. <Ed. 
by the late Joseph Ritson, yy? Part 1. York, Printed 
for N. Frobisher, 1788 . ndon, Reprinted for R. 
Triphook, by Harding and Wright, 1809> 

Nip, 19%. (Jn his Northern garlands. London, 1810) 
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Ritson, Lady Kitty Edith Blanche (Ogilvy) 1887- 
Degp; on illustrated handbosk, by Lady Ritson <Lady 
Kitty Vincent) London, Chatto & Windus ; 

5p.1,17Tp front., plates. 20. 


1. Dogs. 2 Doge—Training. 


Library of Congress SF427.R6 
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Ritson, Lady Kitty Edith Blanche (Ogilvy) 1887- 

The fiery cross, by Kitty Vincent. London, H. Jenkins 
“mited 1930, 

816 p. 19)". 


1. Charles Edward, the be Ry 17T20-1788—Fiction. 2. Jac 
obite rebellion, 1746-1746— L Title. 


80-11728 
Library of Congress PZB. RS127Fi 
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Ritson, Lady Kitty Edith Blanche (Ogilvy) 1887- 

The ruby cup, by Lady Kitty Vincent London, H. Jenkins 
limited 1923, 

S13 p. 199". 


1. Title. 


2 1087 


Library of Congress 
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Ritson, Lady Kitty Edith Blanche (Ogilvy) 1887- 


An untold tale; a secret service story, by Lady Kitty Vin- 
cent. London, H. Jenkins limited ,1984, 
34 p 19. 
1 Title. 
35-5267 
Library of Congress PZ3.R5127Uo 
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Ritson, Lady Kitty Edith Blanche (Ogilvy) 1887- 

Your first dog, by Lady Kitty Ritson; with a foreword by 
Lorna, countess Howe and photographs by Harold Moore of 
Copthorne and others. New York, C. Scribner's sons, 1987. 

152 p, 11 front. (port.) plates. 219x169" 

“Made in Great Britain” 
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Ritt, Joseph Fels, 1891- 
Differential equations from the algebraic standpoint, by 


Joseph Fels Ritt ... New York, American mathematical 
society, 1939. 

x, 5 o- 1b i (American mathematical society. Colloquium 
publications. vol. xr 


1. Differential equations. _t. Title. 
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Library of Congress QASTLEAS 
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Joseph Fe (Lancaster, Pa., Press of the 2 hed 
era » peat red 1917, 
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Eft Americas easthematica! cod- 


Bas ve 218, jaa 
ferential equations, Linear 
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Colombia Univ ibe 


So 
why glaalmaaay Olivier Ritt. Paris, L. 
Hachette et c*, 1869. ” 


xvi, 479 p. eb Gund 008 cian Oth Geen O08 OO 2. 


1, Suez canal. 2. Suez, Isthmus of. 
Library of Congress TCTO1.RG1 
871, 


Ritt, William. 

Brick Bradford in the city beneath the sea; 
adapted from the newspaper adventure strip by 
William Ritt and Clarence Gray ... Akron, 0., 
New York, The Saalfield publishing com 71934 

(15¢) p. front., illus. (incl. map) 1 \ 


I. Gray, Clarence, joint author. 
PZ7.R514Br. 


II. Title. 
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Rittau, Martin, ed. 

Militarstra der fassung der bekanntma- 
chung vom 16. juni 000 (Rghi. t, © S70 cod Ser meee 
vom 26. mai 1933, artikel m ( 1, 8. 297), vom 23. novem- 
ber 1934, artikel 1 (Rgbl. 1, s 1165) und vom 16. juli 1935 
(Rgbl. 1, s. 1021) mit besond ksichtigung der recht- 
sprechung des friiheren Rei itirgerichts und dee Reichs- 
gerichts in strafsachen, erliutert von Martin Rittau 2. 


de Gru: & 
tai" 154. y ~~ Aa Oh — —~p~t-1 


1. Criminal law — Germany. 2. iw law — Germany. 


ports eoun, etc. — Germany. 
Feed targerieht ™. Germany. Keichage- 


36-17140 
Library of Congress 3) 855 0043 
Rittaa, Martin, ed. 
der Verordnung 


in der fassung 
vom 10. oktober 1940 (ROBL 1 1347) mit 





und K erliutert von 
Rittsu... 3.aufl. Berlin, W. de Gruyter & co., 1941. 

= 184*. (Guttentageche sammlung deutscher reichagesetse ... 
or. 


1, Military law—Germany. 2 —Crimes and mis- 
demeanors. 1. Germany. Lawes, statutes, etc. 1. Title. 


41-25448 
Library of Congress (2) 


Rittelmeyer, Friedrich, 1872- 

Behold the man, a picture in four aspects, by Friedrich Rit- 
telmeyer, pu. p.; authorized translation by Erich Hofacker 
and George Bennett Hatfield, according to the second edition, 
1920. New York, The Macmillan company, 1929. 


Tp. 2. 


1. Jesus Christ. t. Hofacker, Erich, tr. m. Hatfield, George Ben- 
nett, joint tr. m1, Title. 


20-1874 
Library of Congress BT2OL. RSS 
——- —— Oapy 2. 
Copyright A 13255 (S0f1, 
Rittelmeyer, Friedrich, 1872-1938. 

The Christian community, by Friedrich Rittelmeyer... Au- 
thorised translation. London, Issued on behalf of the Chris- 
tian community, Stuttgart, Germany, by the 
publishing co., 1926. 

4p.1L 24". 

1. Christengemeinschaft. 1 Title. 
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Library of Congress BP605.C45R52 
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Rittelmeyer, Friedrich, 1872- 

Fr. Nietzsche und das erkenntnisproblem ..._ Leipzig, 

W. Engelmann, 1903. 

Ip. L, iv, 108p.,21. 22. 
Sepen- Gin tortery, 
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Library of Congress 
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millan company, 1981. 
12 p. 194". 


CATALOG OF PRINTED CARDS 


1, Steiner, Rodolf, 1861-1825. 2 Anthroposophy. 
Library of Congress ‘B3383.Z7RS 
Copyright A—Foreign a2 
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Rittelmeyer, Friedrich, 1872- 

Rudolf Steiner als fihrer zu neuem christentum ,von, Fried 
rich Rittelmeyer. Stuttgart, Verlag der Christengemein- 
schaft, 1933, 

ip 2. 

“Zam weiteren studium” : p. 152-159. 


L Steiner, Rudolf, 1861-1925. 2 Anthroposophy. 


89-16580 
Library of Congress BP606.8895R5 
2 1403 
Rittelmeyer, Friedrich, 1872-1938. 
oe wey weeny wy om ey ty—g-- 4 
translated from the German by D. S. Osmond. London, 
Christian community bookshop, 1940. 
vi, (2), 8-181, (1) p 2 port. (Incl. front.) 19”. 
a” Steiner, Rudolf, 1961-1985. 2 Anthroposophy. 1. Osmond, D. 8., 
1 
Library of Congress ‘HEBER ZT BEC 
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Rittelmeyer, Friedrich, 1384- 
Deutschtum ;von, dr. Friedrich Rittelmeyer. Stuttgart, 


Oneenge 194. nian 
“1-4, tausend. 


Conrerts. — —Al -—Von deutscher rell- 
Glonageschichte —J und deutschtam.—Von der deutschen volk»- 
eeele —Naturdienst —Dtenst am volk.— Dienst am 
— 2 Religion. 8. Germany—Civilization. 
fell name: Friedrich Gu- stav Hetnrich Johannes Ri! 
Library of Congress DD16.R47 
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Rittelmeyer, Friedrich, 1884- 

Thukydides und die sophistik ...  Borna-Leipzig, Druck von 
R. Noske, 1915. 

vill, 196 p, 11 229. 

Inaug.-dias.—Erlangeo. 

Lebensiauf. 

“Literaturverseichais” : p. (¥il;-vill. 
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(Pull nome: Friedrich Gustav Heinrich Johannes Rittelmeyer, 
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On cover: By George M. Rittelmeyer. 
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Rittenberg, Caroline. 
.-- Motor West. New York, H. Vinal, 1926. 
6p.1.,120p. front. plates, fold. tables. 18)*. 


1, The West—Descr. & trav. 2 Automobiles—Touring. 1. Title. 
Library of Congress F506. R58 

—— —— fropy 2. 
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Rittenberg, David, 1906 
Some equilibria involving the isotopes of hydrogen .. 
David Riteaberg. New York city, 1984, dna 
Op, 8. tu. 2. 
Thesis (rm. v.)—Columbia university, 1984. 
Vita. 


“References”: 1 leaf at end. 


1, Hydrogen. 2. Isotopes. 


‘84 83808 
Library of Congress QD181.H1RS%4 1984 
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Rittenberg, Max, 1880- 
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New York, 


1, Title. 
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Copyright A M60 
Rittenberg, Max, 1880- 

Practical points in postal publicity, by Max Rittenberg 
London, New York ,etc., Sir I. Pitman & sons, Itd., 1927. 


vill, 119, (1) p. diagr. 234". 
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Rittenberg, Max, 1880- 
Swirling waters, by Max Rittenberg ... London, Meth- 
uen & co. Itd. (1913, 
viii, 112 p. 199™. 
1, Title. 
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Library of Congress PZ3.RS13S 


Copyright A ad int. 1597 


Rittenberg, Max, 1880- 


by Mary Lane Mekilan Now York, 6. w. Dittinghens 
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. Etude géologique de la Céte-aux-Fées et des en- 
virons y S*-Croix et Baulmes, avec carte au 1: 25,000, 
profils et ¢ 8, par Th. Rittener ... Berne, En com- 
mission chez Schmid & Francke (anc. librairie J. Dalp) 
1902. 


vi, 116, ix p. illus. fold. map, 4 fold. profiles (1 col) 319". (Maté- 
riaux pour la carte géol que de ao be Cale, ot par la Commission 
de Socréte wétique des sciences Scenes. aux frais de la 
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Rittenhouse, Benjamin F. 

The battle of Gettysburg as seen from Little Round 
Top. A paper read before the District of —- 
commandery of the Military order of the loyal 





the United States, ane 4 schig By companion “4 
min F. R Ww. Judd & Detweiler, 
printers, 1887. 
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Subject entries: Gettysburg, Battle of, 1863. tia 
Library of Congress, no. E481.G3R6. 
Rittenhouse, Franklin, 1839-1915. 
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Rittenhouse, Charles Forest. 
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. and Atlee L. Percy ... ist ed. New York ,etc., McGraw- 
Hill book company, inc., 1924. 
ix, 402 p. 239". $4.00 
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xitt, 429 p. incl. forma 234". 
Contains bibliographies. 
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lichen ikunde. Von Bernhard Ritter. 2, durchweg 





verb. aufl. Wiirzburg, Stahel, 1854. 
xiv, (2), 288, (2)p. pl 234". 


“Blne gekréate preieschrift.” 
1. Blood—Jurisprudence. 2 Semen. 8. Feces. 4. Medical juriepro- 
Gence. 1 Title 


30-15528 


Library of Congress RA1053.R6 1854 




















Ritter, Carl. 

Die entwicklungsgeschichte der reblaus, deren ver- 
breitung und bekiimpfung, von C, Ritter ... 2. verb. und 
erweiterte aufl. ... Neuwied te., Heusers verlag (L. 
Heuser) 1893. 

85 p. fold. pl. 224° 

1. Phylloxera 

Agr +1772 

Library, U. S. Dept. of Agriculture 431.5R51 
Ritter, Carl. 

Die reblaus und ihre lebensweise. Dargestellt auf 17 
tafeln nebst erklirendem texte von C. Ritter und Ew. H. 
Riibsaamen ... Berlin, R. Friedlinder & sohn, 1900. 

Sip. 26)". and atlas of 17 pl. (2 double, 1 fold.) 37° 

1. Phynoxera. 1. Riibsaamen, Ewald H., joint author. 

Agr 11-149 

Library, U. S. Dept. of Agriculture 431.5RS51D 
Ritter, Carl. 

Das recht der ung. Ein k zu den 
Aligemei r icherungs-bedingung (Im 
jabre 1919 h wegeben von den di ‘h ich 
pose fs na ‘ dalek “und tach. 


verbiinden unter vorsitz der 
Von dr. Carl Ritter ... F Pang L. yrdaichen & .) 
1922-24. 





’. . 
Paged continuously. 
Bibliography : v. 2, p. yoeen 


1. Insurance, Ma 2. Insurance law—Germany. a 
Hamburg. ~~ m. ritle. m1. Title: Allgemeine deutsche 
peerers! gungen. 


26-5290 Revised 


Ritter, Carl. 


versuche an einer 
seven pumps dime avn -ing. Car Biter» . mit 62 ab- 











e Leiptig, M. Janecke, 1980. 
aE haa, tables. diagra. 21°. 
“Bisherige literatur Ober "ip ty. 


1. Pumping machinery. 1 Tithe. 


80-19028 
Library of Congress TIV19.RSS 
Copyright A—Foreign 7142 
ct 


Ritter, Carl, 1779-1859 
see 


Ritter, Karl, 1779-1859. 


Ritter, Carl F oO. 


| Ritter Carl. 


CATALOG OF PRINTED CARDS 


Ritter, Carlton M. 


tee > applied to arithmetic. By Carlton M. Rit- 
tockton, Cal., L. 8. Atwood, printer, 1891. 


163 p diagrs. 217. 


1. Arithmetic—Study and teaching. 


Library of Congress QAIIS.R6 
Ritter, Christian Wilhelm Jonathan, 1765-1819. 

Beschreibung merkwirdiger berge, felsen und vulkane, 
ein beytrag zur physikalischen geschichte der erde. Hrsg. 
a d. Christian Wilhelm Ritter ... Posen und Leipzig, 

. Kohn, 1 

2. fold. plates. 20°. 

Conrents.—-th. 1. Berge und felsen.—th. 2. Vulkane. 

1. Physical geography. 

GS-42 


Library, U. S. Geological Survey 503 Rib 
Ritter, Christiane. 

Eine frau erlebt die polarnacht, von Christiane Ritter. Mit 
6 farbigen tafeln und 23 textbildern der verfasserin. Berlin, 
Propylien-verlag ,1938, 

191, (1) p11 Mus, 6 col. pl, map. 19) x 154". 


1 itsbergen—Descr. & trav. 2 Auroras. 1 Title. 
~ 39-10853 
Library of Congress GT80.R5 
Copyright A—Foregn 41312 
2 919.8 


— Constantin, 1859-1936. 
if Friedrich Bonhdffer. 
x. iene. Von Constantin Ritter 


I Sehmechortes fortechritte blessischen altertums- 
= nerigsh. ‘Loipatg, 1905, Do rere towed 


Geb. 19. juni 1859, gest. 14. 


Facet hecieen An ie eae 
t le u 
ESS re rk pe ta 
1. Plato—Bibil_ 
A 42-2558 
Rochester. Univ. Library 
for Library of Congress (PAB.J8 bd. 157, ete.) 
2) (880.5) 
Ritter, Constantia, 1859— 


2p. L, 7418, aD 


1. Plato. 1. Alles, Adam, tr. m Tith 
& 7120 
Library of Congress ‘S86 HESS 
Ales, ve 





Ritter 
oy oy 
Die k 4, , = 
Onmenline a Stale, Ee Daanee an 
x, 34, 2, p. front. 26, 
1, Plato. 1 Tithe. 
81-1972 
Library of Congress ‘B306 ROB 
a 184.1 


Ritter, Constantin, 1859- 
Neue untersuchungen iiber Platon, von Constantin Ritter. 
Miinchen, Beck, 1910. 


vill, 424 p. fold. tab. 24". 


Library of Congress 


flbl, 184.1 


Ritter, Constantin, 1859- 
Platon; sein leben, seine schriften, seine lehre, von Con- 


stantin Ritter... Miinchen, Beck, 1910-23. 
2. 2". 
1. Plato. 
1229883 
Library of Congress ‘1398. B5S 
r42r24fl, 
py neg te 
und christentum ; 8 vortrige in Stutt- 
a. rings, “yea yo eS dr. Constantin 
Tébingen, Kommissionsverlag: J. J. Heckenhaver 
= 2°, 
1. Plato. 2 Christianity and other religiensn § 1. Title. 
-11088 
Library of Congress BB128.G6R5 
a 1961 
Ritter, Constantin, 1859— 
.»» Platons stellung zu den i 
von Constantin Ri! C. Winter, 1919. 
118 p, 11 249%. (Sitsungeberichte der akademie der 
wieaurbaten hinge 10; jabrg. 1919, 
Bibliographical foot-potes. 
1. Plato. 2. Science—History. a0 
Tithe from 5 
Univ. of Cht- ae, asian mes vol. 10, pt. 2 
cy 








ter, Constantin, 1859- 
 * hisch 


gesctze. K 
stantin Ritter. Leipzig, B. G. Teubser, 1896. 
ix, 415,.1; p. 20". (With hie Platos gesetse. Darstellung des inhalts 
-  Letpaig. 1896, 


text, von Con- 





1 Plato. Leges 
96-12175 


Livrary of Congress (88107) 6884 


Ritter, Constantin, 1859- 
Sokrates, von dr. Constantin Ritter ... TWbingen, In kom- 
mission bei der Buchdruckerei von H. Laupp jr., 1931. 


2p.1,8p we. 


1. Socrates. 
33-31199 


Library of Congress BS17.R5 921.983 


Ritter, Constantin, 1859- 

Untersuchungen iber Plato. Bt cite and Gosia 
der platonischen schriften, nebst anhang : Gedankengang und 
pg ong Platos bey von Constantin Rit- 


hth 





ap, 11, 187 p 20y". 


1. Plato. 1. Title. 
31-29082 
Library of Congress B38 165, S884 
Ritter, Cornelis Wilhelmus, 1885— 
I ionale schuldvereffeni door Cornelis Wilhelmus 





Ritter ... Utrecht, P. den Boer, 1913. 





mil, 115p. 224". 
Proefschrift 
“Erratum” : slip inserted. 
“Stellingen” : p. (118;-115. 
=——t 
1. Foreign exchange. 2. Discount. 8 Balance cftrade 1 Title 
40-18704 
Library of Congress HGS826.R5 1918 
7 2TT 


Ritter, David Moore, 1912- 

& Se crenata of ee ental Cain hate, 
nm. The prep inary stucy of the compound 
B,H,N . . by Dovid bone Raeer” . ,Easton, Pa., 1938, 

lip. 2x2. 
Theste (vm. B.)—University of Chicago, 1987. 
Private o@itien, Gistribeted by the University of Chteage brartes, 
a ae ae ee 
Ned 





1. Methy! triboyine triamine. 2 Triborine triamine. 





80-21805 
Library of Congress QD181.B1R57 1987 
Univ. of Chicago Libr. 
— Copy 2. 2 546.27 
Ritter, Dore 
see 


Strauch, Dora. 


LIBRARY OF CONGRESS 


Ritter, Eduard Eugen, 1369- 
Die rivalin. Steenit te th te. Berlin, E. Bloch, 
1912. 


sp =. 
“als manuskript vervielfiitigt.” 
— eomnt 
Breet etaieging 
Library of Congress (PT3088.1 TRS 
a 


Ritter, Eduard Eagen, 1960- 





.. Des Schwaak in drei akten... Berlin, Ver- 
triebestelle des ‘erbandes deutecher bahnens. uriftsteller, 1916. 
Sp. plans. 21”. 
. Tide. 
ortet Sees 
Litrary ef Congress PT2ess.1 estes 
a 
Ritter, Egon, pseud. 
see 
Reichelt, Johannes, 1878- 
Ritter, Eli F. 
Is li ituti ; & brief, by Eli F. Ritter, before the 
Supreme court of Indiana in the case of Mary E. and 


York, Toronto ete., Funk & Wagnalls, 
vi, T-4p 20". 


License system—Indiana. Haggart, Mre. appellant. 
m Selinn Jone EL. appelies. ‘om. Tithe. enedes 
(88-18240 
Library of Congress 
Copyright 1801: ST768 rn 
Ritter. Eli F. 
Moral law and civil yyy ot = thing. By Eli 
F. Ritter. New York, Hunt & Eaton; Cincinnati, Cranston 
& Curts, 1896. 
mp =. 
1. Bthies. 2. Political ethics. 1. Title. 
10— 2424 
Library of Congress BISS.KE 
Copyright 1696: 19888 tad, 








Ritter, Eli F. 

Moral law and civil law, parts of the same thing, by Eli 
F. Ritter. Rev. ed. “Westerville, O., American issue publish- 
ing company, 1910. 

7p 0 


1. Ethics. 2. Political ethics. 1. Title. 
20—5315 
Library of Congress BISO.R6 1910 
——— —— Copy 2. 1861, 


Ritter, Mrs. Elizabeth: (Hart) 

Parasols is for ladies, by Elizabeth Ritter; drawings by 
Ninon MacKnight. Philadelphia, The John C. Winston com- 
pany “1941, 

Sp.1, 96, (1) p. lus. (part col.) 

Illustrated lning-papers. 


263". | 


1. MacKnight, Ninon, illus. 1. Title. 


41-25831 
Library of Congress PZ7.R5147Per 
110, 
(Ritter, Elizabeth, (Hart ) 
Story digest service ;by, L. Fehrlin :pseud., ... New York, 
N. Y., Elizabeth Ritter, *1941. 
Sil 2. 
Reproduced from type-written copy. 
1 Short stories, American. L Title. 
4215884 
Library of Congress PS878.BS 
2 8185 


Ritter, Elmer Lorenzo, 1883- 

Methods of teaching in town and rural schools ;by, F. L. 
Ritter and L. A. Shepherd ... New York, The Dryden press, 
inc. (1942, 

ill, 402 p. incl. illus, tables, forms. plates. 21°. (Haif-title: The 
Dryden press. Texts in education. General editor: M. J. Nelson) 


Includes music. 
“Suggestions for further reading” at end of each chapter. 


2. Education of children. 8 Rural schools, 1 Shep- 
herd, Low author. 
42-1618 
Library of Congress LB1555.R55 
5 872 
Ritter, Elmer £. 
Rural school methods, by Elmer L. Ritter ... and Alta 


L. Wilmarth ... 
sons (‘1 
49.1, 453» fvont, illus. (incl. music) diagrs. 
Bibliography at end of most of the chapters. 


New York, Chicago ,ete., C. Scribner’s 


1m™. 


1. Wilmarth, Alta L, joint author. 
28-11404 


1. Rural schools. 2. Teaching. 
Library of Congress LB1S67.R5S 
(38m2, 


Ritter, Elmer Lorenso, 1388— 
The teacher as an i ing force in the state educational 
qquan-dhanet 00, an ten 
In National education association of the United States. Addresses 
proceedings, 1931. p. 366-367) 











i 





Ritter, Emil, —_ 
Der weg h 


keathalici lend 





Breslau, Pi Fos Arse Wilh. Gottl. Korn p> 
312 p. 214". 
Bibliography included in “Anmerkungen” (p. 308-312) 


1. Catholic church in Germany. 2. Germany—Politics and govern- 
ment. 1 Title. 
AC35-718 


Libr. Printed by L. C. 
2) 


Title from N. Y. Pub. 


Ritter, Ernst i. ec. Johann Friedrich Carl Ernst, 1867- 


Die eindeutigen automorphen formen vom geschlechte 
null, eine revision und erweite der Poincaré’schen 
siitze . .. Leipzig, Druck von B. G. Teubner, 1892. 


2p.1,82p,11 diagrs. 26”. 
Inaug.-diss.—Gottingen. 
From Mathemati: annalen. xu 


1. Functions, Automorphic. 
47487 


Library of Congress QA351.R61 
Ritter, Ernst, 1893- 

Stratigraphie und tektonik der kohlenfiihrenden Molasse 
zwischen Genfersee und Saanetal ... von Ernst Ritter... Basel, 
Buchdruckerei E. Birkhiuser & cie., 1924. 

2p. — 1 fold, mep, profiles (2 fold.) 23". 


Inaug.-dise.—Basel. 
Literataryeraelchate: p. 404411 
Lebenslauf, at end 


1. Geology—Switzerland. 1 Title. n. Title: Kohtenfibrenden Mo- 
Jasse zwischen Genfersee und Saanetal. 
G8 26-24 
U. 8. Geol. survey. Library 208( 585) BSis 
tor Library of Congress ya4ibl, 
iter, Erwin, 1876— 


Vom Vélkerbund zum weltbund. Vorschliige zur — 
tung des Vélkerbundes, von dr. Erwin Ritter ... , 
(Baden) Gedruckt bei G. Braun, 1934, 


#p. 2m. 


1. League of nations, Covenant. 1. Title. 
8DS4—185 
U. 8. Dept. of state. Libr. JXIV1.RS2 104 


ade, 


Ritter, Etienne Alphonse. 

Les bassins lignitiferes et houillers des Montagnes Rocheuses, 
par m. Btienne-A. Ritter ... Paris, H. Dunod et E. Pinat, 
éditeurs, 1906. 

Mp. tables, 25". 

“Extrait des Annales des mines, livraison de juillet 1906.” 


1. Coal—Rocky mountains. 1 Annales des mines. m2. Title. 


GS821—176 


U. 8. Geol. survey. Library 461 (200) R51 
for Library of Congress adibt, 


a | Etienne. 
bordure sud-ouest du Mont-Blanc, les 

plis quai du Mont-Joly et de ses attaches,par 
Etienne Ritter ... avec 38 figures dans le terte 
et 6 planches. Paris Ist. ] Librairie poly- 
technique, Baudry et c*° 1897. 

At head of title: Miniotere des travaux 
publics. 

“Liste des ouvrages relatifs & la géologie de 
la région é6tudiée" : p. [5)-8. 

1. Geology--Alps. GS 13-245 

Libtary, U. S. Geol. survey (540) B no. 60 


CATALOG OF PRINTED CARDS 


Ritter, Etienne Alphonse. 

.». Le Djebel Amour et les monts des Oulad-Nayl 
Etienne Ritter ... avec 10 figures dans le texte et 4 
ches. Alger, Typographie Adolphe Jourdan, 1902. 


100, 2) ith 4 fold. 2s=. Service 
logique.  altcti, Be virie; Stratigraphic Descriptions rigieasies as.” 


1. Geology—Algeria. 1. Title. 
GS821-65 
Survey (730)B ser.2,00.3 
2 


Library, U. S. Geological 


ag renin ar 
prospect to mine, by Etienne A. Ritter .. 
ver, roa The Mining sclense publishing company, 1918 
vii, 166 p. illus. 20". $200 


1. Mining engineering. 

Library of Congress TNIG6.RG 
© Apr. 28,1910; 2e May 2 1910; A 261995; Mining science pub 
Ritter, Etienne Alphonse. 


Le massif du Haut-Giffre, étude sur le raccord des 
coushle do In vallto do PArve orcs ams 400 Teen bean 
6b Dens 6s SG, por Bite Ritter ... avec 8 figures dans 
Baudry et o%, 1898, _ ae 


102 p. seam (gust O08, gamer) Gage 2. 


Thése—Univ. de Genéve. 
“Liste Ges ouvrages relatifs & la géologie de la région”: p 


100,-100. 
1. Geology—France—Saroia. 
@ 87-1088 Revised 
bet ty Library 
Ritter, Etienne Alphonse. 
The ori ae 3d ed. 
(Denver, Col., Ores and metals, *1907 . , 


2 p. L, 3,84 p. illus, diagrs. 154° 
i of in ‘Ores 
ot nafs fifo tasks wage fous putlithad cs acticin 


seur 3 wien 
Sp. 21°. 


1. Geneva. Aglise de Genéve. 


Library of Congress 


Ritter 


Ritter, Eugene, 1836-1928. 

Le conseil de Gendve jugeant les oeuvres de Rousseau, par 
Eugtne Ritter. Alliance libérale, 14 juillet 1883. Genéve, 
H. Georg, 1883. 

Bp we. 


1 Rousseau, Jean Jacques, 1712-1778. 
12051 


Library of Congress PQ2044.BS 
108001, 


Ritter, Eugene, 1836— 
La famille de Jean-J: 
par Eugéne Ritter .. 
Hp 2. 
“Extrait du tome xx111 du Bulletin de l'Institut genevois.” 
1. Rousseau family. 2. Rousseau, Jean Jacques, 1712-1778 
Library of Congress PQ™4 RSS 


Gentve, | Impr. ney ye 


11-3494 


Ritter, Eugéne, 1836-1928. 
. La famille ot la jeunesse de J.J. Rouswen ... Paris, Ha- 
chette et &*, 
vit, 905 p21. 189". 


1 Rousseau family. 2 Rousseau, Jean Jacques, 1713-1778 
BO 0s 
U. 8 Of of educ. Library LBS17.R76R 
for Library of Congress ‘PQ2045. RS 
1040d1, 


Ritter, » oe, 1836-1928. 


La parenté de Jean-Jacques Rousseau (1614) Gendve, 
H. Kindig, 1902. 


trisaleule de Rousseau, gronde et bat sa taut ct st fort 
que la pouvre fille, de désespoir, va se noyer.” 
1. Rousseau, Jean Jacques, 1712-1778. 
12712 
Library of Congress PQ2044 RE 
(0381, 


Ritter, Fanny Raymond 


ace 
Ritter, Are. Frances Malone (Raymond) 1830-1890. 


Library of Congress 
Ritter, Ferdinand Moriz 
see 


Ritter, Moriz, 1640-1923. 





Malone (Raymond) 1830-1890. 
An art-historical sketch. 
ae” York, E. Schuberth I 





1. Songs—Hist. & crit. 1. Tithe: Famous songs. 
Library of Congress ML2900 R99 _— 
Copyright 1878: 15385 


Ritter, Mre. Frances Malone (Raymend) 1880- 
oe ee ee eee Maer Took, 


“Gauss mn 


L Tith 


Librery of Congress 
Copyright 1887: 21409 


—— ong oe — (Raymond) 1830-1890. 
An art-historical study, by 
Fanny > igmend Ritter. "New aorke E. Schuberth & co. 


2p.1,8p Zn. 

Read before the Centennial congress, in Philadelphia, of the 

igo Se peepee, of women, Sot plies & Gs Wome ym 
Here printed with additions. 


1, Women as musicians 


Library of Congress ML&S.261 


Ritter, Mrs. Frances Malone (Raymond) 1830-1890. 


Woman as a musician. An art-historical 7 
Fanny Raymond Ritter .. London, W. Reeves ; 
2p.L15p. 217. 
1. Women as musicians. 
18-490 
Library of Congress MLSS.T2 vol6 
Ritter, 


Study in the 1 acy! hydrazine Salt formation 
M65 dp pF yt by Frank 


‘Ameriona chemical society, v. G2, July. 
1080 end v. 53, Feb, 1981. 
1, Hy@resioes. 2 3. Bensidine rearrangement. 4. Semidine 
reerreagemes'! © Sits, Seam Sennen. 1-6 «= jotut 7 
31-34900 
Library of Oragrees QNe41.48Re8 1980 
New York Univ. Libr. “a ATS 


LIBRARY OF CONGRESS 


Ritter, Franz. 
-, Fihrer. durch das ites tomes betref- 
ilfen und anderer dienstrehmer in monk fy 
von Franz Ritter... Aussig, J. Illing, 1934. 


174 p. - (Schriften des D,eutechen, handels, verbandes, neue 
reihe, bd. 1 





1. Master and on ans republic. 2 Labor ae F 4 
ak republic. 1 Ceechoslovak repubi| 
statutes, ete. 1. Title 


38-86114 
Library of Congress 3 


Ritter, Franz, 


hell Wierk eto, 





geordnet nach 
angreifenden stoffen, von dr. ing. Franz Ritter ... Wien, 
Verlag von Julius Springer, 1937. 


fv p.. 1 1, 182, (2) p. diagre, 29". 





Ober : B 192; “Neuere bicher Ober 
Korrosion metallischer werkstoffe”: p. 192; bibliographical foot-notes. 


1. Corrosion and anti-corrosives. 


4.0 88-1320 
New York. Public library 
for Library of Congress 2 
Ritter, Franz Joseph 
see 
Ritter, Francois, 1876- 
Ritter, Fred U 1891-1938. 
bookkeeping for sheet metal by Fred U. Ritter 
and Howard E. Jones ... New York, N. Y., Edwin A. Scott 
publishing co. ,*1941, 
Sp.1, 7p incl ius, forms. 28 x 214”. 
Reproduced from type-writtes copy. 
1 Sheet-metal 2. Bookkeeping. 1 Jones, Howard 
E, 1872-1960, joint author. 1. Title. 
41-15250 
Library of Congress HF S686. M45R55 
3 658.971 


Ritter, Frédéric Louis, 1834-1891. 


mag ee ag ig By Frederic Louis 
Ritter. 1st,-2d, series. O. Ditson & co.; New York, 
C.H. Ditson & co., 1870-74, 


2. 11". 
Bibliography : v. 2, p. 276-811. 


1 Musie—Hist. & crit 
Library of Congress ML160.R6 
42g, 


Ritter, Frédéric Louis, 1834-1891. 

Manual of musical history from the 
to our time, by Frédéric Louis 
Cc. "s sons, 1886. 


of ancient Greece 
New York, 


2p. 1, irl, 57 p Mus (music) 20)". 


1. Music—Hist. & crit —Outlines, syllabi, ete. 2 Music—Manuais, 
text books, ete. 


34-9708 rev. 
Library of Congress 


Copyright 1885: 3emm8 


ML161.R61 
(F33b2, 


730.9 





Ritter, Frédéric Louis, 1834-1891. 
Music in America, by Dr. Frédéric Louis Ritter . 
New York, C. Scribner's sons, 1883. 
xiv, 4233p. 23". 
“Musical examples”: p. 400-415. 


1, Music—U. S. 


(3241, 
Library of Congress ML2ZOO.R6I 
itter, Frédéric Louis, 1834-1891. 
Music in America, by Dr. Frédéric Louis Ritter ... 
ed., with additions. New York, C. Scribner's sons, 1890, 
xiv, Zlp 2”. 
“Musical examples” : p. 508-513. 


New 


‘1 Music, American. 


4+—11739 


Library of Congress ML200.R@2 


redljl, 780.973 


Ritter, Frédéric Louis, 1834-1891. 

Music in England, by Dr. Frédéric Louis Ritter . 
York, C. Scribner's sons, 1883. 

vill, 231 p. 209". 

“Musical examples”: p. (218,-228. 


New 


1. Music—England—Hist. & crit. 
Library of Congress ML285.R61 
(8801, 


Ritter, Frédéric Louis, 1834-1891. 

Music in England, by Dr. Frédéric Louis Ritter ... 
York, C. Seribner’s sons, 1890. 

vill, 231 p. 209". 


First puolished 1883. 
“Musical examples”: p. :213,-228. 


1, Music—England—Hist. & crit. 


221189 


Library of Congress ML286.R62 


8141, 


Ritter, Frédéric Louis, 1834-1891. 


Musis in its relation to intellectual life Romanticism 
music. Two lectures by Dr. Frédéric Louis Ritter ... 
New York, E. Schuberth & co., 1891. 


Solon si”. 


1 Music—Addresses, essays, lectures. 


Library of Congress ML3838.R61 
Ritter, Frédéric Louis, 1834-1891. 
- Musical dictation; a a 
Frédéric Louis Ritter 
wer and co., “1887-89. 


3 22". (Novello. Ewer & co.'s music primera. Ed. by Dr. Stainer. 
(mo. 


for musical students, 
& New York, Novello, 


1. Musical dictation. 


TT 
Library of Congress MT35.R61 
Copyright 1887: 24020; ‘188 82464 
13501, 





for the use of 
Posie emer oF Te Louts Bitter .. . Phila- 
Siphia, T. Presser, *1 
4p.L8ip 27. 
: ech 6984) 
Library of Congress 


MTSO.R6I4 
(Copyright 1888: 10736) 


Ritter, Frédéric Louis, 1834-1891. 

The student's history of music. The history of music, 
from the Christian era to the present time. By Dr Dr. Fred- 
eric Louis Ritter ... With many musical examples. 
ton, O. Ditson & co.; New York, C. H. Ditson & co.; 
ete.) “1884. 

5S p. 1, (7-524 p. front. (fold. tab.) 20°. 


it 


1, Music—Hist. & crit. 
Library of Congress “Tt 160. RO 


»~ & 


Ritter, Friedrich. 

Wasser und eis. Eine darstellung der eigenschaften, anwen- 
dung und reinigung des wassers fir industrielle und hiusliche 
zwecke und der au beniitzung und kfmstlichen 
darstellung des eises. Fir bearbeitet von Friedrich 
Ritter ... Wien ,etc., A. Hartleben, 1879. 

J 2 ‘Chemisch- 
xvt $12 p. er E ( 464e6 t.-p.: A. Hartleden's 


Pages 811-812, advertising matter. 
1 Water. 2 Ice & Refrigeration and refrigerating machinery. 


Pos 


U.S. Patent office. Libr. ‘TP202. R614 
for Library of Congress ry 


Ritter, Pog tegen 

.. Als Robinson auf Galapagos. 
Leipzig, Grethlein & co. nachf. ,°1935, 
267, (ty p. 21. front, Mus. (maps) plates, ports. 21°. 


Mit 23 abbildungen. 


1. Floreana island. 2. Strauch, Dora. 3. Wagner-Bovsquet, Elvira, 
1 Title. 


= 36-14629 
Library of Congress F3741.G2R5 
3 918.6 
Ritter, Georg August Dietrich 
see 
Ritter, August, 1826- 
$-31020 Revised 
Library of Congress 9262) 
oe: 


A speech, delivered on the 13th. Ri reretl by before 
the society, called the Proficuous 

the advantages that would be derived ay a total 

tion of slavery. By George Ritter ... 

Printed for the author, 1802. 


iv, Si-20 p. 23". 


1. Slavery in the U. >.—Controversial literature—1802. 
17-2843 
Library of Congress 
——— Copy 2 
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sidcles; publises Tah Ls 
Gestion Listerlque ot den natioas 
Ritter (Charents) Impressions Ton de 
blissements F A’ AC, 1996. 
2p 1, 106, 2p opt, plan. 479". 
In 
“pibtiographie” : p. (0-86. 
1, Roven. Notre-Dame (Cathedral) 2. Glass painting and staining. 
‘= 7078 
Library of Congress NKSS40.RERS 
Copyright A—Foreign ‘52568 
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Ritter, Gerhard, 1888- 
... Bismarcks verhiltnis zu 2 Pe at & 
des “neuen kurses’’, von Gerhard Bi 
Dentace verlaggeeclicatt for pout tod gueieta 
m. 


71 p. 244%. (Eimzelschriften cur politik und geschichte ... 7. schrift) 


1. *Bismarck, farst Lag gy Ame = gry for. rel—Gt. 
ok TER. eS & govt —1871- 


Library of Congress DD221.5.R5 


oh 
5 
Friedrich der Grosse; ein historisches 
Ritter. Leipzig, Quelle & Meyer, 1936. 
4p 1, 271, A) Dp fromt. (port) 22". 


profil, von Gerhard 


1, Friedrich 1, der Grosse, king of Prussia, 1712-1788. 
aCs-1108 








Machtstaat und Utopie; vom streit um die dimonie der 
macht seit Machiavelli und von Gerhard Ritter. Min- 
chen und Berlin, R. Oldenbourg, 1940. 

imp =. 

Political science—Literary history. 2 Machiavelli, 16 
sam, peace & More, Sir Thomes, Saint, 1478-1585. 
L 
am 
Library of Congress somes 
C7 880 0 


nag eager 
und 


Bo goatee konservativen Bismarcks 
— itik, 1858 bis 1876, von Gerhard Ritter. Hei- 
donenn Winter, 1913. 


afti.i| = Pp. iL ain Glo sthantinge oer withers 
elt er Site lneuguesl_ Gescruation, Sclédibars, 


— Prussia. 2. Germany— Pol & govt—17@9-1900 
Orto Eduard Leopold, farst von, 1815-1858. 


2. bismarch-Schosheusee, 
Library of Congress 


Ritter, Gerhard, 1588- 
und ibre wurseln ; sur Me der Uni- 
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Library, of Congress DD416.86R5 

Copyright A—Foreign 19085 
a OES 48 
Ritter, Gerhard, 1888— 
C. Winter, 1921-97. 
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Ges Johann von Wesel. 

1. Scholasticiem. 2 Marsiline wea Inghen, 4. 1286. 8. Nominaliem 

4 Learning 2n4 scholarship—Germany. 1 Johann von Wesel, 4. 1481. 
A C 88-4080 

‘Title from Univ. of Chi- AS18246 vols. 12, 18,17 

Library of Congress t bd. 12, 18, 17) 

o (os) 
Ritter, Gertrud, 1910- 

Studien su Richard Wagners “Tristan und Isolde” (teil- 
druck) ... von Gertrud Ritter ... Stuttgart, Druck der Om 
nitypie-ges. nichfl, L. Zechnall, 1983, 

2p1, 87, &p 21°. 

Inaug.dies.—Preakfort a. M. 

Lebenala ef. : 


1. Wagner, Richard. Tristan und Isclée. 








Ritter, H A. 
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. Historische tusschen d en Duitsch- 
land, door H. A. Ritter ... Baarn, Hollandia-drukkerij, 1918. 
cover-titie, 81 p. 287". (Staten en volkeren ... ser. 1, no. 10) 


1. Netheriands—TFor. rel—Germany. 2. Germany—For. rel.—Nether- 


Library Congress D442.8T ser. 1, 50.10 


Ritter, H 
De Verwnite Stae, door HA Rita. Baarn, Hol- 
landia-drakkerij, 1 


cover-tithe, 48 p = (Staten om volkeren ... ser. 1, no. 8) 


1 United States, 1 Tithe 


Library of Congress D442.87 ser. 1, 00.8 
a 


oe, ene ee ee 
Answer of Halsted L. Ritter, United States district 
judge for the southern district of Forde, to the articles of 
exhibited against him by the Honse 
of the United States. Washington, U. 8. 
Gort’ print, off, 1906. 


1 2p. My". (\U. 8, Téth Cong, 24 coms Senate. Doe. 192) 


82 p incl. tables. forme fold.) 2. 8 7 
tt, Dee, S00) (part ) (0. 8) Téth Cong, 
Ressing title: Trial of impeschment of Halsted L. Ritter. 


1, Wesnin : George, pres. U._ 8. — Porenaaiity. 2 Washington, 
Library ef Congress ES12.17.Res anaes 
——— Copy 2 
Copyright A 42787 S25, 22.178 
Ritter, Hans. 
Der von Hans Ritter ... mit 75 
und einer Berlin und Leipzig, K. F Keak 
1926. 
ip. 11, 6p 61 ph (incl ep) dingr, 22™. 
Plates and “Ashang” (p. (264-266) i pocket. 


, IN4-19I—Acrial operations. 2 Acromastics, Mil 
wo 


2677 
Larary of Congress ‘D604. RS4 
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Ritter, Helarich, 1791-1869. 

Die christliche philosophie nach ihrem begriff, ihren ius- 
Se en nn end tn hows guestichto bio cut dio neuesten 
zeiten. Von dr. Heinrich Ritter . , Dieterich, 
1858-59. 

2y. ay. 


2 tketemete—me. 4 Christianity. 3 Philosophy and religion. 
(Fell name: August Heinrich Ritter, 


21—1961T 


Library of Congress ‘Ba2 B55 


D1, 


Ritter, Heinrich, 1791-1869. 


Geschichte der patios ie, von dr. Heinrich Ritter ... 
Hamburg, F. Perthes, 1 3 - 


iv. 21. 


sce der Sitch fm eg ww pone scotty set; x. $-12: Ge 
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1. Philosophy—Hist. 
1Full name: August Heinrich Ritter, 
Library of Congress Ba2.R6 oa Soe 
«t22c2, 
ee 1791-1860. 
hilosophie. Von dr. Hein- 
rich She ‘ _—— F. perdken tame 


vill, 233, 2) 2 22". 
Bibliographical foot-notes. 


1. Pythagoras and Pythagorean school. 
Pull nome: August Heinrich Ritter, 
(36-12800 
Library of Congress 


Ritter, Heinrich, 1791-1869. 








vill, 91, 3) p. 21. 


1. Jhache, Sune Pat, yee. a; Yieenes 
verschiedenen hauptformen. 2 Paatheism. 


; testimonia auctorum conle- 
gerunt H. Ritter ot L. Preller. Editio 
nona, quam curavit Eduardus Wellmann. Gotha, F. A. Perthes 
a.-g., 1918. 

ty, (2), 08. 2a. 





|, Ancient. 2 Greek literature (Selections: Extracts, 
wee) Prato, Latwig, 1800-1881, of. 
322518 
a1, 


Ritter, Heinrich, 1791-1869. 
The history of ancient philosophy. > — a 
Tr. from the by Alexander J. W. Morrison ... Ox- 
ford, D. A. Talboys, 1888-46. 
4v. 2. 
Vol 4 has imprint : London, H. G. Boba. 
Translation 


of the ist section, “Geschichte der alter seit”, 
of the author's der . 





1. Philosophy, Ancient. 1 Morrison, Alexander James William, 


1906-1885, tr. 
(Pull nome: August Heiorich Ritter, 
52878 
Library of Congress B11S.R6 
—— —— Copy 2 lhl, 


ter, Heinrich, 1791-1869. 
Uber die principien der aesthetik. Von dr. Heinrich Ritter. 
Kiel, Universitits-buchhandlung, 1840. 
=, 308, \1) Rs 22". (Added t.-p.: Kleine philosophische schriften von 
4r. Heinrich Ritter. 2 bddchen.) 





1. Esthetics. 
(Pell name: August Heinrich Ritter, 
‘32-30859 
Library of Congress BHI@.RS 701 
Ritter, Heinrich, 1791-1869. 
Uber unsere | der bisch hilosophi und be- 
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sonders fiber die der dog- 
matiker. You Helarich Ritter Gottingen, In der Dieterich 
schen buchhandlung, 1844. 
2p. 2. 

“Gelesen in der KSniglichen societit der wissenschaften ru G5ttingen.” 
2, Scumnien, tame, 00-20 Eamai sur les écoles philosophiques 

ches les Arates. 2. Philosophy, Arabic. 
(Pull name: August Heinrich Ritter; 


40-18861 
BT41.S43R5 
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Library of Congress 


Ritter, Heinrich, 1791-1869. 

Versuch zur verstiindigung tiber die neueste deutsche philo- 
sophie seit Kant, von dr. H. Ritter. Braunschweig, C. A. 
Schwetschke & sohn, 1853. 


186 p. 21". \With Ais Geschichte der philosophie. Hamburg, 1829- 
8. 12. th, 


1. Philosophy, German. 
(Pull nome: August Heinrich Ritter, 


2218804 
Library of Congress BS2R6 12 th 
rfib1, 
Ritter, Heinz. 
Novalis’ Hymnen an ae nacht, ihre nach inhalt 
und aufbau auf textkritischer grundlage, von Ritter. 
Heidelberg, C. Winter, 1980. 


4p1, 1723p. 2". (A4ééed t-p.: Beitriige sur neueren literaturge- 
schichie”.. neue folge ... xm) 
“Literaturverssichnis” : p. 170-172. 


1. Hardenberg, Friedrich Leopold, fretherr 1772-1801. Hymaes 
an die nacht. = 


(90-22272 
Library of Congress \88b1, PT2291.H6RS 


Ritter, Hellmat, 1892- 
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Ritter, Hellmut, 1892- 
Orientalische steinbiicher und 
von H. Ritter, J. aay. a 
bul ,Universum druckerei, 1985. 
PS oda bah Ike wok 8. ; breg. 
der Abeettung stanbal des Archilologiechen institutes des Deutsches 
pp oy i Ee 
editing of the Persian tert. 


i Wiedoid inee 


(Continued on next card) 
AC 85-2828 


mad b. ManeGr. a. Text. b. Odersetzung—8 Eine keramische werkstatt 
von Kaschan im.13.-14. jabrbundert, von F. Sarre. 

1. Manuscripts, Oriental. 2 Manuscripts. Turkey. 8. Pottery, Orien- 
tal. 4. Lapidaries (Medieval literature) 1. Sarre, Friedrich Paul 
‘Theodor, 1865- a Jolius Ferdinand, 1867- ed. m. *Wie 
Gerlich, Radolf, 1876- tv. Title. 

AC 85-2838 

Title from Princeton Univ. Printed by L.C. 
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1. Maslamab tbo Abmad, al-Majriti, 4 1004? Ghayst al-bakim. 2 
. Tithe 


Magic. 8. Alchemy. 
Michigan. Univ. Libra) DE2.w25 — 
iv. 
for Library of ‘Congres’ (CBS.W3S 1921/22) 
2 (901) 


Ritter, Hellmut, 1892- 
Uber die bil Nizdmis, von Hellmut Ritter. Ber- 
lin und Leipzig, W. de Gruyter & co., 1927. 


2p.1, 7% p. 20". (On cover: Studien sur geschichte und kultur des 
islamischen Orients ... hft. ¥) 


1. Nighm! Ganjevi, 1141-1208. 2 Persian language— Figures of 
speech. 


Library of Congress 1Dss6.88 bft.5 


2) (968.0082) 801.551 


Ritter, Hermann, 1449- 

Allgemeine illustrierte encyklopidie der ae 
schichte, von prof. Hermann Ritter ... Leipzig, 
Schmitz (1901-02, 

6 v. fronts., illus. (incl. facsims.) plates (part double) ports. 25™. 

Bibliography at end of each volume. 

Conrenrs.—1. bd. Ein! Die musik bei den volkern des altertums — 


2. Va. Die’ tapstbentwichtong mittelalter N 
$; = cit . jotenbeispiele ru 
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Ritter, Hermann, 1449- Allgemeine illustrierte en- 
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1, Musie—Hist. & crit. 2. Musicians. 1. Title: Encyklopidie der mu- 
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Library of Congress 
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Ritter, Hermann, 1849- 


begrtndet seen Hitter Mit WO modell bil 
dungen. Wiirzburg, G. Hertz, 1889. 
12, dap, 11 ill, 2. 
L Violin—Construction. 
10-1005 





1. Wagner, Richard, 1813-1888. 


Library of Congress MLA10. W1SR48 


Ritter, Hermann, 1849- 


Studien und skizzen aus musik- und kulturgeschichte, 
x ante, von Hermann Ritter ... Dresden, 

‘4p. 196 » 2. 

“Inseraten- + p. 1187)-196. 


—Gluck nach eines zeitgenossen.— 
Prana Lisre--Muni. inden Alpen Aus, Schotland—Usber ‘cnleftung- 





Die viola alta, oder brateche —Ueber meine viola alta —Berhior’s 
Harold —| ber das streichquartett und seine mei- 
ster — sch und romantisch —Drei volkshymnen. 

1. Music—Addresses, essays, lectures. 

11-12400 

Library of Congress MLOO.RS8 

Ritter, Hermann, 1849- 

Uber musikalische hung. Ein mahnwort an eltern, 
vormiinder und ——, vn prof. Hermann Ritter. 2. 


1. Music—Instruction and study. 


10-32564 
Library of Congress MTLRS 
Ritter, Hermann, 1849- 
Die viola *\ta. Ihre ihre bedeutung und die 
ihres baues. Von Hermann Ritter. Heidel- 
. Weiss, 1876. 
201,327, hp Damm. 
1. Viola. 
10-10096 
Library of Congress MLeOO.RG 


far die viola alta. Von Hermann Ritter ... 3. veriinderte und 
verb. aufl. Leipzig, C. Merseburger, 1885. 
2p.L%p. front, 2 fold pl 2". 
1. Viola. 
10—10007 
Library of Congress MLe00 Re 
sm, 


Bruxelles, Maison d’édi- 
3p. L, @79 p. illus. (port, facsim) 179". 
At head of title: René d’Absisse Opts Ramen Siew. 

de Hermann D. ’ 


Ritter” : 


GL D. (72-79. 


1. Tithe 


Library of Congress 


wii Eat and } Mississippi Sound, ~_ x sat Ho- 
Ritter. Washington, Govt. print. off. 
wie uh et BS omy 008) Zz. Ww. a , 


At head of ttle: Extracted from the Bulletin of the U. S. fish commis- 
sion for 1895 





Ni of, Metiie, and Sound in Mobile 
jotes ra oysters Bay County, 
1. Oyster 2 Oyster culture—Alabama Del- 
champe, Jada J. if 
Firm 
Library, U.S. Bur. of Fisheries 
Ritter, Hubert. 
Der krankenhausbau der gegenwart im in- und eusland 


Wirtschaft, organisation und technik von ... dr.-ing. Hubert 
Ritter .. ‘Mit 230 abbildungen und 7 tabellen. Stuttgart, J 
Hoffmann ,*1982, 
=. 
ate Sane oe ( Hesf-title: Die bavast- 
“Literaturverseichais” : > vi 


1 Hospitals 2. Hospitals—Germany. 


A © 8898, 
Rice institute, Houston, Tex. Library 
for Library of Congress cy 
Ritter, Immanuel Heinrich, 1825-1890. 
_—————— aus dem gotteshaus de: 


reformgemeinde, von dr. 
Berlin, Selbstveriag de des verfassers, 1856. 
Zp. 10,1 p 20. 
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Library of Congress BMS65.RS6 


ge apa or eg 
Mendelssohn der ref 
rich Ritter. Berlin, te 


1p 2". pom -orecnron: a 1.) 


A hey —— > -— chalet 2. Lessing, Gotthold Eghraim, 1729- 
ca 25-96 Unrev'd 
Library of Congress BMIO-.RS 1. th 
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Ritter, Johann Christian, 1712-1786. 





Ritter, John Joseph, 1895- 





Ness “ The constitution of the so-called “Pechmann nae K , the mech- 
Se faithful minister in the So- Johann Christian Ritter’s ... Erste rede, oder, Die, anism of their formation from beta-benzoyl — ic acid, and 
seo rend of Fri by Jvc ol ~ Ap Philadelphia, vor einer hochansehnlichen und volckreichen versamm- some further studies in the benzoyl acrylic series... By John 
T. ) N. York, Baker & Crane, 1844. = , am yey — a zu Naumburg, J. Ritter... New York, N. Y., 1924. 
iger hohen Stiffts- cathedr: rche, gehaltene 
mame _ ems qnaages predigt. Naumburg, J. W. Bosségel 17521, oo oe 
> Nite 2 Thesis (rm. p.)—Columbia university, 1924. 
Z3p. 21%. (With his Gott im kriege. Naumburg, 1763) Biograph 
Bibliography ; p. 24. 
1. Dyes and dyeing. 2. Benzoyl acrylic acid. 1. Title: “Pechmann 
dyes.” 
2419125 
ca 19-213 Unrev'd pa A com ee RS 1924 
Lbeary of Congress, 20. Library of Congress BX8066.RSG6 
Ritter, James H. Ritter, Johann Christian, 1712-1786. Ritter, John P. 
Present day jobbing. Johann Christian Ritters ... Letzte rede, oder Die am The owe of destiny. By John P. Ritter... New 
(In The snnale of the American academy of political and social vierten sonntag nach dem heil. dreieinigkeits-feste, zu York, G. W. Dillingham company (1901, 
ectence. Philedelphia, 1903. vol. xxul, no. 3, p. 451-458) Serba, vor ansehnlicher und volekreicher ve ung, 273 p. incl. front. plates. 19. 
greeters 6 es predigt. 1752. Naumburg, J. W. Bos- 
sdgel (1752 
24. 21°. a his Gott im kriege. Naumburg, 1763) 
1. Salesmen and salesmanship. 1 Tithe mm Tithe: Jobbing 
CD11—180 
Library of Congress Carddiv. HLAG vol 22,208 Se - “ neo Se 
ad0cl, Library of Congress BX8066.R5G6 ™ (Copyright 1901 A 5557) 
me, Joachim. Ritter, Johann Friedrich Carl Ernst Ritter, John P. 
Docta ignorantia; die theorie des nichtwissens bei Nicolaus The man who dared; a historical romance of the time 
Cusanus, von J. Ritter. Leipzig, Berlin, B. G. Teubner, 1927. see of ierre, illustrated ‘ee G. E. Browne. New York, 
G. W. Dillingham co., 1 
Sp.L, 1p. 239°. R s 
oe ae eibete 00s etn Geeeneten On Site itter, Ernst, 1867-1895, Mp. pl 12 
phischen der Hamburgischen universit&t vorgelegt worden und 
als soicbe "Vi 
“Literatur”: p. (110)-111. 
aetens Cumgee, cardinal, 1401-1464. De docta ignorantia. 
2 hivescon 1. Tithe. 
88-17T718 7,P-228 
Library of Congress BTOS.C8RS 1927 1808 Libary of Congress Copyright — 
Ritter, Joachim, 1903- Ritter, Johannes Martin. Pe Ritter, John 8 P ir. 
Mundus i lligit lis; eine untersuch ing & fnahme und b ion ood utaverfi — pry bhingigk Book of mock trials : containing fourteen original plays, 
von Joachjm Ritter. Feubien on Mele Vietio Mlestor 


mann, 1987. 


159 p. BW. (Added tp: abbandiangen. bd. v1) 
“Diese arbelt wurde bereits im berbat 1982 ... von der 
— Universit&t in FF habilitationsscbrift angenom- 
mes." — 
verteichnis” : p. 155-150. 


1. Augustinas, Aurelius, Se'nt, bp. of Hippo. 2 Ontology. 8. Neopla- 
toniem. 1 Title 


AC 31-2046 
Johns Hopkins univ. Libr. 
for Library of Congress 2) 


Ritter, Johann (printer, Reading, Pa. 
see 


Ritter, John, 1779-1851, 


Ritter, Johann Christian, 1712-1786. 


Die dankende freude vor + p getiinn friede, oder 
Dank- und friedens; pociat.a0 allgemeinen dank- und 
friedensfeste der woh a — den 21, marz 


1763. in der bisch6fi. hohen Stiffts- und cathedralkirche zu 
Naumburg, vor zahlreicher a , gehalten, und, 
auf dem druck fiber: ohann Christian 
Ritter ... Naumburg, Gedruckt y a. M. Priffer (1763, 


Bp. 21%. With his Gott im kriege. Naumburg, 1763, 





1. Tithe. 
ca 19-215 Unrev'd 


Library of Congress BX8066.R5G6 





oor naa on deutschen mit dem 


ésterreichischen, italie- 
nischen u. russischen strafrechte dargestellt.) Von Johannes 
Martin Ritter. Breslau-Neukirch, A. Kurtze, 1934. 


xiv, 136 p,11 20°. (Added t.-p.: Btrafrechtliche abhandiungen ... 
ft. 339) 


“Verzeichnis des echrifttums” : p. z-xiv. 


1. Treason — Germany. 2 Criminal law — Germany. 3. Germany — 
law. 4 law. 1 Tithe 





3440602 
Library of Congress a) 


Ritter, John. 

Handbook of tuberculosis for medical students and practi- 
tioners of medicine, by John Ritter ... one colored plate ... 
sixty-one illustrations ... Chicago, 1923. 

xix, 572 p. col. front., ius, diagrs. 23". 

“Ribliographic index”: p. 549-558. 


2313016 
Library of Congress RCSILRS 


414), 


Ritter, John Franklin, 1869- 


Nascént endocrine therapy, by John Franklin Ritter, ™. v. 
Caldwell, Id., The Caxton printers, Itd. “1940, 


SiTp. 134". 
Bibliography on the adrenal cortex: p. 227-228. “Papérs to 
sped presto sbtrane ofered befor sel mata a 
1 Endocrinology. 1 Tithe. ‘ 
Library of Congress RMT70.R5 
2 615.96 


court-room scenes, adapted to 

the limits of the parlor, on arranged for public or pri- 
vate performances. By J. P. Ritter, jr., and William T. 
Call. New York, Excelsior publishing house fl 


10 p. 174™. 


theatricals. 





1. Amateur t. Call, William T., joint author. 11. Title. 
1. Tithe: Mock trials. 

Library of Congress PN42S1.R6 a 
Copyright 1886: 13555 13041, 
Ritter, John P rr. 

Marie; a seaside episode, by J. P. Ritter, jr. Tlustrated by 
Coultaus. Chicago, New York ,etc., Belford, Clarke & com- 
pany, 1888. 

90 p. incl. Mus, 17 pl 20x10". 

In verse. 

1 Coultaus, ——, illus. m Title, 

‘29-1 7086 

Library of Congress PS2718.R4 
Copyright 1688: 20496 

iter, Karl, 1779-1859. 

= dkunde. Vorl an der Uni c 
Berlin von Carl Ritter. Herausgegeben von H. A. 
Daniel. Berlin, G. Reimer, 1862. 

Vi, (2), 2460p. 203". 

Half-title: All, erdkunde. 





1. Geography—Addresses, essays, lectures. 2. Physical — 
essays, lectures. 1. Daniel, Hermann Adelbert, 1812~- 
eo 


aheeis 0880-188 
C2 oy, Library 
brary of Congress 
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Ritter, Karl, 1779-1859. 


Comparative y, by Carl Ritter... Tr. by Wil- 
liam L. Gage. Piokers London, W. iecked and 
sons, 1865. 
xiii, 23. 14" 
1. Physical geography 1. Gage, William Leonard, 1832-1889, tr. 
. GSn~43 
' 
Library, U. S. Geological Survey 303 RSIEZ 


Ritter, Karl, 1779-1859. 
Com ive geography. By Carl Ritter ... Translated 
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Ritter, Kari, 1779-1559. Die erdkunde im verhdltnias 
netur und sur $e ye des menschen ... 1822-59. (Card 2) 
Afrika. wire. — 2-6. AY 2. buch. Ost- 


—— Namen- uk cndb-temeldioae an tae ina s Erdkunde 
von Asien, bearb. von Julius Ludwig Ideler ... Berlin, G. 
Reimer, 166t-48. 

Vol. 2 by Friedrich Hermann Miller. 

ConTerts.—| Ost-Asien (Zu band ui bis vi des ganzen werkes)— 
2. bd. West-Asien (Zu band vu bis x1 des gansen werkes) 

1. Physical geography — Africa. S. Sigel ernumate — Sate, 8. 

—Deser. 2 trav 4. Asia—Descr. & trav 1. Ideler, Julius Lad- 
wig, 1800-1842. 1 Miller, Georg Friedrich Hermann. 
G—41526-7 

Library of Congress G115.R61 

——— Copy 2. (8tel-, 


Ritter, Karl, 1779-1860, 





parati 
for the use of schools and colleges by William L. Gage. Phils- 
delphia, J. B. Lippincott & co., 1865. 
xxx, 31-2200p. 19°. 
Translation of the author's Allgemeine erdkunde, Berlin, 1882. 


1. Physical geography. 1 Gage, William Leonard, 1882-1889, tr. 


541087 
G115.R60 


adidl, 


Library of Congress 


Ritter, Karl, 1779-1859. 

Comparative geography: By Carl Ritter ... Trans- 
lated for hs an of oe ools and colleges by William L. 
Gage. Cincinnati eal New York, vee Antwerp, Bragg 
& co., 1881. 

xxx, 31-220 p. 19. 

Translation of the author's Allgemeine erdicunde, Berlin, 1862. 


{, Siocon! geography. 1. Gage, William Leonard, 1832-1889, tr. 
a. Ti 
2420021 
:33b1, 
Library of Congress GUSRO 1681 


Ritter, Karl, ~ ye 
parative phy of pee gee ma and the Sinaitic 
— By Carl Bitte Ritter. Tr. and 
students by William L. ye 
)~-t and co. printed at Edinburgh, 1866. 
49. front. 24". 


1. Palestine — Desecr. & tra 
8. Bible—Geogranby. 


2. Sinaitic peninsula — vy & trav. 
«Gaze, Willism Leconrd, 1883-1860, tr 


+1642 
DS107 BOL 


Tel, 


Library of Congress 


Ritter, Karl, 1779-1859. 

Binleit om sf : leichenden geogra- 
phie, und abhandlungen zur begriindung einer mehr wis- 
senschaftlichen heaens ot erdkunde, von Cari Rit- 
ter. Berlin, G. Reimer, 1 

vip, 1L™6p 2. 





1. Physical geography. 
S-41086 
Library of Congress GIIS.R6IS 
— —— Copy 2. 824, 


Ritter, Karl, 1779-1859. 
Die erdkunde im verhaltniss zur natur und zur geschichte 
des hen, oder als 


sichere grundlage a studiums und unterrichts in physikal- 
wiwenschaften, von Carl Ritter ... 2 





19: Vergieichende erdkunde des halbinsellandes Kletn-Asien. 
ee See | ans Gees FP. A. Miller. 


"(Continued on next card) 
STel- 


S—411528-7 


hical studies, By the late nt Carl Ritter of 
Berlin. Translated from the original German, by William 
Leonhard Gage ... Boston, Gould and Lincoln; ,ete., ete., 
1863. 


xil, 8;-856 p. front. (port.) 104°. 

“A sketch of the life of Cart Ritter”: p. :18;-82. 

An a soe Ritter’s geographical labors. By Dr. H. Bige 
kamp” : p. 83)-5 

Translation o mm the ie guthare Einlettung sur allgemetnen vergieichenden 
eg ne 

npn 1, Gage, William Leonard, 1882-1880, tr. 
me 4 Heinrich, 4. 1870. 


Library of Congress G115. R65 


ifl, 


Ritter, Karl, 1779-1859. 
Géographie générale 





rapports avec la neture ot « ¢ Vhistoi 
servir & l'étude et & l’enseignement des 
siques et historiques ; Kari Ritter. Tr. de l'allemand 

et Edouard Desor - Pari 
Sv. 21". 
Translation of pt. 1 (Africa) of the author's Die erdkunde, Bertin, 


1817-18. 
No more published. 


1, Physical —Africa. 2. Africa—Deecr. & 
Eugéne, isos te nm. Desor, Eduard, 1ei1-1008, - 
Library of Congress O115.R67 — 
(a82d1, 


Ritter, Karl, 1779-1859. 

Naturhistorische reise nach der westindischen insel 
Hayti, auf kosten Sr. MajestAt des kaisers von Oester- 
reich, von Karl Ritter ... Stuttgart, Hallberger, 1836. 


viii, %)-206 p. 224°". and atlas of 3 pl. obi. fol 


1. Haiti. 2. Natural history—Haiti. 


2-19019 


Library of Congress F1901.R61 


1a20c2) 


Ritter, Karl, 1779-1859. 
Die stupe’s (topes), ¢ oder die 
der i i 








lhhendl , ser Lh h lev 


Eine 
vorgetragen in der Kénigl. Akad der 
6. februar 1837 von Carl Ritter. Mit einer karte und 8 litho- 


miyan. 








graphirten tafeln. Berlin, In der Nicolaischen buchhandlung, 
1838. 
vill, 2772p. ZI™. ond atlas. 264 231°. 
1. Bamian, Afghanistan—Antiq. 1 Title. 
G—18188 
Library of Congress D8353 R41 
(836d1, 


Ritter, Karl, 1779-1859 
see ala 


Gesellschaft flir erdkunde zu Leipzig. 
Karl-Ritter-stiftung. 


pene eat 
lungen von dr. Ken miter Mars 2 karten. Jena, on Fi- 
scher, 1912. 


. . ve 
viii, 311, ci 93 fold. maps. 244’ ou Koloniaiamt; Ver- 





1. Kamerun—Econ. condit. 2. Gesmany—Colonies—Kamerun. 1. Title 
14-666 
Library of Congress HCSS7.K3RS 
Ritter, Karl Bernhard, 1890- 
-.. Von Dem der da kommt, predigten. Schwerin i. 
F. Bahn, 1926. = 
18, bp, LL am. 


1. Title / 


Library of Congress BX8066.RS4V6 
30518 
a 


Ritter, Kart. 
Agrarpolitische aufsitze und vortrige, von Kurt Rit- 


tai tt makertreee me a Dae Socket 
aus Berichte iber landwirtschaft, br 1 
1. Agriculture—Economic aspects. 2 Produce trade 1. Tithe 
BS11 
Library of Congress HDO4105.R5 
Cop-right A—Foreign 26570 
a 


Ritter, Kurt. 


Deutschlafds wirtschaf: und die juktions- 
steigerung der 'andwirtschaft. ~ - 


Lanédw. jabrb. bd. 57, p. 285-397. Bertin, 1922. 


struction (1914  )—Germany. 
Agr23777 

Library, U. S. Dept. of Agriculture 18123 bd 57 
1 a 
Ritter, Kurt. 

Die einwirkung des wel rs auf 
die entwi den betrieb der landwirtschaft, ins- 
besondere in 

Lanéw. jabrb. ba. 55, p. 581-708. Bertin, 1981. 


1 Agriculture—Economs aspects. 2. Agricultare—Germany. 


Libeary, U. S. Dept of Agriculture 18123 bd 55 


1 2 











1. Domestic animals—Canada. 2. Domestic animals—U. 8 





Agr 82-1297 
Library, U. 8. Dept. of Agriculture I18L23 bd 76 
Library of Congress {S7.L27 bd. 76) 
ot) 2) 
sy Kart, 1894- 
ki deutechen viehbestandes seit anfang 


da th juchenaae maps (2 fold.) 
Landw. jabrb. bd. 70, p T76-848. 


1. Cattle—Germany. 
(87.27 bd. 70) 


Library, U. 8. Dept. of Agricultare 18123 bd. 70 














moderne lung der bod: 

Landw. jabrb. bd. 78, p 1-29. Berlin, 1933. 

1. Rent. 

‘Agr 33-008 

Library, U. 8. Dept. of Agriculture 18123 bd. 78 

Library of Congress (87.L2T bd. 78) 

1 a 
Ritter, Kurt, 1894- 

Produktion und handel der V. gten Staaten von 
Amerika an gartenbauerzeugnissen, von prof. dr. Kurt Ritter 

irkung von diploml Walther Schubring 
Berlin, P. Parey, 1931. 

6 front., illus. 2”. (On cover: Germany, Reichsmini- 
stertum fOr o landrtrtachtt Berichte Ober landwirtechaft 
~~ 22,2. ) 

“Literaturangaben”™ : p. 214 

1. Ferm (l. Marketing of borticull produce, 
2 Produce trade—U. 8. 38. 8.—Commerce— Statistics, 1 Sebo 


Agr 31-610 


rung 
und - Berlin, P. Parey, 1931 
On 
a eo. - (On cover =, Sea 
a f, 41 sonderheft) 











Joachim. joint a. Prussia far 
Gomiines und forsten 
Agr 2-228 

U.S Dept ofagr. Library .0081A sonderheft 4) 

for Library of Congress at0d1), 
Ritter, Kurt, 1804— 

«. Die land haftlicher und garten- 
baulicher in den V i Staaten von Amerika 
und in Kanada, von Kurt Ritter . oo Werner Ladewig ... 


Berlin, P. Parey, 1931. 


vi, 282 p. 11. 20". (On cover: Germany, Dttenttnen 
u. landwirtschaft. Berichie liber landwirtschaft . a f., 43. 


1. Prodace trade. ;1. Agricultural prouucts—Grading and standardl- 
sation, 1. Ladewig, Werner. 

Agr 31-1080 
Agriculture souclA 30.43 


13) 


Library, U. 8. Dept. of 


LIBRARY OF CONGRESS 


—— 
verfa htlichen st. vor dem Staate- 
aad he eee ee 
ssdaiboy. C. Winter, 1930. 














3p. G6 p we (¢ b> 
brag. von der fakultit, 10) 
“Literaturverseichnis” : p. :74;-76. 
1. Germany. 2 Germany ’ 
1 Tite. = 
Library of Congress IJN3054.R5 — 
2 4243 


Ritter, Kart, 1604- 


duktion und weinh 





del der welt vor und nach dem 
kriege. " Von prof. dr. Kurt Ritter. Der weinbau | in der 
zoll- und h Von dr. 








Walter. Berlin, P. Parey, 1928. 


2 pL. 247, dy D284. (Om cover: Reichaministerium 
san eeldate a Rerinean Belane ee medwutecatt 
bt. ®. sonderbeft) 


1, Viticulture—Germany. Germany— 
wine Statistics. % Wine and wise meking lade and i 
try; 1 Walter, Alex Gistav Anton, 1888- 
Agr 31-658 
Agriculture 18G81A no.9 
2) 


Library, U. 8. Dept. of 


, Kurt, 1894- 


leh. 





und del an frischen siidfriichten: 

strunfriht a por poe mandarinen, zitronen und pompel- 

usen), bananen und ananas, Von dr. Kurt Ritter ... und dr. 
Martin Guttfeld ... Berlin, P. Parey, 1933. 

139 p. 264". (On cover: Germany, Reichsministerium fir ernib- 
rung upd landwirtschaft. Berichte ber tasuunenett ~~ ot, 
sonderbeft ) 

“Literaturverzeichais” : p. :136,-139. 

Fruit trade. 2. Frul de— Statist! 3. T 
on ly Bgl 5 a ws ‘ropical fruit. 
Agr 33-316 
Agriculture 18G31A hft. 68 
2) 


Library, U. 8. Dept. of 


Ritter, Kurt. 


Die weltwirtschaftlichen bedingungen der deutschen 
landwirtschaft in der nachsten zukunft. 


Landw. jabrb. bd. 54, p. 629-665. Berlin, 1920. 


bd Agriculture—Germany.. 2, Agriculture—-Economic aspects. 
Agr 23-224 
Library, U.S. Dept. of Agriculture 18123 bd. 54 
1 2, 


le in Deutschland, von dr. Kurt 
Ritter... Tiibingen, Mohr, 192%. 


(Recht and staat in geechichte und gegenwart .. 35) 


aakom 2 Agriculture—Germany. 8 Germany —Com 
mercial policy 1, Title ae arstiie ta Deutechiand 


2511660 
HF2651 GHiRS 


14001; 


Library of Congress 


Ritter, Leo. 

... Aus meinem kriegstagebuch, 1914-1918. Als handschrift 
gedruckt. Berlin, 1937 

6, 2p. 205". 

Map on cover. 

= ee wurde in der druckerei von Adolpb First 

, . io elmer einmaligen auflage von 900 stick gedruckt. 
= 


“Schlachten und gefechte des 7. Kgi. slichs. feldartillerie-regt. or. TT” 
(ch) D.) and « leaf of explanation sigued “R”, laid in. 





1. European war, 1914-1918—Personal narratives, German. 2 Sex- 
oay — tele acting t or. 77. 
1 Tithe. 
AC 38-1453 
New York. Pubiic library 
for Library of Congress 2 





Ritter, Manuel Toussaint y 
see 


Toussaint, Manuel, 1895- 


ooo 
Sieve, ty eseeect Sod Bite. New York, The Mac- 
millan company, 1925. 
wp 2". 
Poems. 


1. Title. 


Library of Congress 
— —— Copy 2. 


Copyright A 829010 (92802) 
Ritter, Margaret Tod. 
Wind out of Betelgeuse, by Margaret Tod Ritter. New 
York, The Macmillan company, 1928. 
Sp 199". 
Poems 
1. Title. 


Library of Congress 
Copyright A 1068152 (28b2) 
Ritter, Mrs. Mary (Bennett) 1860- 

More than gold in California, 1849-1933, by Mary Bennett 
Ritter. Berkeley, Calif., 1933. 

6p, 11-451 p. 23". 

An autobiography. 


1. Title. 

34—17631 

Library of Congress 
— —— Copy 2. 
Copyright A T2756 


CT275.ROISAS 


13841, 761 


found Goes 00 seo ptm tot to Gammn 7 


16, p flue. (part col.) 209x27°. 


Title-page illustrated in colors. 
“Printed in Germany.” 


1 Title. 
38-6184 
Library of Congress PZT.RSiSar 
— ——- Copy 2. (342, 
Ritter, Mathilde. 
der isser, bilder von Mathilde Ritter, verse von 


1. Watslik, Hans, 1870 
Library of Congress 


m. Title. 
P2347. RS 


‘29-7885 


Copyright A—Foreign 1308 
ra 








Ritter, Max. 
.. Der stil Joh. Seb. Bachs in seinem choralsatze. Von 


Max Ritter ... Bremen, Schweers & Haake, 1913. 


214. (Kirchenmusikalisches agetes 


237 sammlung gemein- 
versthndlicher vortrige, hit. 20. Herausgeber: di 


us. Fritz Lubrich) 


1. Bach, Johann Sebastian, 1685-1790. 2. Choral. 
15-547 


Library of Congress MLAIO.BI3KS 


Ritter, Moriz, 1840- 


Der ausbruch des weltkrieges nach den behauptungen 
Lichnowskys und nach dem zeugnis der akten, von Moriz 
Ritter. Miinchen und Berlin, R. Oldenbourg, 1918. 


42 p. 23°. 


1. Lichnowsky, Kar! Max, first von, 1860- 


2. European war, 1914- 
—Causes. 


‘Full name: Ferdinand Moriz Ritter: 


21-16111 


Library of Congress DSIS.RS3 


Ritter, Moriz i. e. Ferdinand Moriz, 1840- 
De Diocletiano novarum in re publica institutionum 
auctore. Parsi... Bonnae, formis Carthausianis (1862, 
1p.1,45, 2p. 21™. 
Inaug -dis —Bonn 
Vita 


mt. Diocletianus, emperor of Rome, 245-313. 2. Rome—Constitutional 
story 


S-13112¢ 


Library of Congress DG313.R6 


ter, Moriz, 1840-1924. 

“—_ ‘cxtwicklung der geschichtswissenschaft an den fiihren- 
den werken betrachtet, von Moriz Ritter. Miinchen und Ber- 
lin, R. Oldenbourg, 1919. 

x1, 461 p. 229". 





PP se any wy by da nt thy 


if 1, emperor of Germany, 1552-1612. 2. Austria—History— 
1816-310 Soarene 
|Full name: Ferdinand Moriz Ritter, 
AC 39-8540 


Hamiiton —. Library 
brary of 


for Li! [AS182. M828 1872, bd. 2) 


CATALOG OF PRINTED CARDS 


Ritter, Otto, 1876- 

Neue quellenfunde zu Robert Burns ... ;von, Otto Ritter, 
pa. rum. Halle a, S., Druck von E. Karras, 1908. 

vill, 20,1) p,121 189". 


Fialle 





1. Burns, Robert, 1750-1796. 
+ 18008 
Library of Congress PR4334 RSS 1908 


1361, 


Ritter, Otto. 


Pans jue! pate zu Robert Burns, von Dr. Otto Rit- 
.. M. Niemeyer, 1903. 

ia ws a 

Issued also as “Einladungsschrift,” Halle-Wittenberg, 1903. 


Library of Congress 
Ritter, Otto. 
ee a zu Robert Burns fiir die jahre 1773- 
1783... Halle, C. A. Kaemmerer & co., 1899. 
Mp, 1b 8. 
Inaug.-diss —Halle. 
1-190 
Library of Congress 
Ritter, Otto, 1876- 
Quellenstudien zu Robert Burns, 1773-1791. Von 
Otto Ritter .. Berlin, Mayer & Miiller, 1901. 
2p. 1, vill, MO p. 2. (Added t-p.: Palacstra ... xx) 
“Litteratur” : p. 246-248. 
Series title also at head of t-p. 
1. Burns, Robert, 1759-1796. 1. Title. 
244 
Library of Congress PD2S.P3 no. 
Ritter, Otto, 1890— 
Die hichte der hen balladenf: von ihren 





anfingen bis zur mitte des xv. jahrhunderts, von Otto Ritter .. 
Halle a. S., M. Niemeyer, 1914. 
% 2008p. 231" 


Issued in pflrt as the author's » iseugural dissertation, Jena, 1914, under 
title: Die formen der Oxforder 
“Literaturverzetchnis” : p. = 


1. Ballade 
21—19175 
Library of Congress PQI71 BSRS 
(391, 
Ritter, P H ed. 


Eene halve eeuw, 1848-1898; Nederland onder de 
regeering van koning Willem den Derde en het regent- 
schap van koningin Emma, door Nederlanders beschreven 


onder redactie van P. H. Ritter ... Amsterdam, J. L. 
Beijers & J. Funke, 1898. 
2v. a 
1. Netherlands. 1. Title 
D-373 
Library of Congress DJ261.R6 


337 





Ritter 
Ritter, Paul. 
. Drei auf der flucht, cin sbenicuerlicher roman sus 
Deutschsiid bf , A. Sponholtz, g. m. b. h. “1985, 
Sp... 8-207 p. fold. map. 19)". 
1 Title, 
OHTA 
Library of Congress PT26S5.168D1 1986 
Copyright A—Foreign 20008 
2, fy 
Ritter, Paul. 
_ Ubootageist ; apne und fabrten im Mittelmeer, nach 


Paul 
a yy Leipzig, K. F. Koehler (1985, 
246 p. fllus. (incl. maps) plates, ports. 19°. 





ag ‘w iee-e operations Submarine. 


: Bock ra 86-6113 
Library of Congress D6e1.RS 
Copyright A—Foreign 30008 
12, 940.4512 


Ritter, Paul August Maximilian, 1872- 
Die konvention von Reichenbach (27. juli 1790) ... 
Berlin, Buchdr. von A. Winser (1898, 
M4, ip. 219. 


Inaug -diss —Berlin 
Vita. 


1. Reichenbach convention, 1790. 
C1668 


Library of Congress DB77.RS 


Ritter, Paul, 1872- 
.. Leibniz igyptischer plan. Darmstadt, O. Reichl, 1990. 


vil, 183 p. 29". (Added t-p.: Letbninarchiy .. 1) 


1. Letbnis, Gottfried Wilhelm, fretherr vou, 1666-1716. 2 Masters 
. . (Pell nome; Pau! August Maximilian Ritter, 


81-24608 
Library of Congress 


Copyright A—Foreign 


B2S00.14 vol.1 
11617 
a 


Ritter, Paul, 1887- ed. 

Afrika spricht zu dir; selbsterlebnisse deutscher kolonial- 
pioniere ; unter mitarbeit von: Adolf Fischer, Adolf Kaempffer, 
Erich Robert Petersen ;u. a., . von Paul Ritter. 
ee Tee, Bergwald- verlag W. Paul ,1938, 

“4, gf a la 

Cowrentas. — Eioftihrung. — , Adolf. SOdwester phantasie. — 

Poo, 5 &. Kusumba der wetsse binder —Ritter, Paul. Im brun- 
erner. = mit 4 safari. —— Sofie von. 

yo oeruiiiche erde—Rentzell, W 
‘achtmetster Felgenstein. —Volgt. ) a Die Die geachichte des 


| Germans tn Africa 2 Frontier and pioneer life—Africa 1. Title, 
39-8088 
Library of Congress DTM.RS 
Copyright A—Foreign 42068 ns 
2 


Ritter, Paul, 1887- 

Der kampf um den erdraum; kolonien vom altertum bis zur 
gegenwart .. Mit 32 bildtafein, 32! karten im text und einer 
farbigen und erweiterte sufi. 
Leipzig, P. Reclam jun. e08, 

856 p. plates, ports, maps (1 fold.) facsim. 24)". 

“Quellennachweis”  p. ,858,-856_ 





1. Colonization—Hist. 2 Germany-Colonies. 1 Title. 
38-35007 
Library of Congress JVGLRS 1086 
2 358 








Ritter LIBRARY OF CONGRESS 


Ritter, Paul, 1887- 
... Kurama katiti; schicksal in Siidwest. Hannover, A. Mister, etter ty Hal Wit Ritter... Section on nickel- 
Sponholtz “1937, iron-alkaline cell by E. W. Alien ... Scranton, Pa., Inter- 
268 p. illus, 19)". national textbook company y risen, 
iv, 46, 58 p. illus, diagrs. 10)". (International textbook company. 
(Bluebooks, 582) 
1 Tithe 
ss-T082 1. Storage batteries. 1. Allen, Edwin Woodward, 1806- 
Library of Congress PT2635.163K8 1937 oan 
Copyright A-—Foreign 87170 Library of Congress 200806. RS 
a — r4ig2, en1364 


Ritter, Paul August Maximilian Ritter, Ralph William, 1893- 

Storage Ralph W. Ritter ... Section on nickel- 
iron-alkaline cell by E. W. Allen ... Scranton, Pa., Interna- 
tional textbook company ,*1939, 


Ritter, Paul, 1872- oe, 0, gee. Geog. 194°. (International textbook company. 
1, Storage batteries. 1, Allen, Edwin Woodward, 1886- 
3029259 
Library of Congress QCO06.R5 1980 
1421, 21.354 
Ritter, Paul J. Ritter, Raymond, 1894- 
. Speech education A public quan a schools -— em- «+. Cette grande Corisande. Paris, A. Michel ,1986, 
phase oa yearns — “ a - poo 411 p, 21 inet, iMus. (faceims.) plates, ports. 214%. 
*1938. 


gone D. (185,-178 tables. 254™. 
Thesis (rH. p.)—University of Southern California. 
“Preprint from Speech monographs, vol. rv, no. 1, December, 1987." 


1, Speech—,Study and, teaching. 2 Teachers, Training of. (2 Teach- 


and teaching. 


‘8 English 1. Gramont, Diane (d'Andoins) comtesse de, 1554-1620. 1. Title. 
‘Secondary schools, 1 National association of 
teachers of speech. 1. Title. $7-8410 
sae Library of Congress DC122.9.GTRS 
a- 
U. 8. Off. of educ. Library PN4001. BS Copyright A—Foreign 34467 
soa a * a 920.7 


fee yf zur kenntnis de: 
uf das wachstum der futterriibe .. 
ra ‘artmann & Wolf (1905, 
4, ihbp.1l 2. 
$eane dies Lainie. 
“Literatur-verzeichnis”: p. 4; 


Ritter, Raymond. 

, Le chateau de Pau ... étude historique et archéo- 
logique. 54 illustrations et 6 _ dans le texte et hors 
texte. Paris, E. Champion, 19. 

3p. L, vii, 290, (2) p. illus, xxrr pl. on 111, 2 fold. plans. 259™. 
Plates printed on both sides. 





Ritter, Paul Rudolf, 1878- 
r wirkung der wie 
Leipzig, 


1. Turnip. 


1, Pau, France. Chateau de Pau. 
11-28089 


21-1094 
Library of Congress SB211.TER6 Library of Congress DC801.P32R5 


2) 
Ritter, Philip, company, inc. Ritter, Raymond. 


Le chiteau de Pau; précis historique, archéologique et 
descriptif ; 91 gravures et 6 plans ... Toulouse, E. Privat; 
Paris, H. Didier, 1929. 


2p. 1, @-258 p. 


Philip Ritter company, inc., New York, illus. (incl. ports.) pl., plans (2 fold.) 19°. 


Siests ong ot and far Pamily segister continued.” 


1. Pau, France. Chateau de Pau. 
31-7131 
Library of Coagress DCS01PS2R5 1929 
2 (728.82) 914.479 
Ritter, Phili 832 Ritter, Raymond. 
» Seta, 1 esese . Radio-Parnasse, & la maniére de Francois Mauriac, Léon 
Family ister of George Christian Ritter of Leinin- pgudet a. Paris, A. Michel ,1933, 
gen, hei Rheinpfalz, Baiern, Germany, and his descendants 4p. 1. 1i;-455 p11 
rom the rene of our aan 1735 to the year 1905, comp _s inka pes: te am ad By os pet a Nd 
by Philip J Ritter ... Philadelphia, Walther print. ee es a : one ts eae 
ing house ;1 tance de les amoureulx transis. Victor Hugo: Ugolin, 
. de Pice.—Jean-Jacqnes Koussean |’romenade ry jet 
316, (2) p., 1 1. incl. plates, ports, 26. phin Soulary: —Francois Mauriac: La totle d’aral- 
hologie : Au jardin @ 
Additions in ms. to Deitel : 
Added t-p. and p.1li-i8fh in German. Stren o"Jean ‘ocence et Antoine Le Magen’ La ventrllonue.— Francis 
1. Ritter family. 1. Title. es gS: —_— Us 
ie 21-12156 Library of Congress PQ%35.18K3 1983 
Library of Congress + pce 1905 Copyright A—Foreign 


Ritter, Robert. 


bo der leich 





g und differen- 
tial parameter zweiter quae “Leipzig und Berlin, B. G. 
— 1933. 


PD. (275,-308. 24. (Schriften des Mathematischen seminars 
ons A, ‘ibetituts far r Berlin, 
hreg. von L. Bieberbach ... bd. 1, bft. 9) 





Bibliographical foot-potes 


1. Differential equations, Partial. 2. Geometry, Differential. 
AC 34-4508 
Title from Iowa State College. Printed by L. C. 
12; 
Ritter, Rudolf. 


Die behandlung schidlicher leute in der Carolina. Art. 176 
in verbindung mit art. 128 PGO kaiser Karis v. von 1532. 
Von dr. jur. Rudolf Ritter. Breslau, Schletter, 1930. 


xii, 115 p. 249%. (Added t.-p.; Strafrechtliche abhandiungen ... 
ft. 274) 


“Quellen-verseichnis” : p. :vil;-xit. 


1. Carolina constitutio 2. Crime and criminals —Ger- 








map. (2. -—Germany, 3.Criminallaw—Germany. 1. Title. 
31-2354 
Library of Congress 131c3, 
Ritter, Rudolf, 1876- 
... De Varrone Vergilii in dis urbium popul q 
Italiae originibus auctore. 
(in Halle. Di th halenses 
mort 1901. 224°. vol. xrv. 21, ,287,-415, 1; p) 


At head of : Rudolfus Ritter. 
ptm A yy as the author's thesis, Halle. 


1. Vergilius Maro, Publius. 2 Varro, Marcus Terentius. 


AC8T-1986 
Yeleuniv. Library 
for Library of Congress ey 


Ritter, Sarah Margaret. 

The vertical-horizontal illusion; an rimental 
study of meridional pags 7h in the con eld ... by 
Sarah Margaret Ritter ... (Princeton, Princeton univer- 
sity press, 1917) 

3p. 1, 110p. illus, diagrs. (1 fold) 24". 


Thesis (rH. v.)—University of Chicago, 1916. 
“Published a3 no, IO! of the Psychological monographs.” 


1. Optical illusions. 1. Title. 
17-19609 


Library of Congress QP495.RS 
Univ. of Chicago Libr. 


at alice Psychological 
win aaeaea 
Spl, 0p dg pe FLEET 2". (tegen 
review psychological monographs ... ™ 
no. 4; whole no. 101. 1917) - 
IsBued also as thesis (rn. ».) University of Chicago. 
Studies from the Psychological laboratory of the University of Chi- 
cago 


1. Optical illusions. L Title. 
nue 
Library of Congress BFLPS vol. 2.00.4 


104001, 


Ritter, Frau Sigrid Hedwig Helene 
(von der Schulenburg) 


Schulenburg, Sigrid, grf&fin von der, 
1885- 











Ritter, Thomas. 
A medical manual and medicine ch 

popular use in families and on * 

ment of the ordinary 


ion, for 
wood nee = 


diseases 0! oe ow Tock t 7 
Thomas Ritter... 4th ed., rev. ares New 


Benedict, 1849. 
148 p. 15™ 


1. Medicine, Popular. 


7-10231¢ 
Library of Congress RCBI.RSOS 
Ritter, Thomas. 
A medical manual and medicine companion, for 
popular use in ay CT and on t= for the 2 - 
ment of the ordinary 


human ye By 
Thomas Ritter enl. New- 
York, 8. W. Green, R..1 LT 1878 (1877, 
4p 18y™. 


1, Medicine, Popular. 


Library of Congress RCBLRG an 
Ritter, Thomas Jefferson. 
The people's home medical book ... by T. J. Ritter .. 


Cleveland, 0., The R. C. Barnum co., ‘1910. 


1 p. |, iv, 478 p. front. ay ily col. A 
ple's home library’ book 1) batty — Piao ied 


1. Medicine, Popular. 
10-24196 
Library of Congress RC8LR6IS 
© Oct. 10, 1910; 2c. Oct. 15,1910; A 273560; R. C. Barnum, Cleveland, O. 


Ritter, W. M., lumber company, ine, 

. The romance of Appalachian hardwood lumber; 1890— 
fifty years of service—1940. :Richmond, Printed by Garrett 
& Massie, 1940, 

87 p., 1 L incl. front. (mounted port.) mounted illus. 254”. 


CATALOG OF PRINTED CARDS 


om, Wahein, 1847-1906, 





der hen statik. Nach profes- 
sor oa C. “Oclenas bearb. von W. Ritter .. 
Ziirich, Meyer & Zeller, 1888-19 


v. fold. plates, diagrs. 234". 
vole 3 and 4 have imprint: Zirich, A. Rausteiny Vormals Meyer & 
“Vorwort” of 4. t. signed: H. Ritter. 


1. Graphic statics. 1. Culmann, Karl, 1821-1881. 1. Ritter, H. 
644801 
Library of Congress TG270.R6 
ta2Sel) 


Ritter, Wilhelm, 1847-1906. 

... Der briickenbau in den Vereinigten Staaten Ameri- 

kas. Mit 12 tafeln und 60 textfiguren ... (Von, W. Ritter 
. Zirich, A. Raustein, 1895. 


& p. illus. plates. 224° 


At head of title: Weltausstellung in Chicago, 1893. Berichte der schwei- 
zerischen delegierten 


1. Bridges—U. S. 1. Chicago. World's Columbian exposition, 1893. 
Switzerland 
329400 
(821) 
Library of Congress TG23.R6 


Ritter, Wilhelm, 1901- 

Die errichtung des nachlassinventars seitens einer im gesetz- 
lichen giiterstand lebenden ehefrau-erbin und die stellung des 
mannes in einem solchen falle ... Breslau, Druck: M. Piffel 
g- m. b. h., 1926. 

2p.1,48p,21 2. 

Inaug -diss. —Breslau. 

py eae pt th 1-7. 

1. - 
al, ame 4 - , Pe: Germany. 1. Com and de 

(Pell name: Wilhelm Paul Eberhard Ritter, 


30-29008 
Library of Congress 12 

Ritter, Wilhelm, 1903- 

haus ,1926, 


vi, Tp, 11 209". 
Inaug.-diss.—Giessen. 
Lebenslauf. 

a ip. vevil, 





At bead of title: W. M. Ritter lumber company, golden 
Map on lining-papers. 


1. Lamber trade. L Title 1 Title: Appalachian haréwood lumber, 
‘The romance of. 
0-6757 
Library of Congress HDOTSO.RS 
—— —— Copy 2. 
Copyriaht A 188044 re (674.085 


Ritter, W. M., lumber company, inc. Red jacket coal 
corporation 


sce 
Red jacket coal corporation. 


he yeseesbeshonepar ns Rerexence 
ph Fy FH hy ANA 


xem 


Users of 
Cougrese 


a 


Ritter, W. M., lumber company, inc. Ped jacket coal sales 
company 


Red jacket coal sales company. 
Lrmrary or Cononess Rerearnce 
coli ScSary dest wich do wot appear aa 1 Gpeatiory catalog. 
x4-72 


1. Reprisala. 2. War (International law) i Title 


30-1491 
Library of Congress 


——— Copy 2. 


IX 4486. RS 


Ritter, Wilhelm Andress. 

De motes vibeot Per tem ot ovten 
— respiratorio ... Grphise typis Prideriel 

(1858) 

Bp. a 

Inaug -diss —Greifswald. 

Vita. 

“Libri, quibus usus sum”: p. :7)-8. 





1. Cilia and ciliary motion. 
82732 


Library of Congress QLSS2 R6 


Ritter, Wilhelm, L,eonard, 

Java. Tooneelen uit het leven, karakterschetsen en 
kleederdragten van Java's bewoners. In afbeeldingen, 
naar de natuur geteekend door E. Hardouin, met tekst 
van W. L. Ritter en een voorwoord van H. M. Lange .. 
benevens eene kaart van Java, naar de nieuwste bronnen 
bewerkt. Leyden, A. W. Sythoff, 1855. 

xiv p., 11, 242 p. col. front, illus, col. plates, fold. map. 29™ 

Added t-p., engr. 


1. Java—Soc. life & cust. 2 Ethnology—Java. 


1-23181 


Library of Congress DS646.23 R61 


339 


Ritter 


Ritter, William. 
.. Smetana, par William Ritter. Paris, F. Alean, 1907. 
2p. 1, 261, 2p. 209. (Les maitres de la musique) 

» a des ceuvres de Smetana”: p. 23-238 “Bibliographic”: 


1. Smetana, Bedtich, 1824-1884. 
7-WAD 
Library of Congress 
Ritter, William Emerson, 1856- 
Animal and human conduct by William E. Ritter ... with 


the collaboration of Edna Watson Bailey. London, G. Allen 
& Unwin, itd. 1928, 


ix, 3-339 p. 22". 
‘This book was published in the U. 8. A. under the title ‘The natural 
history of our conduct’ 
Bibliography : p. 325-828. 
yebology, Comparative. 2. Animals, Habits and behavior of. 
8. . Se (Biology) 4. Evolution. 1. Bailey, Mrs. Edna Wat- 
son, joint author. «. Title. 
A 30-706 
(BF6T7LR } 
Title from Northwestern Univ. Printed by L. C. 
2 
Ritter, William Emerson, 1856- 
The ascidians. By Wm. E. Ritter ... Washington, 


D. Cc, The Academy, 1901. 
oy rate, p. 225-266. pl. _ EXX 
man expedition. xx 
At head of title: Proceedi f the Washi of sei 

voit i : ot lings o! ashington academy sciences. 

ibliography : p. 257-258. 


254°". (Papers from the Harri- 


1. Ascidia, 2. Marine fauna—Alaska 


6-383 
Library ot Congress QiL.w3 
—— —— Copy 2. QL613.R6 
1s25f 1) 
Ritter, William Emerson, 1856— 


.. The ascidians collected by the United States fisheries 
bureau steamer Albatross on the coast of California during 
the summer of 1904, by Wm. E. Ritter. Berkeley, The Uni- 
versity press, 1907. 

cover-title, 52 p. 3 pl. 27™. 
in zoology. v. 4, mo. 1) 

“Literature cited”: p. 45-46. 


(University of California publications 


1 Asctdians. 

A 11-2268 
{QLL.C15 vol. 4, no. 1) 
aS4e., 


Title from Univ. of Calif. 
Library of Congress 


Ritter, William Emerson, 1856- 

Ascidians of the littoral zone of southern California, by 
William E. Ritter and Ruth A. Forsyth. Berkeley, Univer- 
sity of California press, 1917. 

cover-title, p. 489-512. pl. mg 2". 
publications In zoology. ¥. 16, no. 24 


“Contripution from the Scripps institution for biological research.” 
ibliography © p. 401-492. 


(Uriversity of California 


1. Ascidians. 1. Forsyth, Ruth Agnes, 1897- Joint author. 
A1T-1814 
California. Univ. Library 
for Library of Congress: {QLLCIS vol. 16, no. 24) 
— -——— Copy 2. (Q14138. R615) 
a3¥e1, (500.82) 


Ritter, William Emerson, 1856- 
The California woodpecker and I; a ~~ A in comparative 
zodlogy; in which are set forth facts and 
by one of us about both of us; by William Emerson Ritter. 
Berkeley, University of California press, 1938. 
xill p., 1 L, 840 p. col. front, illus, plates, port. diagr. 24. 
Bibliography : p. 820-882. 





1 Californie woodpecker. 2 Animals, Habits and behavior of. 
8. Biology. 1. Title. om. Title: Comparative soBlogy, A study in 
85 85087 
+ Library of Congress QHS11.R58 
—— —— Copy2 
Copyright A 122167 393, 8.72 








Ritter 


Ritter, William Emerson, 1856. 

. Diemyct ylus torosus Esch. ; the life-history and hab 
its of the Pacifie coast newt. By William E. Ritter 
San Francisco, The Academy, 1897. 


1p. l. 7414 p fold. cc col pl 254°". (Proceedings of the California 
academy of sciences. 3d » Zoology. vol 1, no. 2) 


1. Diemictylus torosus 


O-15971¢ 
Library of Congress 


—— ——— Copy 2, de 


Qi.c 
tached QL668.C2R6 


Ritter, William Emerson, 1856 

A general statement of the ideas and the present aims 
and status of the Marine biological association of San Diego, 
by Wm. FE. Ritter. Berkeley, The University press, 1905, 


cover-tithe, xvit p. 2 fold. maps 27 
Heations. Zoology. +. 2) 





(University of California pub 


At head of title: ¢ , yo from the laboratory of the Marine bo 
logical assoctation of San Diego 


1. Marine biological association of San Diego 
A 11-2209 
California. Univ. Library 
for Labrary of Congress (QL CI vol 2) 
adapt 


Ritter, William Emerson, 1856- 

Halocynthia johnsoni n. sp.; a comprehensive inquiry as 
to the extent of law and order that prevails in a single animal 
species, by Wm. E. Ritter. Berkeley, The University press, 
1909. 


cover-titte. p, @5)-114. pl. 7-14. fold. tab. 27. 


(Unlversity of Cult 
foruia publications ta soology, v. 4, 


At head of title: Contributions = the Inboratory of the Mariue bio 
logical association of Seo Mego. 
Bibifography = p. 97. 
1. (Helocyntbia, 
A 11-2270 
Title from ee of Calif. 
Library of Congress {QLiI.CiS vol 600 4) 


Ritter, William Emerson, 1856- 

Harrimania maculosa, a new genus and species of En- 
teropneusta from Alaska, with special regard to the character 
of its notochord. By Wm. E. Ritter. Washington, D. C., The 
Academy, 1900. 


cover-tithe, 111 = ,” am Bye 
Alaska expedition. 


(Papers from the Harriman 


at 4 of tithe Proceedings of the Washington academy of sciences. 
vol. 1 p 111-132 
Papers referred to in the preceding pages: p. 130. 


1 Harrimanta maculea 


14667 
Library of Congress Qi.ws 
-—— -—— Com2 QL413 RR 
Sifl, 


Ritter, William Emerson, 1856- 

The higher usefulness of science, and other essays, by Wil- 
liam Emerson Ritter Boston, R. G. Badger ,“1918, 

1p 1. 

Meprinted from various sources. 

CowTaenta —Introduction —Know thyaelf.—The higher usefulness of 


science —Blology's contribution to a t of morals requisite for mod 
ern men.—The place of description, definition and classification in philo- 
sophical biology. 


1. Seteoce—Addreases, eanays, lectures. 1. Tithe. 
18— 12282 
Library of Congress QITLRG 
Copyright A 497147 (391, 


Ritter, William Emerson, 1856— 

.. The Marine biological station of San Diego, its his- 
tory, present conditions, achievements, and aims, by Wm. 
E Ritter Berkelev, University of California press, 1912. 
title, 11 137)-248. pl. 18-24 (ine! plans) 2 fe fol. maps. 27. 

(Unversity of Calliornia publications in — 
“While thi s been thi the press. ae transfer of 
the sation a By aby of the Unrerony of Cairn s heen effected. 
designation new regime will be the Serigge mstitu- 
tion fr seal research of the University of Calitormn 
Balogreny p 25-282 


1._ California Scripps mstitution for tiologiwal research, 
Diego ' 


University 
ithe 

A 12-674 
Title from Univ of Calif Library of Congress 
an 


LIBRARY OF CONGRESS 


Ritter, William Emerson, 1506 

Multiplication of rays and bilateral symmetry in the 20 
raved star-fish, Pycnopodia helianthoides (Stimpson). By 
Wm. E. Ritter and Gulielma R. Crocker Washington, 
D.C, The Academy, 1900. 

rtitle. p24 
By the expedt 











4. plo xuext. 259 (Papers from the Harri 
™) 


he hy. 





of - Vroceedings of the Washington academy of actences. 





“ 7 
Aninilneneete p. 290-270. 


1 Stee tidees 1 Crocker, Galielma H., Jotet author 


18305, 
Library ef Congress giws 
Cops 2 QL385 RO 
if, 


Ritter, William Emerson, 1556- 

The natural history of our conduct, by William E. Ritter ... 
with the collaboration of Edna Watson Bailey... New York, 
Harcourt, Brace & company ,*1927, 

ix, 3399p. 224". 

Bibliography © p. 325-828. 


1. Paychology, Comparativ 
3. Adaptation (Biology) 4. rota 
joint author. 1. Title. 


2. staat, a and behavior 
ton Bailey, Mra. Edna twat, 


7-310 
Library of Congress RFOTLES 


ndtv 


Ritter, William Emerson, lsov- 

. On the inhibition by artificial potion of the normal 
fission ‘ln in Stenostoma, by William E. Ritter and 
— Edna M. Congdon ... San Francisco, The Academy, 


p. 1, p. 45-3 

wailke of scvences 
“Issued December 26, 1900.” 
Bibliography : p. 375 


pl. xvir, 259" (ieasetions of the California 
3d ser. Zoology. vol. u 


1. Stenostoma 


2 Cell division (Biology) 
joint author. 


1. Congdon, Edna M., 
16-22017 


Library of Congress ONLCZS vol. 2, mg. 6 


Ritter, William Emerson, 1856— 


On the weight of developing eggs. By Wm. E. Rit- 


ter and Samuel FE. Bailey, (Berkeley, The University 
press, 1908. 

Wp. 27°. (University of California publications in zoology, v. 6, 
no. 1) 


tions from the laboratory of the Marine biological association 
of San Diego 


1 Embryology 1 Bailey, Samuel Ellsworth, 1887. joint author. 


A ll-2271 


Title from Univ of Calif Library of Congress 


Ritter, William Emerson, 1856— 

The organismal conception ; its place in science and its bear 
ing on philosophy, by William FE. Ritter and Edna W. Bailey 
Berkeley, Calif., University of California press, 1928. 


cover-titie, 3p. 1, p 307,358 28". 
lieations in zoology. Y. 31, no. 14) 


Ridliography p 356-858 





(University of California pub- 


1, Biology. 2. Life. 3 ate 1. Bailey, Mrs. Edna ( Watson) 
1882 - join t author. a. TY 
A538 
California. Univ. Libr. 
for Library of Congress {(QLLCIS vol. 31, vo. 14) 


vadifl, 


Ritter, William Emerson, 185¢6- 
An organismal theory of consciousness. by Willian Emer 


son Ritter Boston, BR. G. Badger “1919, 
Sp Bw 
“Thix book is a noes... of the chapter ... the preface, and the 


postecript of my larger 


last 
ork, The unity of the orgunism ; or, The organ 
jamal conerption of iife™ ; note 


Explanatory 


1 Conseivusness 1. Title 
1 - 100TH 
Likeary of Congres grail RS 
Copyright A St Bree] 


340 





Ritter, William Emerson, 1856 

The pues Tunicata. By William F. Ritter and Edith 
8. Byxbee Cambridge, Printed for the Museum, 1905, 

1p b, 195)-214, 2) ppl (Memoirs of the Museum of com 
perative sotleny ot Horverd college, vel. Rev, aa. 8) 

Reports on the scientific regults of the expedition to the tropical Pacific 

S Fish commissfon steamer “Albatross,” from August 1899 

to March 1900 ve 

Ribhioeraphy p. :213)-214 


Ascidians. 2 Albatross (Steamer) 


1 1. Byxbee Edith Sumner, 
jomt author 


A 19-1075 


Title from Uniy. of Chicago 


OLIHSS vol. 26,n0 § 
Printed by L 3 


Ritter, William Emervon, 1856- 

The pelagic 7unicata of the San Diego region, excepting 
the Larvacea, by Wm. E. Ritter. Berkeley, The University 
press, 1905. 


cover-title, p. (Slyp-112 


fitus, pl. mmm, 27" 
fornia publications 


(University of Call- 
Zoology. v¥. 2, no. 3) 


At head of title a 7 the laboratory of the Marine 
biological association of San Diego. 
Bibliography : p. 
1. Ascidians 
All-27 
[QLi.CI5 vol. 2, no. 3} 
(nel, 


Title from Univ d € jou, 
Lébrary of Cong 


Ritter, William Emeison, 1856- 


The probable infinity of nature and life; three essays, 
by William Emerson Ritter Boston, R. G. Badger 
(1918; 


164 p. 20°. (Lettered on cover: Studies in science) $i2s 


Conrents.—Are we obliged to suppose that 


he spontaneous origin of 
life ever occurred ?—A\ 


\t or 
re there sufficient reasons for belief in the infinity 


of nature ?--The principle of multiple causes im orgamic evolution. 
1. Biology. 2. Life—Origin. 3. Evolution. 1, Title 
18—22483 
Library of Congress QHSILR6 
Copvriaht A 303966 (30b1) 


Ritter, William Emerson, 1856- 

Science service as one expression of E. W. Scripps’s philos- 
ophy of life; presented to the Board of trustees of Science 
service, at their annual meeting, April 29, 1926, by William 
E. Ritter Washington, D. C., Science service ,1926, 

31, (1) p. Milas. (port.) 29". 


1, Berippe, Edward Wyllis, 1854-1926. 2. Science service, inc. 


71-2887 
Library of Congress 


—— -——— Copy 2. 


Q143 843R5 
8273, 


Ritter, William Emerson, 1856- 

The simple ascidinns from the northeastern Pacific in the 
collection of the United States national museum. By William 
FE, Ritter 


(in U. S&S National museum. Proceedings. Washington, 1913. 
234°". ¥. 45, p. 427-505. pl. 33-36) 


Bibliography : p. 501-304. 


1. Ascidians—Pacific Ocean. 


144146 


Library of Congress QL vol. 45 


Aib1, 


Ritter, William Emerson, 1556- 

Studies on the ecology, morphology, and speciology of 
the young of some Enteropneusta of western North America. 
By Wm. E. Ritter and B. M M. Davis. Berkeley, The Univer- 
sity press, 1904. 


cover-title. p. ena pl. xverurx, diagr. 27°. (University of 
California publica Zoolony 


v. 1, mo. 5) 
ps he the San Diego Marire biological laboratory of the University 
Biotionrapby : p 208 
1. Davis, Benjamin Marshall, 1867- joint an- 
A11-2278 
{[QLL.CI5 vol. 1,00. 5) 
e371, 








Ritter, William Emerson, 1856— 


The unity of the orga: 5 or, 





The 
of life, by William Emerson Ritter ... 


"1919, 


2. front. (v. 2) lus 20j*. (On cover: Studies in science) 
“This work contains the text of the book ‘An organismal theory of 


Bibliography : v. 2 p 300-976. 


1. Biology. 2 Life (Biology) L Title. 


{ Library of Congress QH307 R6 
Copyright A 615220 a37g1, 


Ritter, William Emerson, 1856— 


War, science and civilization, by William E. Ritter . 
Boston, Sherman, French & company, 1915. 


7p lip mm. $1.00 


1, Civilization. 2. European war, 1914- 


Library of Congress CBI9.RS 
Copyright A 410626 fi, 


Ritter, William Emerson, 1856- 

Why teach seience at all 1— Abstract. 

(In National education association of the United States. Addresses and 
Proceedings, 1923. p. 854-856) 


1. Science—;Study and, teaching. 1. Title. 


Library, U. S. Bur. of Education 
3, 

Ritter, William M 

The lumber business, o: ization, production, on 
bution. Ls gg and oomments on effici 
service, by W. M «. Nashville, Tenn., The 
ern lumberman ad 

108 p. 18°. 

1. Lumber trade. 

Library of Congress HF6201.L7RS 
Copyright A 604378 a 
Ritter, Wolfgang. 


The flying apparatus of the blow-fly ; a contribution 
to ‘the morphology and physiology of the organs of - aa 
2 insects, with twenty plates, by Dr. ge Ritter .. 





collect 


Publication 
At head fe ie: Moghine ten. 


1 ‘tee ae. 2 Flight 1. Smithsonian institution. Hodgkins fund. 


Livrary of Congress Q11.S7 vol. 56, no. 12 
onemngyt QLS38.R6 


caZ2gl, 


Ritter Dandelyon, pseud. 


Brown, S. As 





ini. ay") a. iain 


CATALOG OF PRINTED CARDS 


Ritter Horn 
See 


Horn, King. 


Ritter-Zihony, Rudolf von. 
... Chaetognathi, bearbeitet von Rudolf von Ritter-Zéhony 
Mit 16 abbildungen. Berlin, R. Friedliinder und sohn, 
1911. 
Sy p.1 had dad od 1) tables, diagrs. 26°. (Added t.-p.: Das Tierreich 


Sertes title also at head of t.- 
“LAteratur-kOrzungen™ : p. rewitt 


1. Chaetognatha. 


A 42-1457 
Towa, Statecoll. Library 
for Library of Congress 2) 
Reference card 
K Ritter-akademie, Liegnitz 
see 
Liegnits, Ger. K. Ritter-akademie. 
5-197S6t 
Library of Congress 
are eee a 
ng the use of the modern dental X- 





ray unit in howe stereoscopic, extra-oral, sinus, profile and 
extremity radiography. Rochester, N. Y., Ritter dental manu- 
facturing company, inc., 1933. 

127, (1) p. toct, Mus, tables, diagrs. 237. 

“Books on radiography” : p. 127. 


1. X-rays in dentistry. 2. Radiography. 1 Tithe 
41-7508 
Library of Congress RK270.R5 
— ——— Copy 2. a 617, 607T6T 


— dental manufacturing co., inc. 
practice building suggestions. Rochester, 
N. Y ‘Ritter dental menufesterion co,, ine., 1923. 
207, 11) p. illus, (incl. forms) 24™. 


1. Dentistry— Practice. 1 Tide 
Library of Congress RKSORS tamed 
Copyright A 711889 el, 


Ritter rial library, L burg, Mass. 
.-. Catal jogue of books, in the Lunenburg town library , estab- 
lished mr Fitchburg, Mass., Piper & Boutelle, printers, 1875. 
4ip. 2i*. 
At head of title: July, 1873. 





8-24511 Revised 


Library of Congress 7881. Low? 


41 


Ritterling 
Ritter memorial library, Lunenburg, Mass. 

Catalogue of the public library, July, 
1889. Established 1) Fitchburg, Preas Blanchard 
Brown, 1) 

ap =. 

Date of establishment on t-p. changed in manuscript to 1858. 

—— .... Supplement to Catalogue 
<Lanenburg? 18 
v me. 

Caption title. 

At head of title: Lanenburg town library. oun 

Library of Congress 7281.Le8@2 1860 

12, mal 


Ritterbusch, Paul, 1900- 
Demokratie und diktatur; liber om und wirklichkeit des 
dr, jur. Paul 
Ritterbusch . Rerlin-Wien, Ruane rechtaverlag, 1939. 
7S p. 217. (Schriften des Institute ftir 


politi nod Internationales 
wa Universitat ‘fret hr@. von prof. dr. Paul Ritterbusch. 
af. ’ 








Someone Dictators. nie ;2 
8 » @ 1 
41-4885 Revined 
Library of Congress IXTT KMS b41 
—-——— Copy 2. JF08.RS 
(P42e2, (B41082851) 8216 


Ritterbusch, Paul. 

Parl itét und volk ini in der 
staats- und verfawsungsrechtslehre Englands, vornehmlich in 
der staatslehre Daniel Defoes; ein beitrag zur i te 
der englischen reprisentativ-verfassung, von dr. iur. Paul Rit- 
terbusch. Leipzig, T. Weicher, 1929. 

Pe P 1, 192 p. 254° (Letpsiger rechtewiasenschaftliche stodien ... 

) 

“TAteratar”: p. 188)-192. 








L and 2 Gt. Brit.—Pol. 
& govt. 3. Ot. Brit. law. 3 € law—Ot 
Brit, 4 Defoe, Daniel, 16617-1731 1. Title. 





3022311 
Library ot Congress Bibl, 


Ritterhusius, Cunradus 
See 


Ritterhausen, Konrad, 156U-1630, 


is im Museum zu 





1 Rat proviace—aatiqune, Reman. 3. ‘Aptiquities, 
Roman. & Wiesbaden. Namauieches landesmuseum. 4 -Army— 


osignia. . Tithe. 
. : (Pull nome: Eduard Hetartch Emi! Ritteriing, 





av AC @-2331 
Metropolitan ot 
tor Library of Congrems [DDAOLRABT hfe 126) 
a (048.42) 

Ritterling, Emil, 1961-1928. 

Eine bauinschrift avs dem legionslager N: Von 
E. Ritterling. 

in jahrbécher. JahrbGcher Vereine von altertums 
trae - Benn, 1918. 27)~. bft. 125, p. :183,-i88, 





Ritterling 


Ritterling, Emil, 1861-1928. 

Fasti des rémischen Deutschland unter dem prinzipat, von 
Emil Ritterling, mit beitrigen von Edmund Groag ; herausge- 
geben von Ernst Stein. Wien, L. W. Seidel & sohn, 1982. 

vill p.. 1-1, 160 p. By yb ane verwaltungs und 
beereageschichte von upd Germanien 


“Binlagebiatt” (2 p.) laid tn. 


1, Germany—History—Earty period to 843. 2. Rome—History—Em- 
BOs & Se. 3. Rome—Provinces— Administration. 4. Rome— 
itary. 1 Groag, Edmund, 1875- 1. Stein, Ernst, 1891- 
4. m1. fue 
AC 33-700 
‘Title from Univ. of Cin- cinnatt DDI21.B4 bd.2 
Printed by L. C. 


3s 


Ritterting, Emil, 1861-1928. 
Das kastell Niederbieber. Von Emil Ritterling. 
(/= Beamer jahrbcher. Jahrbtcher dee Vereins vee altertame- 


freandes im 11. 237 heft. 198, p. 259,278. 
fier (incl map) phew (fed plas) - 


1 Miederbieber, Ger. Castile. 2 Military architecture. 
(Pull nome: Eduard Hetorich Emi! Ritterling, 


“eens N.Y. Library 
for of Congress (DD491.R4B7 hft. 120) 


a (948.42) 


Ritterling, Emil, 1861-1928. 
Sextus Julius Frontinus am Niederrhein? Von Emil Rit- 
terling}. 


In Bonner jabrbiicher. Jahrblicher des Vereins von 
freunden im Rheinlande. Bonn, 1928. re. tn isny. 0-80) 


Ritterfing, Email, 1961-1928. 
Ein und des Plinius in einer Bon- 
ner Von Emil ose 


poeS I at Apso a 


ASRS hs eee toe 
. 
«Pell nome: Bévard Heinrich Emi! Rittertiag, 


A018 
nenss. ¥.Y. 
for of Congress t aft. 180) 


a (048.42) 


Ritterman, Stefan, ed. 

. Ustawa o ag autorskiem z dnia 29/111 1926 (Dziennik 
ustaw nr. 48 poz. 286) o b 
niem p. R. z dnia 1/1v 1927 w sprawie zmiany ustawy © prawie 

autorskiem (Dziennik ustaw nr. 36 poz. 318) opracowal dr. 
Stefan Ritterman ... Warszawa, Naki. Ksiegarni F. Hoesicka, 
1934. 





@, 1,;p. 11 159" (Hoesicka teksty ustaw, or. 79) 


1. Coprright—Poland. 1. Poland (1918- ) Laws, statutes, ete. 
nm. Title. 


S-21TTD 


Library of Congress 7625.R61 


12 ASS. M438 


Ritters, Hermann 
see 


Ritters, Peter Hermann. 





LIBRARY OF CONGRESS 


Ritters, Peter Hermann. 

Etymologische streifziige auf dem gebiete des nie- 
derdeutschen unter besonderer beriicksichtigung der 
Dithmarscher mundart ... Hamburg, Gedruckt bei 
Liiteke & Wulf, 1899. 

2p Lap 2m 
Programm— pa vor dem Labeckerthore ru Hamburg. 


“Litteratur” 1 
“Jahresbesicht™ (1898/99) 28 p. 


1 Low German language — Dialect: 


— Dithmarschen. 2 German 
language—Etymology 


s Low 
1. Hamburg. Realschule vor dem Libeckerthor. 
15-9520 


Library of Congress PFS66O.RS 


Ritter’s thetle, asSer meer -statistisches lexikon 
r, meere, buchten, héfen, seen, flisse, inseln, 
verm. und verb. 
und C. Cramer. Leipzig, O. Wigand, 1855. 
lp. lL, 457,ihp 2. 


t Ritter, . Kart 1779-1859. 1. Hoffmann, 


1. Geography— Dictionaries. 
Wilhelm ut. Winderlich, Carl. Wv . Cramer, 


$-3825St 


Library of Congress G103.R61 


Ritter’s geographisch- gone lexikon fiber die erdtheile, 





lander, meere, fen, seen, fliisse, inseln, gebirge, 
staaten, stiidte ... etc., mit simmtlicher post-, eisen- 
bahnen- und telegraphen-stat der wichtigeren linder, 
fiir post-bureaux, comptoirs, kaufleute, fabrikanten, 

leser, real., i und handelaschulen. 6. ginz- 
lich stark aufl., 


verm., und verb. unter redaction 
von dr. Otto Henne-am Rhyn ... Laiptig, O. Wigand, 1874 
2. 2. 


1, Geograpl s—Dictionarics. 
am Rhyn, Otto, 1828-1914, ed. 


1, Ritter, Karl, 1770-1800. nm. Henne 


41-90897 
G108.R6 1874 


7 


Library of Congress 


Ritters geographisch-statistisches lexikon ... ein nachschlage- 
werk tiber jeden geographischen namen der erde ... 8. 
vollstindig umgearb., verm. und verb. aufl. 9. abdruck mit 
einem poe hme Unter der redaktion von Johs. Penzler . 
Leipzig, O. Wigand, 1898. 





2. 2. 
1. Geography—Dictionaries. 1. Ritter, Karl, 1770-1850. u. Pensler, 
Johannes, 1 1900, ed. 
1—11120 
Library of Congress G10B.R6 1998 
(a35b1, 
Ritters geographisch-stati lexikon .. > 
echlagework tiber pate & namen 
lier ia bedeutan, s ¥ 4. fir os: weltver- 
~ 4 "9. a r stark verm. und 


verb. aufl. Unter ane relatos von p> ey Ponaier. 
Leipzig, 0. Wigand, 1905-06. 

2¥. m7 

Issued in parts, 1904-06. 


L Dictionaries. 1. Ritter, Karl, 1779-1859. 1. Penzler, 

Johannes, 1909, ed. 
6-37873 Revised 

Library of Congress G103.R63 

—— (25e2, 
Ritters geographisch-ctetistiochen lexikon . .. din 

at Oe a yeaa namen der erde von 

welcher bedeutung fiir den weltverkehr. 9. rev. 

Leipzig, O. Wigand, hae 

2°. mr 


1. Geography—Dictionaries —_t. Ritter, Karl, 1779-1850. 


210100 
Library of Congress GW8.R6 1910 
—— Copy 2 1@0b1, 
342 





Splhhataktn lexikon Ein nach- 
schlage’ jeden geographischen namen der erde von 
laguibedthes bedeutung fiir den weltverkehr. 9. rb., 


verm. und oe aufl., von Johannes Penzler. Revidierter 
neudruck ... Leipzig und Wien, Bibliographisches institut, 


1. Geogra: 


phy— Dictionaries. 1. Ritter, Karl, 1770-1850. «1. Peas 
Jer, Johannes, 1850-1908, ed. . oS 


24610 
Livrery of Congress G108.R6 19100 
Rittersbuseh, Paul, 1900- 


ae. und diktatur ; tiber wesen und wirklichkeit des 
von professor dr. jur. Paul 
rechtsverlag, 1989. 





Ritterbusch ..  Berlin-Wien, Deutscher 

7% p 21". (Schriften des Lestitete fr pelitit: and tnterentionaten 
rset on Gor Universitit Kiel, brag. von prof. dr. Paul Ritterbusch. 
a, , 





1 and 2 
8. Democracy. 4 Dictatora 1 Tide. 
41-6685 
Library of Congress JETT KSOS bd 
2) (8410624851) 821.6 


Ritterschaftliche brand-versicherungs-gesellschaft, Ro- 


stock. 


Satzungen. Giiltig vom 1. januar 1912. Rostock, 
C. Boldt’sche hofbuchdr, 1911. ’ 


2p.1, 6p mn 
At h.ad of title: Ritterschaftliche brand-versicherungs-geselischaft zu 
Rostock. 


14- 16090 


Library of Congress HG9B10.R7RS 


Rittersdorff, Rita von 
see 


Gaudecker, Frau Rita (von Blittersdorff) 
von, 1879- 


ak Adeline, “Frau Adeline Rittershaus-Bjarns- 


oa driicke fir he. find 


manischen dialekten. tie beitrag zur 





in den altger- 
bedeu! 


schichte ... 1. teil. Ziirich, Ziircher & Furrer, 1899. 
xiv, Bl p. 8°. 
Inaug -diss —Zurich. 
1-246, 
Library of Congress 


—— Addin, ved -192-1 


Bech 





ein om hems = 4 
ain aes te Ee Rittershaus . 
a. S., M. Niemeyer, 1902. 
1, 487, 1) p. 23". 
Outline in German of each tale, with comparisons. 
“Literaturverseichnis” : p. :tz;-x!. 


1. Fairy tales, Icelandic. 2 Folk-lore—Iceland. 8. Literature, Com- 
tive, © Title 


Library of Congress GRZ15.R5 


T8342, 





XUM 





ge ap yt 
Stein eb 


CATALOG OF PRINTED CARDS 


Rittershausen, H 





oS op a 
San, ven foun Addis rsh 





einrich. 
Arbeitslosigkei = kapitalbildung ; zugleich ein bs amon 
tisches p der 





° Jens, G. "Fischer, 1901. 
tpLaap ae. 
“Litteratar”: p. 42; 


1. Education of women—Germany. 1. Girls—Edocation—Germany, 
E 8-441 Revised 

Education 102101 R51 

1796b2, 


Library, U. 8. Office of 


Rittershaus, Emil, 1834-1897. 

Fest-gedicht fiir die Humboldt-feier in Amerika. Von Emil 
Rittershaus. von Mrs. Kate Kroeker-Freiligrath. 
New-York, L. W. Schmidt, 1869. 

cover-title, Tp. 2*. 

German and English on opposite pages 





1. *Humboldt, Alexander, fretherr von, 1760-1850. 1. Freiligrath. 
Kroeker, Frau Kathe, 1845-1004, tr. Title 
14-6870 
Library of Congress Q143. HORS 
8Tb1 
Rittershaus, Ernst, 1861- 
Die irrengesetzgebung in Deutschland nebst einer verglei- 
d 1 in Europa (fiir arate, 





chenden 
juristen und gebildete laien pyle. E. Rittershaus 
« Berlin und Loipeig, W. sr Grater & on, i90t. 

vi, 261, (yp. 224". 


“Sonderdruck aus Aligem. seitechrift fir paychiatrie band 86 ( 1927)” 
“Literaturfibersicht” : p. 245-256. 
1. Insane— Laws and legisiation—Germany. 1. Tithe. 

<-7Te8 


Library of Congress RCS21.B5 


1% 


Rittershaus, Ernst, 1881- 
Konstitution oder rasse? Von dr. med. Ernst Rittershaus 
mit 170 abbildungen. Miinchen, J. F. Lehmann, 1936. 
200 p. illus. (incl. facsims.) 23". 
Udersicht Ober das herangesogene schrifttum” : p. (196;-208. 


1, Man—Constitution. 2. Race. 3. Psychology, Pathological. 


1 Title. 
Library of Congress GNOO.RS 
——— Copy 2. 
Copyright A—Foreign 30216 
a 5T8.6 


Rittershaus, Konrad 
see 


Rittershausen, Konrad, 1560-1613, 


Pittershaus-Bjarnason, Frau Adeline 
see 


Rittershaus, Adeline, 1867-192-7 


dr. rer. “pol. Heinrich Rittershausen, Mit 1 kurve im “est. 
Jena, G. Fischer, 1930. 


xiv, 154 p. diagr. 24)". 
“Literaturnechwels”: p. (149)-150. 


1. Unemployed. 2. Capital. 3. Credit 1 Tithe. 
382-10201 
Library of Congress HD6706.R5 
12; 331.137 


Rittershausen, Konrad, 1560-1613. 

Cunradi Rittershusii ... D*fferentiarvm ivris civilis et cano- 
nici seu ificii libri .-» Nune denuo cum msto. auc- 
toris collati, suppleti et indice itum, nec non 
rerum, verbcrum & aucto-™n locuoletati. Huic operi accesse- 
runt propter similitudine liquot opuscula, quorum 


ea ae ® pagine Tat, 
Seergii Andres Nop, & Johannis 
Pe 


4, ‘, tt) p 2 (With Stephani, Matthias, Commentarius in 
~ aim * » te, MBOO) 

‘Tithk . “tte 

1 ch - ” law 1. Title: Differentiarvm ivrie civilis ot 
canonict . bet 

88-19729 Revised 

Library of Cc... = (402, 
py my ee eg 

Cvnradi Rittershusii j. c. sive In Dvodecim 
tabviarvm 


Konrad, 1560-1613. 
(Card 2) 


Epistola dedicatoria signed Georgive, Nicolavs, & Lyéovicva, Ovaradi 
Rittersbvelt, je. p. m. fff. 


--» Dodeca-deltos ... 
‘M.DC.XVI. 


Rittersha' » Konrad, 
Jue Just: 
quorundam impp. Avgg. novellarum mixtarum ex- 


1560-1613. 


haeredum Lazari Zetzneri, 
12 p. 1., 771, [67] p. 234%. 
Publisher's mark on t.-p. 


a che Hordes, Soaredo t:*” 


Continued on next card) 32-15674 


Rittershausen, Konrad, 1560-1613. 
Jus Justinianum ... (Cara 2) 


1. Corpus juries civilie. Novellae Con- 
etitutiones. 2. Roman law. 3. Law--Germany. 
I. Title. 

32-1567% 

Library of Congress 


y hoc est Ivetiniani et aliorum 1 ay vere stat bd 95, 


Konrad, 1560-14): 

Cunradi Rittershusii juri: onsulti Secrarum 
Be sae Ome a of oe Oe © of aie o> 
tinentia, non pauca etiam in patribus aliisque probatis- 
simis scriptoribus laudantur, illustrantur, emendantur. Editi 
opera & studio Nicole: tittershusii. Noriberge, typis & 
sumptibus Wolfgan-; Endteri, «. oo. xuam. 


Spleen .L ue. 
Signature. (*, A-2?, Ae-Vo", Xxt 
LRie = -w een, Nicolaus, 1507-1670, od. 
17887 
L of Congress ACIARS 1608 
a on 
Rittershusius, Conrad 
see 
Rittershausen, Konrad, 1569-1613. 
Rittertreue. 
Rittertreue, eine mi , herausgegeben 


ttelhochdeutsche novelle. 
von Herbert Thoma. Heidelberg, C. Winter, 1923. 


5 Be feet ta) Goma, eee . 3. abt. 
Kritische ausgaben altdeatecher texte .. 5. bd.) 


Issued also as inaugural! dissertation, Munich. 
Poem of 862 lines in rhyming couplets. 


‘35-1580 
Library of Congress PTIG37.ROS 1923 
2 a2 
Ritthausen, Heinrich. 
Analysen einiger futtermittel. 
Landw. vere stat bd 90, p. 408-418. Bertin, 1977. 
1. Feeding staff. Analysis sean 


Library, U. 8. Dept. of Agrioaltare 


Ritthausen, Heinrich. 


zu by ap be M. von Sivers 
Ueber den des 


p. 169-171. Berlia, 1680. 


1. Bolle, Peat. Nitrogen content. 


Library, U. 8 Dey. of Agricatore 
5 


Ritthausen, Heinrich. 
Ueber den des 
- ageaa gam roggensamens an 


Landv. vers. stat. bd. 90, p. 419-418. Berlin, 1977. 


1. Rye. Stearic acid consent. scan 


Library, U. 6. Dope. of 
2(b) 7 


Agrienitare 








Ritthausen 


Ritthausen, Heinrich. 
Ueber den fettgehalt der kauflichen kleberpraparate. 





Landw. vere stat. bd 90, p 408-400. Berlin, 1877. 
1. Gluten. Fat contept. pon 
Library, U. 8 Dept of Agricultare 
12 
Ritthausen, Heinrich. 
Ober die berechnung der proteinstoffe in den pflanzen- 
samen aus dem gefun' gehalte an stic! 
Landw. vers. stat. bd. 47, ea, Berlin, 1696. 
1. Seeds. Protein content. 
AT ems 
Library, U. 8. Dept. of Agricultore 
2(e) 
Ritthausen, Heinrich, 182.~1912. 
Ueber die einwirkung freier phosphorsiiure auf kohlen- 
sauren kalk. 
Lanéw. vers. stat. b4 20, p. 401-407. Berlin, 18977. 
1. Calcium carbonate. 2. Phosphoric acid. 
Agr 42915 
Library, U. S. Dept. of Agriculture 1058123 bd. 20 
2 (>) ta2Sb1i 


Ritthausen, Heinrich, 1826-1912. 


Uber zerstérung von fett durch schimmelpilze. 
Land®. vers, stat. bd. 47, p. 389-390. Berlin, 1996. 
1. Oils and fats. «1. Fat) 2. Molds ;(Botany); 1 Baumann, Hermann, 
joint author. 
Agr 4-2916 
Library, U. S. Dept. of Agriculture 
2(b) ral9cy 


Ritthausen, Heinrich and Pott, Robert. 
me tiber den einfluss einer an stickstoff 
rsaure reichen diingung auf die zusammen- 
4 ler pflanze und der samen von sommerweizen. 


Lanéw. vers. stat. bd. 16, p. 384-999. Chemaits, 1873. 


1. Fertilizers. 2. Wheat—Fertilizers. 


Agriculture 


Library, U8 Dept. of 


Ritthausen, Karl Heinrich Leopold 
see 


Ritthausen, Heinrich, 1626-1912. 


LIBRARY OF CONGRESS 


Ritti, Antoine, 1844- 

Histoire des travaux de la Société ee 
et éloges de ses membres, par le D’ Ant. Ritti 
Masson et c*, 1913-14. 

2v. 23° 


Contains bibliographies. 
“Je réunis, en ces deux volumes, I'Histoire des travaux de la Société 
co-psychologique, écrit @ l'occasion du uantenaire de la fondation 


de cette compagnie, moins de juin 1902, et les doges que j'ai 
ei pele itomonces dans fy stances publique ans do cote ole 


Société médi chologique — History. 2. Medicine — Societies. 
a hiedicine Blosnoky” 
SG 16-299 


Library, U. S. Surgeon- General's Office 


Rittich, Aleksandr Pedorovich, 1831- 

Marepiaru Aaa oTHorpadia Poccin. 
exif kpaf. xv, xvi, xvi. CocTapaan A. °. 4 
Ilpaaomenia: kapTa 00 nAeweHaMD H aCcnOBSAaBiaMD 
w TpH cTaTacTHyecKia Ta6sNNM NO nAeMeHAMS & 
ncnopbhjsniamas Kypaanackoh, Jmbaanacnoh a decr- 
asnackoh ry6epuin. Canxruetep6yprs, Kaprorpa- 
uueckoe sapegenie A. A. Hanana, 1873. 

1p. 1,@p, 11 fold. tables, fold. maps. 25°. 

1. Ethnology—Baltic Provinces. 


ca 14-157 Unrev'd 


Library of Congress DKS11 BIR 


Rittich, Virgil J. 

European grape growing in in cooler districts where winter pro- 
tection is necessary, by Virgil J. Rittich ... and Dr. 
Rittich ; with 38 figures in the text by V ws Rittich ; Fuge A 
Norley F. Tunbridge ... Minneapolis, Minn., Burgess publish- 
ing company ,*1941, 

1p. L, xvil, 98 numb. 1. illus, pl 219". 

Reproduced from type-written copy. 


1, Viticulture. 2. Grapes 1. Rittich, Eugene A., joint author. 
1. Tunbridge, Norley eo ed. mt Title. 


41—5500 
Library of Congress SB888.R5 
ri2e2, 634.8 
Rittich, Werner. 
scotites und bauplastik der gegenwart, von Werner 
— abbildungen. Berlin, Rem- 


einhundertsiebzig 
a At 4. b. h. 1938, 


are front., ius, plates. 27x21". (Kunstbiicher des volkes, 


1, Architecture— Germany. 2. ate and ornament, Architec- 
tural 8, Architecture—Details. 
42-1600 Revised 
Library of Congress NA1068.R5 
174243, ‘T20.048 
Rittich, Werner. 


New German architecture ;by, Dr. Werner Rittich. Berlin, 
Terramare office, 1941. 


4, ;2; p. incl, front. ius, 22". (On cover: Terramare publications, 
by Richard Ménnig. . 


No, 15/16) 
Repri: t “of portions of Dr. Rittich’s book, ‘Architektur und bauplastik 
or oom , together with numerous illustrations appearing there- 
in.” —p. 68, 


tecture—Germany. 
1. Arehi 1, Tite. e 
Library of Congress NA1068 R52 
& 720.943 
Rittiez, F b. 18051 


Histoire du gouvernement provisoire de 1848, pour 
faire suite A "Histoire du régne de Louis-Philippe i, par 
F. Rittiez ... Paris ete, A. Lacroix, Verboeckhoven et 
e*, 1867. 

2v. 22. 


1. France—Hist.—Second republic, 1848-1852, 2. France—Pol. & govt.— 
1848-1852 


2—18184 
DC272.7.R61 


ta2ich 


Library of Congress 


344 








Rittiez, F 5. 1805. 

Histoire du Palais de justice de Paris et du Parlement, 860- 
1789; maurs, j ) rocks divers, 
progrés légal. Par F. Ritties ... Paris, Schlesinger, fréres, 


1863. 
2p. liv, 2p. 224". 


1. Parts. Palais de justice. 2. France, Parlement (Paris)—Hist. 
L Tithe. 


29-22486 
Library of Congress 2) 


Ritties, F b. 18051 

Histoire du régne de Louis-Philippe 1, 1830 & 1848; précis 
par F. Rittiez ... faisant suite & —— de la restauration, 
méme auteur. Paris, V. Lecou, 1 


Sv. 2. 


1. France—Hist.—Louts Philip, 1830-1848. 


218190 
Library of Congress DC266.R61 
a87b1, 
Ritties, F b. 1805. 
L’Hotel de ville et da | bourgeoisie de Pari origines, 
meurs, lepuis les 





les plus reculés u’A 1789, F. Ritti 
Parke, Sch Schlesinger frites, 18d = - 


2p. Liv, M8 p. Za. 


4 Porte, Hotel de ville. 2, France—Bourgeoisie. 3. Paris—Pol. & govt. 
1 . 


22-18271 
Library of Congress DC782.VSRS 
Rittig, Gisbert. 
Der soziale preis, von Gisbert Rittig. Jena, G. Fischer, 1935. 
vip, 1L,18p. 2. 


1. Prices. 2. Economics. 1. Title. 
89-81713 
Library of Congress HG221.RS4 
12 838.5 


Rittig, Johann. 
Federzeichnungen gus dem amerikanischen stadtleben, von 
Johann Rittig. 2. aufl. New York, E. Steiger & co., 1885. 


vill, 260 p. 209. (Added t.- «> “aca aus dem amerikanischen 
leben von Deutschen in Amerika, 1 


1. New York (City)—Soc. life & cust. 2. Germans in America. 
4 Tit 


3681 


Library of Congress 7128.47.R61 


a20e1, 


Rittikh, Aleksandr Aleksandrovich. 

SapacamoctTs ca ma oT> OOmmam  Mipa. A. 
A. Patraxa. erep6yprs, Tan. B. 0. Kapm6ayma, 
1903. 


3p. 1, br217 p. 27™. 


1. Land tenure—Russia. 2. ai? 43. Peasantry—Russia 
4. Mir. 5. Village communities—Russia. 1. Tithe: OGummma. 


19-13791 
Library of Congress (D715.R5 


— —— Copy 2. 2) 








XUM 





Rittinger, John W 
see 


Indiana. Dept. of public instruction. 


Rittinger, Peter, ritter von, 1811-1872. 





in der 
Berlin, Ernst & ‘kon (Groptas ea Yeche buch- und 
lung) 1870-73, 


2v.inl. 249°. and 2atlases (in lv.) of 15 double plates. 32x20". 


1. Ore-dressing. 

G 386-1380 
Library, U. 8. Geological Survey 
(28¢1, 


Rittinger, Peter, ritter von, 1811-1872. 

Kurze mittheilungen tiber berg- und hiittenwesens-ma- 
schinen und baugegenstinde au ‘de ler Rye oe indus- 
trie-ausstellung zu Paris 1867, in 114 selbststandigen 
durch holzschnitte illustrirten artikeln, | von Peter ritter 
=, Rittinger ... Wien, K. K. Hof- und staatedruckerei, 


1p. 1, 71 p. illus, 24, 


1. Mineral industries — Exhibitions. 2. Mining machinery. 3. Paris. 
ition universelle, 1867. 


6—21979 
Library of Congress TN6P2 1867r 
19h) 


Rittinger, Peter, ritter von, 1811-1872. 

Lehrbuch der aufbereitungskunde in ihrer neuesten entwick- 
lung und ausbildung systematisch dargestellt, von P. ritter 
von Rittinger ... Mit einem atlas von 34 tafeln in folio. 
Berlin, Ernst & Korn, 1867. 

xvi, 505, ;1) p. 25%. and atlas of xxxrv double pl. (diagra.) 84™. 


1, Ore dressing. oe: 
TN5OO.R6 
8715, 


Rittinghaus, Friedrich Wilhelm Ludwig, 1891- 

Die kunst der, geschichtschreibung Heinrich von 
Treitschkes ... Leipzig, R. Voigtlander. 1914 

viii, 136 p. 22". 


I .-diss.—Leipzig. 
Ucbenslauf. 


Library of Congress 


1. Treitschke, Heinrich Gotthard von, 1834-1896. 


16-19261 


Library of Congress DD86.7.T7RS 19140 


Rittinghaus, Peter, 1864 
Ueber die widerstandsfihigkeit des 
sere einfliisse ... 
C. Georgi, 1887. 
1p.1,4, 2p. 21™. 
Inaug -diss — Bonn. 
Lebenslauf. 
ir”: p. 4. 


liens gegen aus- 
Bonn, Universitats-buchdruckerei von 


1. Pollen. 


7-1819% 
Library of Congress 


QK6S8R6 


CATALOG OF PRINTED CARDS 


Rittinghaus, Wilhelm. 
Die kunst der gored Heinrich von 
Treitschkes, von Im Rittinghaus. Leipzig, B. 


. 254". (Added t-p.: Bei kultur- und uni 
» Pn) t-p.: Beitrige zur r- universalge- 


8 


Published also as the author's inaugural dissertation. 


1. Treitschke, Heinrich Gotthard von 1834-1896. 2. History—Histori- 
ography. 


14-15033 
DD867.T7RS 
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Rittinghausen, Martin 
see 


Rittinghausen, Moritz, 1814-1890, 


Rittinghausen, Morits, 1814-1890. 
Direct legislation the people; by Martin oust 
—- Be Ritdinghausen, tr from the French, with bio- 


ey der Harvey. New York, 
Humboldt library , oT, 
4p. 174%. (Half-title: Twentieth century library. mo. 871) 





1. Referendum. 1. Harvey, Alexander, 1868- tr. 1. Title. 


10-9004 Revised 


Library of Congress JF488.R65 


Rittinghausen, Morits, 1814-1890 

Die direkte gesetzgebung durch das volk. Von Moritz 
Rittinghausen. 5. auf. ... Ziirich, Buchhandlung des 
Schweiz. Griitlivereins, 1893. 





xx, 246. 2. 
“Fri erschienen als Sozi i bhand| tov. hft. 
( + der familie Rittinghausen” ; 
i vorwort ‘ami voxx. 
Bibliography : p. xviii. * 


1. Referendum. 
15-14041 


Library of Congress JF488.R66 1893 


Rittinghausen, Moritz, 1814-1890. 

La législation directe par le peuple; ou, La véritable démo- 
cratie, par M. Rittinghausen. Paris, Librairie phalanstérienne, 
1851. 


1, Referendum. . Title. 


Library of Congress 








Rittman 
Rittler, Theodor. 
des isch frechta, von dr. Theodor 
Rittler ... auf der des Grundrisses von dr. Heim 
ri ien, Druck und verlag der Ov 
kerei, 1983— 
. =. 


Rittler 5. auf, Aber es ist ein neues buch Schen 
in seinem aufdeu.”—Vorwort. 

Includes 

1, Criminal law — Austri 1 Lammasch, Hetarich, 1853-1990. 
Grundriss. n 

‘87 -20088 
Library of Congress 8 
, Herbert. 
Faltboot stéest vor; vom ins wilde 


Kurdistan. Leipzig, F. A. Brockhaus, 1934. 


150, 1; p._front., itius. (maps) plates. 19°. (On cover: Relsen und 
abentever. (63) 


1. Carpathian mountaine—Descr. & trav. 2. Kurdistan—Deecr. & 
trav. 4 Title. 


Library of Congress 
Copyright A—Foreign 


Rittlinger, Herbert. 

. Ich kam die reissenden fliisse herab, allein zum Ama- 
zonas; mit 77 abbildungen und 1 karte. Exinaig, , 
haus, 1988. 


199 p. front., iNus. (map) plates, porta. 19°. 





. Tithe 
0-205 
Library of Congress FS423. R58 
Copyright A—Foreign «an 
r O18.5 
Rittman, Walter Frank, 1883- 
. The i i by W. F. Ritt 
man and E. W, Dean. Wontnanutt Gort print. off., 1916. 
ipl, 22 ia. Op. aa, Com. pl. » (Uv. 8) Bureau of 
mines. Bulletin 125. Petroleum technology 34 


At head of title: Derarneat ote nei Franklin K. Lane, 
secretary. Bureau of mines. Van. Manning, director. 


1. Dean, Ernest Woodward, 1888- joint 


17—28006 
TN3.U4 no. 125 
‘TPES1.R6 


3811; 


Rittman, Walter Frank, 1883- 


. A bibli phy of the ous of gas manuf: 
by. W. F. Ri and M. C. White faen, Comp. a4 
A by M. 8S. Howard. Wochineton: Govt. print. off., 


29p. 244°°. ((U. S. Bureau of mines. Technical paper 120) 


‘As hand of tie: ... Department of Ge tnecter jor. tee h Joseph 
“First dition, Avg 1914s 
“Pbeatons on fot moony : 
. Gas manufacture and L Whitaker, Milton C., 1870- 
jou author. 1. Toward’ Mckay § Pom, mt. Title. 
1S—26548 
Library of Congress TN1LU6 n0.120 
— —— Copy 2. Z7914.G2R6 
1s22hh, 
Rittman, Walter Frank, | 
Manufacture of gasoline and from petro- 
leum and h by W. F. C. B. Dutton, 
and E. W. Dean, with a bibliography comp. by M. S. Howard. 
Washi Govt. print. off., 1916, 
xvil, Ag So. 5 6 ee (0. &, Bureau of mines 
oe Department of the interior. Franklin K. Lape, 


2 Gasoline. 3. Bensene. Thy oe 
ward, 1888- joint ‘author. mr. Howard, McKay 8. 
——. 2 —en 
Mk A TPde22.RS 











Rittman, Walter Frank, 1883- 
Therma! reactions in ane 
—I- yy 


. by Wal- 
bach print- 


14-12385 
TP7@RS 


Vill, 265 p. fltus, 18 pl. (1 fold.) 2 fold maps 269. 


eel 


1. Geology—Italy—lechia (Istand) 1 Zeitechrift fir vulkanolegia. 


Library of Congress QE2T2 BS 


ca wants 
Rittmana, Alfred. 
Tine a Ge ee, eo A. BRittmann .. 
sbbildungen und einer tafel. Stuttgart, F. Enke, 1936. 
vil, 188 p. illus, fold. pl, diagra 229". 
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Rit Otto. Das deutsche Gerichtekostengesetz ... 
1933. (Card 2) 

— —— .. Gesamt-nachtrag enthaltend die seit dem er- 

scheinen der 15. aufl. eing g ungen und die 

wichtigsten neueren heid Abgeschl ende juli 














Rittner, George H. 


trations from 
friends. Lo 








Impressions of Japan, by Geo. H. Rittner; with illus- 
a taken by the author and his ' 
ion, J. Murray, 1904. | 


xii, 223 p. front. 32 pl. 20). 


1932 ... ;Mannheim, Berlin ,ete., Deutsches druck- und ver- —The natural beauties of the country —The art_of of Jeon, | 
lagshaus, 1933, = people and their a ivate Me sad i old 
Sip 16. ligion. mt ye ae ee oy ” i 
. my tae Adana y ee Gone an, faa 1. Japan—Deser. & trav. 2 Art—Japan. 1. Title. 
athor. Germany. Lawes, statutes, ete. m1. Title: Gerichtskosten- | 
qeects, Das deutsche, : 419427 | 
96-4081 Library of Congress DS810.R6 | 
Library of Congress 8) 3641, 
Rittmann, Otto, 1848 !-1936, ed. 
“Garihakitengat, Gnbuhrenordnung fir rechinn Sen 
wilte, Gebiih dnung fiir gerichtsvolizicher mit den ein- Ernass de in vier akten, von 
schlagigen b ; in fortfahrung des k von Rudolf Rittner. Destla, Ocsterkald & on, 1008 
Otto ttmann und Peter Wenz b i h be 125, hp. 22. 





oe rechnungsrat 
17. aufl. (70.71. tausend) 


jens, 

First 1807, has title: Das deutsche 

1. Costs (Law)—Germany. 2. Lawyere—Germany. 1. Wens, Peter, 
Mia aaa ee, ce Rae Gee: oe 

re v. : 

Banrepordaang fOr recht, anwilte wm. Title: Gedthrenord- 
atic F 41-87970 

Library of Congress a 


Rittmeister, Wolfgang. 
Die schiffsfibel ; text von 

Alfre] Mablau. Leiprig, L. 
119, (1). Mus. 195°. 


“1-10. tausend, 1987." 

“Literaturverseichnis” : p. 115. 

1 Ship-bullding—Hist. 2. Ships. 1 Mablau, Alfred, 1804- illus. 
m. Title, 

‘89-24148 

Library of Congress VM15.R5 1987 
Copyright A—Foreign 42068 

12) 23.82 
Rittmeyer, Hans. 

Die geschichte des sch’ mit beson- 
echlages. Von dr. Rittmeyer ... Bern-Bimplitz, Buch. 
druckerei Benteli a.-g., 1926. 

28 p. ies 24)”. 


Library, U. 8. Dept. of 


Rittmeyer, Oskar. 


4, " -" 


. Die 
recht, von dr. iur. oe ge Dan Sunotl Ode, 


Jeche tte 





vi, 8 air. ( sum echwelserischen recht. 
‘Gmtr. hreg: voo dr. ‘Theo Guhl 


Iesved also as inaagura! dissertation, Bern. 
“Téteraturverseichais” : p. v-v1. 


1. Guardian and ward—Switseriand =. Tithe 


Library of Congress a 


mittner, Eduard, 1845-1899. 
Ocesterreichisches @herecht, systematisch und mit 


berticksichtigung zgebungen — 
von dr. Eduard tner Leipzig, Duncker & 
Bumblot, 1876. 


viii, 367, [1] p. 23. 


Library of Congress 
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Rittner, Tadeusz 


Rittner, Thaddéus, 1673-1921. 


Rittner, Thaddius, 1873-1921. 
... Duchy w mieécie. Warszawa, “Bibljoteks polska”. 1921 


mp 1. 
At bead of title: Tadeuss Bittner. 
Published also tn German. 
2 Tithe. 
0a 99-445 Unrev'd | 
Library of Congress PT2635.185G46 1921 
gy ny 


Der dumme J ; komédie von Thad- 
daus Rittner. Berlin, feria’ E. Pictechel & 0b. 1910. 


201,19 dp we. 


Library of Congress 


Olu. rse* 1910; D 17979; Rgon Fieischel & | 


Rittner, Thaddius, 1873-1921. 
... Geister in der stadt. Wien :cte.) Rikola verlag, 1921. 
15, dip iw. 


1 Title 
Library of Congress 
Copyright A—roregn 


23-305 


PT2615.185G4 1921 
2319 
Cr 








-». Ich kenne sie; novellen. Wien und Leipzig, Deutsch- 
éeterr. verlag, 1912. 


MBp,1L 7" M4 


Cowrants— Ich kenne sie— wand — Rettungsaktion — 
be “Bedeksr Jour fixe —Vegetation —' pt 
jour 
des.—"Holle”: Liftboy. Akazia. ‘Théatre 
1. Title. 
12-18641 
Library of Congress 


Copyright A—Foreign $610 


Rittner, Thaddius. 

Kinder der erde; schauspiel in drei akten und einem 
zwischenspiel, von Thaddius Rittner. Wien und Leip- 
zig, Deutsch-dsterreichischer verlag, 1914. 

105 p. 18”. 

On cover: Schauspiel in 4 akten ... 


1. Title. 
16-20914 
Library of Congress PT263518SKS 1914 
Copyright A—Foreign 1380S 
Rittner, Thaddius. 


Der mann im souffleurkasten; komédie von Thaddius 
oa. Wien ete, Deutsch-dsterreichischer verlag 
(1912) 


216 p. 174*. 


1. Title 


Library of Congress 
Copyright D 31232 


Bittner, Thaddius. 

Sommer; komédie von Thaddius Rittner. Wien, 
Deutsch-ésterreichischer verlag, 1912. 

Zp 1%”. 


1. Title. 


Library of Congress 
Copyright D 31233 


Rittner, Thaddius, 1873-1921. 


Wolfe in der nacht; komédie in drei akten von Thad- 
dius Rittner. Wien und Leipzig, Deutsch-deterreichi- 
scher verlag, 1914. 


1200p. 177. 


1. Title. 


Library of Congress PT2635.185SW6 1914 
Copyriaht D 62147 1 


Rittwagen, Guillermo. 


Moros pafioles, cosas de Mi s, por Guill Ritt- 
wagen. Bercelons, Maveci 19 

aT p 1". 

“Voces drabes mis frecuentemente usadas en este Libro”: p :285,S867. 





1. Morocco—Boc. life & cust. 1 Title. 
‘87-SB852 


Library of Congress DTS12.R5 
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The ritual containing the work, lectures and monitorial 
of the E. A., F.C. & M. M. . and comp. 
from the standard lodge ‘‘work.’’ New York, Masonic 
book agency, 1877. 


Mp. 1s™ 


1. Secret societies—Rituals, Cipher 


97984 
Library of Congress HSISS.RS 1877 

The ritual of the chapter, containing the work, lectures 
‘and monitorial of the M. M. P. MoM. E. M. and 


 M. R.A. 
degrees. Arranged and comp. from the standard R. A. 
chapter work. fee York, Masonic book agency, 1878. 
1p.l, 5146p. 15™. 
Copyright by H. Wilkinson. 


1. Secret societies—Rituals, Cipher. 1. Wilkinson, H. 


Library of Congress HSISS.R6 1878 


The ritual of the order of Know nothings, with the 
initiation oaths taken by James Pollock, now governor 


of Pennsylvania. mn. p., 185-; 
8p. 2. 
Caption title. 


1. American party. Pennsylvania. 2 Pollock, James, 1810-1890. 
112673 
Library of Congress F1S3.P77 


Rituale Sacri, ac regalis ordinis 
beatae virginis Mariae de 
Mercede,...1770 


Catholic church. Liturgy and ritual. 
Ritual. Mercedarian. 


Hl 


SrinEtt 

: ta 
Al 
i 

#88 


(é ¢. 9B) p, 21, r-272, 139, @ p. incl. front, illus, plates, 
(Continued on next card) 
180e1, D195 


Rituals of freemasonry ... 1870. (Card 2) 


With music. 

Cowrawrs. — General Ahiman rezon, by Daniel Sickels — to the 
Royal arch chapter, |. L. Gould ... and John of the 
Rare ere ae likes “Ceepiia cae ty YA Chase 


._ Freemasons—Rituals Goan Reni, Gould, James L. 
PR bag on funene, Seen . Ms 


v. Chase, Jackson H. 


Library of HS4S7.R6 
-— ———Copy 180e1, 


“47 


Rituel funéreire des anciens Egyptiens 
see 


Per-m-hru. 








88515 
Library of Congress F8818.R57 
(a40c1, 9184 
Ritz, Gale, 1895- 
.. The origins of the pre-Deuteronomic elements of the his- 
Hit of alg (rm) —Uatrerty of Cheng, 108. 
Bilograical fot ctu 
4 Stgeeeiation, 2 Bite 
ot Historical ‘books -Oriticlam, interpretation, ote. 
clam, interpretation, ote—O. T. Fentatench. 4 Bibto-—Criticem, inter. 
‘elements of the historical corpus. m. Tithe: Judean history of the Hebrew 
people 
4116488 
Library of Congress BS1306.R5 
Ci m 
Rits, George A. 
Instructions how to ‘‘web’’ and other 
Geo. A. Ritz ... Bonen, N. Y¥., @. A Tite book and 
job printer, 1892. 
Zp 2. 
1. Web (Game) 
ca $1905 Unrev'd 
Library of Congress 


Ritz, Helena von 
see 
Vespucci, Ameriga, fl. 1636 











Ritz, Joseph Maria, 1892- 
Bauernmalerei, von dr. Joseph Maria Ritz. Leipzig, Biblio- 
graphisches institut ,°1985, 


2 p. L, 957, 2) p. 1 L imel. Mus, col plates. 19°. (Meyers bunte 


1. Folk art—Germany. 2. Art industries and trade—Germany. 
& Tithe. 
36 1062 
NK961.R55 
Copyright A—Foreign 2158 
& 145 


Ritz, Joseph Maria, 1892— 
Bauernmébel, von Joseph Maria Ritz. Leipzig, Bibliogra- 
phisches institut, a. g. ,°1939, 


Pate eel 18”. (Meyers bunte bindchen. 


16713 

Library of Congress NK2552.R5 
Copyright A—Foreign 4182 

12) 14 
Ritz, Joseph Maria, 1892— od. 

Siiddeutsche volkakunst, he vom Bayerischen 
landesverein fir heimatachutz durch J. M- in verbindung 
mit Karl Grober, Ginter Groschopf ,u. «, ... mit 188 abbil- 
dungen und 4 farbtafeln. Miinchen, G. D. W , 1988. 


Ritz, Mme. Marie Louise (Beck) 1867- 
_, César Ritz, host to | the world, by Marie Louise Ritz, with 34 
in Philadelphia, New York ,etc., 
J. B. Lippincott company ,*1938, 
260, ;1; p. front., plates, ports, facsims. 234. 
Maps on lining-papers. 





1. Rits, César, 1850-1918. 2. Hotels, taverns, etc. 


38 - 250689 
Library of Congress TX9105. RSRS 
—— —— Copy 2. 
Copyright A 120657 13825) 928.4704 


Letter upon the agricultural and mineral resources of 


the northwestern territories, on the route of the Northern 
Pacific railroad . . . ;Washington, Chronicle print, 186-, 
1p. L, 8 pp. 8°. 

Coverite 
F852. R61 1-Bea7e 


Ritzau, Maximilian Friedrich Otte, 1889- 

Das schulwesen der stadt op ottin Gp 
formation (1520-1600) an band der quellen 
Halle a. S., 1925. 

3, A) p. taceims, 1 fold. tab. 20". 

“Literaturverzeichmis”: p. (5; 





L — (A. Education 
Germany, 1 Title. 
E2353 


Library, U. 8. Office of 


LIBRARY OF CONGRESS 


Ritzel, Jérg, 1864- ed. 

Der lachende Rhein; tausend ishre rheinischen humors in 
wort und bild, g und h von Jérg Rit- 
zel. Mit 456 text. illustrationen, sowie 4 farbigen und 18 
einfarbigen ku nach und 
zeichnungen beriihmter meister des rheinischen humors. 
Kéln am Rhein, Hoursch & Bechstedt, 1928. 


351, 1; p. col. front., ilius. (incl. ports.) plates (part col.) 28°. 








1. German literature—Rhine River and Valley. 2. German wit and 

bamor. 1 Title. 
28-1702 

Library of Congress PT3808 RSRS 

Copyright A—Foreign 38115 
2 

Ritzel, Jorg, 1864— 

Trutz-katz, ein sang vom Rhein aus dem dreiszigjabri- 


gen krieg, von Jérg Ritzel. Berlin, Boll u. Pic! It 
(11910, 


Ipl,v, 26, 2p 247 


10-15220 
Library of Congress 
1910; 2c. July 9, 1910: A—F. 1453; Boll & 
© fickarde, Betlin, Germany. —_ 


|Ritsema, Harmannaus, 1852-1898. 

Het nageslacht van Jacob Sijbolts, landbouwer te Warffum 
en Geertruid Cornelis’. Groningen, Drukkerij Gebroeders 
Hoiteema ,1925, 

90 p. 11. plates, ports. coats of arms. 24). 

Compiled by Harmanpus Ritsema and Klaas Jan Ritspma van Ikema. 


. Bijdott family. 2. Cornelis family. 3. Ritsema family 1. Rit- 
cone tan ioun, Klose Sen, SO joint author. 1 Title. 
2B 15048 


Ritzema, Jan Bos 


Bos, Jan Ritzema, 1850- 


Ritzema, T P. 

The church + Sunday school of the future. By T. P. 
Ritzema. 3d ed. (rev. and extended) Foreword by the 
Rev. F. B. Meyer .... Blackburn, The Northern daily 
telegraph, 1917. 

23 p. plans. 214° 


1, Sunday schools. 
E 17-738 
Library, U. S. Bur. of Education 
Ritzema Bos, Jan. 
—— zur kenntniss landwirthschaftlich schadlicher 
thiere. Der senfkafer oder raukenstutzschildkafer, 
Colaspidema (Colaphus) sophiae F. 


Landw. vers. stat. bd. 31, p. 85-05. Berlin, 1665. 


1. Cola-pidema sophiae 


Agr ems 


Library, U. 8. Dept. of 


Agriculture 
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Ritzema Bos, Jan. 


itrage zur kenntnis landwirthschaftlich schadlicher 
thiere. , 


u. Die drahtwiirmer. 
Landw. vers. stat. bd. 31, p. 848-852. Berlin, 1885. 
1. Wireworm. 
Ag em 


Library, U. 8. Dept. of Agricultare 


Ritzema Bos, Jan. 
Beitrage zur kenntniss landwirthschaftlich schadlicher 


thiere. 111. Die narzissen-schenkelfliege (Merodon eques- 
tris Meigen). 
Landw. vers. stat. bd. 32, p. 01-104. Berlin, 1686. 
1. Narcissus fly. 
ag mm 


Library, U. 8. Dept. of Agricultare 


Ritzema Bos, Jan. 


Beitrage zur kenntniss landwirthschaftlich schadlicher 
thiere. 1v. Ueber aelchenkrankheiten verschiedener cul- 
turgewachse, verursacht von Tylenchus devastatrix Kuhn. 


Landw. vers. stat. od. 82, p. 105-113. Berlin, 1686. 


1. Tylenchus devastatrix 
Agr 2921 


Library, U. 8. Dept. of 
10 


Agriculture 


Ritzema Bos, Jan. 
Beitrage zur kenntniss landwirthschaftlich schadlicher 


thiere. v. Die graue zwiebelfliege (Anthomyia antiqua 
Meigen=A. ceparum Bouché). illus. 
Landw. vers. stat. bd. 33, p 207-215 Berlin, 1887 
1. Onion maggot. nianee 


Library, U. 8. Dept. of 
"N 


Agriculture 


Ritzema Bos, Jan. 
Beitrage zur kenntniss landwirthschaftlich schadlicher 


thiere, vi. Die schaffliege (Lucilia sericata Meigen). 
Landw. vers. stat. bd. 33, p. 216-228 Berlin, 1887. 
1. Sheep maggot-fly. ae 


Library, U. 8. Dept..of 
u 


Agriculiare 


Ritzeme Bos, Jan. 


Beitrage zur kenntnis landwirtschaftlich schadlicher 
tiere. vii. Kurze notizen, das auftreten und die bekim- 
pfung schddlicher tiere in Holland betreffend. 


© Landw. vers. stat. bd. 84, p. 100-116. Berlin, 1687. 


1, Pests. age eam 


Library, u. &. Dept. ¢ 
u 2(e) 
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Ritzema Bos, dea, Ritzenthaler, Martin. 

Beitrage is Ia irtschaftlich schadlich Lianatomie pathologique de la pyélo-néphrite bacillaire du 
tiere. vin. Zor Re re Ba der stockkrankheit des rog- beuf... Lyon, A. Rey & c'*, 1909. 
gens. S4p. thus 2". 

Landw. vers. stat. bd. 34, p. 118-126. Berlin, 1687. ‘Thtse—Berne. 

“Bibliographie” : p. (58,-54. 
1. Rye. Diseases 4. Tylenchas devastatrix. seen 1, Cattle—-Diseases. 2. Pyelonephrites. 
Agr 11—1600 

Livrary, U..8 Dept. of Agricaltare 

» o. po hog. inem Library 41B51 


Ritzema Bos, Jen. 


Beitrage zur kenntnis landwirtschaftlich schadlicher 
tiere. 1x. Allgemeine bemerkungen, das auftreten schad- 
licher tiere betreffend. 


Landw. vers. stat. bd. 34, p. 355-378. 


Ritzer, Franz, 1876- 

Fichtes idee einer nationalerziehung und Platons pida- 
gogisches ideal ... Langensalza, Druck von H. Beyer & 
séhne, 1913. 

viii, 165, cy p. 205°* 

ttf 

“Zur literatur™ : 


Berlin, 1687. 


p. tiv a 
issertation ¢ sch nt in unverandertem wortlaut und unter dem 
| ae titel als velbethndiee schrift im ‘Padagogi: magazin’ (hit. 
)"—p. cin 
1. Poste. 1, Fichte, Johann Gottlieb, 1762-1814, 2. Plato. 3. Education. 


Library, U. 8. Dept. of 
n 2(e) 


Agriculture E 14-10 


Library, U. S. Bur. of Education LB675.F45R5 


Ritzer, Franz, 1876- 
Fichtes idee einer nationalerziehung und Platonse Padegogi- 


sches ideal. Von dr. Franz Ritzer... Langensalza, H. Beyer 
& sbhne, 1913. 


Ritzema Bos, Jan. 

Beitrage zur y Renata , landwirtschaftlich schadlicher 
tiere. x. Die a der zwieveln (Allium cepa). 
illus. 





95-80. Bertin. 1088. vill, 165 p. 214°. (Piidagogisches magazin, hft. 406) 
Landw, vers. stat. bd. 35, p. . 5 sete arom 
“Zar literatur” : p. iv-vi, 
1. Fichte, Jobann Gottlieb, 1762-1814. 2 Plato. 3. Education. 
1. Onion nematode. 1. Title, 
Agr 297 
, EsM—S14 
Library, U. 8. Dept. of Agriculture U. 8. Off. of educ. Library LB675.F45R51 
10 for Library of Congress (a40b 1, 


Ritzema Bos, Jan. 
Beitrage zur kenntnis landwirtschaftlich-schadlicher Die dehnung der mhd. kurzen stammsilbenvocale i in den 
tiere; x1. (ber das kleine wiesel (Foetorius vulgaris) als ven des 


vertiiger der feldmiuse. —~ ~ go _o lektlit 











Landw. vers. stat. bd. 37, p. 81-7 Berlin, 1890. 
me 2p. 1, 329 2 

Inaug -diss —Heidelberg 

Vita. 

1. German language—Dialects. 2 German language—Middle High Ger- 
1. Field mice. 2. Pests. 3. Weasel man—Vowels 

Agr 4-298 1-G-2047 
Library, U. S. Dept. of Agriculture 
2(e) Library of Congress PFS026.R6 


Ritzema Bos, Jan. 


Beitriige zur kenntnis landwirtschaftlich schadlicher 
tiere. Untersuchungen und beobachtungen. xn. Die 
von Tylenchus devastatrix verursachte ‘‘ananaskrank 
heit’’ der nelken. 


Landw. vers. stat. bd. 38, p. 149-155. 


Ritzhaupt, Georg Otto 
see 


Ritzhaupt, Otto i.e. Georg Otto, 1878- 
Berlin, 1891. 


1. Carnation. Diseases. 2. Tylenchus devastatrix 


Agr 4-2929 


- Library, U. S. Dept. of Agriculture 


Ritzhaupt, Otto i. ¢. Georg Otto, 1878- 
am... Fin fall von  comennrines, sccendirer A nae mn 


Ritzenfeld, Heinrich Paul Albert, 
1882- 





see J. Horning, 1903. 

4, hp 2 

Inaug -diss. — Herdel 
ug. ~ | berg 

“Litteratur” : p 38)-41 


Ritzenfeld, .lbert, 1882- 


1. Actinomycosis. 


Library of Congress RCI@ R62 


349 


auf 
pe yy 


| Ritzki, Hans, 

Der grtine kaiser, kriminalroman von Hans Medin :pseud., 
Berlin, Ulistein ,*1935, 

mM 1p WH. 


& Tithe. 


a6 
Library of Congress PTIBS.106G7T 1985 
Copyright A—Foreign 70084 
2 983.91 
Ernest G. 
. Baby beef. By Ernest G. Ritzman ... (Washington, 


Govt. print. off., & 
08 Dept. of agriculture. Bureau of animal in- 
irom Twenty-second annual report, Bureac of animal 
Semees — 
Agr 7-1435 Revised 


Library, U. S. Dept. of Agriculture 


Ritzman, Ernest George. 


The development of live-stock shows and their influence 
on cattle breeding and my 


SS St.“ agriculture. reau of animal industry. Annual 


1908, p. 345-356. 23°". A, 1910) 
1, Cattle—€xhibitions. 
Agr 20-SSS 
Library, U. S. Dept. of Agriculture 1AnS 1908 
7 


Ritzman, Ernest George. 
Ewes’ milk: its fat content and relation to the growth 
of lambs. 


S. Dept. of agriculture. a - --* pl 
Be eye yy 2". ‘ashington, 1917) 


Contribution from the New Hampshire agricultural experiment station. 
“Literature cited”: p. 35-36. 


1, Sheep. «1. Sheep's milky 2 (Lambs—Growth; 1. Title 


Agr 17-154 Revised 


Agriculture 1Ag@4J_ vol.8 
irl9h7; 


Library, U. S. Dept. of 


Ritzman, Ernest G. 


Sry performance as a basis for selection in sheep. 
By E. G. Ritzman ... and C. B. Davenport 


(in U. & Dept. of agriculture. Journal of agricultural research. vol. 
X, no. 2, p. 93-97. 26. Washington, 1917) 


on from the New Hampshire agricultural experiment station 


q i Dav- 
1 Sep. 2 Sot Gi epee. 4) So0-tutee L 
Agr 17-709 
Library, U. S. Dept. of Agriculture 1Ag84J_ vol. 10 


Ritsman, Ernest G. 
ee eae eee 


s t o- ~ Journal of agricultural research vel. 
ant AE ". Washington, 1916) 


Contribution from the New Hampshire Agricultural experiment station. 


1. Sheep—,Breeding, 2 Mendel’s law. . 1. Title. 
Agr 16-1020 


Library, U. S. Dept. of Agriculture 1Ag#4J vol.6 








Ritsman, Ernest George. 
Nature and rate of growth in lambs during the first 
on. 


journal of agricultural research. vol. 
mH, 8 Settee a A ‘Washington, 1917) 


Contribution the New Hampshire agricultural experiment sta- 
doa (NH) 


1. (Lambs—Growth: 
Agr 18-12 


Library, U. S. Dept of Agriculture 1Ag84J vol. 11 


Ritzman, Ernest George, 1875— 

Nutritional physiology of the adult ruminant, by Ernest G. 
Ritzman ... ;and, Francis G. Benedict ... Washington, D. C., 
Carnegie institution nd Weohington, 1908. 


vi, 200 p. incl. tables, diagrs. 3 pl. 25)". (Carnegie institution of 
Wasbington. Publication no. 494, 


Bibliographical foot-notes. 


S, Renteme, 6 Rantiee 4. Metaboliem. 5. 


Feeding feeding stuff. 6 Cows. Francis Gano, 
1870- = joint author. 1. Title. 
88 — 10065 
Library of Congress QP141 R58 
—_ cay ASS2.AS no. 404 
— 30u5) (308) 901.13 
Ritsmaana, Friedrich, 1876- 


Accident prevention and factory inspection, by Dr. F. Ritz- 


mann. 
gf ree aee Coe May, 1928, v. 19, p 639,- 


Lae 
(HD4811.165 vol. 19) 
Library, U. 8. Dept. of Labor 
a 
Ritamann, Friedrich, 1876- 
i soz. ‘politik; ihre 
und ihr gegenwirtiger stand, von dr. ing. Friedrich Ritzmann 
heim ,ete., J. Benshei 





gresees. 3. Labor laws and legislation, International 1. Title. 
1 Tite: Sostalpolitik, Internationale. 
27-2084 
Library of Congress HD4864.R5 
a 


Ritsmaan, Friedrich, 1876- 


Tio pesventien of extitente tn tntertstel endeetctiagn, ty 
De. Fricieich Ritemenn 


geis taterntin!lbear review, Gomera Mar. 1928, v. 17, p. (882,- 


L110 
Library, U. 8. Dept. of Labor 


Riu, Agustin. 
Construyase su + alah 1 em: wemas, por Agustin Riu ... 
2. ed, Sintes, 1926. 


170 p. illus, diagrs. 20”. 
lacludes advertising matter. 


1. Radio. 1 Title. 


21-0475 
Library of Congress TK9006.RS 
Copyright A—Foreign 31009 
my 





LIBRARY OF CONGRESS 


Agustin. 
Guia del radiosficionado, por Agustin Riu ... 


Barcelona 
(Imprenta La Poligrafa, 1929. 
192 p. Mlus, diagre. 19). 
“Diccionario de radio”: p. 0-21. 
1. Radio. 1. Title. 
29-17017 
Library of Congress ‘TKES50.R48 
Copyright A—Foreign 8161 
2 
—_ radio, Ri 3. ed., 
Guia prictica de radi ju... corr. 
eum. y puesta al dia de ls radioaficionsdo. Madrid, 
Ediciones de la “Agencia periodistica tecnico-industrial”, 1930. 


216 p. Mus, diagre. 18)”. 
“Diccionario de radio”: p. (®,-20. 


1. Radio. 1 Title. 90-0081 
Library of Congress ‘TKG560.R48 1930 
Copyright A—Foreign 12412 
2) 21 3441 
Riu, Agustin. 





--- Manual del radioexperi di 7. ed. 
corr. Santiago de Chile, Ediciones Ercilla, 1941. 
4 be 
Rabe BE Oo 3 | tat, en, atten, Gage 22. (Heit. 


1 Radio. 1 Tithe 


42-10768 
Library of Congress TKGSSO.R49 1941 
2) 213841 
Agustin. 

Manual del radioexperimentador y los inventos, por 
Agustin Riu ... , Depésito: Libreria Sintes, 1928. 

206 p11. Mus, diagre. 199". 

1. Radio. 1 Title. 

29-17238 

Library of Congress TK6S50.K49 

Copyright A—Foreign 3162 


Riu, Agustin. 

Manual del radio experimentador y ¢ creed 
Agustin Riu... 2. ed. Bareslona, Sintes, 

206 p, 11 Mion, diagre, 194". 


: 32-2885 
Library of Congress TK6S50.R49 1990 
Copyright A—Foreign 12413 
ro 021.3841 
Rio, Agpstin. 
Radio ciencia, por Agustin Riu ... Barcelona, Editorial 
Radio, 1932. 


156, (2; p. Mlus., plates, ports, diagrs. 20°. 


1. Radio. 2. Phototelegraphy. 3. Television. 4. Moving-pictures, 
Talking. 1 Title. 


32-10840 
Library of Congress ‘TKeS60.R497 
Copyright A—TForeign 19637 
a 621.384 
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Riu, Agustin. 

Roti ecapdta, per Aquila BS 3. ed. Barcelona, 
Madrid, edad general espafiola de libreria, diarios, 
revistas y publicaciones, s. a., 1925. 

210 p. 21. front, illus. 19. 


1. Radio. 1. Title. = 
Library of Congress TK6SSO.RS 1925 
Copyright A—Foreign 27613 
a 
Riu, Agustin. 
. Radio recepcién moderna. 5. ed. corr. Santiago de Chile, 
Ediciones Ereille, 1941. 


al 1, (Ly-267, 2) p. Mus, diagrs. 22°. (HMel/-titie: Manuales Er- 


“Esta ediciéon sdlo ha conservado de las anteriores la primera parte y 
el titulo.” —Al lector. 


1. Radio— Receivers and reception 1. Title. 
Library of Congress TKGSOO.RS 1041 
2 621 384138 
Riu, Emilio 
see 


Riu Periquet, Emilio. 


Riu Molins, Agustin 
see 


Riu, Agustin, 


Riu Periquet, Daniel 
see 


Riu y Periquet, Daniel, 1880- 


Riuij, Joannes 


Rivius, Johann. 





Ri{umin, Konstantin Nikolaevich 
Bestuzhev- 


Bestuzhev-Rfumin, Konstantin Nikolae- 
vich, 


junione bibliografica italiana. ist, Milan, 1897. 
M. * prima ys bibliografica, Milano, 23-25 settem- 
1897, promossa Societa bibliografica italiana. Milano, 
Societa bibliografics itali 


i 
: 
é 
i 
i 


(Riunione bibliografica italiana, 2d, Turin, 1898. 
... Processi verbali e relazioni... Firenze, Tip. di L. 
Franceschini e c., 1898. 
Ip, ip. 2, 
2 bend of Sito: Rosie, Uhtegration italiana. 2.* riunione generale, 


dalla Rivista deile biblioteche e degli archivi ... (n. 10, anno 
1, vol. rx)” 


Subject entries: Bibliograph y—Congresses. 


Library of Congress, no. 21008. R62. 


Riunione bibliografica Italiana. 74, Genoa, 1899. 

La m Riunione bibliografica italiana (Genova, 3-6 
novembre 1899) (Jn Rivista delle biblioteche e degli 
archivi. Firenze, 1899. 28%. anno x, vol. x, n. 11-12, 
nov.—dic., 1899) 


Caption title: Bollettino della Societé bibliografica italiana anno 11, 
vol. u, n. 5. 


Subject entries: Bibliography —Congresses. 


Library of Congress, no. 7671. R63. 


(Riunione bibliografica italiana, 4th, Milan, 1900. 
Atti ufficiali. Quarta Riunione generale straordinaria del 16 
dicembre 1900. 
(In Riviate delle biblioteche ¢ degli archivi. Firense, 1900. 27}=. 
¥. 11, p. (185,-192) 
Forms no. 4 of v. 8 of Bollettino della Societé bibliografica Italiana. 


1. Bibliography—Congresses. 1. Title. 
+178 
Library of Congress 7AT1. ROS 
a42b1, 


Riunione bibliografica Italians. 5th, Venice, 1901. 
La quinta Riunione bibliografica. (/# Rivista delle 
i edegliarchivi. Firenze, 1901. 27%™. v.12, 
Pp. 120-124) 


Forme part of v. 4 of Bollettino della Societa bibliografica italiana. 


Sabject entries: Bibliograph y—Congreases. 


Library of Congress, no. 


CATALOG OF PRINTED CARDS 


Riunione degli scienziati italiani 
see 


Congresso degli scienziati italiani. 


Riureanu, I. M. 
see 


Riurean, Iona M,, 1832. 


Bius, José, 1785-1857. 

Opera espafiola. Ventajas que la lengua castellana 
ofrece para el We AR con un ejemplo 
practico en la traduccion de la 6pera italiana el Belisario 
arreglada a la letra y musica del original Compuso la 
letra el Sefior Cammarano; la misica el maestro Do- 
nizzetti. Juicio de esta opera en el cual se explican va- 
Trias reglas que rigen en la materia. ly 7A 

ifiesta la idad ra nacio- 


se y iencia de ope! 
nal; y se prueban por principios de ortologia, prosodia 
(Continued on next card) 





2427840 


Rius, José, 1785-1857. Opera espafio™ ... (Card 2) 

arte métrica las eminentes calidades de la lengua caste- 
liana ra la miisica y canto. Su autor D. José Rius ... 
Barcelona, Impr. de J. Verdaguer, 1840. 


2p. 1, 284p,21 19. 
Cover dated 1841. 
Text of Belisario in Italian and Spanish 
1, Opera, Spanish. 2 Donizzetti, Gaetano, 1797-1848. Belisario. 3. 
Spanish language—Versification. 1 Cammarano, Salvatore, 1801-1882. 
24-27840 


Library of Congress MLI747.R49 


Rius Rivera, J, 


see also 


Cuba. Secretaria de hacienda. 


Riva 
Rius y de Llosellas, Leopoldo, 1840-1896. 
Bibliografia critica de las obras de Miguel de Cervan- 
tes Saavedra, por D. Leopoldo Rius. M. Ma- 
rillo, 1895-1905. 
Jv. 2 port. (incl. front.) facsims. 26", 
i Villanueva y Geltré, 1905. 
Vet 3 edited with a biographical notice by f Canibell 
Cowrenrs.—v. 1. \Descripcién bibliogrifica razonada de todas edi- 


gl FRY ly, - fa 
Ne comentarios al Notas 4 las obras menores de Cervantes. 
Imitaciones del Quijote. Tmitaciones de las ‘obras menores de Cervantes 
card 
(Continued on next card) 1 


. von Dr. A one 
ser]. Kénigl. Hof- und staats-druckerei, 1847. 
44 illus. 240°. (Helf-title: Japanische 
Double leaves, folded once in J; 
“Die abbildungen sh.d den 
druckfarbe der tusche mdglichst ahnlich ; 


1. Pfizmaiet, August, 1808-1887, ed 1. Utakews Tojokuni, Mus. 


accuses 


7-3198 
Library of Congress 


Riva, Bonvesin da, 1240 (oa.)-18141 

.-. Cinque volgari di Bonvesin da la Riva. Modena, Societa 
tipografica modenese, 1937. 
ee eel tie (iettonte €1 Sictagte, semanen Gale B. Daiwa 
At bead of title: Gianfranco Contint. 


aCi-0T 


90) 
158, (2, 2 fold. facsim. 234%. (Helf-titie: Societh flologica ro 
mana; Document! dl storia lettereria. ‘ood 


Riva, Buonvicino 
see 


Riva, Bonvesin da, 1240 ca.-1314? 








Riva 


Riva, Francisco Manuel. 

... Anarnké, novela ... Portada de Tito Menna. ,Tres Arro- 
yos, Editorial Tres Arroyos, 1928, 

Sp 18". 


“Obra laureada en el concureo literario de 


Asociactén cultural “Ber- 
pardino Rivadavia’ de la ciudad de La Plata.” 


Library of Coaogress PQTT97. R445A8 


Riva, Franciseo Manvel. 

.» Tierra adentro. Buenos Aires, “Editorial Colén” H. F. 
Papetti & cia. ,1981, 

4p 1, 11-107, 2 2. incl. 2 pl. 184. 

Comrents.—El cautivo—Bohemia. —E]l candillo (cuento escénico) 


& Tithe. m Tithe: Bohemia. m1. Title: El caudillo. 
Library of Congress PQTTOT. R4OTS 
rt 868.6 


Riva, Ramon Mertinez de la 
see 


Martinez de la Riva, Ramon, 


Riva, Salvator, fl. 1760. 

Barac eletto duce da Debbora, dramma allegorico del 
P. D. Salvator Riva ... rappresentato da’ nobili convittori 
in oceasione che Sua Eccelenza reverendissima Monsig- 
nore Bartolomeo Gradenigo arcivescovo di Udine — 
al governo della sua chiesa. Bologna, L. dalla Volpe, 
1762. 


Bdip 6. 


1, Deborah, judge of Israel. ~- Title. 
22-150 
Library of Congress PQ4730.R88B3 
Riva Agtiero, Enrique de la, 1857- 


La cuestién internacional del “Hudscar”. Tésis sostenida en 
la Universidad mayor de San Marcos de Lima, por Enrique de 
la Riva-Agiicro, al optar el grado de doctor en ciencias politicas 
y eministrativas. Lima, Impr. del Universo, de C. Prince, 
1878, 


@2p,1i 2. 
1. Hodscar (Ship) 2. Peru—Hist.—1620- 
. Peru—For. rei—Chile. 56. 


and relations. 4. 
L Title. 


3. International law 
Chile—For. rel.—Pera 


37-8071 


Library of Congress P3447 RAG 


Riva Agtiero, José de la, pres. Peru, 1783-1858. 


Lge type fp mentees - be Sing 
ducts politica en el tiempo que ejerci presidencia 
reptblica del Pera. Londres, Impreso por C. Wood, 1804. 
fv, 222 p, 1 2m. 
1. Pere—Pol. & govt —1820-1829. 

11-10800 
Library of Congress 3447 RAT 

1351, 





LIBRARY OF CONGRESS 


(Riva Agiiero, José de la, pres. Peru, 1783-1858. 
Memorias y documentos para la historia de la indepen- 
dencia del Pera, y causas del mal éxito que ha tenido ésta 
... Obra péstuma de P. Pruvonena ipseud., Paris, Gar- 
nier hermanos, 1858. 
2v 2 


wk Fore —1829- 2. Peru—Hist—War of independence, 1820- 


2-13823 
(3301, 

Library of Congress F447 RO 
Riva Agiiero, José de la, pres. Peru, 1783-1858. 

Representacion a las camaras representativas del Peru, por 
D. José de la Riva- gran mariscal y ex-presidente de 
aquell@ repablica. Santiago de Chile, Impr. republicana, 
1830, 


2p. 2. 


1. Peru—Pol. & govt. —War of independence, 1820-1829. 
a 718402 
Library of Congress FSH47. R49 


(42b1, 


Tv centenario de Lima (18 de enero de 1985) —Monumento al académico 4. 
Ricardo Palma (25 de enero de 1985)—Elogio fdnebre del académico 4. 
Bmilio Gutiérres de (28 de marso de 1985)—La Galatea (28 
de abril de 1985) —' Ge Lope de Vega (27 de agosto de 1985) 
1 Academia peruana, Lima. 
(Pull nome: José de la Riva Agtero y Osma; 
40-21505, 

Library of Congress PQS49T. RS4A75 

7) 064.6 


... Un cantor de Santa Rosa; el conde de la Granja. 
Lima, Sanmartt{ y ca., 1919. 


®»p. 28". 


FY aad y Herrera, Luis Antonio, conde de la Granja, 1636-1717. 
1 


21-11069 


-.. Civilizacién peruana, época prehispénica ; curso dictado 
en la Universidad catélica del Peré. Lima ,Talleres grificos 
de la Editorial “Lumen”, s. a., 1937. 

1p. L, 175, 1) p. 24. 


1 Incen 2 Peru—Hist—To 1548 8. Indians of South America— 


Peru. 1 Title 
-11780 
Library of Congress F3429. R53 
—— —— Copy 2 12) 966 


Riva Agtiero, José de la. 

Concepto del derecho, ensayo de filosofia juridica por 
José de la Riva Agiiero. Lima, E. Rosay, 1912. 

114 p. 184". 


17-11889 
Library of Congress 


352 





Riva Agtiero, José de la, 1885- 

Los franciscanos en el Perd y las misiones de Ocops ; confe- 
rencia leida por José de la Riva-Agfero ... Barcelona (Es 
pafis) Tipografia catélica Casals, 1930. 

Bp. 2. 


1. Franciscans in Perv. 2. Missions—Peru. 8. Missions — Ocopa. 
Peru. 1. Title. 





Library of Congress BX3614.P4R5 
12, ‘771 20088 
Riva Agiiero, José de la. 
ose di ito de los interdictos posesorios ... Li 
Tip. ‘El Progreso editorial’, 1911. aa 


7p. 21". 
Tesis para el bachillerato de jurisprudencia. 


Cowrents.—Doctrina de Savigny—Critica de por ing. ~ 
Posten de Ihering —Doctrina de Réder SeAbrens Bofrina de Fi 


Library of Congress 1-tets 


Riva Agiiero, José de la, 1885- 

... La historia en el Pera. Tesis para el doctorado en letras. 
Lima, Imp. nacional de F. Barrionuevo, 1910. 

2p. L, (7-858, (2) p. 219". 

Conrents.—Introducciéu.—Bias Valers. Garcilaso de la Vega —Cro- 


nistas de convento—Don Pedro Peralta —El genera! don Manuel de 
Mendiburu. Don Martano Felipe Paz Sold4n.—Eptlogo. 


Po Historians, Peruvian. 2. Peru—Hist.—Bib!l. 3. Peru—Bio-bibi. 
1, Title. 
(Pull name: José de la Riva Agtiero y Osma, 
13-25979 Revised 
Library of Congress F3431.Reé2 


Riva Agiiero, José de la, 1885- 
.-- Lope de Vega. Milano, Fratelli Treves editori ,1937, 
4p. 1, 11-08, )p,11 19. 


“Ii saggio biografico che presentiamo tradotto é la sostanza d'un dis- 
corso ... pronunziato all’ Accademia ;peruviana,"—Pref. 


1, Vega Carpto, Lope Félix de, 1562-1685. 
(Pull name: José de la Riva Agtiero y Osma; 
AC 39-852 


Michigan. Univ. Library 
for Library of Congress 12, 


Riva Agiiero, José de la. 

... El Perd, histético y artistico. Influencia y descendencia 
de los montafieses en él, por D. José de la Riva-Agiiero. San- 
tander ,J. Martinez, 1921. 


aah oee 204". (sociedad de Menéndes y Pelayo. ;Publica- 
ones, 


1. Peru—History. 2. National characteristics, Peruvian. 1 Tite. 
A148 
Title from Stanford Univ. Printed by L. 0. 
e272, 
Riva Agtiero, José de la, 1885- 


.«- Por la verdad, la tradicién y la patria (optisculos). Lima, 
1937. 


Spl, 6407p, lL 2. 


1. Pero—Hist —Addresses, essays, lectures. 1. Title. 
(Full nome: José de ia Riva Agtiero y Osma; 
‘37-94826 
Library of Congress ACTS.RS4 


3 081 





Riva Agiiero, José de la, 1885- 

El primer alcalde de Lima, Nicolés de Ribera el Viejo y su 
posteridad, por José de la Riva-Agiiero y Osma. Lima, Libre- 
ria e imprenta Gil, s. a., 1935. 


96 p11. plates, ports., fold. facsima 214". 


1. Ribera y Laredo, Nicolds de, perry sate. 2. Baw 7 ome 


family. 3. Poe— Hist.—Conquest, 1522-1548. —Hist. 
(Pell name: José de la Riva Agtiero y Osma, 
36-16130 
Library of Congress F3444.53 
3 929.2 


Riva Agtiero y Osma, José de la 
see 


Riva Agiiero, José de la, 1885- 


Riva Palacio, Mariano, 1803-1880. 

Histoire du procés et de fin tragique de l’archiduc 
Maximilien d’Autriche, par denx de ses défenseurs, les 
avocats Mariano-Riva Palacio et Raphael- Martinez de 
la Torre; tr. de l’espagnol par M' Romero Quignones. 
Bruxelles, Typographie de Somer et Terneu, 1868. 

%-119 p. 198°" 

pale original published. Mexico, 1867, under title: Memorandum 

sobre el proceso del archiduque Fernando Maximiliano de Austria 


1. Maximilian, emperor of Mexico, 1832-1867 
pean intervention, 1861-1867. 
1876, joint author 


2. Mexico—Hist —Euro- 
Martinez de la Torre, Rafael, 1828- 
11. Quignones, Romero, tr. 


6-9 


Library of Congress F1233.R613 


ta24d1) 


Riva Palacio, Mariano, 1803-1880. 

Memorandum sobre el proceso del archiduque Fernando 
Maximiliano de Austria, por los CC. Mariano Riva Palacio 
y Lic. Rafael Martinez de la Torre. México, Impr. de F. 
Diaz de Leén y 8. White, 1867. 

92, 49 p. front. (port.) 23°. 


1. Maximilian, emperor of Mexico, 1832-1867. 
Torre, Rafael, 1828-1876. 1. Vasquez, Jests Maria. 


m1. Ortega, Eula. 
lio Marfa. we 
Library of Congress F1233.R61 
— -~—— Copy 2. 04 p. Wants port. 
291, 
Riva Palacio, Mariano, 13803-1880. 


Memorandum sobre el proceso del archiduque Fernando Ma- 
de A por los CC. Mariano Riva Palacio y 

Lic. Rafael Martner dein Tore México, Tip. del Comercio, 

4 cargo de J. Moreno, 1867. 

aaa = 


‘Defensa del archid: ~ ety a Lies. Jess M. Vie 
by TA AF A phy hh 3 
py nscale D. 150: 
Nag 


panies, 1832-1867. 2. Mextco—Hist—Bu- 
rojean interven tion, 1861-1867 M 
nm. Vaaques, Jesis Marin. 


§ 


. Martines de ia Torre, Rafael, 
its Ortega, Bulalio Maria. rv. Title. 


3—83127 
Library of Congress F1233.R6 
(09001, 972.07 
:Riva Palacio, Mariano, 1808-1880. 


Memorandum sobre el del archiduque Fernando 
Maximiliano de Austria. Mexico, T. F. ove, ingeanen, 1867. 


216 p. 184". 


CATALOG OF PRINTED CARDS 


Riva Palacio, Vicente, 1832-1896. 


Cuentos del general, por Vicente Riva Palacio; comes 
ciones de F. Mas, fotograbados de Laporta. adrid 
(Est. tip. Seonneed de Rivadeneyra, 1896. 


3p. 1, 3-290 p, 11. illus. 205™. 


17-29062 


Library of Congress PQ7297.R46C8 


gee Vicente, 1832-1896. 
Discurso civico ky el C. Vicente Riva Palacio pro- 
i ia de Mexico en el aniversario del glo- 
080 grito de independencia el dia 16 de setiembre de 
1871. Mexico, J. 8. Ponce de Leon, impresor, 1871. 
21 p. 18™. 


1. Mexico—Hist —'Wars of independence, 1810-1821. 


Library of Congress F1232. R588 


Riva Palacio, Vicente, 1608-1006. 
Las dos ias de la i Ed. 
de lujo, profusamente ilustrada con magniticas laminas suel- 
las més 








tasy 
escenas del texto. México, J. ‘Ballesch y c.*, sucesores, 1909. 
719, (1; p. Mus, plates. 22. (Novelas mexicanas escogidas) 





1, Spain—Hist.—Charles 1. 1665-1700—Fiction. 1. Title. 
30-2021 
Library of Comgress PQ7297.RAGDS 
2; 963.50 
Riva Palacio, wh 1832-1896. 
Establecimient ién de iani en 
Nueva Espafia ; pm the, a del Sr. general D. Vicente 
Riva Palacio ... Madrid, Estab. tip. ‘‘Sucesores de Ri- 


vadeneyra’’, 1892. 
35 p. 267. (Ateneo icientifico, literario y artistico: de Madrid. (Confe- 
rencias publicadas) ) 


“Leida ol dia 18 de enero de 1892.” 
1. Catholic church in Mexico. 1. Title. 
2-108 
Library of Congress F1227.RS9 
1a26e1) 
Riva Palacio, Vicente, 1832-1896. 
Historia de la administracién de D. Sebastian Lerdo de 





Tejada. Su polftica, sus leyes, sus contratos, sus hombres . 
Escrita por Vicente Riva Palacio. México, Impr. y litografia 
del padre Cobos 1875, 

vi, (7-406 p. port. 21%. 


“Writ! inst the administration of President Lerdo, and pub- 
Mabed da rule."—Blake's catalogue 


1. Lerdo de Tejada, SebastiAn, pres. Mexico, 1820-1889. 2. Mexico— 
Pol, & govt. 


219865 
‘Abrary of Congress F123. R61 
(e201) 

Riva Palacio, Vicente, 1832-1896. 

El libro rojo, 1520-1867. Por V. Riva-Palacio y Manuel 
Payno. México, Diaz de Leén y White, 1870. 

2p.1,USp. B8col pl 4. 

Iiustrated t-p. 


Description of executions and crimes in Mexico from 1520 to 1867. 


1. Mextco—Hist. 2 Executions and executioners. 1 Payno y 
Bustamante, Macuel, 1822-1804. 1. Title. 
883126 
Library of Congress F227. R61 
:38e1, 


353 


Riva Palacio, Vicente, 1832-1896. 

Las liras hermanas; obras Gomttions de Don Vicente 
Riva Palacio y Don Juan A. Mateos. México, Impr. de 
F. Diaz de Leon y 3. White, 1871. 

@5p,1L mm. 


Contents. —Odio hereditario —La politicomania—La hija del cantero— 
Sagtls eee tone so ee tee 
catarata del Niagara. 


1. Mateos, Juan Antonio, jeint author. 


Library of Congress PQ7297.R46A19 1871 


Riva Palacio, Vicente, 1832-1896. 
Martin Garatuza, continuacion de Monja y casada, virgen 
eee Mexico, M. 1. 


2+. tus. 19. 


(On cover: Biblioteca popular de autores mexica- 
nos. 6-7, 


1, Mexico—Hist—Spaniah colony, 1540-1810—Fiction. 


‘27-17381 
(31b1, 


Library of Congress PQT291. RAMS 


Riva Palacio, Vicente, 1832-1896, ed. 

México a través de los siglos. Historia general y com- 
pleta del desenvolvimiento social, politico, religioso, mili- 
-, artistico, cientifico y literario de México desde la an- 

tigti remota hasta la época actual .. - {pa ba: 
la direccién del general D. Vicente Riva Palacio .. é- 
xieo, Ballescé y comp.*; \etc., ete., 1887-89, 
Sv. illus, plates (part col.) ports. (part col.) maps, facsims. 35™. 
Added half-titles illustrated in colors. 
(Continued on next card) 


20-12728 
96a1, 
va Palacio, Vicente, 1832-1896, ed. México a través 
de los siglos ... ;1887-89, (Card 2) 
ha: iT M-title: 
eels be aetp betta Bice cate tr de os 
de hacienda tales ae. .. 1889. 
“Fuentes de nuestra historia.” —Introd., t. 1, Dp. ritiy tx, 
a ® t. 1. Historia antigua ipor Alfredo Chavero)—t. 2. El virei- 


icente’ Riva Palaciar=t. 3. La 
Jato Farate-t. ae : MET 885" por Enrique Olea. 


tria y Ferrari.—t. 5. La reforma, por J. M. Vigil. 


1. Mexico—Hist. 2. Sateen Os 5 L Chgvere, (Altsete, 02- 
ade “it foot Mari, 1835-1908. Deblan y Perstadee Vez 
rela, Manuel, 1830-1) 

20-12725 

Library of Congress F1226.R99 

3641, 
Riva Palacio, Vicente, 1832-1896, ed. 

México a través de los siglos. Historia general y com- 

pleta del desehvolvimiento social, religioso, mili- 


3. La guerre de escrita eat 
México escrita 
varia » Perrari—t 8 aria ern pr B 
1, Mexico—Hist. 1. Tithe 
3141, ae 
Library of Congress FIZ26.R6 
Riva Palacio, Vicente, 1832-1896, ed. 


del desenvolvimiento social, , artistico, 
cientifico y literario de México desde Ia antigiiedad més remota 
hasta la época actual ; dm, Hina n gem ene? 
la direccién del general d. Vicente Riva Palacio (México, 
Publicaciones Herrerias, 8. a., 19391), 


5S v. fronts. (v, 1, 3) Mlus. (incl, music) plates, ports. maps (part 
double) facsima. (1 double) 284°. 
Volume 2 has imprint: México, Ballesca y comp.*; ,etc., etc; 
First edition published 1884-1889. 
(Continued on next card) 


2) 


41-8720 








Riva Palacio, Vicente, 1832-1896, ed. México a través de 


los siglos ... ,19391, (Card 2) 


por Julio Zérate.. México independiente, 1821-1855, 
por Ginvarria y Ferrari—t. S. La reforma, por J. M. Vigti. 


1. Mexico—Hist. 1. Chavero, Alfredo, 184: 
1844-1917. ur. Olavarria y Ferrari, Borique de, 
Joné Maria, 1820-1900. v. Title. 


1-1906. o. soe, Julio, 
1844-1918. Vigil, 


41-8720 

Library of Congress F'1226.R62 

2 or2 
Riva Palacio, Vicente, 1832-1896. 

--. Mis versos; ilustraciones de Tomés Martin. 
Madrid, 1893. 

194 p. illus. 2197. 

1. Title. 

26-18978 

Library of Congress PQ7297 R46MS 
Riva Palacio, Vicente, 1832-1896. 

Monja y gocat, virgen y mértir. Historia de los 
tiempos de la Inquisicion, por el general Vicente Riva 
Palacio. Publi por Manuel C. de Villegas. México, 
Impr. de ‘‘ La Constitucion social’’, 1868. 

2,49. 2". 

Added t.-p., illus. 

1. Title. 

(36b1, 22-9218 

Library of Congress PQ7297.R46M7 
Riva Palacio, Vicente, 1832-1896. 

Los piratas del golfo. Novela histérica, ‘e el — 

Villegas. 


Vicente Riva Palacio. Editor, Manuel C. di 
México, Impr. de In “Constitucion social’, 1869, 


1p. 1, 5-608 p. plates. 224™. 


1 Villegas, Manuel C. de, ed. 1. Title. 
25-19702 


Library of Congress PQ7297 R4GPS 
Riva Palacio, Vicente, 1832-1896. 
La soberania de los estados y la Suprema corte de 


nyt Estudio por Vicente Riva Palacio. Mexico, 
mpr. de J. M. Aguilar Ortiz, 1874. 


Sp mm. 


Suprema corte de justicia, 


L law. 2. Mexico. 
3, harden once Pols wort . Title, 





24—25945 
Library of Congress 1s2Sb1) 
Riva Palacio, Vicente, 1832-1896. : 
Tradiciones y i par Vicente Riva Palacio 
y Juan de Dios Peza, edited with introduction, notes and 


vocabulary, by Manuel Romero de Terreros (marqués de San 
Francisco) ... and S. L. Millard Rosenberg ... New York, 
T. Nelson anid sons, 1927 


visitador ne oa 4 Cérdeha.—La Lie 
rena —Den dean Manuel.—La mujer her —Is leyenda de la calle 
whe 


1. Seuende—Mexion, 1. Bean, Juan de re, 1812-1910, felint author 
u. Kemero de Terrerca y Vinent, Manvel, San Franciacn, 
iT ok mt Nolemon leaped Millard, 18% Joint 
ww Ww 

1a 

Latraey | « “ [Saw PO4127 Fans 

Copyright vi rem ont, 


LIBRARY OF CONGRESS 


Riva Palacio, Vicente, 1832-1896. 
El vireinato; historia de la dominacién espafiola en México 
desde 1521 4 1808 ... Barcelona, Espasa y compafifa ,1888, 
a 1, xiii, (15)-880. 2, p. Mus, plates (pert col.) port.. maps, fac 
35°. (In Ais México & través de los sigios. Barcelona (1888-89, 
2) 
Added t.-p., in colora. 


1. Mexico—Hist.—Conquest, 1519-1540. 2. Mexico—Hist.—*panisb 
colony, 1540-1810. 
2—TB53 


F1226.R6 
@38b1, 


Library of Congress 


Rive Palazzi, Enzio Cortese 
see 


Cortese Riva Palazzi, Enzio. 


Riva Sanseverino, Laisa Maria, 1903— 
«-» Corso di diritto del lavoro. 2. ed. con appendice di ag- 
giornamento. Padova, A. Milani, 1938. 
Ip L@22p 2. 
At head of title: Laiss Riva 
“Bibliografia 


generale”: p. 1,4 “Bibtiografia™ at beginning of most 


1, Labor laws and legisiation—Italy. 1 Tithe 


Library of Congress 2, 


Riva Vieufia, Francisco. 
. Las de Bolivar; prima guerra, 1812-1814, forma- 
cion del alma venezolana. Caracas, M. & R. Angel ,19214, 
xvill, 3880p. Smape (2 fold.) 194°. 


1, Bolivar, Simén, 1783-1830. 2. Venezuela—History 1. Title. 
War 2-79 
U. 8. Army awe coll. Libr. F2235.B678 1921 
for Library yadibl, 


Riva y Herrera, Torcuato Torfo de la 
see 


Torio de la Riva y Herrera, Torcuato, 
1759-1820, 





Rivadeneira, Ester. 
ee SS rah & Shee. Santiago de Chile, 
Imprenta universitaria, 1940. 
Tip. 25°. 


1. Folk-lore—Chile—Blo Bio. 1. Tithe. 
0-82201 
Library of Congress GR133.05R5 
12) 808.0088 


Rivadeneira, José Gaspar, 1829- 
Cochet x Landreau. Breves observaciones sobre los 
derechos de Cochet y Landreau a propésito de la gran 


com americana destinada a esplotar el Perd, por 
Jost’. Rivadeneira. Valparaiso, Thee. de la Patria, 


Sp. 2a 


any, New York. 2. Cochet, Alexandre, d. 1864. 3. Lan- 
4. Guano. 1. Title. = Title: Breves observa- 


1. Peruvian 
dreau, Jean 
ciones ~%, de Cochet y Landrea 


sobre los 
16-8520 


Library of Congress JXSB.LIRS 


Rivadeneira, Pedro de, 1527-1611. 

Bibliotheca scriptorvm Societatis lesv, post excusum anno 
u.vc.viit. catalogum R. P. Petri Ribsdeneire ... nunc hoc nouo 
apparatu librorum ad annum reparate salutis M.pc.xu1. edi- 
torum concinnati, & illustrium virorum elogiis adornata, a 
Philippo Alegambe ... Accedit Catalogus religiosorum Socie- 
tatis Iesu, qui hactenus pro catholici fide & pietate in variis 
mundi plagis interempti sunt. Antverpie, apud Ioannem 





Mevrsivm, 1643. 
12 p. 1, 586, (1) p. 319". 
Title vignette. 
1. Jesulte—Bio-bim. 1. Alegambe, Philippe, 1502-1652. nm. Title. 
1—20787 
Library of Congress Z7840.I5R4 
(fel, | 
Rivadeneira, Pedro de, 1527-1611. | 
se 8 a, religionis Societatis Iesv: auc- 
tore P. Petro Ri eira ... Seevnda editio, = en 


rum scriptorum accessione locupletior. Antverpis, e: 
officina Piantiniana, apud viduam & filios Io. Moreti, 1613. 
16 p. 1, 0p. pl 179. 


“Centvria reli vm Societatis lesv, qvi J ven ab ethnicis ... aliisq. 
impiis pro Catholica 1 fide ac pietate interemti p. 355-380. 


1. Jesuits—Bio-bibl 
A 10-392 
Biel, 
Title from Union Theol. Sem. Printed by L.C. 
tae Pedro de, 1527-1611. 
. Obras escogidas del padre Pedro de Rivadeneira . 

una 1 noticia de su vida y juicio critico de sus escritos por don 
Vicente de la Fuente. Madrid, M. Rivadeneyra, 1868. 

xxill, 08 p. 11 254°. (Biblioteca de autores espaficles ... ;t. 60) 
yola Vida dal padre Diego Latean.— tines ach del <_ ‘ei 
———— de ia tribulacion.—Tratedo del principe 


Saint, 1401-1556. 
2 ete fare ne niet 16th cent. 


4 Saee ee 7 
tt in 
*Fuente, Vicente de ia, 1817-1880. 
18— 9860 
t@o 


Library of Congress PQS1TLA2BS 


yn4imi), 


SS 1587-1611. 
. Patris Petri de RB Jesu doti 








Riva-Zucchelli, Pedro. 

Historia de Is i la repiblica oriental de! 
U , por Pedro Riva-Zucchelli. Montevideo, Imp 
“El ilustrado”, 1) 

384 p. porte. 10°. 


1. Uruguay—Hist.— 1810- 


Library of Congress F2726.R53 
———— Cay 3. 2 


epistolae aliaque — I iaodite, ex autographis, 

antiquissimis apographis et regestis pta .. 

— ex officina typographica “La editorial ibérica” , 1920- 
2¥. flue. (fecsims.) port. 23°. (Half-title: Monument bistoricd 

Bocietatis Jesu) 


At bead of title: Ribedeneira. 
Vol. 


1 issued in 7 fascicles (fasc. 306-312 of the Monumenta) 
22-25838 Revised 
Library of Congress BX3701.M7 
\r38b2, 








Rivadeneira, Pedro de, 1527-1611. 
‘Tratado de la —— aa a qn ae hn ee el prin- 


cipe estados, 
contra lo que Nicolas hiavelo, 13 rit politees de este 
temps id. ote Nang "Fon el P. Ribadeneyra 


4p. 1, xii, “ Mp. part (port.) 219". 


1. Machiavelli, Niccold, 1469-1527. Il principe. 2. Political science. 
3. Political ethics. 


D236 
(281) 


Library of Congress JCIM43.M4R5 
Rivadeneira y Barrientos, Antonio Joaquin de 


sec 


Ribadeneyra y Barrientos, Antonio Joaquin de, b. 1710. 


22-4305 


Library of Congress 


Rivadeneyra, Adolfo, 1841-1882. 


Viaje al interior de Persia, por D. Adolfo Rivadeneyra 
... Madrid, Impr. y estereotipia de Aribau y c*. (suce- 
sores de Rivadeneyra) 1880. 


3 v. fold. map, tables. 18°. 


1. Persia—Deser. & trav. 1. Title. 
4 
Library of Congress DS258.R6 
ta2scly 


Rivadeneyra, Antonio so1fs y 
see 


Solis y Rivadeneyra, Antonio de. 


Rivadeneyra, Manuel Maria Yafiez 
see 


Yéhez Rivadeneyra, Manuel Maria. 


Rivadeneyra, Editorial, Madrid 
see 


Editoriais Rivadeneyrea, Madrid, 


CATALOG OF PRINTED CARDS 


Rivadulla, Julio Valdés. 
Historia de la Casa de beneficencia de Matanzas, hasta el 
afo 1998 Cfrdenas, Imprenta y papeleria “E] Dos de mayo”, 


30 p. incl. plates, ports, facsims, diagrs. 26)”. 
At bead of title: Julio V. Rivadulla. 


5. Serene, Oto City) Case de beneficencta. 2. Children—Char- 
ities, protection, ete. tansas, Cuba. P 


31-8722 


Library of Congress HV7e7.COM37 


2 962. 7087291 


Rivail, Aymar du 
see 


Du Rivail, Aymar, ca. 1490-1557. 


(Rivail, Hippolyte Léon Denizard, 1803-1869. 
. ane devocionario espiritista; oraciones y 
di , B. Bauzé (1926, 





297, iti p. 16a™. 
Author's pseudonym, Allan Kardec, at head of title. 


1. Spiritualism. 1. Title. 
26-16251 
Library of Congress BF1040.RS 
Copyright A—Foreign 31020 
2) 


(Rivail, Hippolyte Léon Denizard, 1803-1869. 

L’évangile selon le spiritisme, contenant |'explication 
des maximes morales du Christ, leur concordance avec le 
spiritisme et leur application _ diverses positions de 


la vie, par Allan Kardec pse -» 3. 6d, rev. cor. et 
modifiée. Paris, Dentu, F. Heari rete.) 1866. 
3p. |, di-xxxy, 449 18). 
1. Spiritualism 
11-3131 


Library of Congress BF1252. R63 


(Rivail, Hippolyte Léon Denizard, 1803-1869. 

Experimental spiritism. Book on mediums; or, Guide for 
mediums and invocators: containing the special instruction 
of the spirits on the theory of all kinds of manifestations . 
the develor of med ; the difficulties and the dan- 
gers that are to be encountered in the practice of spiritism. 
By Allan Kardec ,pseud., Tr. by Emma A. Wood. Boston. 
Colby and Rich, 1874. 


1pl, 8p. 20". 





1. Spiritualism. 1. Wood, Emma A., tr. 
114814 
Library of Congress BF1288.R6 
Copyright 1874: 11543 (s27el, 


(Rivail, Hippolyte Léon Denizard, 1803-1869. 

Experimental spiritism. Book on mediums; or, Guide for 
mediums and invocators: containing the special instruction of 
the spirits on the theory of all kinds of manifestations ... the 
development of med:umship; the difficulties and the dangers 
that are to be encountered in the practice of spiritism. By 
Allan Karilec ,peeud., Translated by Emma A. Wood. 2d 
thousand. Boston, Colby and Rich, 1874. 

Ip, 48p. 2. 

1. Spiritaalism. 


1. Wood, Emma A, tr. 1. Title 


Library of Congress RFI288. RG 18740 


355 





Rivail 


;Rivail, Hippolyte Léon Denizard, 1803-1869. 

Experimental spiritism. Book of mediums; or, Guide for 
mediums and invocators: containing the special instruction of 
the spirits on r theory of “y sn of manifestations ... the 

rp of ifficul and the dangers 
that are to be encountered. in rs practice of spiritism. By 
Allan Kardec ,pseud., Translated by Emma A. Wood. 4th 
ed. Boston, Colby and Rich, 1884. 
Ipl,48p. 2. 





1. Spiritualism. 1. Wood, Emma A, tr. wu. Title. 


Library of Congress BF1288.R6 1884 


(Rivail, Hippolyte Léon Denizard, 1803-1869. 

Experimental! spiritism. Book on mediums; or, Guide for 
mediums and invocators; containing the special instruction of 
the spirits on the theory of all kinds of manifestations ... the 
development of mediumship; the difficulties and the dangers 
that are to be encountered in the practice of spiritism. B 
Allan Kardec ,pseud., Translated by Emma A. Wood. ab 
ed. Boston, Colby & Rich, 1894. 

1p.1, 458 p21 

1. Spiritualism 


1, Wood, Emma A. tr. 1. Title 


34-1081 
Library of Congress BP1288.R6 1806 (1509617) 1339 
Rivail, Hippolyte Léon Denisard, 1803-1869. 
Instruction pratique sur les manifestations spirites, con- 
tenant |'exposé complet des conditions nécessaires pour 


communiquer avec les esprits, et les moyens de développer 
la faculté médiatrice chez les médiums, par Allan Karlee 


qseud.... Paris, Au Burean de la Revue spirite, 1858. 
4p.1, 6p. 2b ee 
1 Spiritualism 


N47 


Library of Congress BF 1238 RO« 


(Rivail, Hippolyte Léon Denizard, 1803-1869. 
, a. et recueil de priéres, d’aprés Allan 


Kardee |pse Paris (1924, 
on p. incl pl Be (Biibliothéque de: pihilosophie, sipiritualiste mo- 
me et des scienc: ”) 


par -mereoeers atm 


1. Fauvety, Charles, 1813-1894. 1. Title 


Library of Congress BF127S.CSRSS 
Copyright A—Foreign 25521 
2) 


:Rivail, Hippolyte Léon Denizard, 1803-1869 

Instructions et recueil de priéres, d'aprés Allan Kardec 
cpeeud., ... Paris, J. Meyer ,1934, 

1384p, 1k pl 14°, 


1. Spiritualiam. 2. Prayer. 3. Prayers. 1 Title 
Library of Congress BF1275.CSRS5 1084 —— 
Copyright A—Foreign 24980 
a {1s0.961T) 1889 


(Rivail, Hippolyte Léon Denizard, 1803-1869. 

Philosophie spiritualiste. fo Gam Gro geet, contents bp 
principes de la doctrine «pirite .. selon l'enseignement donné 
par les expette enptitenes © Fatts do Geum eats recueillis 
et mic en ordre par Allan Kardec :peceud., Paris, Didier ot 
o* \ete., 1864. 

2p. 1, xilll, 474 p. 12. 

Half titie: Le livre des eaprite. 


1. Spiritusiiom 1 Tithe, m Title: Le livre des capris. 
11—8183 
Library of Congress Bri22.RS 186 
e881, 








LIBRARY OF CONGRESS 











Rivail, Hippolyte Léon Denizard, 1803-1869. Rivain, Jean. 

- Philosophie spiritualiste. Le livre des esprita, contenant Un de ion sociale La Tour du Pin, 
les principes de la doctrine spirite ... selon I pré Fr, suivi de quelques essais d'un autre age en marge de 
donné par les esprits supérieurs & l'aide de divers médiums, ordre frangais. Paris, Société d’édition “Le Livre”, 1926. 
sevaslliie gs malo on ovdso por Allen Kardon peoud., 70. mille. xy, 218 p, 11 dete (On cover: Cabiers de la Revue critique. 
Paris, Librairie des sciences psychiques, 1922. 1. str, 0° 1. Des idées ot des hommes 

2p. 1, xiv, 02 p,11 189° spiri- “Ti a été tiré & part de ce 40 amma elte, sous 
tualiste moderne et ot den eclences paychiques) bal x numérot ral & la Revue critiq: 

Sequel: Spiritiseme expérimental. Le livre des ums. © te Gp a a dis to Geen, Qaeniie 2 

marquis de, 18h “ioae 2 Social ectences 3 France—Soc. 
1. Sptritealism 1. Tithe. m Title: Le livre des esprits 4 France—Pol. & govt. L Tithe 
$4286 2 10839 
" Library of Congress HIN4® BS 
Library of Congress BFi292 RS 1922 138.9 a 


{Rivail, Hippolyte Léon Denizard, 1303-1869. 
Spiriti fe en ee Sn 
des médiums et 
de pi atl there 
. le développement de 
ion Livre des esprits, 
re suite au Livre des esprit we ale 
ba. mille. Paris, Librairie des sciences psychiques, 1922. 
vill, 510 p11. 19". ( de mo 
Gerne et des sciences psychiques) 
Pptritualism. : Le livre des médiums. 
unas: Gabte ase webdtame ot sua Grecstonts 








Library of Congress BF1288. R58 188.9 


Rivail, Hippolyte Léon Denizard, 1803-1869. 

Spiritualist philosophy. The spirits’ book. Containing the 
principles of spiritist doctrine ... according to the teachings of 
spirits of pw bbe by oe degree, transmitted through various mediums, 
set in order by Allan Kardec =o 


Rival, Albert, ed. 

. La nouvelle réforme des faillites & liquidations judi- 
ciaires; commentaire théorique et pratique du Décret-loi du 8 
aoiit 1935. Elbeuf, Editions administratives Allain ,1936, 


110 p., 11. incl. forms. 24™. 


1. Bankruptcy —France 
Laws, statutes, ete. ou. Title 


2. Forms (Law)—France. 1. France. 


38-36827 


Library of Congress 3; 


Rival, Albert. 

La nouvelle réglementation des actes de vente de fonds de 
commerce ; commentaire des dispositions des titres 1 et mm de 
la Loi du 29 juin 1935, avec le dernier état de la jurisprudence, 
par Albert Rival ... préface de m. Lucien Lamoureux ... 





yo con ee tte wy Leet 
ton, Colby and Rich, 1875. 
24, xix, :1), 488 p. Incl. front. (port.) 204". 
1, Spiritualiem. 1 Blackwell, Anna, tr. m. Title. 
3 19828 
Livrary of Congress BF1292 R53 
———— Copy 2. (a8Tb1-; 
Rivaille, Louis. 
.. Les débuts de P. Corneille. Paris, Boivin & c* ,1936, 
ap we. 


A critical discussion of the -, siz dramas of Cornelite : Mélite, ou 
Les fausses lettres; Clitandre, ov L'innocence délivrée ; La vefve, ou 
tretste trahy; Le callerie du pelais. ov Lame rivaie: ‘la euteante; la 


Diace Royale, ow be qmoureuz extrevegant. cf. Introd. 
Bibiiographie” : p. 704 
1. Cornetile, Pierre, 1606-1684. 
AC3#4i11 
Title from N. Y. Pub. Libr. Printed by L. ¢ 
2 
Louis, 
de P. Corneille ... par Louis Rivaille ... Paris, 

Boivin & c*, 1936. 

O71, 1p. 244" 


(1 leaf) laid tn 
“Bibtiographbie™ | p. :78),-704. 
1, Corneiiie, Pierre, 1606-1684. 
41-0858R, 
Literary of Ooagress PQ1780.B5 
rc 241 
Rivaille, Louis. 
P. Ma ee aaa (1632-1644) 
@p.2. 2. 
Teles conpitmentaire—Cair. de Paris. 
Errata (leaf) inserted 
1 Cornetiie, Pierre, 1608-1684. 
42-8208 
Library of Congress PQITS® RS 








ie-papeterie générale du notariat, Duguet, 


6 a9 P 
Thibault & c, 1937. 
83, (1; p. incl. forms. 24. 


1. Sales—France. 2 Commercial law—France. 1. France. Laws, 
statutes, ete. 1. Tile. 
(38-3800 
Library of Congress 3 
Rival, Francois Louis Cizeron 
oce 
Cizeron-Rival, Francois Louis, 1726-ca. 1795. 
32-14281 


Library of Congress 


Rival, Jeanne. 


Annexés ; seénes de la vie alsacienne, par Jeanne Rival. 
Paris, A. Colin et ec, 1895. 


3p 1.30p 18)™ 


1. Title. 
13-9946, 
Library of Congress PQ2387 RBAS 1895 
Rival, Paul. 
César Borgia. Paris, B. Grasset (193), 
3p. lL, @- BE p21. 19°. 


“Cet ouvrage a jaru précédemment dans la collection ‘Peur mon 
plaisir’.” 


1. Borgla, (vaure, 14767-1507. 


Library of Congress 
Copyright A—Foreiga 


DG797.82.R5 
13518 





Rival, Paul. 


folle vie de la reine Margot, Paul Rival. Paris, 
Firmin-Didot et c, 1929. aos 


189 p21 front. illus, ports. 20", (Histoires de France) 


1. Marguerite de Valois, queen consort of Henry rv, king of France, 


1858-1615. 
28-14048 
Library of Congress DC122.9.M2R5 
Copyright A—Foreign (2580 
12, 
Rival, Paul. 


The madcap queen; the story of Marguerite of Navarre, by 
Pav! Rival; translated from the French by Marvin McCord 
Lowes; with 10 illustrations from es paintings. 
New York, London, G. P. Putnam’s sons, 1930. 

¥, 206 p. front. ports, facsim 284". 

“First American edition.” 

1. Marguerite de Valois, queen of Henry rv, king of France, 

. Title. Tranala- 


consort 
1553-1615. 1. Lowes, Marvin McCord, tr. 1. 
tion of La folle vie de la reine Margot. 


30—15760 
Library of Congress DC122.9 M2K52 
4211, (920.7) 923.144 
Rival, Pal. 
.-- Marceau. Paris, Gallimard 1938, 
276 p,1) 1 


et Marcean, Francois Séverin, 1760-1706. 2 France—Hist.—Revolu- 


38-16R06, 
Library of Congress DC146. M32R5 
2 2B S44 


Rival, Paul. 
... Marie Mancini. Paris, Gallimard ,1938, 
8.1, 208, yp. 19". 


1. Colonna, Maria (Mancini) principgssa di Paliano, 1639-1715. 
L Title. 


88-87724 
Library of Congress 


Copyright A—Foreign 


DC130.M3R5 
40063, 
3 


a 


Rival, Paul. 

... Les six femmes du roi Henry var. Paris, Gallimard 

(1936, 
3p. lL, @-286p,11 19. 


1. Mooey oes, Se of ee i 1547. 

queen consort of Hen a 

i Rhy 

virt_ 15097-1537. 5. Anne, 

1557. 6. Catharine Howard, queen consort of Heury vim, 4. 1542. 
L 


Catharine Parr, queen consort of Henry vim, 1512-1548. Title. * 
36-30355 

Bibrary of Congress DA833.A2R5 

Copyright A—Foreign 31273 
12) 023.142 

Rival, Paul. 

The six wives of Henry vit, by Paul Rival; translated by 
Leo Gurko. New York (;. ?. Putnam's sons, 1 


vill p. 11, 277 p. 229" 


1. Henry ~~, pwd of Fngiand, Lg oe 
consort of Henry vii. 1485- 
J 

















The rival brothers: a tragedy, acted at the new theatre 
in Little Lincoln’s-Inn Fields; by Her Majesties serv- 
ants. London, Printed and sold by B. Bragg, 1704. 

2p. 1, 106 (i. «. 74), me 27 

202, no. 
pe rt oe ale title: PO fatal secret 2, "The rival brothers. 


Zo in paging: 33-74 
ig? f Own: y's Orphan, which was based on a tale in 
Reger Bori’s Doge ore 


“The” at end indicates that this play is part of a collection, 
or imperfect 
1. Orrery, Lm Boyle, ist earl of, 1621-1679. English adventures. 
um. Tithe: A fatal secret. 


26-64 


Library of Congress PRI241.L6 vol, 202 


Rivallius, Aymarus 
see 


Du Rivail, Aymar, ca. 1490-1557, 


Rivals, Paul. 

Matiéres grasses et industries dérivées cires, par Paul 
Rivals ... et, Louis Margaillan ... Avec la collaboration de 
Robert Padova ... Avec le patronage de l'Union des indus- 
tries chimiques de France ct de la Société de chimie indus- 
trielle... Paris, J.-B. Baillidre et fils, .934- 

v. Mas, diegrs. 239°. (Half-title: Grandes encyclopédies in- 
dustrielies J.-B. Bailli¢re) 

At head of title: Encyclopédie de chimie industrielle ... 
pone a t. 1, p Br-10, 146, (238, 
Ofls and fate. (1. Fate and ofl, 2 Waxes. 1. Margatiian, 
Louis, joint autbor. m. Padova, Robert. 
Agr 36-163 
Library, U. 8. Dept. of Agriculture 307RS2 
(Hpweors =) 
12) 


Rivals, Pierre. 

. La fusion des exploi des des c! 
de fer de l'Oriéans et du Midi .. e+) 
Librairie du Recueil Sirey (société anonyme) 1936. 

Sp.1, 151 p. 25° 
Thése—Univ. de Toulouse. 
“Bibliographie” : p. (146,-149. 





Paris, 


1. Compagnie ~ . oy de fer d'Orléans. 2 Compagnie des chemins 
de fer du Midi. 


42-10617 
Library of Congress HES070.0TR5 
12) 885.0044 
Rivalta, Camillo, 1876- 
. Giuseppe Sarti, musicista feentino del sec. xvm. 1739- 
1802. Faenza, Stabilimento grafico F. Legs, 1928. 
16 p. Mus. (port.) 229". 
“Bibliografia” . p. 15-16. 
1. Sarti, Giuseppe, 1729-1802. 
32-1828 
Library of Congress ML410.818R5 os 


Rivalta, Ercole, 1875- 


La diversa vita, studi e novelle 4 Ercole Rivalta. Ro- 
ma, Bontempelli & Invernizzi, 191 


2p.1. 7-227 p21 19”. 


1. Title. 


Laérary of Congress 
Copyright A—Foreign 9749 


CATALOG OF PRINTED CARDS 


Rivalta, Ercole, 1875- 


«- I giocattoli della fatalitA, novelle. Milano, A. Monda- 
dori, 1929. 


4 pl, Mlyp-2i4 p31. 19. 

1. Title. 

2 1480 

Library of Congress PQ4889.15065 1920 

Copyright A—Foreign 2640 
2; 

Rivalta, Ercole. 

La scalata: romanzo di Ercole Rivalta. Roma, Bon- 
tempelli & Invernizzi, 1912. 


2p. 1, 7-365 p. 199. 
Signed on verso of tp. by the author. 


1. Title. 


Library of Congress 
Copyright A—Foreign 6122 


Rivalta, Ercole, 1875- 

... Silvestro Bonduri, romanzo. 
Viarengo, 1905. 

3277p. 19° 

On cover: 2. edizione 


Roma-Torino, Roux & 


1. Title. 


Library of Congress PQGWH1I9SS 1905 


——— 
Discorso sopra la Scuola delle leggi romane in Ravenna ed 
il . . ravennati per |'avvocato Valen- 
Rivalta. Ravenna, Tipografia editrice 8. Appolli 


Rivard 
Rivard, — 
an nous ... Québec, L’Action sociale catholique, 
M45 p. 18". 


Cowrants.—Le ber. potle.—L’heure .des 
gutieia ennlans exams e tes caeene “Se pa Ng ol 
[se dcumeurs de tomnes-ie signe'de la Grothe vies’ olen Le 


1. French Canadians. 1. Title. 


15-15053 
F1027.R6 


Printed tn . 
“Fourth printing, December 1924.” 


1. agg ay fae ooo life & cust. 
2520439 
Library of Congress vier Ree 
3idl, 
Rivard, Adjutor. 
. Etudes rlers de France au Canada. 

bec, P Garneau, 114 5 ™ 

20 p, 1k 185". 


“La Société du parler francais au Canada”: p. (255:-275. 


1. French Canadian di 2 du 
dialect. Société parler francais au Canada, 


Lit of © 15-19071 
— —— Copy 2. 


Rivard, Dominique Francois, 1697-1778. 


Elémens de 
o Par m Rivard. Trowane elie, Gate ¢ 





1888. 
2p1,%p,2. 2. 
“Bertie cronologica dei giureconsuiti ¢ dettor! ravennati”: p. 61,-75 


1. Ravenms. Scuole delle lexzi ayn 2. Ravenna Collegio del 
. §. Roman law—BStudy and teaching. 4. Lawyers—Ra- 
veuns. 1 Tithe 
(36-30733 
Library of Congress 2 
Rivalto, Giorddno da 
see 
Giordano da Rivalto, 1260-1311. 
15-8635 


Library of Congress 
Rivara, Joaquim Heliodoro dea Cunha, 
1809-1879 
see 


Cunha Rivara, Joaquim Heliodoro de, 
1809-1879, 


357 


ée de nouveau par l’auteur .. 
Desaint. m.pco.xxxrx. 
4 DL, cotx, ), 225, ® p. xu fold. diagr. 24. 
“De la t ip? 
tary Dp 172-208. “Supplement eux Blemens de 
Manuscript notes on t.-p.: Bx libris Mileri Gibbons ; Bx libris G. Kelly. 
(Ex bibliotheca BR. Toinet, 


1. Geometry—Early works \, 1800. 2 Arithmetic—Before 1846. 
3. Algebra. 7 trigusometry.. 


Library of Congress QARB RS 510 


Rivard, Dominique Frangois, 1697-1778. 


Traité de lg sphére et du calendrier; Le oy 
. éd., rev. et augm. par M. Puissant . Paris, Chez v° 
Courcier, 1816. 


xii, (13-263 p. 
Plate | wanting. 


fold. tab. diagrs. on 2 fold. pl. 198. 


. Ast ical and C 
i Monae practical. 2. Calendar 


Library of Congress QBHS.R6 
ws2Se1) 


Rivard, Dominique Francois, 1697-1778. 

Tenles do be egiiinn ot dn eatentier; per Rivard ... 

rev. et sugm. par m. Paris, Bachelier, 1837. 
xii, 253 p. tables (1 fold.) diagra on 3 fold. pl. 22". 


8. 6d., 


1. Astronomy, Spherical and practical. 2 Calendar. 
Louis, 1760-1843, ed. 


Library of Congress 








Rivard 


Rivard, Eugene Louis, 1861- 
Views of Dante, by E. L. Rivard ... with an introduction by 
Rt. Rev. J. L. Spalding ... Chicago, The Henneberry co., 1904. 
axilip.2.,.27p 2" 
Published in Mosher's wagazine now the Champlain educator.”— 


Author’ 's pre 
Bibtiography : 1 leaf preceding p. 1. 


1. Dante. 


>— 7801 
Library of Congress PQ4390.R5 
Copyright A 96767 ,39f1, 
Rivarde, Achille, 1863- 
The violin and its oe a 
tation of music, by ty 
SS oe ee 


vii p, 11,51. 2a. (Helf-title: The ausician’s library) 


1. Violin—Instruction and study. 
Pall nome: Serge Achille Rivarde, 


21-1974 


Library of Congress MT20.R66 


(8001, 
Rivarde, Serge Achille 
TT) 


Rivarde, Achille, 1863- 


Rivardi's seminary, Mrs., 
Philadelphia 


Philadelphia. Mrs. Rivardi's seminary. 


Rivarés, Frédéric, ed. 
Chansons et airs populaires du Béarn, recueillis par 
Rivarés. Pau, A. Bassy; Paris, F. Challiot ; 1844, 
xxiv p. (5S; p. (music), 182 p. front. 279". 


Frédéric 


1. Polk-congs, Freach—Béarn. 2 Dance music, French. 3. French 
1 Tithe. 


language — Dialects— Béarn. 
me 1B 
Lirery of Congress ‘M1732 RES 
atl, 
= Antoine, 1753-1801. 
de Hivarol. Etudes sur sa vie et son esprit 
yk ba Heamage, yd Malitourne. 
Paris, E. Didier, 1852. 


39 p. fromt (port) 19°. 


“Rivarol, sa vie et ses cruvres, par Sainte-Beuve, Arsine Houssaye, et 
Armand Malitourne” : p. (5:39. 





LIBRARY OF CONGRESS 


Rivarol, Antoine, 1753-1801. 

... De luniversalité de la langue francaise; ed. by 
W. W. Comfort ... Boston, New York etc, Ginn and 
company (1919, 


vi @p. wm. 
1. French language. 1. Comfort, William Wistar, 1874- ed. 
19-13096 

Library of Congress PC2073.RS 
Copyright A S29360 130¢1, 
Rivarol, Antoine, 1753-1801. 

. De Puniversalité de la langue ; texte établi et 

commenté par Th. Suran .. Paris, H. Didier; Toulouse, Ed. 
Privat, 1930. 


380 front., plates, ports. 18". (Le littérature francaise illustrée. 
Collection moderne de classiques, publiée sous la direction de m. Paul 


1. French language. 1. Suran, Th, ed. um. Title. 


433-1708 
Title from Univ. of Vir- cinta 
Library of Congress 


Spl, 6109p Brie. 
“Tl a @6 tiré de cet ouvrage deux cent Y w 
papler Johannot d Aunonay, Bumérotés de 1a 


1 Preach language = 1. Société des bibliophiles havrais, Le Havre 


31-00 
Library of Congress PCOOTARS 1964 


a 40.11 


Rivarol, Antoine, 1753-1801. 
Ecrits et pamphlets de Rivarol ... recueillis pour la premiére 
fois et annotés par A. P. Malassis. Paris, A. Lemerre, 1877. 
2pb, M13 p,1b 229". 
“Bibliographie” : p. (130)-148. 


1 Poulet-Malsssis, Paul Emmanoe! Auguste, 1825-1878, ed. 

12— 18304 
Library of Congress PQU2T.RSS 1877 
(a35b1), 


:Rivarel, Antoine, 1753-1801. 
président de * * *. sur le globe airosta- 
tique, sur les tates parlantes, & sur l'état présent de l’opinion 


pu a Pour servir de suite & la lettre sur la 
poéme des Jardins ... A Londres, et se trouve & Paris, chez 
1 
Bp my. 
‘Signed: RL 
Rar ia  voleme of pamphlets lettered : Ballooos. 
1. Balloons. 2 Telking-machines. 1 Title. 
711238 
Library of Congress TLH4AB22 nw.7 
a27el, 
ae er gga 
Mémoires de e Paris, Baudouin fréres, 1824. 
pI FFs nnd @ title: Collection des mémoires relatifs & 
et Barriére. v. 48) 





Rivarol, Antoine, 1753-1801. 
(Euvres choisies de A. Rivarol .. eee 
Paris, Librairie des bibliophiles, 1880 


2. 18”. (On cover: Nouvelle biblicthéque classique des éditions 
Jouaust) 


Contents.—t. 1. ae sur Rivarol et ses ——_ Del ret 
oS Ses Sam Discourse sur homme iotellectuel 

Maxi pensées, a pp FA ey 
lution yet, politique national) 


1. Lesctre, Mathurin Francois Adolphe de, 1883-1892, ed. 
19 350 
Library of Congress PQ2027.R35A6 1880 


188¢1, 


Rivarel, Antoine, 1753-1801. 
- petit almanach de nos grands-hommes. 1788. Paris, 
1 


2p. 1, Sr-4, xiv, 15,236 p. 149". 


2 Gane 
fal decripton hu the rat el edition ts aL F - —4 
te as "Les cheeenves francais”, 1/ Toe siatiaal 
1. Almanacs, French. 2. Authors, French. 


René Quentin. de Wicbebourg, marguia de, 1700-1704, jolat wathor. nu 


138—T128 


Library of Congress PQ146.R5 


(84b1, 


:Rivarol, Antoine, 1753-1801. 

Le petit almanach de nos grands hommes. Nouvelle ,2., éd., 
rev., cor. et augm. Année 1788. ,Paris, 1788. 

310 p. 10". 

By Kivarol and the Marquis de Champcenetz. 


< Apne, Seen. 2 Authors, French. 1. Champcenetz, Louis 
Gee Gusta & Richebourg, marquis de, 1760-1704, joint author. a 


21—21487 


Library of Congress PQI46E.RS 17880 


(Rivarol, Antoine, 1753-1801. 


Petit dictionnaire des grands hommes de la révolution. 
Par un citoven actif, ci-devant rien ... ;Paris; Au Pa- 
lais-royal. De l’Imprimerie nationale, 175 


xxiv. 119 p. 16™. 
By Antoine Rivarol and Louis René Quentin de Richebourg, marquis de 
Champcenetz 


1, France—Hist — 1 Louis 
Quentin de Richebourg, merquis de. 1 1794, joint a 1. Title. 
41 
Library of Congress DC145.R7 — 
rately 
Rivarola, Enrique E 1862— 


... Horas de emdcién, :poesias. Buenos Aires, Editorial 
latina, 1927. 
4p 1, 11-148 p, 4 169". 


1 Tithe 
1768 

Library of Congress PQTT07. B4SHS 
Rivarola, Enriqee E 

Mefiique. te Flats, Talons quite Oh 9 Franco, 
1906. 
1 p.1L we. 
gi een OO eae 














Rivarola, Enrique E 1862— 


CATALOG OF PRINTED CARDS 








" , _ Ri ola, Mario A 1883- 
E| sufragio. Ley y prictica el les de la p de 
Buenos Aires, por Enrique E. Rivarola ... Pr de Juan a ne —. Estudio a econémico de 
J. Atencio ... Buenos Aires, Revista argentina de ciencias Gon ox os det ‘doctor or ies = —_ 
peiienn, 901. a Aires, J an - 
xvi, 140, (2; p. 263™. (Helf-title: Biblioteca argentina de ciencies 
politicas) 2v. 


1. Election law—Buenos Aires (Province) 1, Title. 
4140243 
Library of Congress JL2000.B9 1911 
2) 324.81 


lefda en el Salén de actos de la Facultad de quimica 
de la Universidad de Santa Fé el 23 de septiembre de 1937. 
(Santa Fe!, 1987. 
Wp. 224". 


At head of title: Horacto C. Rivarola. 


1. Education—Argentine republic. 2. Argentine republic. Constitu- 
tion, 1 Title 


80-83339 
LAS6.RS 


a) 870.82 


Library of Congress 


Rivarola, Horacio Carlos, 1885— 
. Legislacién escolar y ciencia de In educacién. (2. ed.) 
Buenos Aires (Imprenta Lépez, 1936. 
xv, 44p,11 10. 
At head of title: Horacio ©, Rivarola. 


1. Educational law and legislation—Argentine republic. 2. Educa- 
tion—Argentine republic—Hist. 


8. Education. 1 Tithe 
8896323 
Library of Congress LB2867.ASRST 1986 
3 870.1482 
Rivescla, Weracio G. 
. Las t i de la iedad argentina y 





sus consecuencias institucionales (1853 4 1910) ensayo 
historico. Buenos A’res, Impr. de Coni hermanos, 1911. 


vii, 248 p. 19 


a Angpine Rapublio~Ger. conti 2. Argentine Republic—Econ. con- 


13—14080 
Library of Congress F2808.R61 
“ee 
derechos de los arquitectos, por Jorge 
Victor Rivarola .. Oe ee ee ee Bn 


xxvi, (1), 2536p. 11 incl. front. 26°. 
“Obras citadas” : p. xxiil. 


1. Architects—Legal status, laws, etc. 2 Architecte—Argentine re 
public. 1. Tithe 


41-4808, 
Library of Congress 12 
Rivarola, Mario A 1888- “ 
ose juridico de los contratos ; qmmyo 
mA. - t-—| Domes aed feeiaie y an 08. 


vill, S22 p,1. 2. 


1. Leases—Argentine republic. 2. Landlord amé tenant—Argeatine 
republic. 1 Title. 

(96-15480 
Library of Congress a nn.scees 


Bibliographical foot-notes. 


1. Corporation law—Argentine Republic. 2. 
compan ’ 





Stock companies —Argentine 

lic. (2. P 

= é an eS ee 3 Law, Com- 

24—18147 

Library of Congress 82Sb1, 

Rivarola, Mario A 1883— 

‘aha i anénimas; estudio juridico econémico de ls 

legislacién arg parada, Con un prélogo del doctor 
Melo ... 2. ed. Buenos Aires, Editorial argen- 

tina de ciencias polfticas, 


Imprints covered with labels of J. Roldan & cia, Buenos Aires. 


1. Corporation law—Argentive republic. 2. Stock-companies—Argen- 
a 3. Comparative law. 1 Melo, Leopoldo, 1868- 
n a 


25-25608 
Library of Congress a36b1, 
Rivarola, Mario A 1883- 
= Sepnne atin, Gah bie entity && 
pee eee 2 pe, oe doctor 


(3. ed. 
editorial “La Facultad”, J. Roldén y cis., 1985. 
sv. a. 


Vol. 8 has imprint: Buenos Aires, Libreria y editorial “La Facultad”, 
Bernadé y cia. 


1 law— Argentine republic. Par 
ot SSE"? es : om 198 
= Title. 
oe me 
008.11460882 


Library of Congress a 


Rivarola, Mario A. 

. Tierras del estado, bases para su legislacién ; expo- 
sicién en la Facultad de ciencias economicas el 6 de agosto 
de 1917. Buenos Aires, Imprenta Tragant, 1917. 


2B p. 1. 





1. Argentine Republic—Public lands. 1. Title. 

18-4962 

Library of Congress HD472.R5 
Rivarola, Mario Alberto, 1883— 

Tratado de derecho comercial argentino; estudio y cor- 
relacién de le legislacién argentina +» Buenos Aires, 
Compaiia argentina de editores, soc. de reap. Itda., 1938-40. 

6v. 2. 

At head of title: Marto A. Rivarols 

2 ue 

41-10058 

Library of Congress 12, 

(Rivarola, Pantaleén, 

Romance heréyco en que se hace relacion circunstan- 
ciada de la gloriosa reconquista de la ciudad de Buenos- 
Ayres, capital dei ee del Rio oe» la —o 
el dia 4 I cote = as de 8. M. 
y aman’ patria ... Buenos 
Ars, ea mpreta de nan expt, 


> mm. 
[Ses ish invasions. 19.1917 - Poet 

2 ty . he - 
16-2464 

Library of Congress 


359 


Rivarola 


Rivarola, Rodolfo, 1857- 

4Cémo heredan los sobrinos! — civil, articulos 
2860, 8561, 3563 7 3585) note adicional eubse reforma del Cé- 
= Buenos Aires ,Talleres gréficos Gasperini y cis, 


Bp a. 
Imprint covered by label: Buenos Aires, J. Menéndes. 


1. Inberttance and succeasion—Argentine republic © ‘ide. 
83-2902 
Library of Congress 12; [847,60082) 849.82076 
Rivarola, Rodolfo. 


La condena condicional. Buenos Talleres 
gtiificos de la Penitenciaria nacional, moe 





Mp om. 
1. Probets a 
‘ 12-10832 
Library of Congress HV92Z78.R6 
a 

ina y sus principi de etica poli- 
dan, oo ots da i io de Ia era 





Buenos Aires, Editorial argentina de ciencias polfticas, 1928. 
Exvill, 231 p, 21 incl front. (facsim.) 24. 


1. Argentine republic—Constitutiona! history. 2. Political ethics. 
1 Tithe. 


‘2 20078 
Library of Congress (JL2015.1928. 5 
188e1, 
Rivarola, Rodolfo, 1857- 
.. Del régimen federativo al unitario; estudio sobre ls 
Ce oe SS ae Buenos Aires, J. 


xxrxil, @1p,11 234". 


1. Argentine republic—Pol. & govt. 2 Federal government. 3. Con- 
RE ny — Ra ty AS ng 


11—28468 
‘Library of Congress JL2015. 1908. B6 
————Og7t 103001, 
Rivarola, Rodolfo, 1857- 
de te begltinelle least ml gone ae om 
y 





—- 
tadas legislaciones de tape ta poo wrk ria 
tf ~ ten diem, Ieeolcis 1910. ” 
xix, 3 p. 2. 
o A SS oat Ot Cee © Op ee & 


Criminal ite Sian her on ‘Comparative. A. Compare 


tive law, 1. Argentine Laws, statutes, ete. nu. Title. 
Librery of Congress - 

—— —— Copy 2. (722, 

Rivarola, Rodolfo, 1857- 


si, Gi p 1. 
1. Argentine law. 2 Argentine republic— 
Pel. & govt. L 
38-14612 
Library of Congress ‘JL2006.R35 
a Mie 








Rivarola 


Rivarola, Rodolfo, 1857- 
... Enciclopedia de la itucién argentina (pars nacio- 

nales y extranjeros) ... ,Buenos Aires, El autor, 1939. 

cover-title, 2p. L, cvil-mil, 1p. 18". 





1 Argentine law. 2 Argentine republic— 
Pol & govt. L 
41-4539 
Library of Congress JL2005.R5 1989 
2 “ne 


Rivarola, Rodolfo. 

. Fiecién de la democracia argentina; conferencia en 
ocasién del centenario de la bandera, dada en el Rosario, 
en el Teatro de la épera, el 27 de febrero de 1912 . 
Buenos Aires, Revista argentina de ciencias politicas, 
1912. 


2p.1, d-18 p. 28". 
“Edicion de la Revista argentina de ciencias politicas.” 


Argentine Republic—Hist —Addresses, essays, lectures. 2. Argen- 
as Republic-—Pol. & govt —Addresses, essays, lectures. 1. Title. 


18-20614 


Library of Congress F2831.R61 


Rivarola, Rodolfo Juan Nemesio, 1857- 

del derecho civil argentino ; me- 
tdica. 2. ed., ajustada a las reformas introd: rae bapa he 
especiales ... Buenos Aires, Kapelusz & cia. 1941, 





LIBRARY OF CONGRESS 
Rivarola, Rodolfo, 1857- 
. El Paraguay politico... Buenos Aires, Revista argentina 
de ciencias politicas, 1911. 
Bp. 2. 


“De la Revista argentina de ciencias politicas, afio 1, t. u, pdm. 11.” 


1. Paraguay—Pol. & govt.—1870- 1. Title. 


318215 1911 
a4ibl, 


Library of Congress 


Rivarola, Rodolfo. 


Partidos politicos, unitario y rea ianve de 
politica) Buenos Aires, F. Lajouane & c.' 


x, 126 p. 167. 


1. Political parties—Argentine Republic. 
13-12471 


Library of Congress JL2098. A2R5 


Rivarola, Rodolfo. 
El presidente Sienz Pefia y la moralidad politica 


argentina ... Buenos Aires, Revista argentina de cien- 
cias politicas, 1934. 
Sp. 2”. 


“De la Revista argentina de ciencias politic. s, afio 1v, tomo 1x, namero 
”” 


Pefia, Roque, pres. Argentine Republic, 1851-1914. 2. Argen- 
al F peor Ana A & govt. —18600- 


18-20601 


Library of Congress F2846.S116 


Rivarola, Rodolfo. 

La raza como ideal ; conferencia dada en el Rosario de 
Santa Fe en el dia de la raza, por Rodolfo Rivarola. Bue- 
nos Aires, Impr. de J. Tragant, 1918. 

*®»p. 27. 


1. Spaniards m America. . Title 
19-877 
Library of Congress F1408.5.R62 
— —— Copy 2. 
Rivarola, Rodolfo. 


L’université sociale. ‘og * as l’université mo- 
derne, par Rodolfo Rivarola . de l’espagnol par 


Camille Morel ... Paris, G. Wicker 1 (1916, 
2B p. 9". 
ties ee ee tents ene 





2v. a. 
1. Civil law—Argentine republic. 
41-20887 
Library of Congress ry 
Rivarola, Rodolfo, 1857- 
v«. La justicia en lo criminal; org én y proced 
Buenos Aires, F. Lajouane, 1899. 
wap 2. 
1. Criminal procedure—Argentine Republic. 2. Justice, 
tion of—Argentine Republic. 1 Title. 
12 26044 
Library of Congress e200), 
Rivarola, Rodolfo, 1857. 
Mitre: una Acad em vide politic 1899-1802 Ensayo 
sobre Ia fo ién d nacional ... Buenos 





Sime, Revie engratinn do'clondian peltitons, 2008. 
Sip 2. 


1. Mitre, Bartolomé, pres. Argentine republic, 1871-1908. 2 Arger 
tine republic— History— 1817-1880. 


amor 
‘Title from Stanford Ustv. 


Printed by L. ©. 
a3), 





1. Universities and colleges. 1. Morel, Camille, tr. 11. Title. 
E 17-34 
Library, U. S. Bur. of Education LB2321.R52 


Rivarola Verdaguer, Enrique E. 
see 


Rivarola, Enrique E 1862- 





Rivarola y Pineda, Juan Félix Francisco. 
Descripcion historica, ch | 
civil, politica, y militar de la republica he — sv 
govierno antigvo, y moderno, fvndacion, reedificacion, 
conqvistas ... Debaxo de la proteccion de! real, y su- 
Fre consejo de Castilla. Su autor Don Juan Felix 
rancisco Rivarola ... (Tomo 1; Madrid, D. M. Abad, 





rr p |, 409. 30™ 
No more published? 
1. Genoa. 


Library of Congress DG6%6.3.R61 


Rivaroli, Riccardo, 1903- 

... Teatro antiteatrale (Satana—La morte—La solitudine) 
Presentato da Roberto Biglia. Novara, La Tipografica s. a., 
1985, 


Wp wm. 
Three plays. 
1 Title. 
AC 86-4078 
Title from N. Y. Pub. Libr. Printed by L. OC. 


Rivas, Alberto F. 
Luna encantada. Buenos Aires ,Gleizer, 1932. 
2p.1, 7-111 p. 189" 


On cover: Poemas en prosa 
1. Title. 
33-23001 
Library of Congress PQTTOT. RATLS 
2 868.6 


Rivas, Alberto F. 
.. La ronda del pan. Buenos Aires, M. Gleiser, 1983. 
1p. L, 5131 p. 189°. 
Advertising matter: p. 121-181. 


om 94 22840 


Library of Congress 
2) ous 


Rivas, Alfonso M. 

... La indemnizacién en materia agraria ; tesis profesional de 
Alfonso M. Rivas. México, D. F. ,1937, 

S8p. 224". 


At head of title: Universidad nacional de México. Facultad de de 
Trecho y clenctas soctales. 


1. Eminent domain—Merico. 2. Gugmetes (Law)—Merico. 


3 Mexico. 1 Title. 
38-19112 

Library of Congress ro 
Rivas, Angel César 

Discursos leidos en la Academia nacional de la historia 
en 4a PP yp: publica del Sefior doctor Angel César 
wnge FE el dia 6 de junio de 1909. Caracas, Empresa el 

jo, 1 


cover-title, 2 p. 1, 7-131 p. 23" 
The discourse of Rivas forms the greater part of the volume, and has 
special t-p. 

ae & la independencia de Venezuela (por Dr Angel 

‘ésar Rivas;—Discurso del academico Sefior P. Arismendi 
pA“) fase Rives mis 
1. Venezuela—Hist —To 1810. : ae. P. 
16-9785 


Library of Congress F2322.RS8 











Rivas, Angel César. 


. Ensayos de histori politica y diplomética ... Madrid, 
Editorial- y bo 191 


S53 p11 19°. Gane Odie itinsuaen we 





Venezuela — Hist.— To 1810. . —vU. 8. 8. 
vu. se —— av Sn bes Spatn— 
For. rel.—Venezuela. 6. Toro, Fermin, ‘Teor 1600. 

17— 25052 

Library of Congress ¥2321.R6 

(281; 
Rivas, Angel César. 

. Origenes de la i dencia de Vi la. Cara- 
cas, ‘Empresa el Cojo, ‘sho. 

2p.1, 1p. 24. 

Half-title: Discurso leido por of Sefer doctor, Angel Clear Rives on ol 
acto de incorporarse como individuo de la Academia nacional de la his- 
oni uree del acofemice Sefer gunsrel P. p Ariomentl B en contestacién 
al dul Seblor dactor Don Aneel César Raves” p. (125)-131. 


1, Venezuela—Hist.—To 1810. 1. Arismendi Brito, Pedro. m. Title. 


16-5225 


Library of Congress F2322.R6 


vas, ves, Angel Pérez de Saavedra Ramirez de Madrid Re- 
yt mey of 3. Coane de, 1791-1865. 

pad completas de D. Ange! Saavedra, duque de 
Rivas ... corr. por el mismo ... Madrid, Impr. de la 
Biblioteca nueva, 1854-55. 

$v. front. (port.) plates. 17™. 

Title within we- border. Manuel Shin Ot onan 

vhs 4 pettiesds, Lh 1D: Nicomedes Poster Dias baste el 
. me tm Prolog de la ed. de 


ut. Alcala Galtene 


‘uan Eugenio, 1806- v. 
:28b1, 21-366 
Library of Congress PQ6SOO.Al 1854 


Rivas, Angel ro.ez de Saavedra Ramirez de Madrid 

Remirez de Baquedano, 3. dugue de, 1791-1865. 

. Obras completas de D. 1 de Saavedra, du- 
que de Rivas ... coleccionadas de nuevo por su 
hijo D. Enrique R. de Saavédra, duque de Rivas ... 
Madrid, Est. tip. "Sucesores de Rivadeneyra,” 
1894-19 

v. front. (port.) 173%. (Coleccién de 
escritores castellanos. icos) 

Title within ornamental border. 

I. Rivas, Enrique Ramirez de Saavedra Cueto 
Remirez de Baquedano y Ortega, 4. duque de, 1826- 
1914, ed. 20-11734 
Library of Congress PQ6560.Al 1894 


Rives, Angad Péves do Geaveden Remiees do Madeté Re 
mirez de Baquedano, 3. duque de, 1791-1865. 


El crisol de la lealtad. Comedia en tres jornadas de 
Don Angel de Saavedra, duque de Rivas. Madrid, Impr. 
de Repullés, 1842. 


2p, 1003p 2. 


1. Title. 


22-4307 


Library of Congress 


PQ6560.C8 


Rivas, Angel Pérez de Saavedra Ramirez de Madrid Remirez 
de Baquedano, 3. dugue de, 1791-1865. 

Don Alvaro; o, La fuerza del sino; drama original en cinco 
jornadas en prosa y a Saas ee, Sage 
de Rivas. Madrid, J. Morales, impresor, 1925. 


105 p. 19)". 
Imprint on cover Madrid, Sociedad de autores espaficies 


1 Title. m. Title: La fuerza del sino. 


Library of Congress 


PQ6560._Dé6 
(S71, 


CATALOG OF PRINTED CARDS 


Rivas, Angel Péves do Saavedra Remives do Madstd Remires 
de Baquedano, 3. duque de, 1791-1865. 
sino, drama en cinco actos, y 
en prosa y verso, por Angel de Saavedra, duque de Rivas; 
edited with introduction, notes, and wer by Calvert J. 
Winter ... and Edwin B. Williams ... Chicago, New York 
yete., B. H. Sanborn & co., 1928. 


xliv,228p. 19°. (Helf-title: The Hispanic ser'es) 


1. Winter, Calvert Johnson, ed. Lay Edwin Bucher, 1801- 
Joint ed. mt. Title. tv. Tithe: La fuerea del 
Baw 
Library of Congress PQ6560.D6 1928 
Copyright A 1061581 (a8e1, 


Rivas, Angel Pérez de Saavedra Ramirez de Madrid Remires 

de Baquedano, 3. duque de, 1791-1865. 

Don Alvaro; 0, La fuerza del sino; Cygne oss ane rman 
de don Angel de Saavedra, duque de Rivas; edited with in- 
troduction, notes and vocabulary by S. L. Millard Rosenberg 
.. and Ernest H. Templin ... New York, Chicago etc.; 
Longmans, Green and co., 1928. 

xx, 193 p. incl. front. (port.) 104”. 

Bibliography : p. xxv!!~xxix. 


. Rosenberg, Solomon Leopold Millard, 1860- ed. uw. Templin, 
Ernest Hall, 1890- Joint ed. om. Tithe tv. Tithe: La fuerza del sino, 
287967 
Library of Congress PQ860.D6 19284 
Copyright A 1068337 ad0g1, 


Rivas, Angel Pérez de Saavedra Ramirez de Madrid Remires 
de Baquedano, 3. dugue de, 1791-1965. 
El moro expésito, 6 Cérdoba y Burgos en el siglo décimo, 
leyenda en doce romances, por don Angel de Saavedra. En un 


apéndice se afiaden la Florinda y otras composiciones 
inéditas del mismo autor... Paris, Li hispano-americana. 
1834. 

2 ¥, front. (port.) 17%. 

1 Title. 

20—ca088 
Library of Congress 2Q0860.MT 
Stl. 


Rivas, Angel Pérez de Saavedra Ramirez de Madrid Remires 
de Baquedano, $ duque de, 1791-1865. 
OA, SINS IN ~~. Madrid, Her- 


nando, 1933. 
2. 14%. (Biblioteca universal. a og Aw ~~ Alec 
antiguos y modernos. nacionales y extranjeros. 
1 Title. 

35-12811 
Library of Congress PQese0.MT 1988 oes 


Rivas, Angel Pérez Ce Saavedra Ramirex de Madrid Re- 
Baquedano, 3. duque de, 1791-1865. 
ps me de Bailen. Comedia en tres actos y en 


verso de Don An oe © ue de Ri Ma- 
arid, Impr. de J. Repullée, ” ia 


102 p. 21™. 

1. Title. 

22-4308 

Library of Congress PQ6560.P3 
Rivas, Angel Pérez de Saavedra Ramirez de Re 

mires de Baquedano, 3. duque de, 1791-1865. 

Possiae do Den Angel do Geavetes Benines do Baque- 
dino. 2. ed., corr. y aum.... Madrid, Impr. de I. Sancha, 
1820-21. 

2v.inl 18. 

2287 

Library of Congress PQSS.AI7 1820 


Rivas 


Rivas, Angel Pérez de Saavedra Ramires 
de Baquedano, 3. duque de, 1791-1865. 
Romances histéricos de d. 8 > Sas, Cae & 

Rivas. Madrid, Impr. de V. de Lalama, 184! 

EEZY, (1), 470, (1) p. 189". 


de Madrid Remires 


1 Title. 


‘1720888 
Lébrary of Congress PQU.AIT 1911 
em. 
Rivas, Angel Pérez de Saavedra Ramirez de Madrid Remirez 
———. duque de, 1791-1865. 
Romances. Buenos Aires-México, Espasa-Calpe argun- 
tina, s. a. ,1938, 
2p. 1, (7-881 p. 187. (On cover: Coleccién austral) 
At head of title: Duque de Rivas. 
1 Tithe. 
41-8788 
Library of Congress PQO60.A1T 1988 
12 86L5 
Rivas, Anselmo Hilario, 1826-1904. 

Nicaragua. Su pasado. Ojeada retrospective. Edicién 
dirigida por el dr. Pedro Joaquin Chamorro, con un estudio 
sobre Anselmo H. Rivas por el dr. Carlos Cusdra Pasos. 
Managua, Nic., La Prensa, 1936. 


1p 1, xxv, 280, tll, (1) p. port. 24". 
At head of title: Anselmo H. Rivas 
“Publicada en el Diarto nicaragtense de Granada, ndmeros dei 6 de 

noviembre de 1800 al 16 de febrero 3e 1808." 

1. Nicaragus—Hist. 1 Chamorro, Pedro Joaquin, 1801- ed 
30-6008 
F1526 B50 
i 972.85 


Library of Congress 


Rivas, Antonio Terry y 
see 


Terry y Rivas, Antonio. 


Rivas, Antonio Ubilla y Medina, 
marqués de 


Ubille y Medina, amauta, marqués de 
Rivas, b. ca. 1660, 





LIBRARY OF CONGRESS 





Rivas, Arturo Castillo Rivas, 0. 


Visées annexionistes allemands sur la Lituanie. Par 
C. Rivas. Lausanne, Librairie centrale des nationalités 
(19181, 

2p.1, 7p 2. 

“Ecrit dans le but de f 


Pica posed as pat 


Te eceiiebiinn ineiteetats tintin Aaineceailibi ae 
la Lituanie. 


Castillo Rivas, Arturo. 


reiaie pid Avant situation ;!, véritable du 
goeere 13 vant-propos. 
the author's “La Lituanie sous le joug alle- 


1. Lithuania—Hist. 2. European war, 1914 Lithuania. 1. Title. 
Library of Congress DKS11.L26R65 sees 
2 
ge ee de a RTM Camille Charen 
© fisico-descripti om 2 spe Ober-Ost ; +s le plan conealennisto aflamend op Ldthuanie, por 
provincia de Bataan. rer rls Wy C. Rivas... Lausanne, Bureau d'information de Lithuanie, 
nila, Imprenta del Tomég, a cargo de 1917. 
biluanwa io on 
Bp. h fold aap 18y”. “Extrait 4e Pro Lithuania, n° 1, 1917.” 
1. Bataan, Luzon (Province) —— 1914-1918—Territortal questions— Lithuania. 
sen 28-875 
Litrary of Congress DSHLEZRS Library of Congress De51.L5RS 
Rivas, C. Rivas, Carlos J. Arangua 
“*Justice”’ en Lituanie occupée, par C. Rivas. 
Genéve-Nancy (1918) see 
Mp. 2. P 
alte published as “livre us" of the author's “La Lituanie sous le joug Arangua Rivas, Carlos J. 
Comment conception cllemante du drelt den gune—La “justice” 
ee Se es 1914- —tLithuania. 2 European war, 1914 — 
1910701 
Library of Congress DSS2.LSRS 
ry 
Rivas, 0. Rivas, Damaso de, 1574 
Lituani ici Démaso de 
... La Lituanie sous le allemand 1915-1918; le plan : and tropical medicine, by 
PR ny tae py) Cm Lausanne, Librairie ee SP See = & Oe ~ illus- 
centrale des nationalités, 1918. trated engravings and « colored plate. Philadelphia, 


pang 2". 


—Apercu historique —L'occupation Beenie jesten—ter 
lituamiennes —H; @ moet —Le vie pabiene 
re lygiéne “= 





Carios de, 1904- author. m. Title mm. Title: 

1. Lithuania. 2. European war, 1914 —Lithuania sitelogy and tropical medicine. 

19-10699 85—10017 
Library of Congress DKSIL.L26R6 Library of Congress RC220.R57 
2 fifi, 616.98 

Rivas, ©. ee 

Occupation allemande en Lituanie, par C. Rivas. Ge- Mt ih omnes betaen, peqecieas, 
néve-Nancy (1918, > 

116 p. 259° ene yy Py Ww. B. com- 

pany, 1990 


See ae 0 he ff & ten Te ae oe Bie 


Conrents.—L'invasion allemande en Lituanie —L'administration alle- 
Lituanie. 


‘T15 p. incl. col. front. illus (part col.) plates (part col.) fold tab., 
— =. 


mande en “References” at end of most of the chapters. 
1. European war, 1914- —Lithuania 1. Title. 1 Paresiee—Maa =. Tithe 
19-1072 20-1115 Revised 
Library of Congress Dss2. LSRS3 Library of Ooagress Roz 
2 Copyright A STIE88 (rang, 
. Ramirez de Saavedra Cueto Remirez de 
Rivas, 0. Rivas, Enrique = 
La vie publique en Li inasape qoarpte gas tes Aenea, ee Coreen sa y utes 
Ss Wee a de D. Enrique nomen tad. 
InLaran am. Madrid, Est. tip. de la viuda é hijos de Tello, 1903. 
anlite potlshed 0 “livre wi" of the author's “La Litwanie sous le joug ix, 336 pL 184. A ” 
Corrarms.—Discurso ... al tomar posssiin de eu plaza de otimero en 
tonite ale, Pon de Garey Serrang en ign eo la Real sen: 
emia expafola LF TI, —. i. Moline y sus obras 
al Sr. D. José Navarrete con motivo de eu nuevo libro Sunrisas y ligrimas. — 
1. Lithuania. 2. Lithuania—Societies, etc. (Continued on wext card) oan 
19-1407 
Library of Congress DKSI1.LZRS 
ra 





Rivas, Enrique Ramirez de Saavedra Cueto Remirez de 
Baquedano y Ortega, 4. dugue de, 1826- De lite- 
ratura y arte... 1903. (Card 2) 

age ager en 
Sefior D. Carlos Ossorio y Gallar- 


do.— dePolo ie Een por Dr Malian de Velasco y Rojas, marqués de 
Dos H: See | ir Caries Omarlo y Gallerde 
imtitalado Vide co ito de las nuevas estatuas erigidas en 
ee + pe la . a ayoria del rey D hifonso xu. yy 
iterario, 


a FF Sy: @ Ronen, 6 de Ri Prologo & las 
ue Ae 

obras com de Saaved Renita del duque de 

Rivas deeds 1842 hesta 1 Une carta ia Epoea — mers 

del drama fantastico El 1D saefio. 


+e 


Library of Congress 


Rivas, Enrique R,emirez, de Seavedra (Cueto Remirez de 
Baquedano y Ortege, 4. dugue de, 1828- 
Poesias de — on ue R. de Saavedra, duque de 
Rivas ... con un le D. Manuel Cafiete... Ma- 
drid, Impr. y fu icon “4 M. Tello, 1889. 
Easel, 818 p, 1 L front. (port.) 174%. (Coleceién de eseritores cas 


‘Tide in red and black, within ornamental border. 
S487? Cancel 


Library of Congress, no. 


Rivas, F. M. de. 

“Cortina” diccionario de bolsillo; espafiol = é inglés 
 — por F. M. de Rivas ... New York, R. D. Cortina 
“1 


372, ;2; p. incl. front. maps. 134 x 64". 


English language—Dictionaries—Spanish. 2. Spanish language— 


Distionatee ete 1. Title, 

Library of Congress —— 
Copyright (a34b), 
Rivas, F M de, pseud.? 


.. Espafiol-inglés, English. Spanish, by F. M. de Ri 
London, Dean & son, limited ‘Chicago, Printed by 
iiaird’€ Loe 1 +1906, 


4 iL 426". 9 wai pocket 
i a 372, 2p maps. 14x69". (Dean's waistcoat dic- 


610915 
Library of Congress (Copyright A 141375) 
Rivas, F M de, pseud.? 
a & ies Spanish-English dic- 
rae tae’ deignar i eee & 
(1901, 


Heng: -4 aan. 


(The international vest-pocket 
library) 


1-15151 


Library of Congress (Copyright 1901 A 4291) 


— ¥ M de 
td & Lee's vest-pocket practical Spanish instructor. 
4 - M. de Rivas ... 5000 words, phrases and questions 
ich can_be answered by yes or no. 2000 names of 
Spanish officials, ahipe, cities, forts, ete., a = cor- 
rect pronunciation ... Chicago, Laird & Lee, 1 
2p. lL. 3-254 p. inel. fromt. (port.) 134 x 64°". 


ok Spani-h language—Glossaries, vocabularies, ete 1 Laird & Lee, 


98—78S 
Library of Congress 


Copyright 1898: 45655 


PC4680.K6 
s22fl, 
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Library of Congress PCAMO18 1900 
— —— Copy 2. e20f1, 
Rivas, Francisco, 1816-1884. 
Curso de historia eclesidstica para uso de los colegios del 
Ainad, P mn 6 Is provincia del Sen- 
tisimo rosario de Filipinas, escrito el de la mis- 
ma, f. F. Rivas... 2. ed. Medrid, Lmpr. de Lr Aguado, 1888. 
Sy. oe. 
1. Catholic church—Hist. 1 Title 
84-8285 
Library of Congress BXOOO.RS 1888 2 


Rivas, J M. 

Teneduria de libros; obra que contiene el estudio com- 
parado con la teoria y la i las mismas materias 
en los paises de habla extranjera, por Dr. J. M. Rivas 7 
J. Arévalo. Nueva York y Londres, D. Appleton y com- 
pafiia, 1920. 

xx p., 1 1, 162 p. incl. forms, 23°. 


1, Bookkeeping. 1. Arévalo, J., joint author. 1. Title. 
20-12625 
Library of Congress HFS6S51.R5 
Copyright AS71764 od 


Rivas, Jesus Torres 
see 


Torres Rivas, Jesus, 


Rivas, Joaquin Méndez 
see 


Méndez Rivas, Joaquin. 


Rivas, José J. 


de urbanidad, para uso de las escuelas de la re- 
Mexico, Impr. del gobierno, 


Codigo de u: 
publica, por José J. Rivas. 
1874. 


1p.l, 18p. 18>. 


Library of Congress 


BIZ R6 


CATALOG OF PRINTED CARDS 


Rivas, José Pablo, d. 1919, comp. and tr. 

Antologia de poetas extran antiguos 
versién castellana de José Paste Rives. Py 
de Hernando, 1990. 

asp wm. 


1. Spanish postry—Transiations from foreign Mteretera 1 Titian, 
2 


Lébrary of Congress PNG1OG.RS 


Rivas, Juan Francisco de Cardenas y 
Rodriquez de 


Cardenas, Juan Francisco de, 1900- 


Rivas, Luis 8. 

Curso de contabilidad; teorico y practico, el 
fesor Luis S. Rivas. Ponce, P. i! Imp. Morel cam. 
pos’’, 1924. 

9 p, IL illus. (pore) 23™. 


1. Accounting. 
3s7y7 
Library of Congress HFS6S1.RSS 
Copyright A 818915 2, 
Reference card 
Rivas, Manuel Antonio del Campo y 
see 


Campo y Rivas, Manuel Antonio del, f. 1755-1804. 


7-161 
Library of Congress 


Rivas, Manuel Linares 
see 


Linares Rivas, Manuel. 


Rivas, Martin. 


por Martin Rivas. Santiago ,de Chile, Imprenta 


Barbechos, 
“El Globo”, 1921. 


120p,11 19°. 
Short stories and cesays. 
oom a) 
Library of Congress PQs0e7 RSSBS 
2 
363 


Rivas, Medarde, 1825-1901. 
Obras de Medardo Rivas... Bogota, F. Pontén, 1883-85. 
2. frente (ports) plates. 254°. 


Cowrawra—v. 1 Novelas, articuls de costumbres, variedades, 
peesias.—+. 2. Viajes por Colombia, Francia, Inglaterra y Alemania 


1 Colombte—Deser. & trav. 2. Burope—Deecr. & trav. 

‘z1—19611 
Library of Congress PQSIT.RS 1888 
ml, 


Estudio sobre el origen de la legislacion 
spetuosamente presentado a la Sociedad jana de 
fprapredencs por Medardo Tuvan Bogota, Impr. de 


Bp wm. 


1. Academia colombiana de jurisprudencia 


8 
Library of Congress 
Rives, Mekpundes Pires 
ase 
Péres Rivas, Mabyelodes. 
Lasmany ov Cowermes Raveraxcs 
ougus = wd copuar a hy ANE 4 
row 
a 


Rivas, Miguel. 

... Las Evas de ahora (novela) Barcelona, Editorial Fénix 
(°1929, 

81 p, 21 19°. (Obras completes (vol. xrv)) 


— s2-10073 
Labrary of Congress PQ088S.1 SER 1929 
3) mae 

Rivas, Miguel, comp. 
© Be © & & & Bate See 

los poetas y prosistas de nuestra hable, pre- 
a wo ome tani de la literatura ae 
leccién y compilacién de Miguel Rivas y Juan Ber- 
celona, Editorial Lax ,1928, 


2p.1, 43, 4, vp, 1 Mes, ports. 27. 
“Poesias” : p. (121;-143. 


1. Mélitary art and science. 


Library of Congress 








Atlantico ; 
historia cartogrifica documen' Pedro 
Rivas. =” C., Honduras, cpegritices 
necionales, 1988, 

181, 3,p M4 fold. maps 2j”. 


80—11288 
Library of Congress F1500.B7R6 
rflet, ‘847.T28B00T2865 
Rivas, Pedro. 
one fia geogrifica ¢ histérica de la isle del Tigre y 
puerto de Amapala, por Pedro Rivas ... 
tipagrédices nacionalen, 1 
¥, dy p, 21 yy ty tH 204. (Biblioteca de 
le ae e historia de Honduras) 
“Obra escrita a propuesta de la Sociedad de geografia ¢ historia y 
con aprobacién de la munictpalidad de! puerto de Amapala y del Comité 


yto. de Choluteca” : p. ,208;-213. 
“Bibiografia ”: tat leat at end. 
Rio Neero, Nicaragua Sociedad’ de peoprafia nisiorsn 
L 
de Honduras, Tegucign pa. m Title. ro ' 
Library of Congress ¥1500.T4RS 
cy 17.288 





oun 
Library of Congress P1488. R56 
12) or28 
Rivas, Raimundo, 1589- 
. El andante don Antonio Narifio; a Sues 
1706-1908) con una introduecion de Tomés Rueda V argas. 
Impr. de “La Luz”, 1986. 
aaah front. (port.) 24°. (Biblioteca de historia nacional. 


“Bibliografia” : p. 878,876. 


1. Narife, Antonio, 1765-1828. 2. Colombie—Hist—To 1810. 
1 Tithe. 


38-7700 
Library of Congress F2251.B58 vol. 50 


3; (088) oa3.288 


Rivas, Raimando. 

... Colombia y Espafia, la tentativa de reconciliacién en 1851 
(lectura en la Academia colombiana de historia) Bogoté, 
Imprenta nacional, 1933. 

2p.1, dtp. 2 

At bead of title: Reptblica de Colombia. 


1. Colombia—For. ret—Spain. 2 Spate—TFor. rel—Colombia. 
1 Colombia (Republic of Colombia, 1886- ) um. Title. 
‘$8-25760 
Library of Congress F2z7e. RS8 33788 
Rivas, Ratmunde, 
... Cuatro figuras 2 Liborio Mejia, dl 
general Posads Gutiérrez, Néfies. Bogoté, Editorial Cromes, 
Mp. 1 we. 


LIBRARY OF CONGRESS 


Rivas, Raimundo. 
Los fundadores de Bogota meng Heqeafeo) 
estudio presentado al segundo Congreso de ria y 
ia jpano-americanas, en 


mayo de 1921, por Raimundo Rivas ... 
bia, 8. A., Imprenta nacional, 1923. 


xiii, 442 p. 25. (Biblioteca de historia nacional, vol. xxx!) 





1. Colombia—Biog. 2. Colombia—Hist—To 1810. 1, Title 
24-24437 
Library of Congress F2251.BS8 vol. 31 
2 
Rivas, Raimundo, 1889— 

Les ory de Bogota ; estudio presentado por 
delegado oficial de la demi Pyne 
Gaendia ch enguate de historia y hispano- 
a et pw tee . Qed, aum. 
—~ Bogota, Colombia, S. A., Editorial J. Casia, 
938. 

2. 22)”. (Bidlioteca de bistoria nacional. vol. Lvm-tvm) 


“Obra laureada con el premio de la raza por el Real academia de la 
historia, Madrid, 1927." 


1. Colombia—Biog. 2 Colombia—Hist—To 1810. 


8. Bogots—Blog. 
L Tithe 


30-83439 
F2251.B58 vol. 67-68 
2) (988) 920.088 


Rivas, Raimundo. 
at Lecturas historicas. Caracas, Tipografia americana, 
$1, 6-816 ay nat al 


2. Gough Ampesten—- tinh —s0breeess, comers, lect, 2. South Amer- 
jea—Hist.— Ware of independence, 1806-1 


1 Tide, 
2768p 
Library of Congress F281 Re 
Rivas, Raimundo, 1889- 
y otros estudios, por d. Raimundo Rivas. 


Mosquera. 

(Bogoté, Editorial Shey” 
Le). by-208 p. 11. 20. (Biblioteca aldenna de Colombia. (His 

torla y a.” 87,) 
pee Raimundo Rivas. — 

Curso al recibirse en la 

Péres, drama 


Mosquera. — Amores de Solis. — Dis- 
ccatemte ot © de mage Go 606-5. Gantinge 
jramaturgo —Influencia literaria de José A. 


1. M eoquere, Tents Cipstene de. pose. Colontte, § whee 2. Solis 
Foich «le Cardona, José duque de Montellano, d. 1770. 
37—S414 
Library of Congress P2259. R58 
— —— Cops 2 (38d, 986 
vas, Raimundo, 


os i6n del sefior don Raimundo Rivas, el 5 de mayo 
ae int "Goutatcn ie ser on Antone ies Rape 


ng ht la personalidad de 
Caries Arturo Torres.”—p. 6. . 


1. Torres, Carlos Arturo, 1867-1911 L Gémer Restrepo, Antonio, 
1800- ™ Academia colombiana, 
343800 
Library of Congress PQsiT).TERS 
———- Copy 2. 2 928.6 


Rivas, Raimundo. 
Relaciones internacionales entre Colombia y los Estados 
Unidos. 1810-1850. Bogota, Imprenta nacional, 1915. 
Zp. 2. 
At head of title: Republica de Colombia. 


1. Colombia—For, rel—U. 8. 2. U. 8.—Wor. rel.—Colombia. 
16—THO 
Library of Congress 7K1428.C7TRO 
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Reference card 
Rivas, Roman Mayorga 
see 
Mayorga Rivas, Roman. 
7-2121 
Library of Congress 
Rivas, Trino. 


Rasgos y recuerdos, por Trino Rivas. Caracas, Tipografia 
americana, 1941. 


xl, 242 p. plates, ports. 19)*. 


1 Title. 
42-4190 


Library of Congress F2325.R58 


Rivas, Valerio Ignacio. 

Vindicacion que hace Valerio Ignacio Rivas sobre la 
impostura que el C. Macarfo Rodas le suscité en el de- 
partamento de Qu : inf 
por ¢ juez de primera instancia de aquella ciudad, y avan- 
ces de poder cometidos en su persona 6 intereses por el 
que se dice gobierno provisorio de los Altos . ~ Guate> 
mala, Imprenta del gobierno, 1838. 





Ipt, on 2. 
1. Guatemala—Pol. & govt —1821- 2. Indians in Guatemala. 
1. Title. 


26-23747 


Library of Congress F1466.R62 


Rivas Berrizbeitia, Miguel E. 
. Hechos ilicitos en el derecho 7- . Caracas, Venezuela, 
Lit. y tip. Casa de especialidades, 1934 
*p mi”. 


Thesie—Universidad central de Venesuela. 
“Bibiografia” : p. 24. 


1. Civil law—Venesuela. 2. Torte—Venesuela. 3, Fraud—Venesuela. 
1 Tithe 
36-4376 


Library of Congress 2) [847.60087) 840.87075 
agony Manuel de. 
La fotografia de las membranas profundas del ojo. 
(México, La Casa de Espafia en México ,1940, 
2p.1,%3p,1L ius, diegre 24". 





“Primera ediciéa, 1940." 
“Bibiiografia consultada” : p. 73-75. 
1 Eye— 2P Medical. 8. Cameras. 
Cos 41-819 
Library of Congress RESO POBRS 
ra 17.707ST 


Los horrores del Carrancismo en la ciudad de Mexico; 
comentarios por Carlos Rivas Coronado, 1915. «m. p., 
1915, 

7p. 27. 

Page 57 mutilated 


1, Mexico—Hist —Revolution, 1910- 1. Title. 
25-1087 


Library of Congress F1234. R616 











Rivas de Pina, Miguel 


Ribas de Pina, Miquel. 


Lameaey or Conaxmes Rayenawce 
1 appant as ban dings ts depository eatalegs. 


congress secontary eatrian which 


Rivas Fernandez, Justo, bp., 1873-1930. 
.. El dolor y los dolores. Madrid, B. del Amo ,193-, 
222 p11. 18”. (Ht Obras predicabies. 1) 
Half-title: La predicacién contempordnes. xxvi. 


1. Title. 


| Library of Congress BXITS6.R5OS vol.1 


Rivas Garc{a, José de 


Rivas y Garcfa, José. 


Rivas Groot, José Maria. 

... Asuntos constitucionales. 
moderna ,1908, 

15S p, ch L 24x 165" 


1. Colombia—Constitutional history. 


Library of Congress JLZB1S 1908. RS 


Rivas Groot, José Maria, 1563-1923. 
Cuentos, por José Maria vy Evaristo Rivas Groot. ,Bo- 
goté, Fditorial Naeasuh, & a., 1936, 
Ipt, or 11. 2° (Bibitotece aldenna de Colombia. (Cuento 
n° 


y novela. 
Contents. —Resw 


aenyunmny 
i Rivas Groot. 


1 Kivas Groot, Evartsto, 1964-1928. 


} Library of Congress PQS17T9. RS2C8 
Copy 2. (She, 





Rivas Groot, José Maria. 


El papa, arbitro internacional. 
nunciada por el Sr. D. Jose M. Rivas ee ministro de 
instrueceién piblica ... Bogota, Imprenta nacional, 1907. 


4p 2 


1. Popes—Temporal power. 1. Title 


Library of Congress JX1552.R6 
ws24el) 





1. Suffering. 2. Catholic church—Sermons. 8, Sermons, Spanish. 


1908. Bogota, Imprenta 


rreecién, M. Kivas (iroot.—Jolieta, por J. M. 
Rivas Groot.—Snefie de amer. por Bvarieto ee Groot. —Fi eur a 
aque, por Evariste Divas Groot, ~ Imborrio. 
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th ge ae eal 

El papa, arbitro 1; conf iada por 
el Sr. D. Jose Maria Rivas Groot . ; rol 9 Imprenta mo- 
derna, 1908. 





8 py lla, y-€0 ai. 


On : Cuarta edicion. 
“Conceptos sobre esta obra”: p. (55)-92. 


1, Popes—Temporal power. L Tithe. 


30-10833 
Library of Congress JX1562.R6 1906 
Rivas Larrauri, Carles. 
Del arrabal ; rimas vernéculas que escribié y publica Carlos 


Rivas Larrauri. México ,A. del Bosque, impresor, 1934. 
1% p21. a. 


1. Title. 


Library of Congress PQT201 RAS s616 


Rivas Mateos, Mareele, 





Bot&nica las especies 
medicinales de la flora ~~F4 vedrid, V. Sudrez, 1925. 
247 p. illus. col. plates. 23°. 


1. Cryptogams. <1. Cryptogamia, 2. Botany—Spain. (2. Spato—Bot- 
apy) 


Agr 125 
Library, U. 8. Dept. of Agricultere 461R52 


Rivas un Staton Mareelo. 
de Céceres, por Marcelo Rivas Mateos. 
soni 8. & Rodriga, 1981. - 


2 p. L, @-O0T (4 ©. 905), @ p port. ay". 
Nos. 305 and 806 omitted in paging. 


1. Botany—Spain—Céceres. (1. Caceres (Province) Spain—Botany, 
‘Agr 33-488 

Agriculture 450.9R52 

2, 


Library, U. 8. Dept. of 


Rivas Mateos, Mareele, 


Mi liceA, 





y zoologia cone Se 
esto ines Hate .. , Gtaditd, Libreria general de 
Suérez, 1925. 
2. ius, diagre, 259". 


Convents.—t. |. Mineralogia —t. m1. Zoologia farmacéutica y parasi- 
tologia animal. 


1. Mineralogy. 2. Parasites. (2. Parasitology, 8. Zoology. 
Agr 28-1718 
Library, U. 8. Dept. of Agriculture 330R53 
a 


Rivas Moreno, Francisco, 1851- 


“hy plaga de yy cémo debe combatirse. Me- 
demia de ciencias d¢ Zara- 
—" ———1 Tipogratia Gambén, 1924. 


a. p 2. 





1. Locusts. 


Library, U. S. Dept. of 


Rivas Plata, Renda. 
amante, “Los 
“Us ciate Tame Zatmaee to vida” ton hy El 
Lucero” (unién) 19— 
Sp.1,6-77p. 1ius 17)”. 


1. Tithe, m Tithe Sito: Rep antes 68 Sungetete. mu Tithe: La suicide. 
rv. Title: Imprudenctas de la vida. 
0-20706 
Library of Congress PQS0T RSSLS 
a o048 


Rivas Rooney, Octavio. 

... Extranjeros en su tierra. Buenos Aires, Editorial Ameri- 
calee, 1941. 

xxiv p, 21, 20-250 p21 incl plates. 20". 

On cozer: Hombres y palsajes del Norte argentino. 


1. Argentine tas &trev. 2 A tine republic— Soc. life 
& cust. .™ - 
42-0082 
Library of Congress F215.R5 
12, 9182 


Rivas Sainz, Arturo. 

... Prehodiernia, 6 diametros y 1 secante del circulo poético. 
Guadalajara, Ediciones Prisma, 1940. 

Sp 1, 9-185, 1) p. 164". 


“Te obieite » este Wee Oo6 Go £80 efemptases eumesates 9 Semates 
porel autor... Ndmero 166.” 


1. Poetry. 2 Literature—Rethetics. 1 Title. 


42-81131 
Library of Congress PN1081.R57 
7 908.81 
Rivas Sen‘iage, Natalie, 1865— 

. La Escuela de tauromaquia de Sevilla y otras curiosidades 
teurinas. Prélogo de Juan Belmonte. Librerfa de 
San Martin ,1939, 

4p. 1, ai-ny, 185 p31 plates, ports, facsims. 20”. 
1. Bull-fighta 2 Seville, Eecueia de tauromaquia. 
41-188 
New York. Public library 
for Library of Congress a 
Rivas Santiago, Natalio, 1865- 
ticos, 


Rivas Sean, A. 
.. Nuestros problemas. Caracas, Editorial Elite, 1989. 
242 p. illus (incl. maps) diagrs. (1 fold) 20". 


1 Venesueia—tfcon. condit —1918- a ‘America —Sicea_ 
condit. —1918- . Tithe, —— 


Library of Congress C381 RST 





Rivas Sean, Margarita. 
Perfil biogréfico de Josefina Frégenas, 1906-1994. 3. ed. 
Caracas, Editorial Elite, 1940. 
Wap. 2 pert omit 1. 
~~ Recomendactouss de cote litre’ p. 725, SBR 


1 a 1908 1904 
Vragenas, Josefine e 


Library of Congress oTmarras 


——— 
Torre de marfil 
Rives Sosa; petiage = nant Partace Oliver. 
Elite, 1939. 
1786p. 24 


Olirr, Carkean, Rdoril 


port. 12. 


1 Tithe. 
«© Ae 
Library of Congress PQs RIOTS 


a wan 


(Rivas Vasques, Alejandro, 
Errores judiciales evidentes ; el caso de la Sefiora Cano. 
San Jose, C. R., Imprenta moderna, 1914. 


7% p. front. (port) 2h™ 


16-1295 
Library of Congress 


Rivas Vdeques, Alejandro, 1891- 


El futuro politico de America ... (Habana, El Mundo, 


1 Tithe 
71-4198 
Library of Congress Fidis RS 
ana Qype yadibt, 
Rivas Vasques, Alejandro, 1881- 
«» Ort ) americanas. ,Habana, Cass editorial Cer- 
vantes, 1921. 


Sp. 1, U1, 1, S28 p port 21". 


1. Americas repeblice 1. Tithe. 


F108 RS 
(#001, 


Library of Congress 


Rivas Vasquez, Alejandro, 1881- 

Orientaciones americana. Prélogo de J. A. Cova. Ca 
races, Venezuela, Editorial Cecilio Acosta, 1941. 

4p L S280 p. 1 Lk pert «18)". (Bibiotece de eocritores 7 
asuntes venesolancs. TTI) 


Previously published ts Havana 1971. 


1 American republics. 1. Tithe. 
a a+ 
Barvaré univ. Library 
for Library of Congress rieeRs 196 
2 = 


LIBRARY OF CONGRESS 


Rivas Vicufia, Francisco. 


El canal de Panama y la polftica econémica e inter- 
nacional de Chile ... Santiago de Chile, Imprenta uni- 
versitaria, 1912. 

Ap incl. maps 18)™ 


sige tierenet leida en la Extension universitaria el 6 de diciembre de 


1, ChileFeon. condit. 2 Panama canal. 3. Communication and traf- 


1S- 14801 
Library of Congress HCIS6.RS 
Rivas Vicufa, Francisco, 1872- 
Economia nacional. Santiago de Chile, Imprenta Chile, 
1914. 
av, 20 p diagre 18)" 
“Todos loa articulos que, en compafile de lose redactores de 2a 


Gadicamce a) estudio de la ley monetaria y de sue naturales corola 
pr 


1. Cille— Economic policy, 2 Finance Ciile 1. Tithe. 
41-22708 
Library of Congress C192 RSS 
2, 330 a 


Rivas Vicufia, Francisco, 1872- 


Las guerras de Bolivar Caracas, Venezuela, Editorial 
“Victoria,” Manrique & Ramirez Angel 1921-22, 


2+. maps (part fold.) 1947. 
Vol 2 has mpriot Caracas, Venesuela, Kmpreaa editorial 


Conrents.—.¥. 1, Primera guerra, 1812-1814 Formacion del alma 
venesolana —;¥. 2, Formacton de la patria renesolana, 1814-1817. 


Hist. Ware of independence, 1806-1880 2 - 
ry, Sot. ao 3 Venesuela Hist. War of independence, 1810 


TAR 
‘22-10787 Revined 


Library of Congress P2235. R61 


réte2, 


Rivas Vicufia, Francisco, |872 


de Bolivar 
Baguh, Cheubio, Imprenta nacional, 1934- 
+ maps 2547 (Biblioteca de historia nacional. 
Vola 1 2 first published in Caracas, 1721-22 


Vol. xu 


1, South America —Hist.Wars of independence, 1806-1830. 2. Holl- 
var, Simdn, 1783-1880 8. Veneeueia — Hist. War of independence, 1810 
1828 1 Title. 

SS 201 

Library of Congress F220 BSR vol 
- Copy 2 P2285 ROIS 

a42e1, (988) 980 


Rivas Vicufia, Francisco, 
El verdadero Japén (apuntes para la monografia de un 


gran pueblo) ; las fuerzas internas del imperio. Tokio ,Print- 
ed by Katsuo Takahashi, 1921, 

ipl, 2228p.) we 

1 Japea—Econ condit —1918- 1. Tithe 

83-11758 

Library of Congress C42. RS 
com omnia 330 962 
Rivas Vieufia, Pedro. 


... Derecho internacional en tiempo de guerra ; estudio hecho 
como alumno del profesor Louis Renault en le focecle libre 
de ciencias politicas de Paris. 2. ed. Santiago de Chile, 
Impr. del Ministerio de guerra, 1910. 


avi, 288 p. 164". 


1. War (loternational law) 


20—11755 
Library of Congress IX4515.K5 


(S0b1, 
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Rivas y Cherif, Cipriano de 
see 


Rivas Cherif, Cipriano de, 1891- 


Rivas y Fernandez, Justo, bp. 
sce 


Rivas Fernandez, Justo, bp., 1873-1930. 


Rivas y Garcia, José de. 

Informe presentado a la Sociedad economica gaditana 
de amigos del pais, por Don José de Rivas y Garcia ... y 
aprobado en sesion de 14 de junio de 1877, sobre aboli 
cion de las corridas de toros y demas fiestas y espectacu 
los analogos. Cadiz, Impr. de la Revista medica de F 
Joly, 1877. 


4p. 2" 


1. Bull-fights 2. Amusements—Spain 


1 Sociedad econdmica gadi 
tana de amigos del pais, Cadiz 


18-6490 


Library of Congress GV1107.R6 


Rivas y Gomez de la Asprilla, Miguel 
de 


Rivas, Miguel de, 1729-1804, 


Rivas y Lopes, Manuel de las, 1857- 
Nociones de , edificios fabriles, 
militares y civiles, por Don Manuel de = Rivas y LApez . 
f° aum., conteniendo 330 figuras intercaladas en el texto 
weve tablas para el a de entramados y apoyos. 
Medrid. Ruiz hermanos, 1 
3p. L, dayp-eel p. 21, hones focl. tus, tables, diagrs. 25°. 


“Obra declarada de texto, para la Academia de artilleria, por a. 0. 
de 13 de agosto de 1908, mediante concurso en la inspeccién general de 
los Eastablectmientos de instruccién ¢ industria militar, donde se pre 
senté con el lema ‘Deas nobiscum’.” 


1. Civil engineering. 2. Bullding. 8. Architecture. 





1, Title 


2830105, 


Library of Congress TAIO.RS 1025 


2 
Rivas y Mateos, Marcelo 
see 


Rivas Mateos, Marcelo. 
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Rivasseau, Emilio. 


_ A vida dos indios guaycurts; quinze dias nas suas aldeiaa 
(wal de Matto Grosso) ; traduccio e illustragho do autor, pre- 


facio do prof. Pierre Deffontains ... Siéo Paulo, Com 


editora nacional, 1936 


831 p. 11. plates, 2 maps (incl. front.) 1847. (Bibliotheca peda 
gogica brasilet : Brasiiiana. V. 60) 


ire, Ser. 


1, Guaycuru Indians. 2. Matto Grosso, Brasil (State)—Deecr. & trav. 


1 Tite, 
814281 
Library of Congress F2280.2.078R8 
04241, ~ 
Rivasseau, Emilio. 
... A vide dos indios gus: dias nas suas aldeias 


Companhia editora nacional, 1941. 


84 p. 1h or pt fee moon Ot 18". (Bibliotheca pedagogica 
brasileira, Ser. 6. 


1. Guaycurt Indians. 2. Matto Grosso, Brasi! (State)—Deecr. & trav. 
1. Tithe. 


Library of Congress F2200.2.078R6 1041 


Rivaud, Albert, 1876- 
.. Lee crises allemandes (1919-1931) par Albert Rivaud ... 
Paris, A. Colin, 1932. 


vi, 218 p. 179". (Collection Armand Colin (Section d’bistoire et 
actences économiques) n° 150) 


“Ouvrages & consulter” : p. 216. 


1 Germany Econ. condit.— 1918- 1. Tithe. 
|Full nome: Georges Emmanue! Albert Rivaud, 
82--20217 
Library of Congress HO286.8.R5 
Copyright A-—Foreign 171“ 
(38c1, 880 O43 


Rivaud, Albert, 1876- 


.. Les grands courants de la pensée antique, par Albert 
Rivaud ... Paris, A. Colin, 1929. 


2p. 1, 218, 2) p. 179". (Collection Armand Colin (Section de philo- 
sophie) n° 118) 


“Bibliographic sommatre”: p. :219, 


1. Philosophy, Ancient. 2 Science—Hist—Greece. 1. Title. 
(Pull name: Georges Emmanuel Albert Rivaad, 


‘30-10618 
Library of Congress B112.R5 


Copyright A—VForeign 6143 
ra 


Rivaud, Albert, 1876- 


Les notions d'essence ct d’existence dans la philosophie 
de Spinoza, par Albert Rivaud ... Paris, F. fy 1906. 


wit 216 p. 224. (On cover: Bibliothéque de philosophie contempo- 
“Bibliographie” : p. (5-7. 


1, Spinoza, Benedictus de, 1632-1677. 2. Metaphysics. 1. Title. 

A 22-1589 
Univ. Printed by L. C. 
2 


Tithe from Stanford 


Rivaud, Albert, 1876- 
Le probléme du devenir et la notion de la matiére dans le 
philosophie grecque depuis les origines jusqu’s Théophraste 
Paris, F. Alcan, 1905. 


vill, 488 p. 22". 


Thése—Univ. de Paris. 
Bibliographical foot-not 


1. Philosophy, Ancient. 
(Puib name: Georges Emmanvel Albert Rivaud, 


A838 440 


Title from Wisconsin Univ Printed by L. C. 
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Rivaud, Albert, 1 
. le ~ hang de V’Allemagne, 1918-1988. Paris, A. 
Colin, 1938, 
vil, 418 p. 224 
“Bibliographie” p. 418;-416 





1. National deuterbe pertet. 2. Germany—Pol 
& govt —1983- 3. Buropean war, 1914-1918—<Germany. 4. Hitler, 
Adolf, 1880- 1 Tithe. 

(Fell name: Georges Emanuel! Albert Riveud, 
38 33188 

Library of Congress DD27. RS 

Copyright A-—Foreign 40087 
C 048 ONS 


Rivaud, Albert, 1876- 
. Le relovement de l'Allemagne, 1918-1939. 4. éd., rev., 
cor. et nugm. Paris, A. Colin, 1939. 
vil, (hy, 0p. 224". 
“Bibliographie” : p. 445,-448. 





deuteche 2. Germany—Pol. 
1988 3. European war, 1914-1918—Germany. 4 Hitler, 


& govt — 
Adolf, 188% 1. Tithe. 
)Pull name: Georges Emmanuel Albert Rivaud, 
SD41-17 
U. 8. Dept. of state. Libr. DD27.R5 1989 
for Library of Congress (ppaia } 
2, 


Rivaud, Georges Emmanuel Albert 
see 


Rivaud, Albert, 1876- 


Rivaalt, Jean. 

..- Les conventions de Londres de 1929 et de 1930, sur le 
sécurité on mer ... par Jean Rivault... Paris, Librairie génér- 
ale de droit & de jurisprudence, 1936. 

2p.1,1p,1L a. 


Thtse—Univ. de Paris. 
Bibliographie” - p. (145) 


1. Internationa) conference on safety of life at esa, London, 1920. 

2 International coaferenre on safety of Ute at sea, London, 1980. L 
42-10176 
Library of Congress VK200.1 6.1920.R52 
2 614.804 

Rivaalt, Jean. 

.-» Las conventions de Londres de 1929 et de 1980, sur ls 
sécurité en mer, per Jean Rivault... Paris, Librairie générale 
de droit & de jurtepradence, 1986. 


LT AP, FRR. 9 Gyan ecsasmeass 
“Bibliegraphie” : p. (145, 


1. International conference on 
Loternational confereace os safety 


‘£esniene * 


Tite 
0-4061 
Library of Congress ‘VK200.1 61988 BS 
13 ees 
R. 
.-- Contribution & l'étude des ionisées de la haute at: 
mosphére, par R. Rivault. Paris, & c*, 1987. 





*9Op,11 Mus, diagra 25". (A te 
547) 


“Mibliographie” : p. 87; 


1. Sound-waves. 2, Television. 8 Radio. 4 Atmosphere, Upper. 
A042 

{QU11.A8 0. 547) 

(40e2, (908) 
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Brown univ. Library 
for Library of Congress 


Rive 


Rivaux, ———., abbé, d. 1886. 

Life of Rev. Mother St. John Fontbonne, foundress and 
first superior-general of the congregation of the Sisters of St. 
Jomph in Lyons. Translated from the French of the Abbé 
Rivaux ... New York, Cincinnati ,etc., Benziger brothers, 
1887, 

296 p. front. (port.) 194". 
Translated into English by the Sleters of Bt. Joseph, Philadeiphie. 


of. 
1. Fontboune, Jeanne, 1700-1843 1. Siaters of Bt. Joseph, Chestnut 
Hill, Philadelphia, te 
12-8808) 
Library of Congress BX4706 Fe2RS 
Copyright 1887: 12548 ad6el, 


Rivaz, Charles Emmanvel, comte de, 1753-1830. 


war I’ militaire en Valais 
le général Turreau. Per to rend teilié “Do Hiren.” Sten, 
In etenrto P. Aymon, 1890. 
2p L, ty, tll, (13,884 front (port) 20”. 





1. Valais (Canton) —Hist. 2 Turrean de Liniéres, Louis Marie, beren, 
1736-1816. . Tithe 


Library of Congress DQ140. VERS 


a 


Rivaz, Heary Tulle, 1850-1806, ed. 

Se ie tn 8 potes by the 
late H. T. Rivaz ... 6th ed., by H. G. Pearson ... and B. K. 
Acharyya .. Calcutta, Thacker, Spink & oo, 1018 

8p. 1, pis, 8p. we. 


Pearson, Herbert Grayhuret, ed 


1. Limitations (Law) L a 
Bijay Kisor, od m1, India. Laws, statutes, otc. rv. 


nel 
Library of Congress flbl, 


‘Rivas, Pierre Joseph de, 1711-1772. 


Diplomatique de Pierre de Rivas; 

analyse et pidoes inédites, ou, pab. pat Pabbé 0.0.9. Cheva-. 
Romans, Imprimerie de l'anteur ,1, 1875. 

ah e+e 24". (Collection de cartulaires daughinois. t 6, 


; des chartes contenues dans les deux volumes. 
OT a 


ht"? ae SS Cyr Ulyse re Jone aie ed one” 
13-1921 
Library of Congress CD1215.BaR6 
Rive, de la 
see 
La Rive, de. 
Reference card 
Rive, Benoit Louis de 
see 
Derive, Benoft Louis. 
6 ow 
Library of Congress 














ge tart 
Die ehe in r, moralischer und socialer bezie- 
by, # ar hive 2 Regensburg, New York 
vill, 416 p. x 
1, Marriage. = 
O8161t 
Library of Congress HQ739.R6 
Reference card 
Rive, Frangois Jules Pictet de la 
see 
Pictet, Frangois Jules, 1809-1872. 
6-204 
Library of Congress 
Rive, Goswin Josef. 
Schets der kundige betrekking tusschen de republiek 
do Nedartanden en bet i Progen, tot 
Amster 


het huwelijk van at Willem v (1701- 1767.) . 
dam, Gedrukt bij Spin & zoon, 1873. 

4p 1, x-avl, 2644p 244". 

Proefechrift— Utrecht. 


1, Netherlands — For. rel.— Prussia. 2. Prussia—For. rel.—Nether- 


2425780 


Library of Congress DJ149.P8R5 


Albi, 


Rive, H. 


... The construction of silos ... Victoria, B. C., Print- 
ed by W. H. Cullin, printer to the King’s most excellent 
Majesty, 1912. 

a tg Sar 


“Compiled by H. Rive” —Letter of transmittal 


(... British Columbia. Dept. of agri 


1. Ensilage. 

Agr 12-1294 
Library, U. S. Dept. of Agriculture 7B77 no. 38 
Rive, H. 


.. The cultivation of alfalfa... Victoria, B. C., Print- 
ed by W. H. Cullin, printer to the King’s most excellent 
Majesty, 1912. 





Ilp 2y™. (... British Columbia. Dept of agriculture Bulletin 
no. 40) 

“Compiled by H. Rive."”"—Letter of transmitral 

1. Alfalfa. 

Agr 12-1295 

Library, U.S. Dept of Agriculture 7B77 no. @ 

(Rive, Jean Joseph, 1780-1701. 

La chasse aux bibl et 4 mal-avisés par 
co des does to tt. Tos Bee ypeeud., A Londres ,Aix, 
Chez N. Aphobe, &c., 1788. 

2eio1 wo 

Ap attack on De ~p & Maittaire, Maury, Mercier de St. 

contemporaries 


ey ty Veo reese ‘and other 
fictitious 


Soe vetamne Bee apactal t-p. dated 5000 Vol. 2 comprises only cor- 
rections and additions and index to 
1. Bibliography —Theory, methods, etc. 2. Bibliographers. 


6 em 


7.1001 R62 
(92841, 


Library of Congress 


1 Title. 


LIBRARY OF CONGRESS 


Rive, Jean Joseph, 1730-1791. 

Dissertation sur un recueil des lettres originales au 
nombre de Lxxrv, ecrittes de la propre main de Henry rv., 
roy de France et de Navarre, r. de Bellyevre, chan- 


cellier de France. Par Mr. l’abbé Rive... n. p., 1790% 
1S p. fold. facsim. 23°. 
1. Henri rv, king of France, 1553-1610. 
17-17179 


Library of Congress DC1228.A26 


Rive, Pierre Louis de la 
see 


La Rive, Pierre Louis de, 1753-1817. 


Rive, Théodore de ia 
see 


La Rive, Théodore de, 1855- 


‘Some 


gmograaf en oe ereenate curve ... 
Utrecht | emink en zoo 


4p lp ue 
Proefschrift— Utrecht 


ut pl 


1. Sphygmograph. 
7 BA0St 
Library of Congress RC74 Re 
Rivedahl, Jacob J 1865-1921. 


Verdens larm; billeder fra livets komedie, av Jacob J. 
Rivedah!. Spokane, Western publishing co. ,1921, 
Ip, S219 p Im™, 


1. Title. 


21-16009 
Library of Congress 


Copyright A 617047 


PTOISO.RAV4 


Riveiro Vidal, Pedro A. 
.. Introduccién | al estudio del seguro de vida. ,Habana, De 
a Facultad de derecho, Universidad 





de Ia Habana, 1938. 
ix, 1008p. diagn. 2. 
Reproduced from type-written copy 


1, losurance, Life 


41-88501 
Library of Vongress 


(2 3683 





Riveline, Maurice. 
. Montaigne et l'amitié ... par Maurice Riveline. Paria, 
F. Alcan, 1989. 

Spl.@p.1. =a. 


er. de Paris. 
11 leaf, inserted. 
Pate cinnatitions tes noteuse motarese Gitte: 9. Qtty-000. 


+ ee Bae ee 1988-1508. 2 La Boétie, Retienne 
és, 1580-' 8 Friendship Ohi 
4282802 
Library of Congress PQ1665.BS 
12) 


Maurice. 
.. Montaigne et l’amitié. Paris, F. Alcan, 1939. 
Sp.1, 28 p. tus (facsim) 22". 


‘The author's thesis, Parts. 
“Table alphabétique des auteurs modernes cités”: p. :283,-288 


1, Montaigne, Michel Eyquem de, 1588-1502. 2 La Boétie, Estienne 





Ge, 1530-1568. 3. Friendship. +. Title. 
AC 80-8830 
Vassar college. Library 
for Library of Congress ca 
Rivenburg, Marjorie Josephine, 1901- 
Fashionable life in Rome as portrayed by Seneca ... ,by, 
Marjorie Josephine Rivenburg. Philadelphia, 1939. 
Dp. =. 
‘Thesis (pn. 0.) University of Pennsylvania, 1988. 
Ribliography : p. (127,-180. 
1, Rome—Soc, life & cust. 2. Seneca, Lucius Annaeus. 1. Title. 
88 19k 
Library of Congress DOOO.RS 1988 
Univ. of Penosylvania Libr. 
(4222, 138.378 
Rivenburg, Narola Elizabeth, 1887- 
Harriet Martineau; an example of Victorian conflict ... (by, 
Narola Elizabeth Rigenburg. Philadelphia, 1932. 
Ip. Li, 110p,11 23". 
Thesis (PH. o.)-Columbia university, 1982 
vii 
Bibliography : p. 104-110. 
1. Martineau, Harriet, 1902-1876. 
32—90011 
Library of Congress PR4984.M578 1982 
Columbia Univ. Libr. B81 928.2 
Rivenburg, Romeyn Henry. 
A review of algebra, by Romeyn Henry Rivenburg New 
York, Cincinnati ,etc., American book company ,°1914, 
Mp. 10° 
' 
1. Algebra—Problems, exercises, ete 
14-1843 
Library of Congress QAIST. RSS i 
Copyright A 380004 (e891, 
Rivenburg, Sidney W d. 1936. 


“The Star of the Naga hills”; letters from Rev. Sidney and 
Hattie Rivenburg, pioneer missionaries in Assam, 1883-1923, 
edited by Narola Rivenburg. Philadelphia, Chicago ,ete., 
Printed for Miss Rivenburg by the American Baptist publica- 
tion society ,1941, 


147 p. plates, 2 port. (incl. front) map. 10)”. 


1. Missions — Assan 1. Riveoburg, Mrs. Hattie (Tiffany) 4 1908. r 
mt. Rivenburg, Narola Elizabeth, 1887- ed. mi. Title. 
42-7065, 
Library of Congress BV3280. A8R5S 
2 (206.6) 275.41 








Rivenburgh, Eleanor. 
Tales in Tapa ... sby; ed Rivenburgh. ;Honolulu, 
Paradise of the Pacific, 1909. 


67, cy p., LL illus, plates. 228. $1.00 


10-13391 
Library of Congress 
© Dee. 17,1909; 2c. May 25, 
olulu, T. H 


PZ3.RS21ST 
1910; A 265217; E. Rivenburgh, Hon- 


Rivenburgh, Eugene L. 

Stuttering, stammering, hesitancy, lisping, suction and 
exhausted breath, the nature and cause, and the cure | 
the same, as practiced by Drs. E. L. & H. ae, 


their Stammering institute, Chicago, [lI]. Chicago, 
& Snow, printers, 1875. 
vi, (7-68 p. pl 18™ 
1. Stammering 1. Rivenburgh, Henry. 
7-18672t 


Library of Congress RC424.R62 
a (Copyright 1875: 958) 


River, Walter Leslie, 1902- 
.. Banners in Asia. London, Michael Joseph itd. ,1939, 
4783p. 20)". 
At head of title: W. L. River. 
Map on Hol 
iiag with the Terget mignation of 2771. 


Historical novel 
“First published to 
Bibliography : p. 476-478. 


1. Torgots. t Title 


Library of Congress P73. RS28Ben 


River, Walter Leslie, 1902- 
Dark canyon, a novel, by W. L. River and Frank Wead. 
New York, Frederick A. Stokes company, 1935. 


Spl, 26 p. my. 


1 Wead, Frank Wilber, 1896- joint author. om. Tide 


Library of Congress PZ3. RSWDar — 
—— ——— Oopy 2 
Copyright A 90442 a 
River, Walter Leslie, 1902- 


Death of a young ran, by W. L. River. New York, Simon 
and Schuster, 1927. 


Sp.1, 2p 1)". 


1. Title. 
‘27-1826T rev. 
Library of Congress PZ RSBDe 
—— —— Copy 2. 
Copyright A 990628 (1352, 


River, Walter Leslie, 1902— 
The Torguts, by W. L. River. New York, Frederick A. 
Stokes company, 1939. 


ix, 34 p. 224". 


Bintiography, p ban-O04, 


Untog: 
Bibliography : 


1. Torgots— Fiction. 





‘89-27040 
Library of Congress PZ3.R528To 
— Copy 2. 
Copyright A 138087 110 


CATALOG OF PRINTED CARDS 
River, Walter Leslie, 1902- 
Transit U. S. A., a novel by W. L. River. New York, Fred- 
erick A. Stokes company, 1940. 
dp. 1, 8835p. 214". 
1. Title. 

0 82368 
Library of Congress P73. R268Tr 
— —— Oy? 
Copzright “ 


J ae oo8 < Sem Ge By Als .. 
N. Y., J. Lockwood, 1890. 


Spl. @-46p 18)". 
“Privately printed in honor of our mother's ninety-fourth birthday.” 


Brooklyn, 


L Ala. 


2010048 


Library of Congress S901. ASBSRS 


41d], 


River and harbor committee of the 
Board of trade, Camden, N.J. 


Camden, N.J. Board of trade. River and 
harbor committee. 


River and harbor convention, Chicago, 1847 
sec 


Harbor and river convention, Chicago, 1847. 


Library of Congress 


River and harbor convention, St. 
Paul, 1885 


Northwestern waterways convention, St. 
Paul, 1885. 


River and harbor imp’ fon, Tuscals 

1885. 

Memorial and proceedings of the River and harbor improve- 
ment convention : assembled at Tuscaloosa, Alabama, Sp 
ber 17th, 1885, including ... information the coal, 
iron and agricultural resources of Alabama, east Mississippi 
and west Georgia, contiguous to or drained by the river system 
of Alabama; with an accurate map of the territory penetrated 
by the water-ways of Alabame flowing into the gulf of Mexico 
at Mobile. Cincinnati, The Ohio eo valley press, 1886. 

., 68 p. front. (fold. map) 


Ala., 





beme Rivers—Alabs ‘ 
65343 
Library of Congress TC24.ASRE 
aMbl, 


River and harbor improvements; how they are initiated, au- 
thorized and completed. Presented by the Propeller club 
of the United States. New York, Press of J. D. M'Guire, 
1938, 

vi, 7-4 p. ir. 
“all nninnet bw phy — have; been obtained from government 
records, nd complied by David W. Roberts under the sponsor- 

ship of the 7 oad barbor improvement association.” —p. 63. 


Rivers— 2. Harbors—U. David W. 1. Pro 
ome club of a % ‘olted States. 1m. River and harbor improvement asso 
ciation 

39-13081 
Library of Congress TC2.RSS 
——— Copy 2. 10, 627 0873 


River and harbor notes from foreign lands. 


(/n Professiona! memoirs, Corps of Engineers, U. 8. army, and 
} eat ‘Washington, 1912. 23". ¥. & p. 786-771 incl. 


1. Canale—Locks, 2, Dams. 
War 12-246 


Title from U. S. Engineer School Libr. Printed by L. C. 


The river and the sound. An account of a steamboat ex- 
cursion by a party of ladies and gentlemen from Wor 
cester, Mass., in the summer of 1869. Worcester, 
Printed by C. Hamilton ;1869 

vi, (2), -72 p. 199° 
Contents. —Names of the party 


in the Westboro’ chronotype isign 
peb. in the Worcester daily spy isigned: W. M) 


Cruise of the Coits. Originally pub 
Pierce:—Letters originally 


Long Island Sound. ~ ape & ons 2. Hudson River—Descr. & trav. 
' Bierce Charles M, W 
19-1984 
Library of Congress F106 R62 
12) 


River and wilderness series 
By Edward &. Ellis 


Ellis, Edward Sylvester, 1840- 


River Falls, Wis. State teachers 
college 


Wisconsin. State teachers college, River 
Falls. 


The river fisheries of the Atlantic states: Florida to Long 
Island Sound, by Marshall McDonald; M and 
New Hampshire, by W. A. Wilcox and Frederick W. True; 
Maine, by C. G. — 


~ [a and fishery industries 
Ligh vat mm. sec. ¥, volt 
tise) Ota) 


New Hampshire. vi. Title: Maine. 


rao 
Fisheries SH221.A2 sec. y, volt 
(02842; 


Library, U. 8. Bur. of 








River Forest, Ill. Oak Fark and 
River Forest township high school 


Oak Park, Ill. Oak Park and River Forest 
township high school. 


The river Hudson, together with descriptions and 
illustrations of the vy At New York, Catskill Mountains, 
Lake George, Lake Champlain, Saratoga. Illustrated 
ma, fifty engravings. New York, Ross & Tousey cete. 
1 


63 p. illus. (incl. map) 23™. 
Cover-title : Guide-book to the Hudson River ... 


1, Hudson River—Descr. & trav.—Guide-books. 2. New York (State)— 
Deser. & trav —Guide-books. 
ca 25-254 Unrev'd 
Library of Congress F127.H8R6 1859 


The River Hudson, to ether with descriptions and 
illustrations of the city of New York, Catskill Mountains, 
Lake George, Lake Champlain, Saratoga. Illustrated 
with fifty engravings. New York, A. Harthill and com- 





pany (1860, 

63 p. illus. 2". 

Cover-title: The steamboat & railroad traveller's guide to the Hudson 
River .. * Sestreted with ravings from photographs and pencil drawings. 

vertising m: matter incl the 

1, Hudson River—Deser. & tra grey 2. New York s (Stage) 
Descr. & trav —Guide-books. y. Harthill, A and com York, 
S 1. Title: The steamboat & railroad traveller's ca ¢ Hudson 

ver. 

1-22993 

Library of Congress F127. H8R6 
River imp and drainage association of Cali- 

fornia. 

Bulletin. 


(San Francisco, 
v. tab. 224-23. 


1, Rivers—California. 2. Drainage—California. 
ca 7—13% Unrev'd 
Library of Congress TC24.C2RS 
21bl) 


River improvement convention, 
St. Paul, Minn., 1877 


a "~ W River improvement convention, 
St. Paul, Minn., 1877. 


River improvement. Mississippi valley memorial. New 
Orleans. Keokuk and Laonisville conventions Report- aul 





reolutions, “Cheap transportation a public necessity.” Du 
buque. Daily Herald steam printing house, 160. 
ap. 2 
1 Mivwi-siggd river 
sas + Re 
library of Congress Tr? Mer se 
Cops 2 ‘sh 





LIBRARY OF CONGRESS 


The river Mississippi, from St. Paul to New Orleans, 
illustrated and deserihed, with views and descriptions of 
cities conneeted with its trade and commerce, and other 
places and objects of interest in the valley of the Missis- 
sippi. With 30 river charts and 40 engravin New 
¥ork, A. Harthill; Ross & Tousey jete.; St. lot, Lo 
Bushnell: ete., ete., 1859, 


120 p. illus. (incl. maps) 234°°. 


1. Mississippi oy aiiosee & trav —Guide-books. 1. Harthill, Alex- 
ander, New York, 
18-8813 


Library of Congress F353. R62 


River Murray commission. 
. Report ... 1917/18- 


:Melbourne, etc., 1918- 
v. tables. 3347. 

Report year ends June 30. 

Reports for 1927/28, printed in Canberra. 

. Murray river. 2. Water-supply—Australia. 3. Irrigation—Aus 
tralia. 

71-8084 Revised 
Library of Congress ‘TCS22.M8A3 
(r34e2) (627.10004 


The river of thirst; an autobio; phy 5 oot of an 
inebriate ... Eutaw, Ala., Printed by 


32p. 24" 


1. Temperance. 
19-S037 
Library of Congress HVS068.RS 


The river pirates; a tale of New York. Taken from the 
records of the New York police courts. New York, 
H. Long & brother (1853, 


ipl, 2p 4m 


Library of Congress PZ3.R5227 


The River Plate American 
see 


The Anglo-American review. 


The River Plate (South America) as a field for emigra- 
tion: its geography, climate, agricultural capabilities, and 
the facilities afforded for permanent settlement. London, 
Bates, Hendy, & co.; ,etc., etc., 1866?) 

Sp oe 


I tries: A tine tT 
sulyect en rgentine Republic omen 


Library of Congress, te. Foss. Roz 
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The River Plate (South America) as a field for emigra- 
tion: its geography, climate, agricultural capabilities, and 
the facilities afforded for permanent settlement. London, 
Bates, Hendy & co.; ,etc., etc., 1866) 


Sp. 21, 


On cover: Second editivn 
Pretixed: Van Blarcom bro’ Hd 1 review and market report of River 
Plate produce, no. 4. ({4) fo! 


Subject entries: Argentine Republic 
Library of Congress, no. F2808. R63 


River Plate sport & pastime. 


Buenos Aires, 18 


v. U™. weekly 
Editor -Nov. 1900, J. O. Anderson. 
1, Sports—Period 1. Anderson, J. O., ed 
. ca 7-78 Unrev'd 
Library of Congress GVLRO 
River Plate tourist publishing co. 
Guia de yo profesional, industrial, comercial, turis- 
tica y 7k, See 1940. RaGl Sapia M., 
s guide for tourista, travellers. 
Spanish-English. Beonce Buenos Aires, New York, River Plate tour- 
a pebtichien oo. (1940, 


al tes eee en ade illus. (incl. ports.) fold 


TS 


books "sapla M. Rat, od ‘ims ‘Tit: Niearagua’s geht 
L a aL : 
for tourists. 
aon 
New York. Public library 
for Library of Congress W1524 R58 
a 17.285 


The river St. Lawrence, in one panoramic view, from Niagara 

to Quebec, together with descriptions and illustrations 

of the Thousand islands, cities in Canada ... and other objects 

and places of interest ... New York, A. Harthill; ,etc., etc., 
1859. 


1Ip.L,70,)p. Mus. 2°. 


1. St. Lawrence river—Descr. & trav.—Guide-books. 2. Canada—Deacr. 
a Gen “Guidebooks. 1 Marthill, Alex. and company, New York, pub. 


2—eoT9 
Library of Congress F1000. R62 
(03901), 
The River St. Lawrence, in o view, from 


Niagara Falls to bee, toge er oy dooesipteans 
and illustrations of the Thousand Islands, cities in 
Canada, lakes, rapids, rivers, and falls, and other ob- 
jects and places of interest ... New York, A. Harthill 
and company (186-1, 


1p. 1, 70 p. incl. illus, plates. pl. 23°. 


1. St. Lawrence River—Descr. & trav. —Guide-books. 2. 3 
& trav —Guide-books. _. Harthill, Alex, and company, New York, pub. 


18-6584 
Library of Congress F10S0.R623 
River View park association of Montgomery County. 


Prospectus of the River View park association. Wash- 
ington, D. C., 1887. 


1S p. S00 ame. 2". 


“The association owns the tract of i jew 
i sated the tao the Potomac River about five and one- 
half miles from Washington” just across the Maryland line. 


ca 25-988 Unrev'd 
Library of Congress F187.M7R6 


ows 





Rivera, Abelardo. 

. La Andalucia de Avila (impresiones recogidas en el mara- 
villoso rincén de Castilla que lleva por nombre Arenas de San 
Pedro) prélogo del ilustrisimo sefior don Emilio Gémir Uli- 


barri ... epilogo del ilustre escritor don Emiliano Ramfirez 


Angel. Madrid, Imprenta artistica, Séez hermanos, 1925. 
2 p. L, ®-352 p. Mus. (incl. ports.) 2 fold. maps. 104° 


“En ,este libro; ... ban colaborado los hombres de alguna representa- 
cién, intelectual o social, de cada pueblo.” —p. 13; 


1. Arenas de San Pedro, Spain. 1. Title. 


Library of Congress DP302. A76R5 


Rivera, Agustin 
see 


Rivera y Sanroman, Agustin, 1824-1916. 


Rivera, Alejandro Tapia y 
see 
Tapia y Rivera, Alejandro, 1827-1882. 


15-21066 


Library of Congress 
Rivera, Alfredo Balsells 


see 
Balsells Rivera, Alfredo. 


Lrarary or Cononess Rererence 


‘Users of tory oa’ sagt sate thet ptergnene mae be, co Lancer? of 
x 41-82 
ay 
Rivera, Angel. 


. Confidencias tontas. Buenos Aires, F. A. Colombo, 1937. 
Sp.1, @-210p.,21 16°. 


Contents.—Tenedores y cuchilios para oyestra sefiora le Gloria.— 
Palabras de gratitud para la sefiora que no quiso ser mi suegra.—Portero 
en casa rica —Esplendor y decadencia de la etiqueta.—E! culto 
de los estancteros por amor.— sentimental para los fantasmas 
legitimos.— El heroismo al alcance de todos.—Sobre la importancia peda- 

del paraguas.—Divagaciones alrededor del tony.—Mitologia de 
las palabras que se pierden por ei aire. 


1. Title 


Library of Congress PQTT07. RAGS 


Rivera, Antonio de, fl. 1718. 

Por el coronel de cavalleria don Francisco de Aguirre 
Gomendio En el pleyto, que le han movido. La Vni- 
versidad de me:caderes, y consulado de esta corte. D. Thomas 
Perez de la Penilla, y d. Alonso de Ulivarri, acreedores del 
capitan d. Juan Miguel de Vertiz, sobre la prelacion, que pre 
tenden en los 40q pesos, en que el coronel se compensé, en 
parte, de pago de mas de 2009 que le debe d. Juan Miguel. 
Que en grado de suplicacion. Esta para veerse en la Capi- 
tania general de v. exa. donde se ha sequido, y formado con- 


(Continued on next card) 
(2) 


3034272 


CATALOG OF PRINTED CARDS 


Rivera, Antonio de, 7. 171s. Por el coronel de cavalleria 

don Francisco de Aguirre Gomendio ... (Card 2 
curso de acreedores. Para que se reforme la sentencia pro 
nunciada en la primera instancia, se informan & v. exa. los 
fundamentos de su justicia Mexico, Por los herederos de 
la viuda de M. de Rivera Calderon, 1718 

1p.1, 23 numb. 1. 28°. 

Title and text within ornamenta! border. 

At head of title: Excellentisaimo sefior 


1 wirre Gomendio, Francisco de, f. 1718, defendant. 1. Me: 
icy) “Universidad de mercaderes y consulado, plaintiff. 1m. Title. 
90-34272 


Library of Congress 2) 


Rivera, Arturo, 


An illustrated guide to Caracas, (Caracas? 1897, 


cover-titie, #7 p. illus (incl. port, facsim) 104 227°. 
“United States of Venetuela” 14-30. 
Vocabulary, Spauish and English p 62-67 
Wertisements: p. 68-95, 
1. Caracas—Deser. 1. Title 
3—0TSO 

Library of Congress Flos41.c2R6 

a3Tb1, 

Rivera, Carmen Valencia de 


see 
Valencia Rangel de Rivera, Carmen. 


Lrprary or Concress Rererence 


Users of depository cata! 
secondary 


sbould note that references may be 
Congress entries 


*b do not tah. ~f, Ett Fy 
X 42-001 


a 


Rivera, Crispin Vi.:lanueva 
see 


Villanueva Rivera, Crispine 


Rivera, Diego, 155¢6— 
The frescoes of Diego Rivera; 


introduction by Ernestine 
Evans. 


New York, Harcourt, Brace and company ,*1929, 
144 p. Incl. front. (port.) plates. 32°. 


ones poe Pes and decoration. 2. Decoration and ornament— 

na, Ernestine. 1. Title. 

ae name: Diego oy ia Quentin ® uan Nepomuceno Estanisiac 
de la Kivera y Barrientos Acosta y Rodrigues, 





2329116 
Library of Congress ND250. RSAt 
—— —— Copy 2. 
Copyright A 17085 Aljl, 


Rivera, Diego, 1886- 
Frescoes of Diego Rivera 
ern art ,*1933, 


24). 


New York, The Museum of mod 


Mus, 21x col. pl. 47*. 
Issued in portfolic: the plates are mounted and inlaid In heavy paper 
mata 


1. Mural ome and decoration 2 Decoration and ornament — 
Merico. 


(Full name: Diego Maria Concepcién Juan Nepomuceno Estantalac 
de la Rivera y Barrientos Acosta y Rodrigues, 
338460 
Library of Congress ND250 R5A38 
———— Ont 
Copyright A 00425 40g) T30.9T2 


Rivera 


Rivera, Diego, 1s»- 

Portrait of America, by Diego Rivera; with an explanatory 
text by Bertran D. Wolfe. New York, Coviei, Friede “1951 

231. 1) p. tnel. tus., plates (part double) 2317 

Tithe on 2 leaves. 

The plates are reproductions of murals ag rmay for the Steck exchange 
luacheon club and the Shoo! of fine arte in San Franciacu, the Institute 
of fine arts tp Detroit, and the Museum of modern art, Reckefelier con 

vk 





ter. and the New workers’ school in New ¥ 


1. Mural paioting = a 2 
Hertram D, 1806 Tit 








$.—Sac. condit 1 Woeife, 












Full name: Diego Maria Concepe ‘ u Neporucen: 
la Rivera Based, Acomtn 5 Tend 
MM Le 
Liteary of Congress NDA 
Aix? reo | 


Rivera, Diego, 18s6- 


Portrait of Mexico; paintings by Diego Rivera and text by 
Rert ram D. Wolfe New York, Covici, Friede “1937, 


2p dt 24 ph on 127 28g. 


1 Mural octuing - ee 
Itle. 


2. Mezico— Soe. condit 1, Wolfe, 
Bertram D., 1sv 


(Full name: Diego Marta Concepetén Juan Nepomuceno Eatantslac 


Je la Kivera y Barrieatos Acosta y Rodriguez 


87--27170 
Library of Congress N15. RSASS 
— Copy 2. 
Copyright A 104069 4p: mA 


Rivera, Diego, 188¢6- 


Das werk des malers Diego Rivera. Berlin, Neuer deut- 
scher verlag, 1928. 
usp. 3. plates Wea 


Descriptive letterpress in German aod Ruslan at foot of plates 


Full name. Diego Maria Concepciéa Juan Nepomuceno Estonisiag 
le lu Rivera y Barrientos Acosta y Rodrigues; 


S212 


Library of Congress ND250 R5A45 


12) 7506 


Rivera, Enrique Torres 
sce 


Torres Rivera, Enrique. 


Luseary or Cononess Rerexence 


Users of ite ebould 
Congress Sesenny abeseas cy ptt —fy EIA 
X 41-5887 


ay 


Rivera, Fausto Garcia 
see 


Garcia Rivera, Fausto. 


Rivera, Fructuoso 
see 


Rivera, Jose Fructuoso, pres. Uruguay, 
1790-1854, 








Domenchina, Juan José, 1898— 


(r4lb2, 


Rivera, Gerénimo Alcalé Yafies y 
see 
Alcalé Yaiies y Rivera, Gerénimo, 1563-1632. 


LIBRARY OF CONGRESS 


Rivera, Guillermo, 1885- 

.. Libro de temas castellanos, by Guillermo Rivera ... Bos- 
ton, New York ,etc., D. C. Heath and company .°1981, 

*, 181 p. 19". (Heath's modern language series) 


1. Spanish language—Composition and exercises 1. Title. 
31-16223 
Library of Congress PC4111. R385 
Copyright A 10024 & 468 242 
Rivera, Guillermo, 1885- 
A tentative bibliography of the belles-lettres of Ecuador, by 





Guillermo Rivera ... 
press, 1934. 
5 > L, 1g p ir. 


‘Cambridge, Mass., Harvard university 


(Half-title; Bibliographies of Spantsh-Amezican 
tera! 


“Published by the p eae council on Hispano-American studies.”— 
Pref. of the director. 


1, Ecuadorian lterature—Bibl. 2. Ecuador—Bibl. . Harvard 
council on Hispano-American studies. a. Title: The belles lettres of 
Ecuador, A tentative bibliography of. 

34-6534 

Library of Congress ZATT1. Re2 
—— —— Copy 2. 

Copyright A 69900 401, 016.86 


Rivera, Guillermo, 1885- 
A tentative bibliography of the belles-iettres of Porto Rico, 





7-4429 Revised 
Library of Congress 
Rivera, Giuseppe, duca, 1846-1923. 
.. Memorie biografiche degli scrittori aquilani trap i dal 
1820 al 1893. Aquila, G. Mele, 1898, 
iv, 2004p. 265". 
1. Aquila—Bio-bibl. 2. Italian literature—Aquila—Bibl. 
58806 Revised 
Library of Congress Z2364. AGRE 
1739b2, 


Rivera, Giuseppe Calasanzio Carmelo Vincenzo Spiri- 


dione Alfonso 
see 
Rivera, Giuseppe, duca, 1846-1923. 
99-2408 
Library of Congress 2) 


Rivera, Gregorio Garcia-Arista y 
see 


Garcia-Arista y Rivera, Gregorio, 1876- 


Rivera, Guillerme, 1885— 

En Espafia, by Guillermo Rivera ... and Henry Grattan 
Doyle ... Boston, New York jetc., Silver, Burdett and com- 
pany ,“1921, 

%, 150 p. incl. front. (map) tllus. 19°. 


ar a le la 
21—5558 
Library of Congress PO4117.R5 
-—— ———- Copy 2. 
Copyright A 611458 40n, 


ivera ... Cambridge, Mass., Harvard univer- 
p press, 1931. 


vill, ip. 2. 


One of a series of bibliographies of Spanish-American literature pub- 
lished under the auspices of the Harvard counct! on Hispano American 


“Leading references” : p. vil-vill. 


L Puerto Rican literature—Bibi. 2. Puerto Rico—Bibi. 1 Harvard 
counct! on Hispano-American studies. 
31—20197 
Library of Congress Z1557.Re2 
aif, 015.7296, 
Rivera, J. Rius 
see 
Rius Rivera, J. 
Rivera, José de. 
Trabajos geodési t en los 





instrumentos y métodos de la — 4 topografia y car- 
tografia, por José de Rivera ... Discurso inaugural 
leido en la apertura de curso de 1917 a 1918 precedido de 
la Memoria reglamentaria del sefior vocal-secretario en 
8 de noviembre de 1917 ... Barcelona, R. Tobella, im- 


prpgeer, 1918. 
an + 234. (Publicaciones de la Sociedad de geografia comercial ... 
“Obras consultadas”: p. 52. 
Py cecal dis sears socion de In Sorina de rafia comercial 
reelona/Seores socios que pertenecen a la Seccién de 
oF ip. 
1. t rk T graphical surveying. 
= 24-8127 
Library of Congress Gas 


Rivera, José Domingo Amunategui y 
see 


Amun&tegui y Rivera, Jos@ Domingo, 1862- 
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Rivera, José E. 
Los empréstitos extranjeros y la politica José 
E. Rivera. La Paz, Bolivia, fd met mg aaa 


1pL,@ dp iim. 


1. Debts, Public—South America. 2 Investments—U. 8 —Foreign. 


L Title. 
41-2497 
Library of Congress HG4588.B5 
2 
ee 
de promisién. Volumen 4 ed. Bogoté, Edi- | 
tosial Minerva, 1908 | 
3p =. | 
| 
No more published. 
L Title. | 
80-0088 Revised 
Library of Congress PQSITORSTS 1996 { 
«r40b2, i 
Rivera, José Eustasio, 1889-1928. 


... Tierra de promisién, con un retrato del autor. 2. ed. 
Santiago de Chile, Ediciones Ercilla, 1938. 

76 p., 11 incl. port. 214". (Half-title: Coleccién Postas de América) 

Poems. 





1 Title. 


Library of Congress PQSITO.RS4TS 1688 


Rivera, José Eustasio. 
.. La vorégine. 7. ed. 
Camacho Roldan & cfa., 1931. 
3p. 18”. 
“Algunos conceptos sobre ‘La vorfgine’™ 


Bogoté, Libreria colombiana, 


tp. 357,38. 


1. Title. 
(32-80808 
Library of Congress PQSITO.RVT 1981 
2) 808.6 
Rivera, José Eustasio, 1889-1928. 
.. La vorigine ... Madrid, M. Aguilar, 1932. 
302, 1) p> 19. 
1 Title. 
3 8808 
Library of Congress PQSITO.RSAV7T 1982 
el, 5636 
Rivera, José Eustasio, 1889— 
... La vorigine. Buenos Aires-México, Espasa-Calpe argen- 
tina, s. a. (1939, 
4p. 1, 11-286 p. 18", Coleccién austral, 
L Tite. 
013886 
Library of Congress PQSITO.RS4VT 1980 
ralcl, ome 











Rivera, José Eustasio, 1889-1928. 

The vortex; La vorfgine, by José Eustasio Rivera; trans- 
lated from the ninth Spanish edition by Earle K. James. New 
York, G, P. Putnam's sons ;*1935, 


xp.11, 18-82 p. 19)". 
Maps on lining-papers. 


1. James, Earle Kenneth, tr. 1. Title. 


35-6195 
Library of Congress PZ3.R5231Vo 
—— —— Copy 2. 
Copyright A 82846 5 863.6 
Rivera, José Palacios 
see 
Palacios Rivera, José. 
Lrerary or Cononress Rererence 

CoN SRST De a es St alae 

X 41-3165, 


Rivera, Luis, 1826-1872. 

Poesias de d. Luis Rivera. Lisboa, 8. J. Ribeiro de Sé, 
1850. 

xii, 114, 2; p. 17. 


32-82351 
Library of Congress PQ6561.R55P6 
——-———- Copy 2. 16° 961.5 
Rivera, Luis M. 
qe y significacién de algunas frases, 
refranes, adagios y proverbios usados en la Mexi- 
cana o en algunas regi de ella. Guadalajara, Tip. Jaime, 


fv, 286 p,11 169°. 


1, Spanish language—Provincialisms. 2 Proverbs, Mexican. 
1 Title. 


‘27-22585 
Library of Congress PO4831.B5 
2 

Rivera, Luis M. 

Resefia historica del teatro en Guadalajara. Escrita por 
Luis M. Rivera ... Guadalajara, Casa editorial Jaime, 1933. 

cover-title, 19-04 p. 224". 

Tilustration on p. 11) of cover. 

“Sobretiro del de In Junta auxiliar jalisctense de in Sociedad 
mexicana de geografia y estadistica.” 


1 Guadalajara, Mexico—Theaters. 
a0 8+-1410 


Title from Newberry Libr. Printed by L. 0. 


a 


Rivera, Luis Mufioz 
see 


Mufioz Rivera, Luis, 1859-1916. 
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mererence card 
Rivera, Manuel. 
Historia aptigua y moderna de Jalapa. 1869-71 
see 


Rivera Cambas, Manuel. 


Library of Congress 


Rivera, Manuel J. 

Apuntes acerca de la biolojia de algunos coleépteros cuyas 
larvas atacan al trigo; trabajo leido en el vir Congreso cien- 
tifico, por Manuel J. Rivera. Santiago de Chile, Imprenta 
Cervantes, 1903. 


Bp. 2m. 


1. Beetles. (1. Coleoptera, 2 Wheat—,Diseases and, pests. 


Agr 4-18T7 
U. 8. Dept. ofagr. Library 427R52 
for Library of Congress e371, 


Rivera, Manuel J. 

El bruco de las arvejas (Bruchus pisi) desarrollo i 
medios de combatirlo, por Manuel J. Rivera ... Valpa- 
raiso, Imprenta Gillet, 1904. 


2p. illus. 23° 


At head of title: Instituto a,-ricola. 
“Literatura”: p. 19-20. 


1. Pea-weevil. «l. Laria pisorum 1. Chile. Instituto agricola. 
Agr 41878 


Library, U. S. Dept. of Agriculture 427R52B 


Rivera, Manuel J. 
Nuevas observaciones sobre algunos coleépteros cuyas 
larvas atacan al trigo, por Manvel J. Rivera... Santiago 


de Chile, Imprenta Cervantes, 1905. 
23. 244". 
Estracto de las Actas de la Sociedad cientifica de Chile. 


1 
Coleoptera. 2 Wheat. Pests. Agr$-817 


Library, U. S. Dept. of Agriculture 427RS20. 
Rivera, Maria J. Alvarado 
see 


Alvarado Rivera, Maria J. 


Rivera, Mariano Galvan 
see 


Galvan Rivera, Mariano. 
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Rivera 

Rivera, Max. 
--. Le tango et nouvelles: tango argentin, | 
dvble Boat, in danse de Your, leone te, a = Paris, 


P. Lafitte & o* "1913; 
Mp, 1b plates. 16° (On cover: Les petits bouquins) fr. 190 
Cowrants. — Généralités sur la danse. — Le tango 
Boston.—Le triple Boston Le royal Ratt An py tet ry = 
wate two step —La maxixe brésilienne—Le turkey-trot—La marurka 


1. Tango. 2. Dancing. 


Library of Congress etaaaed 


Copyright A—Foreign 8185 


GV1796.T3RS 


Rivera, Miguel Primo de 
see 


Primo de Ribera, Miguel, d. 1790. 


Rivera, Nicolae de, 14877-1563 
see 


Ribera y Laredo, Nicol&s de, 1487-1563. 


Rivera, Pedro de 
Bee 


Rivera y Villalén, Pedro de, fl. 1740. 


Luaaary or Concaess Raraxances 
merase 8 sao eet appear as 1b Slpeattary eatalegn 


xX 41-8195 
ay 
Rivera, Rail Cequera 
see 


Cequera Rivera, Rafl. 


Rivera, Ricarde. 





La h étnica 1 de México ... 
México, D. F., ‘Impreso por A. daijere y hno., 1931. 
251, 3) p. 22y™. 


Tesie—Univ. de México. 
“Bib! Miografia’ i 247-281. 


1, Mexico—Race question. 2. Mexico—Civilization. 1 Title 


Library of Congress F1210.R58 


2, oi72 








Rivera, Rodolfo Osvaldo. 


technique in compiling Latin American bibliog- 


Methods and 
pf pee ok Rivers .. 
section of 


1936. ‘Detent i C., "1988, 
ipl, 10 numb.) 279°. 
Mimeogra phed 


1. Spanish America—— Bibi 





88-0147 
Library of Congress 21601 A2R6 
—- ——- Copy 2. 
Copyright AA 261718 3 010.98 
Rivera, Rogerio Meraz 
gee 
Meraz Rivera, Rogerio. 
Rivera, Saturnino 
see 
Rivera Manescau, Saturnino. 
Rivera, Trinita, 1907- 
Certain vitamin requirements for growth as related to the 
of vitamins H, G and A ... by 
Trinita Rivera. New York city, 1936. 
2 p. incl. tadxe, diagrs. 224°. 
‘Thesis (Pm. 0.) —Colambia university, 1988. 
“Printed in Germany.” 
“References” : p. 28. 
1. Vitamins 2. Growth. 
37-1161 
Library of QPSs01 VSRSe 1988 
Columbia Univ. Libr. 42e1, 612.39 


Rivera, Victor Manuel Meraz 
see 


Meraz Rivera, Victor Manuel, 


Se : 





ftalne, marto ——_ n. 3. 
dello stato, Libreria, 1938. 
ipl. G-I0p incl. tables ‘a. 
At head of title Ministero dell” Africe italiana 
Lp lower left corner of cover [nm w=) 


eee 3 eae aa 
ant © Italy. Africa ttallana. 1. 


Roma, 


Peli seme: Don Vincenso Maria Salvatore Sebastianc Rivera, 


BD2146 ESRB 
2 


Litrary of Congress 





. @ paper read at the Latin 
American library association, New York, June 


sull’ Altipiano 
Estratto dal Is pt. economica dell’ Africa 
Istituto poligrafico 


© 23085 


LIBRARY OF CONGRESS 


Rivera, Vincenzo. 

Malattie delle piante. Parte generale (appunti sulle le- 
zioni di introduzione al corso) Roma, Libreria di scienze © 
lettere del dottor G. Bardi ,1929, 

108 p. 11. Inet. front. (port.) Hine, 29°. 


1. Botany Pathology (1. Vegetable pathology, 
Agr 31-318 


Library, U.S. Dept. of Agriculture 464R52 


Rivera, Vincenzo, 1890- 

Prospettive agricole dell’ Impero etiopico. Rome, Dott. G. 
Bardi, 1986, 

1p}, 5-217 p. fold. map, tables. diagrs. 22°. 

“Bibliografia” : p. 207)-211 


1. Agriculture—Ethiopia. (1. Ethiopia —Agriculture, 
Agr 37-542 
U_ 8. Dept. ofagr. Library 35.452 
for Library of Congress (8471 ) 


* 


Rivera, Vincenzo. 

Radiobiologia vegetale. Azione delle radiazioni cosmica, 
da metalli, gamma ed x sull’ accrescimento ... Roma, Dott. 
G. Bardi, 1985. 

Ipl. G48 p. 11 Mos, diagre 259". 


Each chapter base summary in Italian, French, English and German 
Bibliografia™ at end of each chapter. 


1. Growth (Plants) (1. Plant growth, 2 ;Plant response, 1 Title. 
Agr 36-192 
Library, U. 8. Dept. of Agriculture 46336R52 
(QK731.R 1 
2 


Rivera, Vincenzo. 

. Ricerche sperimentali sulle cause predisponenti il fru- 
mento alla “nebbia” (Erysiphe graminis D.C.) Roma, Tipo- 
grafia del senato di G. Bardi, 1915. 

ipl, 5-42 p Mus a 
At bead of title: Memorie della R. Stazione di patologia vegetale, 


“Seritt! citati”: p. 30-42 


1. (Erystphe graminis t Kome. R. Staztone i patologia vegetale 
Agr 15-454 Revised 
Agricultore 464.02R52 


(73562 


Library, U8 Dept of 


Rivera Albarrin, José. 

Algunas consideraciones acerca cle la tiltima Ley de ex- 
propiacién y de sus antecedentes ; tesis que para obtener el titulo 
de licenciado en derecho presenta el alumno José Rivera 
Albarrin, México, D. F., Imprenta mundial, 1937. 

ep =a 

At bead of title: Universidad nacional auténoma de México. Facultad 
de derecho y clencias sociales. 
“Autot.s consultades”: p. 65. 


1. Eminent domatn— Mexico. L Title 


Library of Congress 2 


Rivera Céceres, Nicanor. 

. Asi son los nifios ; crénicas, ensayos y comentarios a obser- 
eukvane cuenta sities bene Led. ,Arequipa, 
Pert, Ediciones Leer, 1932. 

137 p21. plates, maps. 2y™ (Coleceién escolar ;¥. 1,) 
At head of title: N Rivera Caceres. 


1. Child study 1 Title 


Library of Congress LBIIIS. RSS 


ca 
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(Rivera Cambas, Manuel, 
16 de setiembre de 1883! n. p., 1883, 
15, 1) p. Mus, 189". 
Caption title. 
Signed Manuel Rivera Camba 


in the city of Mexico of the 60th anni- 
ic in 1828, with descrip 


An account of the celebration 
versary of the founding of the Mexican republic 
thon of the proceasion and allegorical floats. 


1, Pagesuts—Mexico. 1. Title. 


BT 


Library of Congress F'1282.R618 


Rivera Cambas, Manuel. 
Los gobernantes de México. Galeria de biografias y 
retratos de los vireyes, emperadores, —a y prot 


gobernantes que ha tenido México, desde lernando 
foots hasta el C. Benito Juarez. Escrita a Mannel 
Rivera ... Mexico, Imp. de J. M. Aguilar Ortiz (1872)-73. 

2v. 1599 port. 30” 

Three portraits wanting. 

1. Mexico—Biog. 2. Mexico—Kings and rulers. 

81029 

Library of Congress F1205.R62 

1a20c2) 
Rivera Cambas, Manuel. 

Los ites de México. Galeria de biografias y re- 
tratos de los vireyes, emperadores, presidentes y otros gober- 
nantes que ha ten —y don Hernando Cortes hasta 
el c. Benito Juarez. Escrita por Manuel Rivera ... Mexico, 
Imp. de J. M. Aguilar Ortiz, 1979-78. 

2. porte. 20)". 

1. Mezico—Biog. 2. Mexico—Kings and rulers. 1. Tithe. 

3483517 

Library of Congress ¥1206.R622 23.172 


Rivera Cambas, Manuel. 

Historia anti bey aye pag as 
del etade de Verner — Manuel Ri- 
vera... Mexico, Impr. tenbt TCunplides1 

Sy. plates, ports, plana, 22x 17°. 


1. Jalapa, Mexico (City)—Hist. 2 Vera Cruz, Mexico ( State) —Hist. 
3. Mexico— Hist. 


622870 
F1301.32R6 
4001, 


Library of Congress 


Rivera Campos, Julian. 


Historia ntina y americana . 
“Virtus”, 1921-2. 


2¥ a 


Cowrerts —t. 1. La colonia, La revolucién—& & La revolucién 
La independencia. Organizacién nacional, La hora actual. _ 


Buenos Aires, 


1. Argentine Republic—Hist 


Library of Congress F2831.R62 


Rivera de la Torre, Antonio. 

a4 4+ tat dy y’ Relacién 
escrita en vista de 
auténticos. México, Impr. del Departamento Pa estado mayor 
de In Secretaria de guerra y marina, 1915. 


8p. plates, porta 20” 





1. Mexico—Hist- Revolution, 1910- 1 Tithe 


24-2474 


F124. R618 
(4001, 


Library of Congress 





| 
| 








Rivera de la Torre, Antonio. 

Francisco Javier Mina y Pedro Moreno, caudillos 
libertadores ; monografia historica. Antonio Rivera de 
la Torre. Mexico, Departamento editorial de la Diree- 
cion general de educacion publica, 1917. 

274 p. incl. illus, pl, facsims. ports. 23° 
At head of title: 1817-1917. 


1. Mina, Francisco Ja, ier, 1789-1817. 2. Moreno, Pedro, 1775-1817 
18-9407 


Library of Congress F1232. R61 


Rivera de la Torre, Antonio, 

.. Paralelismo de hombres y caracteres, Juarez—Carranza, 
asuntos varios del constitucionalismo. Mexico, Oficina im- 
presora de hacienda, Departamento editorial, 1918. 

906 p,1L ay". 


1. Carranza. . pres. Mexico, 1850-1920. 2. Juarez, Benito 
a se . Ravage 1008-1878. 8. Mexico—Hist.—Revolution, 1910- 
om » 

22—ST787 
Library of Congress P1234. R62 
(S41, 


Rivera de Tud6, Angela. 

Idioms and other expressions in English and Spanish and 
their use, with a university supplement and about 500 proverbs 
in English and Spanish and a list of homophonous words. 

2d ed. Prepared by Dra. Angela Rivera de Tudo ... (San 
Juan, P. R., Casa Baldrich, 1940, 


123 p.,21. port. 224". 


1. English language--Conversation and phrase books—Spanish. 
42-11079 

PE1120.38R5 1940 

12) 428.246 


Library of Congress 


Rivera Flores, Rafael. 

... La propiedad territorial en México; tesis que para su 
examen profesional de alogado, presenta el alumno Rafeel 
Rivera Flores. ,México?, 1985. 

Sp 2. 


At head of title: Universidad nacional auténoma de México. Facul- 
tad de derecho y ciencian sociales 


1, Land tenure— Mesico— Law 1. Tithe. 
36 22808 
Library of Congress 2, 
Rivera G J Antonio. 


El servicio militar obligatorio en sus relaciones con las 
libertades piiblicas ... México, Agencia tipografica de F. Diaz 
de Leén, 1897. 

Sp. 1, M29 p. fold. facsim. 254". 

“Tesis ... examen profesional de abogado.” 


1, Military service, Compulsory. 1. Title. 


Library of Congress 2, 


Rivera Garrido, Luciano, 1546-1899. 


.. Memorias de un colegial, por Luciano Rivera y Garrido. 


(Bogoth, Editorial Minerva, s. «., 1936, 


p 1, G-141 p, 1 L 20". (Biblioteca aldeana de Colombia. 
costumbres. o.° 28) 


1 
Cuadros de 


L Title. 
37—17301 
Librery of Congress PQSITO. RSNA 1996 





Copy 13843, 925.6 
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Rivera Guzmdn, Eugenio de la. 
Cémo se triunfa en los los factores 
rables del ‘aito) —y Katy yt. Bauzé ,“1930, — 


vi, (7)-127, dy p. 21™. 


seniate o@ on enengmeus monuesstgt, “Notas de un oficinista”. of. 


1. Success. 1. Title. 
Library of Congress HFS386,R52 “as 
Copyright A—Foreign me 
a 1% 


Rivera Guzm4n, Eugenio ée' all 
. Manual de cor jal, i indibl 
"a redactar con absolute oe toda clase de documentos 
mercantiles: cartas, volantes, memoranda, tarjetas postales, 
circulares, etc., etc.; modelos précticos para la venta por co- 
rrespondencia : claridad-simplificaci6n—gusto depurado. Bar- 
celona, B. Bauzé ,1932, 
285, v (4 ©. vi) p. incl. forms, 21°. 
Error in paging: p. vi numbered v. 


1. Commercial correspondence, Spaniah. 





Library of Congress HFST28.87RS — 
Copyright A—Foreign 19190 
2) 1.7 
Rivera Guzman, Eugenio de la. 


Manual del comerciante moderno ; edicién considerablemente 
ampliada del célebre libro, Manual del comerciante y secre- 
tario epistolar, por Eugenio de la Rivera Guzman ... Barce- 
lona, B. Bauzé ;*1929, 

229, ti-vi p. 214. 


1. Business. 2 Commercial correspondence 


30-6522 
Library of Congress HYS368.85 
Copyright A—Foreign 6525 
2 
Rivera Guzman, Eugenio de la. 


Staanl gutetion Go bunsn bolsa, por Eugenio de la Rivera 
Guzmén ... Barcelona, B. Beush 71981, 
107, ti-tv p. incl. tables, forms. 214". 


1. Banks and banking—Spain. 2 Securities—Spain 1 Title. 


Library of Congress HG1607.BS —— 
Copyright A—Foreign 16224 
2 ‘83210046 


Rivera Hernandez, Daniel. 
. El contrato ley, su aspecto py ¥ politico 
presenta en su examen profesional de licenciado 
el alumno: Daniel Rivera Hernéndez. “ake De 
2p. 1, 38 numo. i. 21°. 
yy of ¥t Universidad nacional autémoma de México. Facul- 
A reproduction of typewritten copy. 


; 


1. Labor contract—Mexico. 1 Title. 


Library of Congress 2 


Rivera Indarte, José, 18141-1845. 


Rivera 


Rivera Indarte, José, 18141-1845. 

Rosas y itores; por Jose Rivera Indarte 
2. ed. bcs dives En Imprenta de Mayo, 1853. 

3 p. L, Br-378, xxii, hp. 22. 


9m oe. 
irst edition, Montevideo, 1843. 


rt ; 
snd any, 240, Manes! lt Domingo Orie da 1789-187. 2 Argun 
om 610606 
Library of Congress F2M6.R75 


Rivera Indarte, José, 18141-18451 
Rosas y opositores ... Prélogo de Bartolomé Mitre. 
Buenos Aires, El Ateneo, 1929-30. 
Sv. 187. (Grandes escritores argentinos ... XxIx, XxXxI-xxxEm) 
Vol. 3 has haif-titie: Tablas de sangre, es accién santa matar & Rosas. 


1. Benes, Jenn Manes 3 yet Remtage Cotte 6, 2000-207 Ag i 
republic — 


tine republic — ~ 1817-1800. 3. Argentine 
Tithe. 
31—4375 
Library of Congress 2846 R753 
(42c1, we 


(Rivera Indarte, José, 18141-1845. 

El voto de America, 6 sea Breve examen de esta cuestion: 
4 Convendra 6 no a las nuevas republicas de America, apresurar 
el reconocimiento de su i enviando embajadores 
a la cérte de Madrid! Escrito por **®* ... 
Impr. del Comercio, 1835. 

2pi.@p my. 

An vs published in Madrid the same year has suthor's name 
ont 


. Spanish Americo—Pol. & govt. 2 ‘| eel 
wn 3. Spanish America—For. rel.—Spe! 
42884 
Library of Congress P1411. R621 
03001, 


Rivera Eduardo. 
-- La letra de cambio en el Cédigo de comercio y en la Ley 
ito. 


70 numb. L, 21 209". 


At head of title: Universidad nacional auténoma de México. Facul- 
tad de derecho y ciencias sociales. 


“Bibiiografia” : leaf (71, 
1. Bille of exchange— Mexico. . Tithe. 


Library of Congress a 
Rivera Maestre, Lorenzo Montifer y, 
1623- 


MontGfar y Rivera Maestre, Lorenzo, 
1823- 


(Rivera Marquez, Pedro de, b. <n 
de las costas de Nueva- 








Defensa del Voto de America, contra las i 
ciones que de él se han hecho en el folleto recientemente 
publicado. Escrita por J. R. Y. Buenos-Aires, Impr. 
Argentina, 1835. 

Sip. 20. 

In defense of the author's “El voto de America.” Buenos Ayres, 1835, 
- 2 ey to a pamphlet entitled eh BR a! Voto de America.” 
of. pm 


1. Spanish America—Pol. & govt. 2 Goetofos rel —Spanish Amer- 
ye 2 Spanish America—For. rel—Spain Contestacion al Voto de 
merica 


88275, 


Library of Congress Fiat Rese 


375 


Espefia, y Tierra-Firme, islas y baxos de esta navegacion, lon 
gitud, > altura de palo, do ous ponttes y noticias do estes habi- 
taciones. (n. p., 17281, 

Spl.mip 1. 


coro 
oo was issued at Madrid tn 1728. 
et teon Pincio, Bpttowe, 1137-1798. col. 1152. 


1. Spanish America—Deser. & trav. 1 Title. 


Library of Congress ¥ 1408 RAZ 


aSidl, 








Rivera Martinez, Luis. 





Apuntes sobre el probl rentistico y financiero 
de la nacion, por Luis Rivers Martinez ... Tegucigalpa, Tipo- 
grafia nacional, 1921. 

8p wim 

Reprint of articles published 1920 in La Regeoeractéa and to El Cro- 
nista. of. Aclaracién. 

1 Finance—Hondures. 1. Title. 

Library of Congress HJ827.R5 

Alb], 

Rivera P c » José. 


++» La Justificacién del estado, por José 
Rivera P. C.; prédlogo del lic. Manuel Gémez 
Morin ... [México] Seccién editorial, 1931. 
viii, [2], 2b, (1) p. 2oge@, 


At head of title: Universidad nacional de 
México. 


“Tesis de licenciatura en derecho.” 
1. State, The. I. Title. 33-20139 


Library of Congrese JC255.R5 1931 420.15 


Rivera Pastor, F- 
see 


Rivera y Pastor, Francisco. 


Rivera Pons, Leandro. 
Pedagogia musical; biografia, critica, motivos fugados. 
Madrid, I. Alier 1933, 
Ti, ajp,1. 2. 


1. Music—Addresses, essays, lectures. 1 Title. 
84-18831 
Library of Congress ML40.R59P4 
2) 780.4 
Rivera Reyes, Juan. 
| Paris, Coul Impri 





. Cuestiones i 
merie Paul Brodard, 1927. 
Sap 2. 


1 American — 2. International law and relations. 3. League 
1 Title. 


of nations 
88-20523 
Library of Congress F1415.R50 
3) $27.8 
Rivera Santiago, Rafael, 1900- 
.. Comprensién y andlisis; entrevistas biogréficas, conferen- 
cias, articulos. ‘Sen Juan, P. R., Imprenta Venezuela, 1938, 
xxiv, 153p,11 18)”. 


30-18549 





LIBRARY OF CONGRESS 


Rivera Schreiber, Ricardo. 


El] derecho eens que nuestro Cédigo de mineria 
otorga a los 0s de (por, Ricardo 
Rivera Schreiber. Lima, Impr. de E. Z. Casanova 1916, 

4p. 2". 





1. Mining law—Peru, 


Library of Congress ‘TN239.P5R6 


r41b1, 


Rivera Silva, Manuel. 
... La esencia del derecho penal y las escuelas contempo- 
réneas ,por; Manuel Rivera Silva ... México, D. F., 1937. 
Sp. 23=. 


Thesis— Mex! 
cBibllografia” p. 71-73. 


1. Criminal law. 1 Title. 


Library of Congress 2 


Rivera y Casares, Pascual Diez de, marqués de Valterra 
see 
Diez de Rivera y Casares, Pascual, marqués de V alterra, 1889- 


Rivera y Garrido, Luciano 
see 


Rivera Garrido, Luciano, 1846-1899. 


Rivers'astor, Francisco. 


... Las doctrinas del derecho %, 4 ‘wae por F. Rivera 
Pastor ... Madrid, V. Suérez, 1! 


Sp.1,219p. 21™. (Biblioteca de derecho y de ciencias sociales. (111)) 


1. Law—Philosophy. 2. Political science. 3. Natural law. 
16-19696 


Library of Congress JC2M.RS 


Rivera y Pastor, Francisco, 1882- 
Légica de Is libertad; principios de la doctrina del de- 
recho. Madrid, F. Beltrén ,1918, 


222, 2; p 22. (On cover: Biblioteca moderna de Slosofia y cien- 
clas sociales) 


At bead of title: F. Rivera y Pastor. 


4. Law—Philosophy. 2. Jurisprudence. 1 Title. 
20-16140 


Library of Congress B4bi, 


376 





Rivera y Pastor, Francisco, 1882- 

. El nuevo orden juridico; la tierra, las ] la 
nacién, Ia Sociedad de las naciones. 2. ed. Madrid, F. Beltrén 
(1930, 

xiv p. 11, 242p,2L 189". 
At head of title: F, Rivera y Pastor. 


1, Law—Philosophy. 2. Real property. 8. Labor and laboring classes. 
4. State, The 5. League of nations. 1, Title. 


41-4108 
Library of Congress 12) 


Rivera y Rio, José. 

Los dramas de Nueva-York. Novela original de Jose 
Rivera y Rio ... Mexico, Impr. de J. Rivera, hijo y 
comp., 1 

2. in 1. I2pl. 28, 


21-20847 
Library of Congress PQ7297.RSD8 
Rivera y Rio, José. 


ae sociales, novela original de José Rivera y 
Rio... Mexico, J. Rivera, hijo y comp., 1870. 
383 p. 3pl. 21a™. 


21-20845 
Library of Congress PQ7297.RSES 
Rivera y Rio, José. 


El hambre y el oro. Novela original de José Rivera 
y Rio... Mexico, Impr. de J. Rivera, hijo y comp., 1869. 
vi, 7-511 p. 4pl. 23". 


21-2084 


Library of Congress PQ7297.RSH2 


Rivera y Rio, José. 


Libro primero de lectura, por J. Rivera vy Rio. 4. ed. 
Mexico, J. Rivera, hijo y compafia ;1869!, 
Ap. illus. 18" 
1 Spanish language—Chrestomathies and readers. 
10-20332+ 


Library of Congress PC4114. R6 


Rivera y Sanroman, Agustin, 1824-1916. 

Anales dels vid del padre de le patria, Miguel Hidalgo y 
Costilla, escritos por Agustin Rivera Tk. me gly 
calebraciéa del centenario del grito de independencia. 6. ed. 
Mexico, Imp. del Museo N. de arqueologia, historia y etnogra- 

1928. 


Covarrubias en su = 
en Masatién el Sr. D. Andrés Avendafic en el folletin de 
“El Correo de ia tarde”, Fe een nants cnn cagael Go 
folleto.”—Verso of t -p. 

1. Hidalgo y Costilia, Miguel, 1753-1811 
P1232. H&43 
2 


2830857 

















Rivera y Sanrom4n, Agustin, 1824-1916. 
Anales mexicanos. La reforma i el se; 


og Agustin Rivera ... Lagos, Tip. de 


lo imperio, 
Veloz, 1890- 


3v. 17™. 


okt. Sesieo~1 ie 1821-1861. 2. Mexico—Hist —European intervention, 


Library of Congress F1233.R617 on Se 
172442) 
Rivera y Sanromdn, Agustin, 1824-1916. 


Anales mexicanos ; la reforma i el segundo imperio. Escritos 
por Agustin Rivera ... 3. ed. Guadalajara, J. G. Ugarte, 
1897. 


4,1) p wir. 


1. Mexico—Hist.—1821-1861. 2. Mexico—Hist.—Buropean interven- 
tion, 1861-1867. L Tithe. 
2-6118 Revised 
Library of Congress F'1238.R62 
——— Copy 2. (P40b2; 


Rivera y Sanromdn, Agustin, 1824-1916. 

Compendio de la historia antigua de México: desde los 
tiempos primitivos haste el desembarco de Juan de Grijalva. 
Escrito por el dr. Agustin Rivera ... San Juan de los Lagos, 
J. Martin, 1878. 

2p.1, 47 p. 26. 

Vol. 1; no more published. cf. Blake's Sixth catalogue. 


1, Mexico—Hist—To 1519. 


2-19852 Revised 
Library of Congrese F1219.R62 
(r3%b2, 
Rivera y Sanromén, Agustin, 1824-1916. 
i on Se} Sea SS ee be comerciantes, los 
Disertacién escrita por Agustin Rivera 


artesanos i los indios! 
.. Lagos (México, A. Lage Aaun, inguemn, 2008. 
ip... 8p. 2. 


41-308 


B1019.R58D4 
co 


Riverahguatia, 1824 


La filosofia en la Nueva Espaiia, 0 sea Disertacion sobre 
el atraso de la Nueva Espafia en las ciencias filosoficas, 
precedida de dos documentos. Escrita en Lagos por 
ar - Lagos, V. Veloz a cargo de A. Lopez 

ree, . 


2p.1, 402 p. 25". 


1 Philosophy —H ist.—Mexico. 
10—28602 
Library of Congress Bi015.R6 
s2iel, 


Rivera y Sanromén, Agustin, 1824-1916. 

Los hijos de Jalisco: o sea, Catélogo de los catedriticos de 
filosofia en el Seminario conciliar de Guadalajara < desde 1791 
hasta 1867, con expresién del afio en que cada acabd 


CATALOG OF PRINTED CARDS Riverhead 


Rivera y Sanromdn, Agustin, 1824-1916. 
Principios criticos sobre el vireinato de la Nueva Espafia 


Rivera, Uruguay (Dept.) Inspeccién de instruccién pri- 
maria. 
i sobre la revolucion de independencia, escritos en Lagos por 
Agustin Rivera ... Lagos, Tip. de V. Veloz, a cargo de A. 


Informe ... presentado al Sefior inspector nacional ... 
Lo Arce, 1884-88. 


port.'v.8) 284. Montevideo, 18 


Tasued 0 8 parts. tables. *. 

The portrait is a mounted photograph. v. | 24". anpual. 
Imprint date on cover-titie of v. 1: 1887; v. 8, pt. 1 

Vol. 1 has imprint: San Juan de los Lagoa, ‘Tip. de i. i. Hermosillo, 


“La oratoria sagrada, en la Nueva Espafia” p. 3-880. 

Tomo 8 has caption title (p. 1): y! Relajacion det Be de Espafia | de 
la Nueva Espafia. 1. Education—Uruguay—Rivera (Degt.) 

1. Mexico—Hist.—Span- ish colony, 1540-1810. 2. Mezico— 
Hist.— Wars of independ- ence, 1810-1821. 3. Homiletics. 4 
— aeare 5. Clerg —Spain. 1. Title. S176 

of Congress F1220.R6 28698. 
:39r28f1, Library of Congress LSZBR4A2 

Rivera y Sanromén, Agustin, 1824-1916. ay Uruguay (Dept.) Junta econdmico-administra- 


Tres documentos sobre el tomo 1.° del Compendio de 's his- 
toria antigua de México, escrito por Agustin Rivera, asaber: 
Censura del sr. cura don Luis R. Barbosa, Decreto arquie- 
piscopal y Dos palabras del autor del tomo 1.° sobre la Censu: 
y el Decreto. Lagos, Tip. de V. Veloz, 1881. 

3p.1, 25,6 p. 23". 


The Censura del sr. cura don Luis 
Also published in the Estudios de 


tau, mii de plant wane eb ran 
de la villa de Rivera .. Rivera, Tip. ‘‘La France’ (1895, 
1p L, Srl6 p. tables, a. 
At head of title: Departamento de Rivera ... Junta econémico-adminis- 
trative. 1895. 
beers 
1. Rivera, Uruguay (City)—Census, 1895, 


168 Revised 
a a 10-4515 Unrev'd 


HAIO®O.RSA4 1895 


Library of Congress F1219.R621 
Copy 2. (F382, Library of Congress 





Rivera, Agustin, 1824- Riverbank laboratories, Geneva, Ill. 


Viaje a las ruinas de Chicomoztoc, llamadas vulgar- The haze fe 8 for Rm ep A i greatest work of Sir 


mente de La Quemada, hecho en agosto de 1874 por Agus- Francis m viseount St. Alban. 
tin Rivera . ba Juan de he Lanes (México, Tip. de Geneva, Ill, Riverbank laboratories 1916, 


J. Martin, 1875. 100 p. illus. (incl. facsims.) diagrs. 26". 
= 13-14, folded. 
Fane oe Brefatory note signed: Riverbank laboratofies, Geneva, Illisels. 


1. Bacon, Francis, viscount St. Albans—Cipher. 
1. La Quemada, Mexico. 1. Title. aie 





17-22997 Library of Congress PR2044.RSS — 
Library of Congress F1219.1.Q35R6 Copyright A 455404 
Rivera, Agustin, 1824- Riverean, Plerre Paul, 1861- 4 ‘ ness 
Viaje a las ruinas del Fuerte del Sombrero, hecho en Sur les in des équations différentielles linéaires, par 
m. l’abbé Rivereau .. 


mayo de 1875 i: Agri nay ~~ : ig 4 
reno . le los Lagos (México) Tip. de ar- ,Amaain de l Facts ey aclencns do Telos ectemces: 
ia i. bey a” et les sciences physiques .. Pare ieee som tr, 
p. 1, 4p, me 


Includes an account of events in the canton of Lagos from 1810 to 1817. 


1. Differential equations, Linear. 


Sombrero, F. Mexico. 2. Mi 1775-1817. 3. 
Mess oreo ‘ort, Me: oreno, Pedro, Lagos 2088-4068 
Ohio state univ. Library 
17-16370 for Liorary of Congress [QU6.T75 vol. 4) 
Library of Congress F1232.R6 2) (608) 


Rivera y Sobremento, Fernando Primo de Riverhead, L.I. Suffolk County 
historical society 


Suffolk County historical society, 
Riverhead, L.I. 


Primo de Rivera y Sobremento, Fernando, 
marquis de Estella, 1831- 


Riverhead, V. Y. 
Celebration of the 100 anni y of the izati 

the town of Riverhead, Suffolk county, N. Y., i mewteet, 
July 4, 1892. resolution adopted st annual tows 


Rivera y Villalon, Pedro 4e, fl. 1740. 
Diario. Y derrotero de lo caminado, visto, y obcervado en 
el discurso de la visita de precidios, situados en las 








de ensefiar filosofia, i de los discipulos notables que tuvo. 
Escrito por Agustin Rivera. 2. ed. Guadalajara, Escuela de 
artes i oficios, taller de tipografia dirigido por J. Gémez 
Ugarte, 1897. 
129 p mi". 


‘, Guadalajara, Mexico. Seminario conciliar. 2. Jalisco, Mexico— 
1 Tithe. 
85-21628 


= LET.GT1 1701-18678 207.723 


ynternas de Nueva Espafia, que de orden de Su 
Magestad executé d. Pedro de Rivera, haviendo transitado .. 
las provincias, de Sonora, Ostimuri, Sinaloa, y Guasteca. 


—. April 4th. Af New York, The Republic press, 


Guathemala, S. de Arebalo, 1736. Sp. 2". 
Ip.l. 7p. 2. 
1, Mexico—Deser. & trav. 2. Central America—Deser. & trav. 
1. Title. - ” 
2-814 7120. R6R6 
Library of Congress F1231.R04 Livrary of Congress 
3341, ———-Ongy 2. (881, 
« 
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Riverhead 


Riverhead temperance society, Riverhead, L. I. 
Annual rt. 
New York, 1 


» 2. 


19-7001 
Library of Congress HVS298. RSSR3 


Riverhead temperance society, Sufrolk 
county, L.I. 


see 
Riverhead temperance society, Riverhead, 
L.Ie 
Reference card 
Riverius, Lazarus 
see 


Riviere, Lazare, 1589-1655. 


Library of Congress 


Riverius, Stephanus 
see 


La Riviére, Etienne. 


Rivero, Angel 
see 


Rivero Méndez, Angel. 


Rivero, Angela Mariutti de Sanchez 
mee 


Meriutti de S&nchez Rivero, Angels. 





LIBRARY OF CONGRESS 


Rivero, Atanasio, d. 1930. ; 

.. El mayorazgo de Villahueca, por Atanasio Rivero. 
Habana, A. Rivero, 1904 

2p, 1783p. 18". (Biblioteca agridulce. 2. ¥.) 


1. Title. 


Library of Congress PQTS89.RSSMS 


12, 
Rivero, Carmen Caloca de 
see 


Caloca de Rivero, Carmen. 


Rivero, Casto Maria del. 

La voleccién de monedas ibéricas del Museo arqueolégico na- 
ciola, por Casto M*. del Rivero ... Madrid, Biblioteca de 
coleccionismo, 1923- 


¥. thus, fold. map. 20”. 


umismatico—Spain. 2 Numismatics—Portugal sao 





4 | ‘Antiq. 1. Madrid Museo arqueolégico nacional, 
)Pell name: Casto Maria del Rivero y Séinz de Varanda; 
3441862 
Library of Congress CJ1121. R5 
(40b1, ‘7T37.0046 
Rivero, Casto Marfa del. 
. La moneda arhbigo- fiola ; dio de Ati 
musulmans, por Casto M del Rivero . -» Madrid, Impr. de 


E. Maestre, 1933. 


2 p. L, crity-av, 198, 1); p. fold. plates, 2 maps (1 fold.) tables (part 
fold.) 21°. 


At bead of title: Cuerpo facultative de archiveros, bibiiotecarios y 
“Bibliografia” : p. :xtlty-av. 


1. Namismatics, Arabic. 2. Numismatics—Spain. 
Pe... de archiveros, biblictecartos y a 


Pull name: Casto Maris dei Rivero y Sdins de Veranda; 
3514653 


1 Spain. Cuerpo 
m Title. 
Library of Congress 


C33194.R5T 
iy T87.0048 


Rivero, Francisco ae. 1875— 
Clinicas y toe fons 

Rivero .. 
26 p,1L ius 269". 
“References” at end of most of the chapters, 


por Francisco Hermogenes 
Editorial Condor, 1941. 


1, Surgery. 2 Diagnosis, Surgical. 1. Tithe 


441-8338 
Wm. H. Welch med. library RDS1 RE? 
for Library of Congress 2 
Rivero, Gonsale G. 
«+ Hacia le verdad, episodics de le revolucion. Mexico, 
Compafiia editora nacional, a a., 1911. 


Spl.160p Mus, port 28)”. 


1. Mexico—Hist —Revolution, 1910- 1 Tithe 
25-1081 


Library of Congress 


" 





Rivero, Jean. 
Les mesures d'ordre pape administratives ; essai sur 
les caractéres j idiques de la des services publics 





.. par Jean Rivero 
2pl, @Bp.1b 2. 


Thtee—Univ. de Paria. 
“Bibliographie” : p. 887,-880. 


. Paris, Recueil Sirey, 1934. 


1. Administrative law—France. 1 Tithe. 


42-1007 
Library of Congress (2) 
Rivero, Jean. 

- Les mesures d’ordre i administratives; essai sur 





de des services publics. 
Paris, Librairie du Recueil Sirey (société anonyme) 1934. 


pl, Mp,il me. 
“Bibliographie” : p. :387)-888. 


1. Administrative law—France. 1 Title. 


Library of Congress a 


Rivero, Jesis Mufioz y 
see 


Mufioz y Rivero, Jeshs, 


Rivero, José Manuel Carbonell y 
see 


Carbonell, José Manuel, 1880- 


Rivero, Juan, 1681-1736. 

Historia de las misiones dle lox anos de Casanare y los rios 
Orinoco y Meta; escrita el afio de 1736 por el padre Juan 
Rivero Bogota, Impr. «le Silvestre vy compafiia, 1883. 

xiv, 443, ©) p. 244". 


Published for the first time. 

Edited with a biographical notice of the author, by Ramén Guerra 
Arvola_ 

1. Mixstons—South America. 2. Misxions—Orinoco River, 3. Jexn- 
ite—Missions. 1. Guerra Asuole, Ramén, 1826- 


Library of Congress BV 2853.C7R6 


(980e1, 
Rivero, Julian Céspedes 
see 


Céspedes Rivero, Julian. 











Rivero, Leandro. 

... La nocién de riesgo en la responsabilidad por dafio; tesis 
de examen profesional para la carrera de abogado. México, 
D. F., Universidad nacional auténoma, 1938. 


Rp 2. 


1. Damages—Merico. 2. Risk. 1. Title. 
88-19125 


Library of Congress 2 


Rivero, Luis Manuel del. 


Méjico en 1842. Por D. Luis Manuel del Rivero. Ma- 


drid, Impr. y fundicion de D. E. Aguado, 1844. 
Ip. lL, 21,cdhp @. 


1. Mexico. 1. Title. 
2-1833 
Library of Congress F128. R62 


Rivero, M J com 


iP. 
Revised catalogue of principal plants at the Canal zone plant 
introduction gardens, by M. J. Rivero... (Mount Hope, C. Z., 


The Panama canal press, 1930, 
up 2. 


“Compiled from the office records by Mr. M. J. Rivero, formerly 
py oy ME This list is believed to be complete to 


June 30, 1928."—Letter of tranamittal, p. 3. 


1. Botany—Panama canal. 2. Plants, Cultivated—Panema canal. 
3. Summit, C. Z. Canal sone experiment gardens. L Title. 


80-26206 


Library of Congress QKT3.C25R5 


—- —— Copy 2. 3, 580.74 


Rivero, Manuel. 


Freedom, by Dr. Manuel Rivero ... New York, The 


Cosmological (*1903, 
32 p. 1747 


1. Occult sciences. 
11-14029 
Library of Congress BF1621.R6 
Copyright A 63274 


Rivero, Mariano Eduardo de 
see 
Ribero y Ustaris, Mariano Eduardo de, 1795-1857. 


Library of Congress 1825el) 


Rivero, Mariano Mufioz 
see 


Mufioz Rivero, Mariano. 
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Rivero, Miguel Angel Carbonell y 


Carbonell, Miguel Angel, 1695- 


Rivero, Miguel Jiménez- 


Jiménes-Rivero, Miguel. 


Lrmaary or Concness Rerezance 


ooNgTe SS tees Ss nee cppens so Neadings 2 apentiey saad 


xX 41-1028 


ay 


Rivero, Néstor Carbonell y 


Cerbonell, Nestor, 1884- 


Rivero, Nicolés. 


... El Colorado; excursiones por las Montafias Roca- 
llosas. Prologo de D. Juan Conde. Habana, 


Imp. Avisador comercial, 1905. 


123 p, 21. plates. 20". 


1. Colorado—Desecr. & trav. 2. The West—Descr. & trav. 


Library of Congress F781.R62 


Rivero, Nicolds, 1849- 

... Recuerdos de Méjico, 1910. Habana, Impr. de Rambla y 
Bouza, 1911. 

xi, 150 p. plates. 234". 


1, Mexico—Deser. & trav. 1 Title. 


4—90012 
Library of Congress 1215.R63 
(381, 
Rivero, Nicolés. 
... Reenerdos de viaje; prologo de An Escobar. 
Habana, Librerfa 6 imp. “fa Wederna poesia,”” 1904. 


28, hp. illus, port 21%. 


1. Spain—Deser. & trav. 


Library of Congress DP42 R62 


379 


Rivero 


Rivero, Nicolés Rivero y Alonse, conde del, 1886— 

Malie Tie en bebe ee henge danh es 
Rivero. 1.ed. Habana, Cultural, « «., 1933. 

244 p. incl. port. 19°. 


1. *Rivero, Nicolas, conde de! Rivero, 1840-1919. 


‘98 18882 
Library of Congress DP236.BSSRS 
12) 5 
Rivero, Nicolés Rivere y Mufids, conde del 
406 
Rivero, Nicolés, conde del Rivero, 1849-1919. 
1108 
Library of Congress my 
Reference card 


ee SED Ss ee ee 


see 
SES VE 9 Sa CS Se SD 


4pl6p,1) my. 


2 Tite. 
2190 
Libeary of Congress PQTTORESPT me 
Rivero Astengo, ; : 
... Hombres de la organizacién nacional ; retratos literarios. 
Primers eerie. Aires, “Coni”, 1986, 
1170p. 227", 


Miguel Cané. 
1. Argentine republic—Biog. 2 Statesmen, Argentine . Tithe 
(67-28 
Library of Congress 12808 R88 
2 20.083 
Rivero Astengo, Agustin. 
Hombres de la organizacién nacional; retratos literarios. 


Manoel de Rome ( Ge corte) 
1 Argentine republicBiog 2 Statesmen Argentisa =. Tite. 
© 383 
Library of Congress 7806 ROSS 
2 Ca] 





social) ... Buenos Aires, Re- 








& cla, 1925, 
“Mp. 1. 
L Tithe. 
90-81650 
Library of Congress PQTT91 BTS ame 
ee 


Agustin. 
Secean on tated > it aie Saad & — 


cre lets sr, ew de je de plata” con ia 
cancerologia. Buenos Aires, “Coni”, 1936. 
184, (1) p. DL, port. 229". 





1. Roffo, Ange! Honorio, 1882- 2 Cancer. & Title. 


R483. R7RS 
2 028.1 


Library of Congress 


pasty a ae 

Se Danes’ @ cade, oo o8er fe e272 
ol problems de ls pas. Madrid, Imprenta viuda ¢ hijos de 
J. Rates, 


116 p, 11. naa 


21-28087 
Library of Congress JX1975.R5 
2 
Rivero Méndez, 
Crénica de le AT: hispano-americana en Puerto Rico, 
por Angel Rivero, capitén de =. ‘Madrid, Sucesoves 


de Rivadeneyra (s. a.) artes grificas, 1922, 


vill, 688 p, 21. tas. (incl. maps) plates (part col.) ports, facsima 
(1 double) tables. 28". 


1. U. 8 —Hist—War of 1896. 2 Porto Rico—Hist—War of 1908. 
© Tithe. 


32-11000 
Library of Congress ETITS. ROS (97296) 973.80 
Rivero y Alonso, Nicolds 
see 
Rivero, Nicoldés Rivero y Alonso, 
conde del, 1 
Rivero y Martinez, José Luis. o —. 

. “La nacionalided, problema de México”; que pre- 
sents Joss Luis Rivero Martinez pare obtener el titulo de 
licenciado en derecho. _ 

©. 219". 
At head of title: Universidad nacional auténoma de México. Facul- 
tad de derecho y clencias sociales 





1 apd 2 Mexico . Tithe 
‘85 29688. 
Larary of Congress JLAZB.RS 194 
2 §23.00072 
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Rivero y Mufiiz, Nicolés 
wee 
Rivero, Nicolds, conde del Rivero, 1849-1919. 


38-11406 
Tébrary of Congress ry 


Rivero y Ustaériz, Mariano Eduardo de 
see 


Rivero y Ustaériz, Mariano E. de. 


Riverol, Amado Campos y 
see 


Campos y Riverol, Amado. 


28, 2%p,1L wy". 


1. Church and state in Mexico. 2 Catholic church in Mexico. 
1 Mexico. Laws, statutes, ete. m Tithe. 


39-Te87 
Library of Congress 12 
Riveros, Julio Eduardo. 
. Ineapaces ...  Bogoté, Imprenta de “La Luz”, 1926. 


S2p. 26)*. 
Thesis—Univ. nactonal, Bogota. 
Bibliografia : p. 48, 


1, Persons (Law) 2 Persons , ao )—Colombia. 3 Woman—Legal 
status, laws, ete. 4. Children— 1. Title. 


33-4507 
Library of Congress 2) 
(Riveros, Marcelo Antonio, 


Guia de los encargados de Ia policia sanitaria en Chile, sean 
nacionales o estranjeros, o bien sea Compilacion metédica y 


completa de la lejislacion que rije en el pais sobre todos los 


ramos de la medicina, ciruji. y demas que ejercen sus respecti- 
vos ausiliares. Valparaiso, Impr. del Mercurio de R. 8S. Tor- 
nero, 1868, 

212p. 2447. 

Copyright notice signed : Rivercs. 

1. Chite—Sanit. affaira, 2 Medical laws and legisiation—Chile. 


85086 


Library of Congress RA21LA5 1868 
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Riverés, Roberto P 1874 

Lecciones de fortificacién de campafia y puentes del mo- 
mento, explicadas en la Escuela militar y naval por el pro- 
fesor teniente de artilleria Roberto P. Riverés ... 
Montevideo, Tip. lit. de la Escuela militar y naval, 1913. 
110 p,11 259". 

1, Fortification, Field. 

29-16115 
Library of Congress UG408. BS 
» Mar uel. 


Trabajos de la cétedra de semiologia quiragica. Buénos 
Aires, Li y editorial L. E. Y. C. A. (Libro europea y 
del continente americano) Nocito & Raid, 1941. 


872 p, 21 incl. ius, plates. 25)". 


1. Diagonsis, Surgical 
42-1T204 
Library of Congress RDSS.RSS 
2) 617.075 


Rivers, Augustus Henry Lane Fox Pitt 
see 


Fox-Pitt Rivers, Augustus Henry Lane, 
1827-1900, 


Rivers, C D. 
The empire of cotton ... by C. D. Rivers ..._ Summer- 
ville, Ga., Printed by Summerville news co.) “1914. 


67) p. 17%) x H™. = 925 


1. Social problems. 2. Cotton trade—U. S. 1. Title. 
Library of Congress HNO4RS9 
Copyright A 391025 


Rivers, C:harles, H. 

A full description of modern dances. By C. H. Rivers. 
Brooklyn (1885, 

63, cy p. ius. 15x 124”. 





1. Dancing. 
S277 

Library of Congress GVI7S1. R62 
(Rivers, David, 

Literary memoirs of living authors of Great Britain, ar- 
ranged to an alp aan eee ae 
and including « list of their works, witk occasional opi 
upon their literary character .. London, Printed for R. Feul- 
der, 1798. 

2v. 21. 


Published anonymously 
“The idea of this uudertaking has been derived from a Catalogue of 
five hundred living authors” by Marshall, published 1788 cf. Advt. 


1. English literature—Bio-bidl. 2. Gt. Brit—Bio-bibi. 


410785, 
Z2m10.R@ 


Library of Congress 























Rivers, David. 
on the necessity of a. war with 

France with vigour and energy: 4 ery mT 
scarcity of p ns, and p a letter to 
« friend. By the Rev. De Rives” Printed for 
Moon Richardeona, J. Plymsell, printer, 1800. 

2p 21". 

Bo, 30 6 eetene ee on aa aoe 

1. Anglo-French war, 1798-1802. 1 Title 1. Title: Thoughts on the 
war with France. 


41 85463 
HDO0115.88 no. 18 


2 


Library of Congress 


Rivers, Dean. 

Conundrums, by Dean Rivers; coming one thousand 
of the latest and best conundrums gathered from every 
conceivable source, and including many that are entirely 
new. Philadelphia, The Penn publishing company, 1921. 

15S p. 144. 


1. Riddles. 


21-1921 


Library of Congress PN6371.R535 


re) 


Rivers, Dean. 

Conundrums, riddles and puzzles ; containing one thou- 
sand of the latest and best conundrums, gathered from 
every conceivable source, and comprising many that are 
entirely new and original. By Dean Rivers. Philadel. 
phia, The Penn publishing company, 1900. 

155 p. diagrs. 15x 11i™ 


1. Riddles. 2. Puzzles. 1. Title. 
Library of Congress 
———Copy2. 
Copyright 1900 A 21063 


PN6371.RS3 


Rivers, Douald Thomas, 1914— 
Southtown i 


199p..11 Mus (incl ports.) 227. 


1. Minneapolis—Biog. 1 Lewis, Andrey, joint author. m Deline, 
Gordon, joint author. mz Title 
0-8088 
Library of Congress O14 MSRS6 
—. | 2, 920.0776 
Rivers, Edith. 


The reformed woman; or, Passages from the life of 
Mrs. Anna Cooley. With brie brief sketches of her 


and a plea for the fallen. Edith Rivers. Boston, For 
the author, 1859. 7 

xii, 15-287 p front (port) 1997. 

Library of Congress PZ3.RS22R . 
Rivers, Frank. 


% manger and carver, by Frank Riv- 
ers; suggestions for baring, Sanding, at, cos eusst o° 
piggy Peay penn me po 
‘ions, an expression of the experience of one who 
has epent thirty ear tall branes of chen, pantry and 
room work; also as steward and buyer. The book sup- 
penn Be Toe Ho from the pages of the Hotel monthly 
-» Chicago, Ill., Hotel monthly press ,“1916, 
1pL, G-O02p Mins (incl plans) 264°. 
1. Hotels, taverns, etc —Management. 2 Meats. 1. Title. 


Library of Congress TX911.R68 


Copyright A 455308 (30f1, 
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Rivers, George Henry Lane Fox Pitt- 
see 


Pitt-Rivers, George Henry Lane Fox, 1890 


Rivers, George Pitt 
see 


Pitt-Rivers, George Henry Lane Fox, 1890- 


Rivers, George Robert Russell, d. 1900. 


Captain Shays, a populist of 1786; a R. R. 
Rivers ... Boston, Little, Dooce and ce" not ” 


3p. 1, wi-vil, 9958p. 18)". 


1. Shays’ rebellion, 1786-1787—Fiction. 1. Title. 


Library of Congress PZ3.RS2MC Siac 
Copyright 1897: 33564 
ee Cue Gaus 4 we. 


The count’s snuff-box; a romance of Washington and Buz- 
zard’s bay during the war of 1812, by Geo. R. B. Rivers ... 
illustrated by Clyde O. Boston, Little, Brown, and 
company, 1898. 

vill p, 11, 283 p front, 7 pl 209". 

Half-titie? and frontispiece wanting. 


1. U. 8 —Hist.—War of 1812—Fiction. . Tite 
96-1078 Revised 
Library of Congress PZ3. R523400 
Copyright 1808: 46741 (r31e2 


Rivers, George Robert Russell, d. 1900. 
The governor's garden, « relation of some passages in the 
life of His Excellency Thomas Hi captain- 
and governor-in-chief of His Majesty's province of 


Massachusetts bay. By George R. R. Rivers. Boston, J. 
Knight company, 1896. 


4p, 20p,11 piste 2. 





1. Hutchinson, Thomas, 1711-1780—Fiction. 1 Title. 


741016 
Library of Congress PZ3 RSZMG 
Copyright 1896: 28726 (36b1, 

Rivers, Georcia, pseud. 
see 
Clark, Marjorie, 1899- 
Das 

Library of Congress ra 


Rivers 
Rivers, Hugh Ward. 
Ancient pei ent paety, ty Se WV. Rivers .. 
Chicago, Kroch’s, 1929. 


6 p. L, 11-68 p. incl. facsims. 28)”. 


1, Advertising. 2. English newspapers — Hist. 8. Printing — Spect- 
mens. 1. Title. 


Library of Congress HF6S818.R5 
——- ——— Copy 2. 
Copyright A 4377 (003, 
(Rivers, Hugh Ward, 


“Two pennies” and other things. (Chicago, *1927, 
62, p: tes. 19°. 


“Articles which bave appeared in the Seite 0 put etenm of Ge 


Caleage evening pest during the year 1081, tncieding juding ‘Memories’ not 
before in print.” —|! 
& Tithe. 
7S 6536 
Library of Congress PNG161.RS6 
Copyright A 1061488 2 


Rivers, John. 


Figaro: the life of Beaumarchais, by John Rivers .. 
= eighteen illustrations. pool Fre & co. 
(1922) 

vii, (ly, 314, th p. front. ports. 23. 

“A selected bibliography”: p, 313-315) 


1. Beaumarchais, Pierre Augustin Caron de, 1732-1799. 1. Title. 


236825 


Library of Congress PQISSE.RS 


185e1, 


Greuze and his models, by John Rivers ... London, Hutchin- 
son & co., 1912. 


4p. L, riiy-xiv, 282 p. imel 6 pl. front. 88 pl. (incl. ports) 23”. 


Added ¢.-p. with ornamental border. 
Most of plates are accompanied by guard abeets with descriptive 


Bibliography : p. 274-276. 


1. Greure, Jean Baptiste, 1725-1805. 1 Title. 


‘18— 10868 
Library of Congress ND6S8.G8R5 
86d, 
Rivers, John. 
Louvet: revolutionist & romance-writer. By John Rivers. 
frontispiece. 


With 18 itlustrations, i including « vure 
London, Hurst and Blackett, limited, 1910. 
eoenyeny ng front. ports, facsims. 224”. 


the portraits are accompanied by email {illustrations é> 
alt S amateh Dupleasis Berteaux. 
Bibliography : p. 


1. Louvet de Couvral, Jean Baptiste, 1760-1797. 2 France—Histery— 
Revolution—1789-1708. 


11-1519 
Libr. Printed by L. ©. 
a274i; 


Title from Newberry 


Rivers, L B. 


Se Sea ** Rivers 
(Los Angeles, Th: 


30 oumb. L illu. 2”. 
Printed on one side of leaf only. 


1. Type-writing. 1 Title 


21-18323 
Library of Congress TORR 
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Rivers, Laurel. 
Little dandy, and other child verse, by Laurel Rivers ... 
Los Angeles, Cal., Rex publishing co., 1913. 


2p.1,7-p Di™ ws 


1. Tithe 
13-25327 
Library of Congress PZB3.R76L 
Copyright A 356046 
Rivers, Mabel I. 
Puddings proved & approved, by Mabel I. Rivers ... 


rn jimpkin, Mars a Hamilt ton, Kent & co., lim- 


ete.) 1909. 
4p. 1.&p i 


1. Puddings. 2 Desserts 


Library of Congress TX773.R6 


Rivers, Mabel I. 

Tips for tea, by Mabel I. Rivers... 3d ed., enl. and rev. 
... London, Simpkin, Marshall, Hamilton, Kent & co., 
limited ,ete.) 1915. 

Sp. 1,77, dip. illus 189° 


1. Bread. 2. Cake. 3. Sandwiches. 


Library of Congress TX763.R6 1918 


Rivers, Pearl, pseud. 


see 
Nicholson, Mrs. Eliza Jane (Poitevent) 1849-1896. 


2410144 
Library of Congress 


Rivers, Pitt, 1827-1900 


see 
Fox-Pitt-Rivers, Augustus Henry Lane, 
1827-1900, 
Rivers, R R 
How to buy timber (including pl; 


) « popular guide 
for builders, architects, carpenters, makers, motor-body 
builders and all who buy timber, by R. RB. Rivers. 
Sir I. Pitman & sons, Itd., 1936. 

avi, 121 p. tus 19°. 


1. Lamber. 2. Plywood 1 Title. 


T8825 RS 
s om 


Library of Congress 
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Rivers, Richard Henderson, 1814-1894. 

Elements of moral philosophy. By the Rev. R H. Rivers 
.. Edited by Thomas O. Summers, p. vp. Nashville, Tenn., 
Southern Methodist publishing house, 1859. 

=p. 21, Beaip 1 


1. Christian ethice 1: Summers, Thomas Osmond, 1812-1882, ed. 


Librery of Congress BJ12601.R6 1600 170 


Rivers, Richard Henderson, 1814-1894. 

Elements of moral philosophy. By the Rev. R. H. Riv- 
ers, ». ». Ed. by Thomas 0. Summers, v. vp. Nashville, 
Tenn., A. H. Redford, for the M. E. church, South, 1872. 


xix, (I) p, 21, 25-353 p. 19. 


1. Christian ethics 1, Summers, Thomas Osmond, 1812-1882 


1029073 
BJ1261.R6 


2541) 


Library of Congress 
Copyright 1871. 117K 


Rivers, Richard Henderson, 1814-1894. 

The life of Robert Paine, pv. »., bishop of the Methodist 
Episcopal church, South. By R. H. Rivers ... With an in- 
troduction by Rev. W. P. Harrison Nashville, Tenn., 
Southern Methodist publishing house, 1884. 

314 p. front (port) 10. 


1. Paine, Robert, bp., 1790-1882. 
12-88012 


Library of Congress 
Copyright 1884: 20658 


Rivers, Richard Henderson, 1814-1894. 


Our young people. By R. H. Rivers .. Ed. by T. O. 
Summers ... Nashville, Tenn., Southern Methodist "publish: 
ing house, 1882. 

5p. 16. 


1, Conduct of life 1. Summers, Thomas Osmond, 1812-1882, ed. 


mu. Title. 
1238024 
Library of Congress BJ1631.R5 
Copyright 1882: 4171 (2841, 
Rivers, Robert Noel, pseud. 
see 
Campbell, Donald, 1883- 
26-19112 
Library of Congress 12; 
+ Rivers, Robert Wheaton, 1882- 
An easterner goes home; a sonnet sequence, by Robert Whea- 


ton Rivers. Gusbelées, Fe Printed at the ‘Riverside press, 
1935. 


4p lL. s2ap 


1. Title 


‘8S 88832 
Library of Congress PS3S35 19ES 1985 
au ee Gagy 8. 
Copyright A 88719 ca S115 





Rivers, Ronald. 

“The Coniackers’’; or, The Dri Guyon gang of 
notorious counterfeiters. By Ronald Rivers ..._ Chicago, 
Laird & Lee, 1889. 

D™. (On cover: The Pinkerton’s detective series, 


224 p. incl. front 
v ®) 


ca 10-1108 Unrev'd 


Library of Congress PZ23.R5237C 


© 1889: 2222 


Rivers, Thomas, 1798-1877. 

“ao miniature fruit garden, or, The culture of pyrami- 
dal fruit trees; with instructions for root pruning, 
By Thomas Rivers ... ed. jon, Longman, 
Brown, Green and Longmans, 1854. 

iv, Si-34 p. illus, pl. 254. 


(1. Pomology, 1. Title. 


1. Fruit-culture 
Agr 16-39 


131c3, 


Library, U. S. Dept. of Agriculture 93RS2M 


Rivers, Thomas, 1798-1877. 

The miniature fruit garden; or, The culture of pyra- 
midal and bush fruit trees ... By Thomas Rivers. From 
the 13th English ed. New York, O. Judd & company 
dl 

x, 133 p. incl. front., illus. 


19)". 


1. Fruit-culture. 1. Title. 


15-11107 


Library of Congress SBIS6.R6 1866 


Rivers, Thomas, 1798-1877. 

The miniature fruit garden; or, The culture of pyram- 
idal and bush fruit trees ... By Thomas Rivers. Ist 
American, from the 13th English . New York, 0. Judd 
& company :pref. 1866, 

19)". 


x, 133 p. incl. pl. ius. 


1. Fruit-culture. «1. Pomology: 
Agr 16-803 
Library, Uy S. Dept. of Agriculture 93RS2M 
Rivers, Thomas, 1798-1877. 
The miniature fruit garden; or, The culture of py- 
ramidal and bush fruit trees; with instructions for root 


pruning, &., &e. By Thomas Rivers. 15th ed. Boston, 
J. FE. Tilton & company, 1870. 

x, 156 p. illus, 17 

1. Fruit-culture. 1. Title. 

p 11— 26087 

Library of Congress SB3S6.R6 

ta20d1) 

Rivers, Thomas, 1798-1877. 


The orchard house; or, Culture of fruit-trees in pots under 
glass. Containing plans and estimates for construction, details 
of management and culture, and a list of = best adapted 

Ri 





to the purpose. _ By Thomas vers ... Also an appendix, 
trees & vines in 
orchard houses. By William Saunders .. lew York, C. M. 


Saxton, Barker and company, 1860. 


Ip. l, 5-58 p. Mas. 249°. 
1. Fruit-cultore. 2. Greenhouses. t Saunders, William, 1822-1900. 
11—33953 
Library of Congress SB358 R6 
a35b1, 
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Rivers, Thomas, 1798-1877. 
The orchard-house (of Thomas Rivers) ; or, The culti- 


vation of fruit-trees under glass. 16th ed., 
ranged by T. F: is Rivers ... 
Green, ont co., 1879. 


xvi, 266 p. illus, fold. pl. 19. 


edited and ar- 
London, Longmans, 


1, Fruit-culture. 2. Greenhouses. 1. Rivers, Thomas Francis, ed. 


15-11116 


Library of Congress SB3S8.R6 1879 


Rivers, Thomas, 1798-1877. 

The rose amateur's guide: containing ample descriptions 
of all the fine leading varieties of roses, regularly classed in 
their respective families; their history, and mode of culture. 
By T. Rivers, jun. 3d ed., cor. and improved. London, Long- 
man, Brown, Green, and Longmans, 1843. 

xii, 200, ;1)p. 174". 








vill, 2387p. ius. 18°. 


1. Roses. 
3883070 
Library of Congress SB411L.RE2 1863 
12) (685 08337 
Rivers, Thomas, 1798-1877. 
The rose-amateur’s guide: ample d 





wien al 
all the fine leading varieties of roses regularly classed in their 
respective families. Their history and mode of culture. By 
Thomas Rivers. 11th ed., enl., cor., and improved. London, 
Longmans, Green, and co., 1877. 


xit, 247 p. 17™. 
1 Roses. 
Agr 14-154 
8. Dept. ofagr. Library 9TR52 
“2 Library of Congress (SB41LR ) 
aSTb1-, 
Rivers, Thomas Maximus, 1868- 
The autonomic diseases ; or, The 
T. M. Rivers ... phia, 
(1984, 
2p 191". 
Bibliography : p 270-290. 
— Practice. 2 Rheumatiom & Arthritis deformana 
4. Nervous system, & Tithe. mm Tithe: The rheumatic 
Library of Congress RC4BR.RSS 
— —— Copy 2. 
Copyright A 78820 4 oe 


Rivers, Thomas Milton, 1888- ed. 

Filterable viruses, by Harold L. Amoss, Jacques J, Bron- 
fenbrenner, Alexis Carrel ... pand others, edited by Thomas 
M. Rivers. Baltimore, The Williams & Wilkins company, 
1928, 

ix, 428 p. {us., plates (part col.) 23)". 
articles in the various Belds 





ot poe work are locluded with each chapter.” 


Contents.—Some general of filterable viruses, by T. M. 
Rivera —Filters and filtration 8. Mudd —Tissue cultures 
study of viruses, by A. Carrel.—Intracellular pathology in virus dis- 


(Continued op vext card) 
wi, 


‘212788 


rheumatic syndrome, by Conflict 
Dorrance & company, inc. by G, Elliot Smith ... London, K. Paul, Trench 
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Rivers, Thomas Milton, 1888- ed. 
1928. (Card 2) 

Conrentse—Continued 

eanes, by E. V. qa Fy AE Td. 

by H. L. Awoas.—Virus diseases of mammals as 
disease vesicular stomatitis, by P. K. Oliteky.— 
Virus diseases of fowls as exemplified by contagious epithelioma ( fow!- 
by E. W. Goodpasture—Virus diseases 
Py ete TS f AS | Koo. 
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28—12783 
Library of Congress RM75LRS 
Copyright A 1077107 40), 
Rivers, Thomas Milton, sene- 


+» Lane medical by 
Thomas M. Rivers ... Stanford began] Calif., Stanford 
aay press; London, H. Milford, Oxford university prees, 
1 

188 p. incl. tables, diagrs. plates. 25)". A yap university pub- 
Mecations, University series, Medical sciences, vol. rv, 00. 1) 

“References” at end of each lecture. 


— Immunological sree! and erste! poanomena, of ron dca” 
jaye pr LL prevention of virus diseases. 


1. Viruses. 2. and ‘erases Lane medical 
—= Contagion contagious L 


cheny & Capen RC12 BS enone 
— ae A886.L5T no. 
Copyright Phase 14003, (@10.82) 616.01 


Rivers, Walter Courtenoy. 
Three clinical studies in tuberculous samy: 


Ww. pa Rivers ... London, G. Allen & Unwin, anor, nd 
. plates. 224. 
Tie vignette. 


Bibliographical foot-notes 


1. Consumption. 


Library, U. S. Surgeon- General's Office 


Rivers, William A., pseud. 
Eurasia, a ‘* of t, - life, we en A = 
and W , limited TA — _ 


20.1, G23 p. 18™ 


81476 
Library of Congress 


Rivers, William Halse Rivers, 1864-1922. 


and dream, by W. H. R. Rivers ... Shouts 


co., Itd.; New York, Harcourt, Brace & company, inc., 1008 


xi, 194, gy Dp. 22°. (Half-titie: 





Ubrary of 


philosophy and scientific method ) 


1, Dreams. 2. Peychoanalysia. 1 Title. 


Library of Congress BF1078.RS 


(Ba 


Rivera, William Halse Rivers, 1864-1922. 
Dreams and primitive culture. By W. H. R. Rivers ... 
In John Balletia. 





Rylands library, 
mi. v. 4, p 38T-410) 
“Lecture delivered in the John Rylands library, April 10, 1918." 


1. Dreams. 2. Society, Primitive. 
A 37-798 


Princeton univ. Library 
for Library of Congress (2221. M18B vol. 4) 


2 (01 4272) 


Rivers 


— William Halse Rivers, 1864- 
reams and primitive culture; a lecture delivered 
the ian, Rylands library on the 10th April, 1918; by 
W. H. R. Rivers ... Manchester, Universi’ press; Lon- 
don fete.) Longmans, Green & co., 1917-18. 
2p 2”. 
Bibl 


5 — yy 
a Bagged, rom Tie Be Bulletin of the John Rylands library’, v. 4, nos. 


1. Dreams. 2 Man, Prehistoric—:Psychology: 3. Ethnology. 


Library, U. S. Surgeon- General's Office sop 
222) 
Rivers, William Halse Rivers, 1864-1922, ed. 

Essays on the ia, edited by W. H. R. 
Rivers ... with « by Sir Everard im Thurn ... 
bridge |Eng., The Press, 1922. 

xvill p11, 116p. 21". 

Come, depopulation W. J. Durrad.—Deca- 


ee 1864-1922, 
tee tee 3. &. B, Sivan -. Lon- 


don, for ristian knowledge; New 
York and Toronto, P The Meaecmillan oo., 1922. 


32 p. 18. (Helps for students of history, no. 48) 
p pi samy criginally appeared in History for July, 1908:"—Fost-aote, 
:p Oe 


Boyal college of 
fee a vv. SS oe ... London, 
‘Arnold, 1908. 
viii, 1369. dinars 25™. 
1. Fatigue. 2. Alcohol—Physiological effect 
tow 
Library of Congress QP321.R6 
Sig, 


Rivers, Wiliam Halse Rivers, 1804-1929. 
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Instinct and the to a biological 
theory of the psycho-nenroses. ‘By W. H. R Rivers ... 2d 
ed. Cambridge, The University press, 1922. 

vill, 277 p. 29". (Helf-titie: The Cambridge medical series) 
“Tow chang have bese made tn thie edition The book remains 








a5 before an expression of the views of one whose medical experience 
has been confined to the psycho-neu seureems of War: “—Pret. 

Personal om added leaf. 

1. Neuroses. 2 3 dp war, 
4 Therapeutics, Suggestive. 5. Instinct. 6. {Unconsctousvess, 

8622-110 

U. 8. Surg.-gen. off. Librar’ 

for Library of Congress BFI73.R54 1922 
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Rivers, William Halse Rivers, 1864-1922. 
Kinship and social organisation, by W. H. R. Rivers ... 
, Constable & co., Itd., 1914. 


vil, 6 p. + 22". (Half-title: Studies io economic and politi- 
cal science . So Pe Sno Gamgages ty Cones canes 
with the London school of economics) 


Lectures 
largely based on ct 
trust expedition to Melanesia of 1908. cf. Pref. 


1, Consanguinity. 2. Marriage. 3. Society, Primitive. 4. Ethnology— 
Melanesia. L Title 


14—12081 


Library of Congress GN480.R5 
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Rivers, William Halse Rivera, 1864-1922. 

Medicine, magic, and religion; the Fitz Patrick lectures de- 
livered before the Royal college of physicians of London in 
1915 and 1916, by W. H. R. Rivers ... with a preface by G. 
Elliot Smith, r. x. s. London, K. Paul, Trench, Trubner & co., 
Itd.; New York, Harcourt, Brace & company, inc., 1924. 

vill, 146, (1) p. 224". (Half-titie: International library of paychol- 
ogy, philosophy and scientific method) 


1. Medicine, Primitive. 2 Medicine—Hist. 8. Magic. 4. Religion, 
Primitive. 1 Fits-Patrick lectures, 1915, 1916. 


24—10805 
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Rivers, William Halse Rivers, 1564-1922. 
Mind and medicine. By W. H. R. Rivers ... 


olka gree eles) — 


gift estan Getrered Go Sete Rytents Misery, Go OR of Agee, 








Bibliographical foot-noter 
L 2 1 Title. 
AST-808 
Princetos univ. Library 
fot Libra.y of Congress (2821.M18B yvol.5) 
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Rylands library, rn. Tithe " 
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California. Univ. Libr. 
for Library of Congress e401, 
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1. Bthnology—Collected works. 2. Ethnopsychology. 1, Smith, Sir 
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Library of Congress GNB.RS 
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Rivers, William Halse Rivers, 1864-1922. 

Psychology and politics, and other essays, by W. H. R. 
Rivers ... with a prefatory note by G. Elliot re . and 
an appreciation by C. S. Myers ... London, K. Paul, Trench, 
Trubner & co., Itd.; New York, Harcourt, Brace & company, 
inc., 1923. 
ud 180, «() D 7 om Se. Bm International li- 


1. Psychology, Applied. 2 Social psychology. Bayne 
1. Smith, Grafton Elliot, 1871-1987, ed. u. Myers, Charles Samuel, 
mm. Title. 
ane 
Library of Congress BF21.R5 
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Rivers, William Halse Rivers, 1864-1922. 
Social organization, by W. H. R. Rivers ... edited by W. J. 
Perry ..._ London, K. Paul, Trench, Trubner & co., Itd.; 
New York, A. A. Knopf, inc., 1924. 
XD. 2 1, 3-228 p. diagrs. * adi ( Half-title: History of civiliza- 
tion. (Pre-history and antiquity, 
« Dr. Ri 1920 
2 Shs ae ae 


Bibliography : p. :tx)-x. 


1. Sociology. 5 Sete, 5 Primitive. 8. Social psychology. 
William James, ed. 1. Title. 
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Rivers, William Halse Rivers, 1864-1922. 

Social ion, by W. H. R. Rivers ... edited by W. J. 
Perry .. ew York, A. A. Knopf, inc.; London, K. Paul, 
Trench, Trubner & co., "itd., 1924. 


xp. 2 1, 3-226 p. diagra 24". (Half-title: History of civiliza- 
tion. |Pre-history and antiquity, ) 


Setates te Greet Sette. 
“Based upon prepared by Dr. Rivers in 1920 and used 
by him in two couress of lectures in Cambridge in 1921 and 1922" "—Pret. 
Bibliography : p. ;!x)~x. 


2. Society, Primitive. 8. Social paychology. 1. Perry, 
wilitam James, ed. u. Title. 
24— 16823 
Library of Congress HM107.R5 
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Rivers, William Halse Rivera, 1864-1922. 
The Todas, by W. H. R Rivers ... 
Macmillan and co., limited, 1906. 
xvili p., 11, 755 p front. (fold map) illus, fold. geneal. tables, 28". 


781;-788. “List of Toda villages”: p. T84-T87. 
oulot of ama? pha 78a. "Gloamary”*p. (Taly-Tak ¥ 


London, New York, 


1. Todas, 
11810 
Library of Congress 8482 TERS 
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Rivers, William James, 1822- 

Rivers’ account of the raising of ice 186 in South Car- 
oline for state and confederate —: 861-1865. Pub. 
for revision amendment. , 8. C, The 
Bryan printing co., state ~ + 

“Ho. 2. 

Interleavea. 


U. S.— Hist. — Civil war i histories — South Carolina, 
2, South ‘Cardina—HistCinl wart. South Carina Historian of 
confederate 


A126 


Title from Univ. of Chicago ES774.R62 Printed by L. C. 
Rivers, William James, 1822- 

Address delivered before the South Carolina histor.cal so- 
ciety on their twenty-first — at. te 19, ~¥ by Wil- 
courier ‘job presses, 1876. 

28 p. 234". (South Carolina historical society. Collections, ¥. 4, 


Bo. 2; 
1, South Carolina—Hist.—Addresses, ensays, lectures. 


Library of Congress 
—— —— Copy 2 
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Rivers, William James, 1822- 


The Carolinas. By Professor William J. Rivers ;with 
a critical essay on the sources of jnformation, by the 
editor; 


(In Winsor, Justin, ed. Narrative and critical history of America. 
ton and New York, 1884-09. 32°". ¥. 5 (1887) — (285)-356. illus.) 


1. North Caroltina—Hist —Colonial period. 2. South Carolina—Hist— 
Colonial period. 
cw, 14-8008 
Library of Congress EI8.W76 vol.S 
Rivers, William James, 1822- 
A chapter in the early history of South Carolina. By Wm. 


J. Rivers ... Charleston, S. C., Walker, Evans & Cogswell, 
1874. 
1100p. 23s". 


1, South Carolina— ort wm period. 2. South Carplina—Pol, & 
govt.—Colonial period. 
1—10817 
Library of Congress F272. R62 
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(Rivers, William James, 182?- 

A chapter on the colonial history of the Carolinas, 
Baltimore, J. Murphy & co., 1885. 

67 p. 2%. 

“For insertion in in the ‘Narrative and critical history of America’ ed. 


by 
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1. North Carolina—Hist —Colonial period South Carolina— = 
Colonial period. 1. Tite . —_ 
16-9495, 
Library of Congress F272.R624 


‘Rivers, William James, 1822- 

A little book: to obtain means for placing a memorial stone 
upon the grave of the poet Henry Timrod. For private circu- 
lation. Charleston, S. C., Pub. for the committee by Walker, 
Evans & Cogswell, printers ,18761, 


Sp 5212. 

The author of the plerse which make up thi litte volume la le Prof. 
Wm. J. Rivers. cf. Introductory note, signed by a ittee of South 
Carolina citizens, Hugh 8. Thompson, treasurer. 

~The characteristics of Henry Timrod’s poetry, and bis 

rank as @ A lecture to the students of the University of South 

na. on an ancient superstition concerning the world's 
destruction. —Eldred (1870) 

1. Timrod, Henry, 1828- 1967 1. Title. 
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(Rivers, William James, 1822- 

A sketch of the history of South Carolina to the close 
of the proprietary government by the revolution of 1719. 
With an appendix containing many valuable records hith- 


erto unpublished. Charleston, McCarter & co., 1856. 
470 p. 224". 
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Rivers-Willson, Alfred, 1854- 

Materia medica and pharmacy for the use of stu- 
dents preparing for the examinations of the Conjoint 
boards of the Royal colleges of physicians and surgeons 
in England, Scot! and and Ireland; the Soc-ety of —- 
ecaries, &.; hy Dr. Rivers-Willson ... 4th ed. (rev. to 
accord with the British oe 1914) Oxford, 
Parker and co.; London, H. Kimpton ;1916 


vip, 11, 143 p. 17%. (The Conjoint board series) 
1. Materia medica. 2. Pharmacy. 
$G 17-26 
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U.S. Engineer dept. Board of engineers 
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National 


National rivers and harbors congress. 


Rivers improvement convention, 
Prairie du Chien, 1868 


Fox and Wisconsin Rivers improvement 
convention, Prairie du Chien, 1668. 


The rivers of Great aa, descriptive, historical, picto- 
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Cassell & company limited, 1889. 
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Adopted in Assembly and Senate, March 22, 1929. of. p. 81. 
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agriculture. Citrus experiment station 
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1. Alfalfa. Bibliography. 
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1. Printing—Bibl —Catalogs. 
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1. Panama canal. 
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Riverside, Calif. Public library. 
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10 p. 16)". (/te Bulletin 146) 
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Libraries, Gaew ——- 2. Children’s literature— Bibi. 
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Library of Congress 2718.1.A1R6 
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Riverside, Cal. Public library. 
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28 p. 17%. (Bulletin 121. July, 1915) 
1. Cities and towns—Planning—Bibl. 
17-19026 


Library of Congress 79942. R38 
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Riverside, Calif. Public library. 
The Colorado River and its tributaries; a biblbogreghey 


of books, oe rnment doc aments in 
the nade pabie Hbra af a? — Bertha L. Wals- 


worth. (Riverside, Calif public library, 1922. 

13971. 274. 

Autographed from type-written copy. 

1. Colorado River—Bibl. 2. Southwest, New—Bibl 1. Waleworth, 
Bertha Louella, 1888- ve Tithe. 

ae 
Library of Congress Z1251.WSR6 
oa 
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Riverside, Cal., 1914. 
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Bibliography. 
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Dry farming ... Riverside, Cal., 1912. 
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1. Holidays—Bibl. 1. “title. 
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Finding list of books in the Riverside public library, 
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wo Mayr i895. Riverside, Cal. Dally prese print 189 
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me 2... Books added from May, 1895, 
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Library of Congress 7881. R623 








Riverside 





Riverside, Calif. Public library. 

Finding list of books in the Riverside public library. Oc- 
tober, 1902. Riverside, Cal., 1902. 
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Cover jilustration (view of building) 

—— List of books added to the Public library from October, 
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Library of Congress Zasi.RE22 1902 
13041, 
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giving and Christmas... Riverside, Cal., 1913. 
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1. Indians of North America—Bibl 
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Library of Congress Z1200.R9 
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1. Bate, Nelle M., comp. 1. Title. 
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Catalogue of the Riverside free ee 
RL. Providence, G. F. Chapman 
tv, G20 p. 189". 
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Library of Congress ‘1881. BO 
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Riverside, B. I. Free public library. 
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—— Supplement ... no. 
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Library of Congress 7881. R64 


Riverside association, New York. 
Annual report. 1st- 
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v. plans 23™. 
Title of Ist report: Annual report of the Riverside association in New 
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List of officers and members in Ist. 


1, New York (City)—Charities. 
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Library of Congress HV88S.NSR6 


Riverside cemetery, Waterbury, Conn. 
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Waterbury, Conn. Riverside cemetery. 


Riverside church, New York 
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New York. Riverside church, 
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Los Angeles, Cal, Los Angeles directory co., ‘1905- 


Tithe varies 1905-1 Dana Burks’ Riverside city directory 
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Riverside co., Calif. Office of auditor. 


Riverside Co., Calif. Board of supervisors. 


Riverside County, California, one of the southern 
gems; Riverside County = and statistics. Pub. by 
authors of the county Board of supervisors. River- 
A Calif: P Press printing company (19151, 
“— th p. illus. (inl. map) 23°. 


1. Riverside Co, Calif 
ca 25-1367 Unrev'd 


Library of Congress F868 R6R62 


Riverside co., Calif. County auditor, 
Office of 


Riverside co., Calif. Office of auditor. 


Riverside co., Calif. Office of auditor. 
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bureuments by or on enrount of wach 
court, road, Oe Ted daindeooms 
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1928/77, Annual financial statement .. 
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m. p. 1902. 
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1. Nature study. 
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and Houghton, 1868-70. 


4¥. Mus, pl, music. 25". 


HH. E. Scudder, editor. 
Merged (nto Scribner's monthly. 


1. Scudder, Horace Elisha, 1838-1902, ed. 
Library of Congress AP200.R6 
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Improved Riverside flour code. 6th ed. ,The standard 
cable -— telegraph code of the flour milling trade for 40 
; five letter revision ... Chicago, I iil, Milwaukee, 
is., Riverside printing company, ‘1923. 
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1. Cipher and telegraph codes—Flour trade 1. Title. 
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Copyright 
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. Telegraphic cipher, comp. expressly for our —_— 
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comp. 
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40.1, 279,11 19™. 
1. New thought 1. Title. 
Library of Congress BFOLRS 
Copyright A—Foreign 29382 
2 


Rivet, Charles, 1881- 

The last of the Romanofs, by Charles Rivet ... tr., with an 
introduction, by Hardress O'Grady. London, Constable and 
company, limited ,1918, 

xi, (1) p, 1 1, 15-246 p, 11. front, plates, ports. 23°. 


ConTErts. 1, Unknown Russia. 2. The 
eye —n. revolution —pt. 3. 


1, Russia—Pol. & govt.—184-1917. 2 a 


1917- 8. France—For. rel—Russia. 4 Russia—For. rel. 
1 O'Grady, Hardress, tr. m. Title. 
18—6TeO 
Library of Congress DK262.R5 


Rivet, Charles, 1881- 

The last of the Romanofs, by Charles Rivet ... tr., with an 
introduction, by Hardress O'Grady. New York, E. P. Dutton 
and company ,°1918, 

xilt p, 21, 8-800 p. front., pl, porte, 21°, 

On TETT cat,,  Unknown Resia—pt. 2. The revotation—pt. & 


1, Russia — Pol. & govt. — 1804-1917. & Demte—Bist-—Bevetatied, 


ree x. ret-—Russis. 4, Ressle—For, rel—France, 
ye nee 169610 
— —— Copy 2. 
Copyright A 497140 on, 
Rivet, Gustave, 1848- 
. Le droit du pére; comeme-dramatique en actes. 
Paris, P.-V. Stock, 1968. = 
121 p. 9*. 
re) 
Library of Congress (Copyright 1908 1D 12322) 








Rivet 


Rivet, Heart, 1874- 

«Lap ion de la propriété iale; traité 
théorique et pratique de la loi du 30 juin 1926. de 
Camille Perreau ... Paris, Editions de “La Bonne idée”, 1926. 

2p l.7-20p,11 my. 

“Notes biugraphiques (par A. DaudéBancel,”: p. 7-4 





1. Landlord -ad tenant—France. 


1. France. Laws, statutes, etc, 
1034-1981 (Doumergue) 


sara 
Litrary of Congress a urs 
Rivet, Jules. 

pie Gmc tot cum. Paris, Editions de l’Epi 


c 
Spl, gis p sl ss. 


. Tite 
00-15) 

Library «> Congress PQSS1E4DS 19699 

Copyright A—Foreign on 
a 

amuvet, Jries. 

... Edouard Herriot; ou, Le discrédit lyonnais ... Paris, 
Editions du Hibou ,1933, 


Sagi. dp we. 


1. Herriot, Béouard, 1873- L Title: Le discrédit tyonnais. 


AC84-8227 
‘Title from N. ¥. Pub. Libr. Pristed by L. ©. 
a 
Rivet, Julee. 
... Le vierge déshabillée ... Paris, Les Editions de France, 


Spl p.1k wm. 


L Tith, 
‘Lipeary of Osngrem PQSSLIGSCVS 1959 
Ospyright 4— Foreign OB 
a 


Lamasey or Cowcanes Ravexaxce 
Cangram Ssesnaary excites wEtes do nit sopanr ss bondage ta Yapesttory sales 
a-e18 


LIBRARY OF CONGRESS 
Rivet, P Banet- 
see 


Banet-Rivet, P. 


Teoneca, 2 Australien languages 3. Ethnology —Pata- 
goals. 4. Man— L 
24211 
Library of Congress PMT183.B5 
Rivet, Paul, 1876- 
Bibliogra, américaniste, par P. Rivet ;Peris, Au 


. aye. 


“Extrait du Journal de la Société des américanistes de Paris, nouv. 
oér., t. xvn- 1928— 


1. America—Bibl. 1 Title 

2821008 
Library of Congress Z1201. Re 
——- Bot. a85e1) 
Rivet, Paul. 
Bibliographic américaniste, par P. Rivet ... Paris, Maison- 
neuve fréres, 1926. 


2p i, 1338p 2". 
“Extrait du Journal de ia Société des Américanistes de Paris, 1926.” 


1, America—Biti. = t. Title. 
‘27 -14555 
Library of Congress zi201.P¢2 1998 
Copyright A-~-Foreign s28T4 
3 


Rivet, Paal. 
Mictsiap cxitiqns de ls grande extsupsice do Chststoghe 


Colomb ... par M. Analyse sommaire 
eos as ... (Paris; Au sidge de la Société, 
cover-title, 8p. 2i™ 

culties Gp Jowrasl de lo Soctint os emictenniene 60 Porte Nouvelle 


L Vignest, Hoary ¢ ¢. Jush Henry, 1890- Histoire critique de la 


13-9654 


Library of Congress EMLV@3 


Rivet, Paal. 
cig tn ection, gee 8. Eee, Paris, 2. Champion, 


2p.1,.00 p11 2". (Added t-p.: Collection linguiatique, pub. 
ta ‘Bucakis to linguistigue 60 Parta—aarv) wad 


Sestee toto else ob band of top 
“Index bibliographique” : p. 





Rivett, Albert Cherbury David, 1885- _ 
The phase pan Se oe f heterogeneous equilibria ; 
an parts norton study, by A. D. Rivett ... Oxford, The 


1. Phase rule and equilibrium. 
Library of Congress QD501. R65 
*89fl, 


Rivett, Edith Caroline, 1894— 

+. The affair on Thor's héad. London, 8. Low, Marston & 
00, Itd. ,1982, 

Spl, 2p map 19. 

Author's peeod., B. ©. R. Lorac, at head of title. 


& Tithe 

Library of Congress PTS. RSWAL — 
Copyright Aad int. 16178 * 

Rivett, Ldith 

Bats in the belfry, by E. C. R. Lorac ;peeud., London, Pub. 
for the Crime club by Collins ,1987, | 

mp. 1. 

1 Tithe. 

81-4004 
Library of Congress PTB. RSWBat 
Copyright A ad int. 22589 3) 


:Rivett, Edith Caroline, 1894— 
Bats in the belfry, by E. C. R. Lorac :peeud., New York, 
The Macaulay company ,1937, 


255 p. 109". 
1 Title. 
‘3B-23776 
Library of Congress PZ RS26Bat 2 
& 
(Rivett, Edith Caroline, 1894- 


«+ The case of Colonel Marchand. London, 8. Low, Mare- 
ton & oo., itd. ,1988, 

2p.1,mp 1, 

Author's pseu, B.C. RB. Lorac, at bead of title. 


© Tithe. 

Library of Congress PT3.R520Cas a 
Copyright A ad int 17715 * 
Rivett, Edith Caroline, 1894— 

Crime counter crime, by E. C. R. Lorsc :peewd., London, 
Pub. for the Crime club by Collins ,°1936, 

2p. 19° 




















ia; Rivett, Edith Caroline, 1804 
The Dvath of an author. London, 8. Low, Marston & co., ltd. 
11935, 
4pL8p 1. 
Author's peeod., B. C. B. Lorac, at head of title, 
‘ 1 Tite, 
86-30876 
Library of Congress PR RSD 
Copyright A ed int. 20781 a 
a ;Rivett, Edith Caroline, 1804— 
Death of an author, by E. C. RB. Lorac :pooud., New York, 
The Macaulay company 1987, 
255 p. 104. 
1 Title 
71 -43 
Library of Congress PZB. RSWDe 2 
—— —— Copy 2. 3 
ub. |Rivett, Edith Caroline, 1894- 
‘The devil and the C. I. D., by E. C. R. Lorac «pseud., Lon- 
don, Pub. for the Crime club by Collins ,*1938, 
22 p. 1. 
1 Tithe. 
Library of Congress PZB. RS26Dev 
Copyright Aad int. 28608 2 
rk (Rivett, Edith Caroline, 1894- 
. ... The Greenwell mystery. London, S. Low, Marston & co., 
ltd. ,1982, 
2p1,%%p 1. 
Author's peeod., EB. C. R. Lorac, at head of title. 
1 Tithe. 
52-84081 
Library of Congress P23 R5S266r 
Copyright A ad int. 17180 FY 
(Rivett, Edith Caroline, 1894— 
, John Brown's body, by E. C. R. Lorac ,peoud., London, 
Pub. for the Crime club by Collins ,°1988, 
mp we. 
u Tithe 
Library of Congress PZB RS26Jo 
Copyright A ad int. 24776 2 
. (Rivett, Edith Caroline, 1894- 
.. Murder in Chelsea, London, S. Low, Marston & co., itd. 
11984, 
2plmp =. 
Author's peeud., E. ©. R. Lorac, at head of title. 
1 Tithe. 
34 88622 
Library of Congress PZB RSWMD 
Copyright Aad int. 196% 38) 
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(Rivett, Edith Caroline, 1894- 
Murder in Chelsea, by E. C. R. Lorac ,peeud., New York. 
The Macaulay company ,*1935, 


252 p. diagr. 10)". 


1. Tithe. 

Library of Congress ‘PES REID? 
—— —— Copy? 

Copyright A S0T01 & 


Rivett, Edith Careline, 1894- 

.» Murder in St. John’s wood. London, 8. Low, Marston 
& co., ltd. ,1984, 

¥, 84 p 19°. 

Author's pseud., E. C. R. Lorac, at head of title. 


1. Title. 
8¢-10781 
Lébrary of Congress P23. RS26Mr 
Copyright A ad int. 18841 3& 


(Rivett, Edith Caroline, 1894- 

Murder in St. John’s wood, by E. C. R. Lorac :peeud., ... 
New York, The Macaulay company ;°1934, 

4p.1, 2p. 199". 


1 Tithe. 
Library of Congress 
——- —— Copy 2. 
Copyright A 73570 


; ae on on ht E.C. R. Lorac pooud., New 
Yash, Tho Mosauley company "i000, ° 


Spl,Mop 199°, 


L Tithe. 
= 2 TDs 
* 
,Rivett, Edith Caroline, 1894- 


... The organ speaks. London, 5. Low, Marston & co., itd. 
(1985, 

2p. 1, 816 p front. 19°. 

Author's peeud., B.C. R. Lorac, at head of title. 


1 Title. 
96 a206 

Library of Congress Pz3.R5200r 
Copyright A ac tnt. 20088 a 
Rivett, Edith Caroline, 1894- 

A pall for « painter, by E. C. RB. Lorac peeud., London, 
Pub. for the Crime club by Collins ,“1936, 

2p we. 

1 Tithe 

Library of Congrem Pm Rewer 

Ooprright A ed int 21961 ro 


L Tithe 


Library of Congress 
Copyright A ad int. 21681 


Rivett-Carnac, John Henry 
see 
Carnac, Jom Henry Rivett-, 1639- 


Spl, O85 p.21 ties, plates 20)”. 
At head of title: Pietro Silvio Rivetta (Teé@l) 


1 Language ana languages—Btymomgy. 2 Semantics . Tite 
aD 
PeaLEs 
a 


Library of Congress 
aa 


ee eee 
+ hd 
Tit gumd Pinas Bape BR. Bempored & f.°, 1981. 


Land double tab. 17. (Manuali susiliar! Teddi per le tradustone 
dalle lingue ciassiche e straniere. 1) 


aa Der immediate tradustone delle date latine”: double table 


ComTenrs.— Desinense —Vori irregolari o diffcili. 


ete. X Latis tengeage Olomarion, voonbelation seat Tiaa 
Library of Congress PAZIS8. RS saad 
Copyright A—Foreign 1572 
a 476.1 
Rivetus, Andreas 
see 
Rivet, André, 1572-1651. 
Rivielle, Jess Palermo 
at 
Palerme Rivielle, Jess. 
Lamaary or Concumes Reveaawon 
ons of Sometnez, setegs sognie pow Lt — —f_ 2X41 5 
rae 
a 








Rivier 


Rivier, A. 

Influence de l'eau (pluie et arrosage) sur le bié et sur 
V'avoine avant et aprés apparition de l’infi 

Ann. ecl agron. année 43, p 303-312 





Paris, 1926. 


1. Oats. 2. Plants, Effect of moisture on. (1,2 Onte— Bifect of 
moisture, 3. Wheat—,Effect of moisture, 


Agr 20-22 
Agricultore 14An75 année 43 
2 


Library, U. 8. Dept. of 


Rivier, Alphonse Pierre Octave, 1835-1898. 
Claude Chansonette, ete messin, et ses lettres in- 


Claude, 4.15007 = 


Chansonnette. Amerbach, Bonifacius, 1406- 
1802 1. Capito, Wolfgang Fabricius, 14787-1541. 


AC 87-006 
[A8242.B322 vol. 29) 
Da) (082.1) 


Iigols, Univ. Library 
for Library of Congress 


Rivier, Alphonse Pierre Octave, 1835-1898. 

De discrimine quod inter regulam Catonianam et eam quae 
lege 29 de r. j. continetur juris antiqui regulam interest .. 
Auctor Alphonsus Rivier ... Berolini, typis expressit 
G. Schade, 1858. 

4p 1, 6, dp 209". 

Inaug. diss — Berlin. 


1. Inberitance and succession (Roman law) 2. 
one ( iw Legacies (Roman 


4308 
Library of Congrens 2 


Rivier, Alphonse Pierre Octave, 1835-1898. 
Introduction historique au droit romain; manuel-pro- 
gramme pour servir aux cours universitaires et a l'étude 
une 








privée, ire et 
quelques en ving é 
pe Iphonse Rivier ... Nouv. éd. Braxellese G. ~~ 
ete., ete., 1881. 
xxvii, 42 p. 2. 
“Apercu bibliographique”: p. 99-107. 
$—2712 
Library of Congress 1201) 


Rivier, Alphonse Pierre Octave, 1835-1898. 
Lehrbuch des vélkerrechts. Von dr. Alphons Rivier .. 
Stuttgart, F. Enke, 1889. 


avi, a 11 20. (Half-title: Handbibliothek des Sffentlichen rechts 
o & 


1. International law and relations. 
Library of Congress JX2712 1989 
1a2Sel) 


Rivier, Alphonse Pierre Octave, 1835-1898. 
Lehrbuch des vélkerrechts. Von - ” Rivier 
2., verb. aufl. Stuttgart, F. Enke, 1 


xv, ih), oe 2I™. (Half-title: Handbibliothek des Gffentlichen rechts 
Hr. von A. tv. bd.) 


1. International law and relations. 1. Title. 
GC ci 
Library of Congress JX277H12 199 
ra24ely 
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Rivier, Alphonse Pierre Octave, 1835-1898. 
Précis du droit de famille romain contenant un choix de 
textes, par Alphonse Rivier ... Paris, A. Rousseau, 1891. 


2x, 3800p. 224" 
“Citations et abréviations” (bibliography) : p. cxix;-xx. 


1. Domestic relations (Roman law) 
42-27417 


Library of Congress a 


Rivier, Alphonse Pierre Octave, 1835-1898. 


Prineipes du droit des gens, par Alphonse Rivier ... 
Paris, A. Rousseau, 1896. a 


2v. my 
“Principaux ouvrages cités”: p. rix)-x 


1. International law and relations 


Library of Congress 
—— —— Copy 2. 


JX2799.P9 1896 


Rivier; Alphonse Pierre Octave, 1835-1898. 

Programme d'un cours de droit des gens pour servir 
A l'étude Ls ée et aux lecgons universitaires, par Alphonse 
Rivier ... Bruxelles, G. Mayolez; ,ete., ete.: 1889. 

xv, 216,11. 18) 

Bibliography: p 14-26. 


1, International law and relations. 
2—30539 


Library of Congress JX1297.R6 


Rivier, Annie, 

La vie d’Achille illustrée par les vases grecs; récits tirés de 
I'Tliade d’Homére et des potmes cycliques, traduits librement 
par Annie Rivier. Lausanne ,etc., Payot & cie., 1936. 

1p L, crr-vil, 144 p., 21 tock ies, platen pl 245". 


1 Achilles 2 Vase-painting, Greek 1% Homerus Ilias Selec 
tions, French, m Title 
0-108 
Library of Congress PA3O15.R5A37 
2) (738) 883.1 
Rivier, W. 
.. Le probléme de la vie. Paris, J. Vrin, 1937. 
2p.1.Mdp, 1h = 19. 
1, Metaphysics. 1. Title. 
39-24850 
Library of Congress BD112.B5 
2) 110 
Riviera, Cesare della. 
Tl mondo magico de gli heroi, del Sig. Cesare della Riviera : 
inusitata chiarezza si tratta qual sia la vera magia 


vnico istromento di tale 
Saendh b GAMMAR siaah do sthsehapumncd batome 
vn perfetto heroe. Hora di nouo ristampato, e dal medesimo 
exter dameaiin, © cnunniite, tn egttaate @ Gn etglen 
tauole, I'vna delle cose pid notabili, I’atra de’ nomi de gli scrit- 
tori citati nel libro... Milano, P. M. Locarni, 1605. 
M4p.1,222p. itu 22°. 
1. Magic. 1, Tithe 


Library of Congress 


11—1441 
RF 1004.R6 





Riviére, A. 
-.» Recherches sur la tectonique des régions d la Ro: 
la Bevera (Alpes- Maritimes), par A hive oe Paris ot 
Liége, Librairie polytechnique Ch. Béranger, 1928. 
a= are a Tiervice de in‘ re fold. pl. (profile) col. map. 


rte géologique de la oe Bulletin 

la carte 

pn, toe te Feioeiae de ia France et des topographies 

At bead of title: Ministére des travans vablics. 

‘ Fiptolony —France—Alpes Maritimes 2 Alpes-Marithnes, France. 
G8 29-46 

Survey (540) B vol. 81, no. 169 

2 


Library, U. 8. Geological 


Riviére, Alphonse Ennemond Auguste 
see 


Rividre, Auguste i.e. Alphonse 
Ennemond Auguste, 1805-1877. 


Riviére, Armand, b. 1822. 
Histoire des biens communaux en France, depuis leur origine 
la fin du xm* siécle, par Armand Riviére ... Paris, 
yg et 1856. 
2p.1,46p 22. 
“Ouvrage couronné par |'Académie des inscriptions et belles-lettres.” 


1. Land tenure—France—Hist. 2. Commons. 1. Title. 


Library of Congress 2 


SR Aageins « Mier anmnees Gages, NS- 


_ Bhat logiques faites aux énvirons de fo Qzieper z, a 
Ae =F ny atte, points de la France occident *) 
ee Riviére ... Paris, Carilian-Geury, 1838. 


20.1, Gp. th, ot she Oth, ap. 24>. 


1. Genlogy—France—Quimper. 


GS7-08 
Library, U. S. Gecl. 


anen Auguste i.¢. Alphonse Ennemond Auguste, 1805- 


simi de la V endée. Groupe crétacique, ou terrains 
erétacés (Partie supérieure des terrains secondaires des 
anciens omens) de la Vendée et de la Bretagne. Par 
M. A. Riviére ... Paris, Impr. de Fain et Thunot, 1842. 
1p. 1, 37. 4 pl, col fold. profile 22". 
wi des Annales des sciences géologiques publi¢es par M_ Riviere 


1. Geology—France—Vendce 2. Gevlogy, Stratigraphic—Cretaceous 


GSi44i9 


Library, U.S. Geol 


Riviere, Ayuguste, d. 18/7. 

Mémoire minéralogique et géologique sur les roches 
eee | la France occidentale, c’est-A-dire sur les 
roches it qui appartiennent aux Lay du 
groupe bo (terrain u7 ju vieux grés rouge et ter- 
rains carboniféres); par A. Riviére. Paris, Impr. de 
Bourgogne et Martinet, 1 


survey 342(540) RS3 


“4p. 2. 


a. Rocks, Igneous. 2. Petrology—France. 


CS67 


Library, U. S. Geol. 





























a Auguste i. ¢. Alphonse Ennemond Auguste, 1805- 

Mémoire sur le terrain gneissique ou primitif de la 
Vendée (partie des terrains primitifs des anciens auteurs 
et des terrains cambriens ou b 





anglais, par A. Riviere. (Paris, 1851) e 
al Dogg pF ee ng, 32. (Société géologique de France. Mé- 
1, Geology—France—Vendée. 
GS14-223 
Library, U. S. Geol. survey 320(540) qR33 


Cp Angas. «. Aine Senemaes Gage W- 
Note sur la distillation des schistes bitumineux, accom- 
pagnée d’un projet de distillerie propre a tirer le parti le 
us avan' des matiéres gazeuses, et soli- 
les renfermées dans ces roches, par A. Riviére. “Paris, 
Impr. de Cosson, 1839. 


22 p. fold. col. pl, fold. plans (part col) 244". 


1, Oil-shales. 


Library, U. S. Geological Survey 460 R5S3n 


Rivties, Auguste i. ¢. Alphonse Basemens Anguste, 1696- 


aol sur les les ;!, terrains d’atterrissement. Et en 
rticulier sur les L- =a uilliéres de Saint-Michel-en- 
"Herm, par A. Riviére ... (Paris, 1839, 


“p. 3 fold pl 2™. 
Extrait du Dictionnaire pittoresque d histoire naturelle 


1. Geology—France. 
GS7-9 
Library, U. S. Geol. 


Riviere, Auguste, 1805-1877. 


Thése de géologie ... Considerations potr servir & le 
théorie de la classification rationnelle des terrains, Paris, 
Impr. de A. Lacour, 1848. 


300 p. 22". 
Thése—Faculté des sciences de Paris. 


1, Geology, Stratigraphic. 
(Pull name: Alphonse Enpemond Auguste Riviére, 
G 8 14-148 Revised 
Survey 206 B38 
(130d2, 


Library, U. 8. Geological 


Riviére, Auguste, 1821-1877 


Les bambous, végitation, cul , multiplication en E 
en Algérie et ct génalemen dans tout le Dan mditerraen 


nord de l'Afrique, Maroc, Tunisie, par feu Auguste 
Riviére ... et M. Charles Riviere ... ris, Au siége de la 
Société d’acclimatation, 1878. 
364 p. 11. incl. plates. 29”. 
1. Bamboo 1. Riviere, Charlies. 
(Pell nome: Marie Auguste Riviére, 
Agr +408 Revised 
Library, U. 8. Dept. of Agriculture 4523R52 
(7202, 
A 1821-1877. 
"i hase dee oe des espéces les plus remarquables pour 


la décoration des serres, parcs, jardins et salons, précédé de 


leur histoire botanique & horticole. Par MM. Aug. Rivitre 
. André ... E. Roze ... sous la direction de J. Roth- 
schild. Paris, J. Rothschild, 68. 
2 ¥. ius, 155 col. pl. (incl. front, ¥.2) 28". 
Tome 2 bas title: Lee f nouveaux choix des les 


Rose. 
1, Ferns. André, Bdovard Francois, 1840-1911, joint a 
u. Rowe, Brneet, tea8-1000, joint author. 1m. Jules, 1838- 
ed 
(Pull nome: Marie A’ Riviere; 
Revised 2 , 


CATALOG OF PRINTED CARDS 


Riviere, Auguste, 1821-1877. 
Traité d’arboriculture ee wry Par feu Auguste Rivitre 
- publié par Gustave Riviére 
Villefranche, Impr. du “Reval du Beaujolais”, 1928. 
€21 p,11. tos, 284". 





1, Frait-culture. ;1. Pomology, 1 Rivitre, Gustave, 1850-1961. 

(Pull nome: Marie Auguste Riviére, 
Agr 81-861 

Library, U. 8. Dept. of Agriculture 93R524 


2 


Riviere, Auguete Rene Dujerric de la 
see 


Dujarric de la Rividre, Auguste René. 


(Riviére, B } 
Observations générales sur la Guyanne Frangaise, et 
rojets d’améliorations de cette importante colonie. Par 
th i R. Bordeaux, P. Beaume, 1 


4.1, ii, Bp. 214". 
Half-title: Nouvelles notes et observations sur la colonie de Cayenne. 


1. France—Colonies—Guiana. 2. French Guiana. 
1-F-384 


Library of Congress 


Riviére, Charles. 
.. Cultures du ee de |'Algérie et de la Tunisie 4 


Ch. Riviére ... H. Ta0g 

P. Regnard .. Paris, 3 Bare i. © 

xii, § 17. 

sedi 88 in un, as 0. Wesy’ fares Sem 


Series title also at head of t-p. 


1 i , Tropical. 2. Agriculture. France. Agricul- 
ture. 4 yw h~ 4 . He neh ° Agr 6-912 


Library, U. S. Dept. of Agriculture 34RS52D 


Riviére, Charles. 


.. Cultures du Midi, de 1’Al, 


, rie, de la Tunisie et du 
Maroe, FP Bese Ch. Riviere .. “itty . 


Introduction 


r le ard... 2. éd., rev. et augm.... Paris, 
¥ - Dailiiiee ot et fils, i617. 
rAd, pilus. (incl. diagre, 1 ay (Half-title: Encyclopédie 


Series title also at head of t.-p. 


Auger Alegi via Agrealiarey T i 
p+ moat “We Ng 5. nae ae 


72 Lies 
Tl => oy Bg 
Agr 17-873 
Agriculture 38R52D 





Library, U. S. Dept. of 


Rividre, Charles. en 
. Les cultures gg | en Mgt par 
collaborateurs: M. Barrot .. . Godard . 





= -Mustapha, Giralt, impri photog , 1900. 
137 p., 11 pl. 219. (Algérie. (Exposition universelie de 1900) ) 
“Ouyrages consultés"’: |. at end. 


Bubjeet entries: Algeria. Agricultare. soe 


Agriculture, no. 4R520. 


Library, U. 8. Dept. of 











Riviere 
(Riviére, Charles, 1545- 
... Horticulture générale. Végé ; cultures spécial 
aceli jon. Alger, Giralt, imp du go 
général, 1889. 
216 p. front, 2 pl. 24. 
At head of title: Aletete 
Prepared for the Paris exposition of 1880 
1, Gardening— Algeria. 
Agr 15-1827 Revised 
L 90413H 
U. 2! ofagr. .ibrary 
Charles, 1845- 

.-» Manuel pratique de +o Guat cul- 
tures. — Céréales, vi rages.—! bétail.— 
nn Se Pee o 
Matériel et constructions agricoles. Suivi d’un ier du 
cultivateur, par m. Riviere ... et, m. Lecq... Paris, A. Chal- 
lamel, 1900. 

2p. L, \wil-xv, 114 p. Mus. 254°. (Bibliothdque d’agriculture co- 
loniale) 

“Bibliographie agricole” p. 106%-1073. 

1. Agricultare—Algeria. (1. Algeria—Agriculture, t Leg, BH, 
joint author. 

Agr 6-1925 
U. 8, Dept. of agr. Library 35.1R52 

for Library of Congress a37b1-, 

Traité d’agriculture le nord de l'Afrique; 
Algérie— Maroo— per Ch. Riviire ... 


1 Lecq, H., joint author. 
Agr 14—1288 
v8. . Library Rs2T 

for Livcany se Congvens 104001), 

Rividre, Charies. 

... Traité pratique d'agriculture pour le nord de l'Afrique; 
Algérie—Tunisie—Maroo— Nouv. Gd. rev. & 
ques, maritimes et coloniales, 1998-29. 

2v. diagre. 2”. 
At bend of tite: Ch. Rivitee ot . Lacy, 
1 Agriculture—Afrien, North. (1. Afrtes, Morth—Agricuitare, 
1. Lecg, Hippolyte, 1856-1922, author. 
Agr 29-608 fl 
Labrary, U. 8. Dept. of Agricultere S5.1R0ST 


Rivitre, Charles Dufresny, sieur 
de La 


Dufresny, Charles, sieur de La Rividre, 
1654-1724. 


Riviere, Clive, 1872- 
. The 


tubereulosia by Clive Riviere .. 2d ed. or Comte, 

cetc., H. Milford, Oxford university press, 1927. 
xxii, 311 p. illus, xv (4 ¢. 8) pl, diagre. 18)”. 
publications) 

Plates have {llustrations on both sides. 
Bibliography : p. 230-948, 286-288. 


"(Oxtert motes 





Title from John Crerar Libr 616266 Printed by L. O. 








Riviere 


Riviere, Give, 1672-— 
_The 
sis, by Clive "Riviere. 
Sieadhoen, 


xv, 186 p. illus, m pl. 199°. (Oxford medical publications) 
Bibliography : p. 175-180. 


he 


. iret 7 Freed, Hodder 








tArtificial) 
8GU7-47 
Library, U. S. Surgeon- General's Office 


Riviere, Clive, 1872- 
bert Morland .. Oh ede Leadon He Peends as atk 
af * > axviu diagr.(2 fold.) 1917. (Oxford medical publica- 
Bibliography: p. 221-238. 


1. Tubereulin. 1. Morland, Egbert, joint author. 
Agr 21-44 
Library, U. S. Dept. of Agriculture 448R523 
2, 
Riviere, Clive, 1872- 


. Tuberculosis and how to avoid it, by Clive Riviere .. 
London, Methuen & co., ltd. ;1917) 


127 p. 174°. (Methuen’s health series) 


$G17-48 
General's Office 





Quaternary 
40, 20 
Library of Congress GNTOGRS 
2 
Pividre, Bunile, 1835-1922. 

The So ee é& Dor. 
dogne, France. By M. Emilie Riviére . by 
O. T. Mason. 
wif Eee Annzal report, 1901. Washington, 
Go Parte, our. 5. tome 2, 000 1901" ns 

3 Sutin Fam Owe — 2 Maa, 
Quithecaien ‘ast. Library — 

for Library of Congress (Qi1s88 1981) 

ooh, 

Riviare, Emile, 1835- 

Palécethnologie. De | de l‘homme dans les 
Pent pkg ap 

per J. our 

Gusman. Ouvrage couronné T'headamie des ecienees 
ee ) Paris, J. B. Baillitre 
ek Bak Mga 1S anh a an, 2 Mies, 23 pl (22 col) 

1. Maritime Alpe—Antig. 2 Man, Prehistorio—Maritime Alps. 

9 2238 

Library of Congress Gwemi2 MRS: 


LIBRARY OF CONGRESS 


Riviére, Etienne de la 
see 


La Rivitre, ttienne, 


Riviere, Evelyn, 1876- 

gen? Bile 2 ke ot ee By Evel: 
London, Stevens and sons, limited ; Philadelphve, 

Sous os tal ioene cete., ete., 1912. 

liv, 253, 1) -22y*. 


The powers of and «; to the court under the new 
Property acts. An index to the court side of the acts, with an 
appendix of rules. By Evelyn Riviere ... London, Stevens 
and sons, 1926. 

vi, 140 p. 22. 

1. Civa . Brit. 2 Real Brit. 3. Court 

1 Gt. Brit. Laws, ote. m Tithe. 
2 ome 

Library of Congress a 


. Cézanne, le 
productions dont 8 en couleurs. 
3 p. L, 178, (1; p. incl. front, plates (part col.) ports. 20". 
et modernes) 


os ee oe © re 
Paris, Floury, 1933. 


(Anctens 


1. Césanne, Paul, 1880-1906. 


Library of Congress 


Georges. 
--» Le maitre Paul Cézanne. Paris, H. Floury, 1923. 


pent ae elt 0,04 Seat. Man, platen (past ost, past eeunted) 
anemone Se See ammtte ow note 
1 Césanne, Poul, 1889-1908 86. Tithe 
‘31-12004 
Library of Congress NDOUS.CEERCS 
ca oats 
bourgeows de Georges Rividre; 71 
«Mf. Degna, par ; 
reproductions dont 8 en couleurs Floury, 1985. 
Sp. L, 287, «1, p. 41 inet, front, ites. plates (zart col.) ports. 205”. 
(Anctems ot ) 


1 Degas, Hilaire Germais Bdgar, 1934-1917 

1716 
Livrary of Congress 
(Tene) oats 





Gustave. 
y xt -~ © Sete © deme & Fant city, 
per MM. G. Riviare et G. Pichard. 


Ama oci. agren. ha Paris, 1996. 


2 Nitrogen. 
KL ——— py en gh yd 
Agr 28-863 


Library, U. 8. Dept. of Agriculture 1447S année 43 
2(d) a 


Rivitre, Gustave. 

Contribution & l'étude de la propo! MM. Gus- 
tave Riviére .. et Gubtiel Balbeeke oP 

‘en. oct agren. année 38, p. 62-06 Paris, 1921. 

1. (Propolig ~=—t._ Bailhache, Gabriel, joint author. 

Aar 23-1095 

Library, U. S. Dept. of Agriculture 14Aa75 année 8 
u a 
Riviere, Gustave. 

De la stérilisation partielle du ~t- - hes 
niate de soude. Par MM. Gustave Riviére cet 
Georges Pichard .. 

Aan. sci agron. bac Paris, 1922, 


‘Sodium arsenate—Effect 2 
“ Taos @ olin Soils. (2. Soil sterilization 
Aart 23-1096 
Agricultare 14An7$ année 39 
a 


Library, U. S. Dept. of 


Rividre, Gustave, 1850-1981. 
ppm eer mart ph ciersf 


Ama. agren. ns. 2 année, p. 61-68. Paris, 1982. 


Riviére, Gustave. 
oo eh eaten les sur les maladies de 
vigne ; le mildiou, ses moyens en usage 
le combattre avec succés, par Gustave ose Paris, 
L. Cerf; sete., etc, 1888, 
Dp. ius. 213. 
At head of title: Chaire départemental d’agriculture de Seine-et-Oise. 


u 19 
i Procke-vertous gintral de Scine-ct-Cise.” 
L France. Département de Seine-ct-Oise. Chaire 
dahectomeanal Sraricalare 


La sterilisation 
ret; M. Georges 
Ame. ect agren. année 41, p 51-58. 


du sol, par M. Gustave Riviire ... 


Parts, 1994. 


1. Gelia, (1. Soll sterilisation, 1 Pishard, Georges, jéint author. 


Lébrary, U. 8. Deyt. of Agriculture 144275 ennée 4) 
































Rivitre, Henri, 1864- 
Les accroissements des musées nationaux 


frangais.. 
see 


Les accroissements des musées nationaux frangais. 


2. mounted col. illus, 100 mounted col. pl. 46) x 88)". 
Each plate by leaf with 
(Continved oa next card) 
41-40681 





2 


Le céramique dans l'art d’Ex- 
(Card 2) 





CATALOG OF PRINTED CARDS 


5 ialtippolyte André Suzanne 
in-Feugerolles, marquis 
eet. He 
see 


La Rivitre, Hippolyte André Suzanne 
Charpin-Feugerolles, marquis de, 


Riviére, Hippolyte Ferréol, 1818-1892. 


2pL, xvi, 1668p 2. 
“Sources” : p. (1; 


1. Criminal law ‘Roman law) =. Tithe. 


Library of Congress 2 


Riviere, Hippolyte Ferréol, 1818-1892, ed. 
Seeeen Sieh San Sent ete 





oc questions 

eep de w, Tanalyes de la. doctrine ‘st de la 

jurisp iP des donations immobiliéres 

et des substi dice renfermant |’exposé des mo- 

in bo meaner tt aeieten do romminien Geeta. 

latif. 2. éd. rev., cor., et augm. H.-F. Rividre ... et Aug. 
Paris, A. "Maresc et Dujardin, 1856. 

















2468p. 22°. 
1 Pottery, Oriental. +. Vignier, Charles. 1. Title. sme = France. 2 Land titles—Registration and transfer— 
41-40881 France. 1. Fran- cols, Auguste, joint ed 1m Franca 
Laws, statutes, ete. 
Library of Congress NK4168.B5 e 
a Te library of Congress (2, 
Riviére, Henri, 1964- ay me Nay ng et tee 1818-1892. 

La céramique dans l'art ; recueil de cent planches A de l’A fan te provine, Pa 
en couleurs reproduisant les ee ae iginales choi- oar b does cee oe, par 
sies dans les musées et les f ises et HLF. Mivitee Paris, A. Marescq, ainé, 
etrangéres. Publié some bs Gouslion Ge Ment a 2y. front. (double map) 249°. 
une préface du Gaston Migeon ... Paris, E. Lévy, 1913. 


2. col. fitus., 111 col. pl. mounted on 100 L 618". 
Jevued to & paste, to 3 pestiotien, 

The iitustrations are mounted in the text. 

Pyne oe 1D. following “Tables des planches”, v. 1. 


Pottery, Mobammedan. 2. Decoration and ornament, 
L Migeon, Gaston, 1861-1900. m Title, oz Title: Liart mosulmen. 
148598 
Library of Congress NK3890.B5 
(382, 


Rivitre, Henri Laurent, 1827-1883. 

Ke egetn Soren a eciges, per Baal Bivtinn ... 
Paris, Challamel, ainé, 
2p.1, 2144p. 22™. 








1. Mexico—Hist —European intervention, 1861-1867. Title. 
16-5215 
Library of Congress F1233.R63 
Rividre, Henri (Leurent, 1827-1883. 
S irs de la N lle-Caléd par Henri Riviére. 
Paris, Calmann Lévy, 1880. 
2p.L, 26p. 18. 
Subject entries: New Caledonia—Descr, & trav. oan 


DU720. R62. 


Library of Congress, no. 


1. Auvergne—Pol. & govt. 2 Auvergne—Hist. 


Library of Congress 


1 Mortgages — France. 
France. 1 Huguet, Auguste, 1825-1888, joint author. 
2 


Library of Congress 


Riviére, Hippolyte Ferréol, 1818-1892. 
itions écrites sur le Code de commerce, contenant l'ex- 


Riviere 


Rividre, Mme. Isabelle (Fournier) 

++ Le bouquet de roses rouges. Paris, RB. A. Corrés ,°1985, 
2p dre ap Ww. 

At head of tithe: Leabelle Riviére. 


4088-11 
Univ. Printed by L. O 
a 


:Rividre, Mme. Isabelle (Fournier); 
@’Alain-Fournier, par ss smur Isabelle. Paris, 
Emile-Paul fréres ,1938, 
2p... @-841, ap 18". 


1, *Pournler, Alain, 1886-1914 = 1. Tithe. 
A 41-2785 
New Yort. Public library 
for Library of a 


... Kaquisses ciiniques de ph Traitement 
rinse! ‘dep aiden rice, ef 


3p. 1, ix-xil, 314p, 41 Bpl 2. 
Plates partly printed on both sides 


10-12843 
Library of Congress 


Le hameau du trésor-perdu, Jacqueline Rividre. 
Paris, Gautier ot Languerean, 1920. 
te fig” FNS mm TL ius. 22. (Om cover: Bibliothtque de Susette) 


STIG SES rete mee @ tm 


Library of Congress POR SD eae 
Copyright A—Foreign va 
a 
Riviére, Mme. Jacques 
me 
Rividre, Mme. Isabelle (Fournier) 
s8-11178 
Library of Congress a 
Rividre, Jacques, 1886-1925. 
... A le trace de Dieu Paris, Nouvelle revue francaise 
ry eee 
‘ Claudel 
Wiens prstace by theater, Peal Maat a arene at 
the prison camp of Koenigsbrick. 
aS dain ne Saat Sal 
Réponse 4 Joe aves 'T. Sens de la guerre. Notes sur la eri 


God. cont. & Catholic church—Doctrinal 
wor ott aisles Tatholle authors. 1 Clandel, Paul, 1808- 
oo 2s—sent 
Library of Congress BXI7S8.RS 

Copyright A—Foreign = 








Riviére, Jacques, 1886- 
.. Aimée ... Paris, La Nouvelle revue frangaise, 1922. 
Spl, M222p 199. 


1. Title. 


23-3245 
Library of Congress PQ2635.187A78 1922 
Copyright A—Foreign 214438 
2 


Biviére, Jacques, 1886- 
.. L’ Allemand ; souvenirs et réflexions d’un prisonnier 


de guerre, 2. éd. Paris, Editions de la Nouvelle revue 
frangaise 1918) 


2p.1,7-250p, 31. 199, fr. 3.50 
Contents.—Avant-propos.—D'aprés nature —A I'en croire. 


1. National characteristics, German. 2. Natorp, Paul Gerhard, 1854- 


« Title. 
19-26835 
Library of Congress DD76.R5 1918 
Copyright A—Forcign 19962 
2 


Riviere, Jacques, 1886-1925. 
... Correspondance 1907-1914. Paris, Plon-Nourrit et 
o* (1926, 


3p. L, xxi, 264), 11 20%. (Le roseau d'or, @uvres et chroniques. 6) 
A hand of tte: jacques Riviére et Paul Claudel. 

“Ce si © du Roseau dor a &té tiré 4 - 6600 exemplaires sur 
pepier d'alla, wemtcovte de 1 14 6600. 300 exemplaires, hors mar- 
qués E. P.” This copy is one of the unnumbered ones marked “E. P. 


1. *Claudel, Paul, 1868- 
. 26-1412 


Library of Congress PQ2635.1 87Z53 
Copyright A—Foreign 0741 
2 


Riviére, Jacques, 1886-1925. 


. De la sincérité envers soi-méme. Paris, Les cahiers 
de Paris, 1925. 


press 19™. (Om cover: Les cahiers de Paris. 1. sér. 1925. Cahier 
“ 


“Le tirage de chaque exemplaires numérotée .. 
15 cxemares, soon ‘noe hit 10S, oor ttle Gallo das Date eee 
Exemplaire no. id 


1, Title. 


26-11614 


Library of Congress PQ2635.187D4 1925 


Riviére, Jacques, 1886-1925. 


... Btudes: Baudelaire, Paul Claudel, André om, Rameau, 
Rach, Franck, Wagner, M 


, Debussy, Ingres, Cé- 
zanne, Gauguin. 6. éd. Paris, La Nouvelle revue francaise 
(1924, 

2p. 11 14". 
1 Tithe, 


A 224 


LIBRARY OF CONGRESS 


Riviére, Jacques, 1886-1925. 
. Florence, roman; précédé d'nne introduction de madame 
Jacques Rividre. Paris, R.A. Corréa (1935, 
Sp.l, O32 pil 1. 


a ee cet ouvrage : 25 exemplaires Lafuma nomé 
re Se ROSS eet tor mer Ale womarten do B08 


1. Riviére, Mme. Isabelle (Fournier) ed. 1. Title. 


35-1177 
Library of Congress PQ235.187F6 1985 
Copyright A—Foreign 28162 
a a. 
Riviére, Jacques, 1886-1925. 
. Le Francais. Composii vées sur bois, 


tions originales, gra 

per ‘Constant Le Breton. — Aveline, 1928. 
160, (1; p, 41. 209". 

> haif-title; head and tall pteces. 
cette ition, constituant I'édition originale de Le 
gunmen nes ate 8: 20 exempiaires sur papier du yt 4 
pee ay les, numérotés de } & 20; 30 exemplatres sur vergé de 
Holla pe Sake Se eames & & 8 exem 
vélin d Arches, Dumérotés de 81 a BOO. 

‘Avertiasement” signed : Isabelle 


Contents. = défauts et leurs remades.—De Vordre—La révolu- 
tion et nous. —Ri —Notules.—O France 


1. National cuneate, French. L ‘Title. 
29-18116 
Library of Congress DC34.R6 
Copyright A—Foreign 3208 
2 
Riviere, Jacques, 1886-1925. 


Jacques Riviére et Alain-Fournier: correspondance, 1905- 
1914... Paris, Gallimard ,*1926-28, 
4¥. fronts (v. 8-4: fold fecsima) 19°. 





1. Authors con, ote. & Fournier, Alain, 
1888-1914. 
Revised 
Ubrary of Congress PQ2635.1 8TZ52 
Copyright A—Foreign 83086, 88401 
(7802, 
— 
+ | lee 
Paria ditions BA. Conréa, 100 
21 p21. 18°. 


At head of title: Jacques Riviére et Ramon Fernandez. 


AC 331408 
“Sikavaosse” ya40e1, 
Riviére, Jacques, 1886-1925. 
Rimbaud par Jacques Riviére ... Paris, Editions Kra 
(1980, 


4p.1,11-284p,11. 19°. (Vingtitme siécie, 1) 


1 Rimbeud, Jean Nicolas Arthur, 1854-1891. 


AS2—2517 
Yale univ. 
for ee roe of Congrear PQ2887 R5Z&2 
a40e1), “18 
Riviere, Jean, 1878— 


- Le dogme de le rédemption on Gut du moyen age, par 
Jean Rivitre .. Paris, J. Vrin, 


=, 515p. 2”. (Senco teen ree: Par ete 
©. =r. Section historique 


“Bibliographie” : p. :{x;-z!. 


{ara 2 Theology, Doctrinal—Fistory—Midéle ages. 
" (Pull nome: Jean Marte Pierre Rivitre, 


AC B4-4067 Revised 
Univ. Library BTTTS RS6 
ay 7 17802, 


He 


Jean. 
problame de l’église et de I"Etat au temps de Philippe 
étude de théologie positive. Louvain, jum 
sacrum lovaniense”, buresux; Paris, E. Champion, 1926. 

xiv, 499, 1; p. 259%. (Spicilegiom sacrum lovaniense, études et 
documenta, thae."6) 

At bead of title: Université catholique et collages theologiques O. P. 
et 8. J. de Louvain. 

“Liste des principaux ouvrages cités” : p. 448,452. 

1, Church and state in France. 2. Catholic ch 


yarch— Doctrinal and 
controversial tholic authors. $. Philippe Iv, le Bel, king of 
France, 1268-1314. 1 Title. 


i 


8282473 


Library of Congress BRS44. RS 


(94c8, 261.70044 


Rivitre, Jean Marqués- 
sea 


Marquds-Rivitre, Jean, 


Rivitre, Joseph, 1853-1883, comp. and tr. 
Recueil de contes populaires de la Kabylie du Djur- 
nag recueillis et tr. par J. Riviére. Paris, E. Leroux, 


sai. vi, 250 p. 164. (Half-title: Collection de contes et de chansons 
populaires. rv) 


1. Tales, Kabyle. 


2197 


Library of Congress GRIS.C6 no. 4 


Riviére, Jules Prudence, 1819-1900. 

My musical life and recollections, by Jules Riviére. Lon- 
don, 8S. Low, Marston & company, limited, 1893. 

xi, 226 p. front. (port.) 19j*. 


Library of Congress MIA22. R62 


2741, 


Riviere, Lazare, 1589-1655. 

Lazari Riverii ... Institutiones medics, in qvinqve ooo 
distinct, quibus totidem medicine 
logia, semeiotice, hygieine, & dilucid’ expli 
Opus a,c,curatissimum, ac ac vhiliatris omnibus utilissimum. 
Hage-Comitis, ex typographia Adriani Vlacq, cto 10 cuvm. 

7p. |, S82 (4. ©. 580) p. front. (port.) fold. tables. 19)”. 

T'ages 374-580 incorrectly numbered 376-582. 





1. Medicine—15tbh-28th cent. 


36-2061T 
Library of Congress R1287.R64 1657 
2 
Riviére, Lazare, 1589-1655. 
Lazari Riverii ... Opera medica universa ... Quibus acce- 


dunt observationes varie ab aliis communicate : _ itémque 


1 Medicine—Collected works 2 Medicine—1Stb-18th cent t 

eet, Fenn Saale, SSS, 6 tt. Doebel, Jobann Jakob. 1640- 
36-816T5 

Library of Congress 


Ri27R6 1008 
2) 

















Riviere, Lazare, 1589-1655. 

The practice of physick, in seventeen several books. Where- 
in-is plainly set forth, the nature, cause, differences, and 
several sorts of signs; together with the cure of all diseases 
in the body. By Nicholas Culpeper ... Abdiah Cole ... and 
William Rowland ... Being chiefly « translation of the works 
of that learned and renowned doctor. Lazarus Riverius ... 
To which are added Four books containing five hundred and 
thirteen observations of famoug cures. By the same author. 
And a fifth book of Select medicinal counsels. By John 

(Continued on next card) 
125488 
421, 


Riviere, Lazare, 1589-1655. | The practice of physick ... 
(Card 2) 
Fernelius. With a table of the principal matters treated of 


therein. As also a physical dictionary, exp! the hard 
words used in these books. London, Printed by J. Streater, 
1672 


6 p. 1, 645 (4, €. 518) p, 11, lO), 468, 82 p. SI™. 


irregular. 
Fee B ES Cree” have epoca: t-p. and separate paging. 
Medicine—15th- 1. Culpeper, Nicholas, erty tr. 
u ‘ole Abdi Tero} 18707 tr ow. om Rowland, William, tr. rv. Fernel, 
Jean, 1 


Library of Congress 


T— DA38 
R128.7.R62 


yad2b1, 


Riviere, Louis. 
Pon ng ney oo lea 








2p. 1089.41 24". 
“Bibliographie” : p. :185,-186. 





1. Megitimacy—France. 1 Title. 
30-25767 
Library of Congress (2 
Riviere, Louis. 
... Mendiants et vagabonds. 2. éd. Paris, V. Lecof- 
fre, 1902. 


xx, 2399p. 19°". ((Bibliothéque 4’) économie sociale) 


1. Tramps. 2. Begging. 1. Title 
35716 


Library of Congress HV#493.R7 
xiviére, Louis. 

Protection internationale des wuvres littéraires et ar- 
tistiques. Etude de législation comparée, par Louis Ri- 
.. Paris, A. Fontemoing, 1897. 


2p l.vi, 0p 27 


Tilee—Uewe de Paris 
“Bibliographic”: p. ritt-vi 






1. Copyright. International 
Library of Congress 


Riviére, Louis. 
... La terre et |’atelier. Jardins ouvriers. Paris, V. 
Lecoffre, 1904. 


ii, 219 p. ~. «Bil d'économie ; la direc- 
Pat, 1 a sociale, pub. sous 


At head of t-p.: Economie sociale. 
Running title: Les jardins ouvriers. 


1. Workingmen’s gardens 


Library of Congress HD1519.A3R6 


CATALOG OF PRINTED CARDS 


Riviere, Pantaléon Bartelon de 
see 


Bartelon, Pantaléon, 16th cent, 


Riviere, Paul Louis, 1873- 
.. Un centre de guerre secréte; Madrid, 1914-1918 ... pré- 
face du général Weygand. Paris, Payot, 1936. 


3p. L, @-129, a) p, 1 L 2". (Collection de mémoires, études et 
documents pour servir & l'histoire de la guerre mondiale) 


At head of title: P.-Louls Riviére. 


1 war, 1914-1918—Secret service. 2. European war, 191¢- 
wissen ite 


36-18870 
Library of Congress D639.87R5 
Copyright A—Foreign 81726 
& 940.487 


Riviére, Paul Louis, 1873- 
“Colonies”; histoire des nouvelles Frances, illustrée de 
48 ‘ photographies et 5 cartes, avec une lettre-préface de m. le 
maréchal Lyautey. Paris, Delagrave, 1982. 
vil, (0)-186 p. incl. front., plates, port, maps. 254°. 
At head of title: P.-Louts Riviére. 


1. France—Colonies—Hist. 2. Colonization. 1 Title. 


83-2450 
JV1811.R5 


& 325.344 


Library of Congress 


Riviere, Paul Louis, 1873- 

Le droit marocain, abrégé de la légisiation du protectorat, 
par P.-Louis Riviére ... Paris, Librairie du Recueil Sirey 
(société anonyme) 1931. 

2p1.,8p. 187°. 

“Bidliographie”: p. (21,-28. 





1. Law—M 2r Colonies 8 Protec 
torates. 1 Title. 
‘34 23800 

Library of Congress 2, 
Riviére, Paul Louis, 1873- 

Rtndeo mecossians, por P -Louis Rividre ... Avec une pré- 
face de M. Paul Dumas .. Paris, Recueil Sirey, 1928. 

Spt, dare. 2.9.98 23e. 

Contants.—Etudes politique—Drolt public et droit international 


berg -Orgaaiantion Joiiiatretodee de. dott civ~Aredes 6m 


1. Law—Moroceo. 2 France—Colonies—Administration. 3. Justice, 
Administration of—Moroceo, 1 Title. 


Library of Congress 2 


Riviére, Paul Louis, 1873- 

_ Précis de législation marocaine, avec références ont 
wha et & le jurisprudence marocaine, par 
Rivitre ... Paris, Société anonyme du Recueil Sirey, 1927. 

2p. 1, crity-ax, 485 p, 11. 239". 





Library of Congress 2 
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Riviere 


eee ee ee 
“Siam”. Paris, J. Peyronnet & cie. ,1985, 
Bp decay, 30, 200, ts D Dlates =e. (Collection “Outre-mer”, 
At bead of title: P.-Louts Riviare. 
“Index bibliographique”: p. ,208;-206. 





1 Siam. 
87-0000 
Library of Congress DeST1. RS 
rr) 915.98 
Riviére, Pierre, ed. 
. De la réduction des loyers Paris, Fédéra- 
siden ie, 
2p, 7-i@p 1. 
1 Leases—France. 2 Landlord and tenant—France. 1. France. 
Laws, statutes, etc. 1. Title. 
‘38-21706 
Library of Congress 2) 
Riviére, Pierre. 


« Les hbydro-séroplanes; préface de Alphonse Tellier. 
Paris, Librairie aéronautique ,1913, 
2p. 1, iil, 8p. Mus, plates. 224°. 


1. Hydro-eeroplanes. 
g1-17025 
Library of Congress 


Riviére, Robert & son, London. 


Examples of modern bookbinding. Designed and exe- 
ny by Robt. Riviére & son. (London, B. Quaritch, Itd., 


2 p., © pl. (part col.; incl. front.) 29) x 23. 
“Only 200 copies printed.” 


1. Bookbinding—Facsimiles. 1. Title. 
20-8011 
Library of Congress 7Z260.R6S 
eu) 
Riviére, Robert & son, 
phs of fine bindings. ,London!, R. R. & son 

19101, 

165 mounted phot. on 391 31 x 20". 

Binder's title. 


Sretees Beck bound te Rell masense contetatng 300 sietegmgte of 
fine bindings executed by Messrs. R. Riviére & son, ca. 


1 Bookbinding—Facsimiles, 1 Tithe 


1200. R68 
7 Ow.086 


Library of Congress 


Rivitre, Robert Deschamps La 
see 
Deschamps La Riviére, Robert. 








Riviere 


— 
La instruccién primaria bajo el régimen de la ley 1420 ... 
Busnee Aires, Talleree gréficos del Conmsjo 2. do educeciéa, 


, ae 


“Prither premio em el concurso de monografias organizado por 
a Ce 6 aes eae aS 


1. Educational law and 
dion—Argentine republic. 3. tion of children. 


republic. Laws, statutes, etc. u. Title. 
‘80-20048 
Library of Congres LAS47.RS 
(2; 872.082 


Rividre, Suzanne. 


Le chitesu du Fol, par Suzanne Rividre; illustrations Je 
F. Raffin. Paris, Gautier-Languereau, 1934. 


128 p. ius. 219*. (On cover: Biblicthtque de Susette) 


L Tithe. 
Emel 
Library of Congress PZ21._B4SRSB 
Copyright A—Foreign 408 
a (es8.0e2) s43.01 


Riviére, Suzanne. 

yg tage yy Dt Suzanne Rividre. Illustrations 
de H. Morin. Paris, Gautier Languereau, 1936. 

PT tae files. 217”. (On cover: Biblicthtque de Bu- 


1 Morin, Henry, fles. m Title. 


36-88397 
Library of Congress P22 BASRS4 
Copyright A—Foreign 38281 
2 (848.082) 848.91 
(Riviére, Suzanne, 


La petite fille de compagnie, par Arlette de Maillane ,peeud., 
Paria, Gautier ot Languarean, 1980. 


pean 2% Mus. 22". (On cover: Biblicthéque de Su- 
entte 


1 Tithe. 
21-0641 Revised 
Library of Congress PZ21.B4SnSS 
Copyright A—Foreign 1708 
(782c2, (843.08) 843.91 


Riviére, Suzanne. 

La Sorcitre de I’'lle, par Suzanne Rividre. Paris, Gautier- 
Languereau, 1931. 

127, (ly) p Mlus. 214™. (On cover: Biblicthéque de Susette) 


glee sate & -e, pee oe tet 


— 32-1717 
Library of Congress PZ21.B46R5T 
Copyright A—Foreign 18703 
a (908.08) BM 


Suzanne, 
pl tear de Valchimina, par Arata de Maillane pra 


19 p Wes 214". ans dahdies itean 


L Tithe. 
20-8280 Revised 
Library of Congress PZ71_BASRS8 
Copyright A—Foreign 16879 
(732c2, (843.08) 843.91 


LIBRARY OF CONGRESS 


by William T. Riviere Grand Zondervan 
lishing house ,*1941, 
Bip 1)”. 
L. 1885. Title. 
1, Kierkegaard, Sgreo Aabye, 1813-1 L 
Library of Congress BX 4827. K5R5 
2 (021.8480 


Riviere Dufresny, Charles 
see 


Dufresny, Charles, sieur de La Rividre, 
1654-1724. 


Rivitre des Trois-Rivitres 
see 


Saint Maurice river, Ques 


Rivieren, Jan van 
see 


Rivius, Joannes, 1599-1665. 


Rivieren, Jean de 
see 


Rivius, Joannes, 1599-1665, 


Rivington, Alex., 


Reminiscences of America in 1869. Hy two English 


(Rivington, Alex. 

Reminiscences of America in 1869. By two English- 
— 2d ed., rev. London, 8S. Low, son, and Marston, 
1870. 

xx, 332 p. 18°. 

By Messrs. Rivington and Harris. 


LU onan, I 4 ue. 


1. Harris, ———, English writer on America, 
joint sion Mu. 


ZAl0l Revised 
Library of Congress £168. R63 
Rivington, Charles Robert. 


The records of the worshipful Company of stationers. 


By Charles Robert Rivi: Ww 
by Nichols and sons, ise ee, Ce 


cover-title, 61 p. 2 pl. 224™. 

“Bead 12th December, 1881.” 

7-99. "Royal primer’: 9. BAO “University of, Oniond trea? 
Ary eT hy, Prine Po ne eemats 0 the city of 
@. “Clerks”: p. 61. company from the incorporation” : p. 41- 
1. London. Stationers’ company. 


15-10813 


Library of Congress 2329.S79R 


ay a yan abn 


Questions and answers on equity, by Clifford W. Riving- 
ton ... London, Sweet & Marvell limited, 1987. 


Exvp,11,127p. 219". (The Q. and A. series, 


1. Equity—Gt. Brit.—Examinations, questions, etc. 1 Title. 
88-4982 
Library of Congress 3 


Rivington, Henry Gibson, 1872- 


Law of property ee Se - . Lon- 
don, The “Law notes” publishing 
=x, O22 p,11 22". 


1. Real property—Gt. Brit. L Tithe. 
82-4205 
Library of Congress 12) 


Rivington, J A 

How to teach and catechise ; a’plea for the employment 
of educational methods in religious sareaion of 
children, by the Rev. J. A. Rivi ‘on... Preface by the 
Right Rev. the Lord Bishop of @ loucester. London, Sir 
L. Pitman & sons, Itd., 1910. 


4p.1, 06p,11 fold pl 1. 


1. Sunday schools—Teaching 





London, 8. Low, son, and Marston, 1870. 
xx, 882p. 171™. 
By Messrs. Kivington and Harris. 


Desecr. & trav. 1 Harris, —_—, English writer on Aimer 
om pty author. 1. Title. 
24100 
Library of Congress £168. Ree 
13901, 


E 11-1138 
Library, U.S. Bur. of Education LC361.R5 
Rivington, Lake, 1838-1899. 
ity; or, A plain reason for joining the Church of 
Phy my 1 hy A eh . Bded. Soars 8 Paul, Trench, 
&co., 1888. 
vill, 117 p. 20". 


1. Catholic church— Doctrine! and controversial works—Catholic au- 
thors. 


6—24TT2 
Tibrary of Congress 


BX1753.R6 
(3841, 




















Rivington, Septimus. 
The his! why gg: from its foundation in 
1553 to 1ss@ the present date set Septimus Rivington .. 
ingtons, 1869. 


xi, (1), 247, (1] p. front., illas., aie 2px 174. 


wer 
Library of Congres, no. 
Rivington, Septimus. 
The history of Tonbridge ofed Sem ite ee 


in 1553 to the present date, by 8. Rivington. 3d 
andenl. Lon ag heh 1910. 


=, (ie 32 ail». front., illus., plates, ports, plans (partly col, partly 


1. Tunbridge school, Tunbridge, Eng. 
Ell-a 
Library, U. S. Bur. of 


ar yee pe 

The history of T: yt Ay pe 
in 1589 to the present da — 

4th ed., rev. 


xi, 372 p. seh tarleceieiia an 


1. Tunbridge school, Tunbridge, Eng. 


Library of Congress LF79S.T6R4 1925 


Rivington, Septimus, 184¢— 
The publishing family of Rivington, by Septimus Rivington, 
mu. a. London, Rivingtons, 1919. 


xxii p, 1 1, 182 p. incl. geneal. tab. illus, ports (incl. front.) fold. 
tab., faceime. (1 fold.) 23°. 


1, Rivingtons, frm, publishers, London. 2. Rivington family. 
1 Title. 


T8868 
Library of Congress ‘ZBI. RAT 
—— —— Copy 2. 03541, 
Rivingtons, firm, publishers, London. 





(1831. C.J. @.& F. Rivington) 


.-. Works very lately published by C. J. G. & F. Rivington ... 
,London, 1831, 


8p. 2. 


Caption ti 
At bead of ithe: Jani 1881. 
‘Works preparing for publication” : Dp. 6-8. 


42-11161 


Library of Congress 7.2008. R58 


2 


Rivinus, Andreas, 1600-1656, praeses. 
a pay + | —y— Fm pee 
lemni conditura, pope ape Te 
hy literis lary alge it apud Christophoram Cel- 
larium, 1655. 
4p. I~. 
Diss —Leipzig (C. Gallus, respondent ) 





1. Embalming. 1. Gallus, Christian, fl. 1655, respondent. 
25-1740 


Library of Congress RA62Z3.RS 


CATALOG OF PRINTED CARDS 


Rivinus, Augustus Quirinus, 1652-1723. 

D. Augusti Qvirini Rivini Lipsiensis Introductio gene- 
ralis in rem herbariam. Lipsis#, sumptibus autoris, ypis 
Cc. eet 1690. 
| 
— planta: que sunt flore 
we monopetalo. Lipsim, impressus literis C. Fleischeri, 


Lo 1. 8 «2. ae 128 pl. 474. With his Introductio gene- 


The three subsequent “pe } gum 1691-99, wanting 
1. Botany—Pre-Linnean wi 


Library of Congress QK41.R6 eal 
Rivinus, Augustus Quirinus, 1652-1723. 
D. Augusti Qvirini Rivini Lipsiensis Introductio generalis 





1124929 
Library of Congress QE41. Re? 
a381, 
Rivinus, Augustus Quirinus) 1652-1723. 


R. Ordo plantarum, que sunt flore irregulari 
et 3 Lipsiw, typis C. Fleischeri, 1691 


3p.1, 2, hp,11 1x pl. col.) 44™. (With his lntroductio 
ett Ber a6 eEs? : 


1. Botany—Pre-Linnean works. 2. Botany—Pictorial works 


11-24925 
Library of Congress QK41.R62 
(Rivinus, Augustus Quirinus, 1652-1723. 
D. A. QR. Ordo sunt flore irregulari 


plantarum que 
pentapetalo. Lipsie, typis J. H. Richneri, 1000, 
Sp. 1, 28, 4) p.11 front. (port.) 180 pl. 44". 


1, Botany—PreLinnean works. 2. Botany—Pictorial works. 


U. 8. Dept. of Library 452R52 med 
for Library of Congress QE4LRG2 vol.2 
rr4lb2, 
Rivise, Charles Weyman, 1899- 


Interference law and practice ... by Charles W. Rivise and 
A. D. Caesar, with forms. Charlottesville, Va., The Michie 
company, 1940- 


. ar. 
“Table of cases”: v. 1, far ae. 
an oa ¥. 1, p ervil, 


of reporters” : ¥. 1. p. exvilly 


1, Patent laws and legislation — U. 5. 


2 Patents U.S 8. Forme 
1 Caesar, Abrabam David, 1901- 


(Law)—U. 8. Jolot author. n. 
Title. 
40-14788 
Library of Congress 
—— —— Copy 2. 
Copyright * 


Rivise, Charles Weyman, 1899- 

Interference practice; a guide to inter partes practice and 
procedure, by Charles W. Rivise ... Charlottesville, Va., The 
Michie company, 1932. 

xii, 252 p. 234". 

“Table of cases”: p. (208;-220. 


1, Tithe. wu. Tithe: Inter 
32-81908 


1. Patent laws and legisiat'»—U. 8. 
partes practice. 


Copyright A 58879 es 


Rivise, Charles Weyman, 1899- 

ee Charles W. Rivise and A. D. 
Caesar. ille, Va., Michie company, 1936. 
xix, 755 p. 234". 

“pubs of enone ee) 


Rivise, Charles Weyman, 1899- 





The prep and p of patent applications, by 
Charles W. Rivise ... foreword by A. D. Caesar, esq. Char- 
lottesville, Va., The Michie company, 1933. 

xxp.11,484p 24". 

“Table of cases”: p. 401-437. 

“List of authorities”: 1 leaf following p. xx. 

1. Patent laws and | oat & 2 Patent laws and 
tloo—U. 8—Cases. 8 Patente—U. At FFE gg 
L Title m Tithe: MX By 


Library of Congress 
— —— Copy 2. 
Copyright A 68088 \sor2, 


Rivista alpina itaiana 
Periodico mensile del Club alpino 
italiano 


Club alpino italiano 
Rivista mensile 


Rivista amministrativa del regno. anno ;1,- 
,1850,-19 Roma- Torino, Societa editrice 
Rivista amministrativa del regno, Aliberti & c.: ,ete., ete, 
4 


1680-4 
ables (part fold.) 24°. monthly 
Title wastans 1850, Rivista amministrativa de! Raceolta 
degli atti delle amministration! ae. divisional! © Son oanan, 
1 comunt ¢ degli istitut! di benefice 
1861, Riviste —— del vagee! ossia, Glornale delle am- 
ministra: rall, del communi e¢ degli tstitut! 41 beneficenza. 
1982-1995. Rivista cneeaine del regno; gtornale ufficiale delie 
ye bay uM i, lel comunt ¢ degt! tatitut! ai 
varies slighty) 
1008. Rivista amministrativa del regno. 


(Continued on next card) 


37-39011 
3, 
Rivista amministrativa del regno ... 1850-19 Pm td 9) 
Béitors: 1850-71, Vincenzo temese Aitbere 2000-48, Agostino Aliberti 
Vincenso Alibert! —1880-1924, Paolo Aliberti (with Giaveppi F Pate, 
1918-24) — 1928 ooeege Prato. 
Imprint varies: v. 1-26 (1850-75) Torino, G. Favale 
. eteA¥, 27-46 (1876-95) Roma.—v. 47-83 (1808 ; 
~Torino —v. 4 (es- — ) 
itiva del ac; 


(1921- ) inclode separately paged Att! del governo.” 
—— Tavola generale dei primi dieci volumi (dal 1850 al 
1859) ... Torino, Tip. G. Favale ¢ comp., 1842. 
svp1L aap we. 
Compiled by Antonio Cauctno. 
(Contin ved on next card) 


‘81-20011 
a 


(Card 8) 8) 
.~ — 3 


Rivista amministrativa del regno ... 1850-19 

Tsvola generale ventennale delle materie contenute 

seconda ¢ terza seri. (anni 1860-1879) .. 

Roux e Favale, 1882. 

2p, etal p11 LImdap 2. 
bead - Repertorio amministrative, 

Complies by Ambroglo Prato end Lavpelde Pie Bellonc. 

Tavola queh qeee® et ona 
nei volumi dall’anno 1880 al 1894 ... Torino, Tipografia 
Roux Frassati e c*, 1896. 
4plLmep 2. 

At bead of title Repertorio generale di 
(Continved on next card) 
e 














Rivista amministrativa del regno ... 1850-19 (Card 4) 
—— Tavola generale decennale. Repertorio delle materi 
contenute nei volumi dall’ anno 1895 al 1904 Torino, 
Tipografia Roux e Viarengo, 1906 
4p. 1, 1% p 229°. 
Compiled by Paolo Alibert!, Casimiro Colomiatt!, Giuseppe Prato 


1 Law—Pertod—tItaly. 2. Law—Italy 3. Law reports, digests, ete 
Ttaly 1. Alfberti, Vincenzo, ed. um. Alibertl, Agostino, 18447-1878, ed. 
4d 196, od Prato, Giuseppe, ed. v. Italy. 


m. Allbertl, Paolo, 
Courts. 
37-39011 
Library of Congress 3 
Rivista araldica 
see 


Rivista del Collegio araldico. 





heologica della p di Como. 
dic. 1884. Milano, G. Brigola e comp., 18 84, 
plates, plans. 234%. (With Archivio storico lombardo. Ml- 
leno, 1879-44. anno 6-11, 
1872-78 iaeved as a separate publication. 
Pe - rates issued as a supplement to Archivio storico lombardo, anno 
Each number paged separately. 


1. Como, Italy (Province)—Hist—Period. 2. Como, Italy (Prov- 
ince )—Antiq.— Period. 


os O—1280 Unrev'd 


Library of Congress DG651. 46 


Rivista bibliografica italiana ... anno 
Firenze, 18 
¥. 23°. semimonthly. 
Editors: 18 Se Giuseppe Ciardi-Dupré. 
ee e cronaca delle biblioteche. anno 1- 
ng aprit 1901;- 


a Rivista bibliografica italiana Firenze, 1901- 


11. Ciardi-Dupré, Giuseppe, ed. 
ca 10-5477-8 Unrev'd 
(281, 
Library of Congress Z2MS.RSS 
Rivista del Istituto coloniale italiano 


1, A) p. 244". monthly. 


1. Colonies—Period. 2. Colonies—Socleties. Istituto cvloniale 
italiano, Roma. 7 
217 
Library of Congress JV6.RS 
(28e1, 


La Rivista commerciale; bollettino ... della Camera di 
commercio italiana in New York. 
New York Italian chamber of commerce inc. 
¥. 3-55". 
Weekly, Jan. 1916; monthly, Feb. 1916- 


1. U. S—Comm.—Italy. 2 Italy—Comm —U. 1. Camera di com- 
tpercio italiana in New York. 
a 21-444 Unrev'd 
Library of Congress HFLRS 


LIBRARY OF CONGRESS 


Rivista critica della letteratura italiana ... anno 1- 
luglio 1 
Firenze ,G. Carnesecchi, etc., 1885- 
. vd monthly 
Editors: July 1 


Tommaso Casini, Salomone Morpurgo, Al- 
bino Zenatti rent Guido Maszsoni, Jan. 1890- 


1. Casini, Tommaso, 1 7, ed. 1. Morp.fgo, Salomone, 1860- 
oa ae Renatth Alina. 1000-1918 of. av. Memmueh, Guida, 1500-08. 
ca 10—680 Unrev'd 
Library of Congress PQ4001.R6 
(e281; 


Rivista critica delle scienze 
giuridiche e sociali 


Rivista italiana per le scienze 
giuridiche,. 


Rivista critica e \——~ della letteratura dantesca 
diretta da G. L. Passerini... anno 1, no. 1-3; g 





Rivista d'Italia. Lettere, scienza ed arte. 


Roma, 


v. illus, plates (part col.) ports. 25™. monthly. 


ca 12-1216 Unrev'd 
Library of Congress AP37.RS 
Rivista del Collegio araldico. 


Roma, Presso il Collegio araldico ,19 
v. flue. plates (part col.) tables. 25°. monthly. 
Cover-title: Rivista araldica. 


1. Rome. Collegio araldico. 


ca T—S457 Unrev'd 


Library of Congress C8750.B5 


a28b1, 


Rivista del diritto compnentiote e del diritto generale delle 
~ ne 





marzo 1893. Roma, 1893. 
ly. 2" 


my} questo 3. no. la Rivista critica . le sue publicazioni, per dar 
luogo al grande Giornale dantesco diretto da ao L. Passerini.” 


monthly. 


1. Dante Alighieri—Bibl. 2. Bibliography—Period. ‘ 
Giuseppe Lando, comte, 1858- 


Library of Congress 78215.R62 


Rivista critica mensile di opere di 
filosofia scientifica 


Rivista di filosofia scientifica. 


Rivista d’arte. anno. 1- 
gen. 1903- 
Firenze, Fratelli Alinari ,etc., 1903,- 
vy. thus, plates, ports. 25. 
paae, 1903-05 ; bimonthly (irregular) 1906- 
tion suspended ‘cortag 1908 and 1911. 
Title ue 1908, M — = 


Editors: 1908-04, I. 1 Boning ih Corrado’ Rice, Olovanst Poa 
1904) —1906- Gtovanni Poggi. 


1. Art—Pertod. Benvenuto, 1850- ed. 1. Ricct, 
rt 1 Supino, Igino , 


Carrado, 1858- ed. uo Poggi, Giovanni, ed. 1. arte. 
17—27800 
Library of Congress N4.RS 
(33b1, 


Rivistea d‘arte, Biblioteca della 
see 


Biblioteca della Rivista d'arte, 


402 


Mi 1903- 
ilano ete.) F. Vallardi, 1903- 


Simatiy, Jan. 1903-Dec. 1909; i monte, jan. 1910- 
Title nara Jan. 1903-Dec 1909, Rivista rie: itto commerciale, industriale 
rittimo 


Jen *910- : Rivista del diritto commerciale e del diritto gene- 
rale del obbligazi 2 


Editors: raffa, C. Vivante. 
Each vol. i¢ in bcos esouly 


1. Sraffa, Angelo, 1865- ed. 1. Vivante, Cesare, 1855- ed 
14-8934 


Library of Congress 


Uiviste Oi Gettin indertsteiny sumgne tant & detctnn, 


giurisprudenza, legislazione e politica industriale . 
1 (fase. 1-6/6) ; apr.ty-ag-/eett. 1917. Napoli 1917, 
cover-title, 278, 1, p. 20". 


netted ty Coste Corstetase and others. 
No more published? 


1. Industrial laws and legisiation—Italy 1 Cristofaro, Carlo, ed. 
(29-29871 


Library of Congress 2 


con- 
fairs—Period. 


A1s-1722 
Title {rom Univ. of Chicago HV4R6 Printed by L. C. 
Riviste delle Alpi, i Appennini e¢ vulcani... anno 1-3. 
pr Firenze, G. Cassone e comp. etc.) 1864-66. 
se gf 24". bimonthly, 1864-45; monthly, 1866. 
Tesved from 1864-Aug. 1886 (anno 1; anno 2, fasc. 1-6) as Giornale delle 


og fe oe 


entries : 1. Period. 2 Apennines—Period. 8. Mountain- 
Sabject L. Alp 


‘Library of Congrem, no. DQez1.11. 











XUM 


ey pee fo yy 
conomia e di bibli 
diretto dal dott. Guido Biagi ... anno 1-32, gen./feb. 1888- 
./dic. 1921; anno 33-36 (nuova ser., anno i) one 
1923-luglio/dic. 1926. Firenze, Tip. di G. Carnesecchi 
fighi; ete., etc., 1888-1923; Firenze, Istituto bibliografico 





Monthly (irregular) 1888-1921; bimonthly, 1923- 

Publi years published In 
1 number each ( tamed May 1021 : 1020 and 1021 issued Mar. 1928) 
No numbers were 

(Continued on next card) 
6-11" 
130r84d1, 
Rivite delle bibticteche o degli erchivi -... 108 ee ee-08, (Card 2) 


Title varies: v. 1-5, Rivista delle 
e di bibliografia. 
1? | ~ ">—a_adeapeagiemiaene periodico di biblioteco- 


biblioteche e degli archivi ... e¢ Bibliografia 
dantesca, a cura di G. L. Passertni 
“Corriere Ny RF nnn 


ee - 7} ibliografico. 
Leo 8. di Firenze” wan (grned with °. 5-50, Sho Sot 
men! consisting of “Oorvesionl o6 canieate 





Hit: 
hy 


ia 


“Organo oficiale della bibtiografies i italiana”, 1896-1906. 
Vols. 10-12 (1899-1901) include “Boliettino della Societa bibliografica 
italiana” (separately paged in v. 10) 
No more 
(Continued on next card) 


180r8441, 


6—1192 


Rivista delle biblioteche e degli archivi ... 1928-26, (Card 3) 


sutomobili, navigazione i a y 
grafis, telefoni, cavi, trasporti. anno 1- gum./feb./ 
marzo 1929— 
Roma, 1 

¥. ftlus., pla’ Giagrs. 20). monthly (irregular) 





ial anno 1- 
cdic.1, 1804 
Torino, Unions tipagratice-ofitrion, 19 
* ples 2) - Giagr. 267°. monthly. 
“Elenco attestat! di privative, 


Rivista delle privative neyo 1894-19 (Card 2) 
Associazione elettrotecnica Commemorazione 4! Gallleo 
Perr fatal Ameen goss | 7 marzo 1897 dal consigiiere Ric- 
cardo Arnd”: 2 (Feb. 1807) 22 p. 


CATALOG OF PRINTED CARDS 


Rivista delle tradizioni da Angelo de 


popolari italiane, diretta 
Gubernatis. anno 1-2; 1 dic. 1893-magg. 1895. Roma, For- 
zaniec.,tipografi, 1893-04 i. ¢. 1895, 


2v. tus 24". monthly. 


Includes music. 
No more published? 
1 Folk-lore—Period. 2 Folk-lore—Italy. 1 *Gubernatis, Angelo 
Ge, conte, 1840-1918, ed. 
41-42088 
Library of Congress GRLES 
2 (806.0045, 


Rivista di antro 
Atti della Soc 
antropologia 


logie 
et& romana di 


Societ& romana di antropologia 
Atti. 


Rivista di archeologia cristiana, della Pontificia commissione 
di archeologia sacra, Roma. anno 1- 1924— 
Roma, Pontificia isi di archeologia sacra; etc., 
ete., 1924- 
’. ius. plates, facsims. 279°. quarterly. 
Groeten Busve ovo bullettino di archeotogia cristiana. 





Christian 2. Christian entiquities—RBome. 8. 
Cuvutien art ont 
Belvederi, Gti 


Period. 4. Ai 
Gtulio, ed. og ey RE a M 
Rome 
14882 
Library of Congress BR130.R5 
2, 


.. Rivista di cultura marinare. 
{Roma Ministero della marina, Tipo-lit. dell’ Ufficio di gabi- 
netto, 19 


¥. Qlus., plates, ports, maps, diagrs. 24)". bimonthly. 
Includes section “Bibiiografia.” 


1 Italy. Ministero della marina. 


42-15156 





Italy—Lawe and 8. Law—Period—italy. 1 Ambrosiai, 
Antonio, 1866- a @ Giritto 
@ Rema 
98-TOTS 
Library of Congress a ‘e87.T00087 


Riviste di diritto aeronautico, 
Biblioteca della 


Biblioteca della Rivistea di diritta 
eeronauticos 


Rivista 


Rivista di diritto agrario. anno 1- genn./aprile 1922- 


Firenze ,1922- 
v. 24". quarterly. 
walter: Jen. ae m Bolla and others. 
Includes section “Libri e riviste”. 
——— Indice analitico dei vol. 1-x (decennio 1922-1931) Fi- 
renze ,19321, 
Bp. 2. With v.10, 
(Continued on next card) 


88-21880 
es 


Rivista ¢* diritto agrario... ,1922- (Card 2) 


Indice analitico dei vol. x1-x1 (triennio 1932-1934) 
Firenze ,19351, 


@2p. 247. (With v. 18, 





1. Agricultura) laws ype oe jon—Period. 2. Agricultural laws and 
—— ‘“; *- 3. La oe ae oe 
ete.—Italy. L Bolla, Giangastoue, ed. Italy. 
88-21880 
Library of Congress ss 


Rivista di diritto civile. anno 1- 1900- 


Milano, Societa editrice libraria ,1909- 
¥. port. 249". me 
Volume for 1925 com; 


Editors : 1909- Aitrede aucoll, Cari Lo pS Sem Cee eae 
Bonfante, ng i, ot 
Includes sect! 


ereficl” and * ““Bollettine 


1. Law—Period. tag r Civil lew ttaty. m Law reports. 
nay. 1. Ascoli, Alfredo, 1863- Carlo, 


m1. Porro, Eliseo Antonio, 1850- Pietro, 1864- 
e000 v. Pacebiont, Giovanni, 1867- 
37-39000 
Library of Congress rl (847.085) 340.45 


Rivista di diritto commerciale, industriale e marittimo .. 
‘ 1-7; gen. 1903-diec. 1909. Milano ete., F. Vallardi, 


oo ee 1. Vivante, Cesare, 1855- ed. 
10-4161 Revised 

Library of Congress 

di diritto vo militare. 

marzo/ 


‘aprile 1930- 
Palermo, Scuola tip. del R. Istituto d’sssistenzo etc.) 1980- 


¥. 25°. bimonthly. 
Title varies: Mar. 1980-Dec. 1985, Rivista 4! diritto e procedure penale 


ae gy 
ed =m Italy. Courts. 
42-4008 
Library of Congress 2 
Rivista ecclesiastico ... anno ;1;- 
(v. 1- ) 1890- 
Torino ,etc., Unione tipografico-editrice ,1890-93,; Roma, 
Ti editrice romana, 1894— 
v. 26)-207". 
Eaitore: 1880- Guglielmo Caselli, Serafino Giustiniant. 
1. Caselli, Gugtielmo, ed. 0. Giustiniant, Serafino, ed. 
> 4005 


Library of Congress (tel, 








Rivista 


. Rivista di diritto i anno 1-5, 1906-10; 


* anno 6- (2. ser., ¥. 1- ) 1912- 
Roma ,Tip. dell’ Unione cooperativa editrice, etc., 1906— 
vv 2". 

Bimonthly, 1906-10; , 1912- 

Publication 
Editors: 1906- Dionisio Ansilott!, Arcuro Ricci-Busatt! (with L. A 

Senigallia, 1908-07) 

1 Sotemestenst law and relations—Pertod. Ansilott!, Dionisio, 
1880- |. Riccl-Busattl, Arturo, ed. Senigaitia, me Adolfo, 
od 

74188 

Library of Congress IXT.R6 

c4igt, 


Rivista di diritto internazionale. (/ndexes) 
io generale 1906-1925. Roma, Atheneum societd 
editrice romana ; ,etc., etc., 1927, 
vil, 198 p. 20". 





7-41363 x" 


Library of Congress JX7.R6 Index 


(2) 
Rivista di diritto privato, pubblicate cura dello Istituto di 
— rman comparato della R. Universita di Pavia 
1931- 
Salen A. Milani, 1931- 
. oe. 
Each 2 parts, separately paged, pt. 1 consisting of mono- 
graphs, etc., pt. 2, of decisions of Italian courts. 
: 1931- Rotondi. 
Inclades sections “Recension! e cenni bibliografici” and “Bollettino 
bibdllografico”. 


1. Law — Period. — og ag hee * tow reports, digests, 

ete. —I 1 Rotond!, Ma 1900— Pavia. Universita. 
Istituto dt dirttto unable @ comparato. = Italy. Courts. 

32-1770 

Library of Congress 3, 
Rivista di diritto pubblico... v. 1- 

1890- 

Bologna, Fava e Garagnani, 1890- 

v. 24". 

Editors - Cesare Albicini, Pietro Mariotti, Carlo Biancoli—1a92- 

Pietro Mariotti, Carlo Biancoli, Domenico Zanichelli. 


10-19103¢ 
Library of Congress 
Rivista di disci e co 
con antropelorin il diritto e la pro- 
cedura penale e la penn te : 
voile a 
v. il a”. — 





1. Prisons—Period. 2 Prisons—Italy—Period. Beltrani-Scaha, 
oa pitt 1 Doria, Alessandro, 1851- , 

m. a rezone carcer: - 

national prison commission. a" i793 


Tee o Sat discipline carcerarie in relazione con |'antropologia, 
peg A Agen = ayn la statistica, ece. ... anno van 1871-91; 
anno 22- 1897- 
Roma ,etc., 1871- 
( fold. fold. 
fold.) tal Tables (part tod) toree na monthly. iin dice 
Publication suspended 1882-06. 
; im 3 parts, 1807- Part 2 of each 
year of Bullattine uficlate delle iresione generale deile carceri 
Bollettino ufficiale — carceri”) which has separate 
mages ane from 1871-01, separate t 
the directer general of prisons, 1? Peet cute, tp con. 
carceraria, published 1 
(Continued on next card) 
32-1951 


LIBRARY OF CONGRESS 


Rivista di discipline carcerarie ... 1871- (Card 2) 
: 1871-98, poraee Bs Beltrani-Scn!ia.—1902-06, Alessandro Doria 
Tipogra’ 1871 





1 mao on ortat : rafia Cenoniniana, 
la 
"intuden met ttaliana”, 18990- — 
With v. 5-8 (1875-78) 


bound “Bulletin international pour l'étude 


wd 
de la réforme pealtentiavre”, 1874/75-78, 


1. Crime and criminals—Italy. 2. Prisons 
Laws ai 


Italy. 38. Be a 
regulations. 829-1900, ed. 
Doria, Alessandro, 1851- 


1 og -Sealia, Martino, 1 





82-1951 
Library of Congress HV7234.R5 365.05 
Rivista di fi romanza ; diretta da L. i, E. Monaci, 


E. Stengel. v. 1-2; 1872-76. Imola, Tip. d’l. Galeati 
figlio, 1872-,74,; Roma, E. Loescher e co., 1875-,76, 


2v.inl. facsim. 25°. 


Continued as Giornale di fllologia romanza, diretto da E. Monaci, 1878- 
88 (4 ¥.); Studj di Mologia romanza, 1884-1008 (9 ¥.) and Studj ro 
manai, 1908- 


Romance philology—Period. 2. Philology, Modern—Period. 
sake LL ys conte, rf nu. Monaci, Ernesto, 1844-1918, ed. im. Sten. 
gel, Edmund, 

8480 
Library of Congress PCcissh 
489b1, 
Rivista di filosofia... annol-  1909- 


Modena, A. F. Formiggini; ,ete., etc., 1909- 
v. 26=. 
Organ 


of Socteth Mlosofica italiana. 
Vols. 1-9 have subtitle: Coatiounstons delia Rivista flosofica fondata 
da C. Cantoni e Rivista di 


Genoa ; ¥. 7-8, Forli; v. 9-11, 
2-17, Bologna ; ¥. 18- Milan. 


1. Philosophy—Periodical. 2. Periodicals. 1. Societa Mlosofica 
italiana. 
A 12-733 
ber Univ. Library Ba. hé2 
for Library of Congress e37b1, 


Rivista di filosofia neo-scolastica, 
Biblioteca della 


Biblioteca della “"Rivista di filosofia 
neo-scolastica", 


Rivista di filosofia scientifica 
Milano, Fratelli Dumolard 


v. 24°. monthly. 
Editor Enrico Morselli 


1. Morselli, Enrico Agostino, 1852- ed. 


Library of Congress AP3S7.RSS 


Rivista di legislazione comparata ... v. 1- gen. 1903- 


Palermo, Scuola tip. “Boccone del povero,” 1903- 
. aye 


Editor: Jan 1908- Antonio Todaro della’ om. 
ich number incindes the section “Note hbibliografiche' 


1 Todarv della Galia, Antonio, ed 


1-TA13 


Library of Congress 





Rivista ata di 1 





fiscale e gi 





d notarile ; tasse— 
Rivista delle riviste ... 
¥. hy 


Napoli, Stabitinente tipografico cav. N. Jovene e c. ,etc., 


anton 3 no. a month, 1910-Mar. 1912; monthly, Apr. 
Vol. (1) bas title: Rivista di legislazione fiscale; tasse—imposte— 
~Organo “Giictale del Consiglio notarile del distretto di Napoll”, 

Editor: 1906- Pietro Amadio. 

(Continued on next card) 


Ss 


30-5104 


Rivista di aw fiscale e giurisprudenza notarile . 
1906- (Card 2 
ai i fiscale ; raccolta completa di 





con 
delle leggi e disposizioni ufficiali che contengono disposi- 
zioni tributarie, — © esenzioni ; pubblicazione quin- 
quennale della “Rivista di 

7 Stabilimento ti 


ue. 
Tu w varies 


N. Jovene e c., ‘9 


nce—Italy—Law. 


«1. Finan@a! laws and pa pall mt 2 
otarieg ai 3. tS _— ry ory) 4 
7 * — 7)  4& Amadio, Pietro, 
a 
2 ‘aples. “Consigl 90-8206 
Library of Congress 3 
Rivista di matematica; ed. da G. Peano .. 


v. 1-8 (1891- 
1906, ‘Torino, Fratelli Boeca (1891)-1 902/06. 

8v. 2H". 

Vols. 6-7 (1896/99-1900/01) have title: Revue de mathématiques (Ri- 


vista di matematica) ; v. 8 (1902/06) Revista de mathematica 
No more publis! 


1. Mathematics— Period 1. Peano, Giuseppe, 1858- — ed. 





23-1807 
Library of Congress QALRS 
1s2Sb1) 
Rivista di ica pura ed appli per gli i delle 
seuole medie ... anno 1- 15 dic. 1925- 


Palermo, D. Capozzi; etc., etc., 1925- 
’. ports, diagrs. 25". 
Monthly, Dec.-July (later, Nov.-June) 
tors : Dec. 1925~ D. Palermo, A. Zappala. 
in Palermo by D. Capozzi, Dec, 1925-Mar. 1927; in Reggio 
Calabria by Casa editrice siciliana, Apr. 1927- 


1. Mathematice—Period. 
Attillo, ed 


Library of Congress 


1, Palermo, Domenico, ed m. Zappali, 


41-81980 
QALRSS 


12) 5105 


Rivista di mineralogia e cristallografia italiana. 
Padova, Societd cooperativa tipografica, 18 
v plates, charts. 24). 
Editor: Ruggero Panebianco. 


1. Mineralogy—Period. 2. Mineralogy—Italy. 1. Panebianco, Rug- 
gero, 1848- —s ed. 
ca9-59 Unrev'd 
Library of Congress QE3S1.RS 
Rivista di patologia vegetale ... 


Avellino, E. Pergola, 18 
plates (part col.) 234™. 
Editors: A.N. Berlese, Antonio Berlese. 


1 Berlese, Augusto Napoleone, 1864- 


a by my 


Library of Congress 


a 12-297 Unrev'd 
SBS9.R6 


132661) 














Rivista d 3 es correttiva; bollettino della Societa 
reale per |’ eatione correttiva dei minorenni del- 
1’ antico Regno sardo . 

Torino, 
v. illus, tab. 30°. 
Monthly (irreg.) 190 -09; bimonthly, 1910- 


5 Period. Societa reale Ted 
Fp —P— ~Y — hla 
15-19066 
Library of Congress HV9051.R6 
Rivista di scienza, “Scientia” 
see 
“Scientia”, rivista di scienza. 
82-11541 


Library of Congress 


Rivista di storia antica; periodico trimestrale 
di antichitA classica ... anno 1- 
([maggio 1895- 
Messina, Tip. d'Amico; [etc., etc.] 1895- 
v. plates, maps. 24°" 
Title varies: May 1895- Dec. 1899, Rivista di 
storia antica e scienze affini ... 1900-- 
Rivista di storia antica; periodico trime- 
strale di antichitaé classica ... 


es ey: Rix 188: peo. 1988 ; "Fife | Bh Belch; 
neat lonatouet on next card 


Rivista di storia antica ... 
Anno 7- called “nuova serie.” 
Eacg "fascicolo” separately paged, anno 1-3. 
“Indice generale degli anni 1-6" anno 6, p. 
[504] -520. 

Anno 6- includes "Bullettino bibliografico." 
1. Classical antiquities-Period. 2. Page 


ilology-Period. I. Tropea, Giac 
sa Belesh, Julius Alvin eo marl Ty dees, 85. 
9-6398 


(Card 2) 


ed. ITI. Pais, Ettore, 1856- ed. 
Library of Congress DEl.R4 


wincia di 





Rivista di storia, arte, archeologi per la p 
Alessand: 


ria. 
Casale Monf., Unione tipografica popolare, 19 


v. 1 illus, 244°. quarterly. 
Editor : Francesco Gasparolo. 
Includes section “Bibliografia della provincia”. 


1. Alessandria, Italy (Province) —Hist.—Period. 1. Gasparolo, Fran- 
cesco, ed. 


ca 25-318 Unrev'd 


Library of Congress DG975.A3AS 


Rivista di storia economica ... anno l- 


marzo 1936- 
Torino, G. Einaudi ,1986- 
v. 24". quarterly. 

Baitor : Einaudi. 
Iecbonen Goon “ “Note © ramegne” and other bibliographical material, 


1. Economics—Period. 1. Einaudi, Laigi, 1874- od 


40- 24012 


Library of Congress 


CATALOG OF PRINTED CARDS 


Rivista di studi psichici; periodico mensile dedicato alle 
ricerche sperimentali e critiche sui fenomeni di telepatia, 
telestesia, a medianitA ece ... anno 1- 

gen. 
Padova, Tip. dei A- S Celtian, 1895— 
v. 249%. monthly. 


Subtitle i aaa 
Editors: Jan. 1 G. B. Ermacora, Giorgio Finzi. 
1. Paychical eee Destad, L Ermacora, Glovann! Battista, ed. 
1. Finsi, Giorgio, ed. 
10— 22880 
Library of Congress BF1004.R6 
a87b1-, 


Rivista filosofica. Fondata dal prof. sen. Carlo Cantoni 
in continuazione della Filoso’ losofa ¢ delle scuole italiane e 
della Rivista italiana di filosofia. anno 1-x; v. 1-11, 
1899-1908. Pavia, Stab. tip. successori Bizzoni rete.) 
1899-1908. 

11 v. in 10. 24. 


Editors: 1899-1' Corto Content; 1 others 
gees nn 906, 1906-08, E. Juvalta and 


Continued as’ i di filosofia. 
“Indice generale ... 1899-1908": v. 11, p. (780-806. 
1. Philocoghr—Petied. 
E,ed. m. A ok a co on, pe of 1. Juvalta, 
Al2-7H# 
Title from Univ. of Chicago BARG! Printed by L. C. 


La Rivista ilustrata del Popolo d'Italia. 
Italia imperiale. (Milano, La Riviste illustrate del “Po- 
polo d'Italia”, 1987, 
0h 0, Say, gust ont, tack, heat) ginte (gust oth) pest, mage, 


“Edisione della Rivista iDustrata del Popolo d'Italia.” 
“Direttore Manlio Morpagnl.” 


1 Italy—Descr. & trav.—Views. 2 Farsciem—Italy. m3 ~ 
ales | ¢, Talo Behiopian war iat teh aly inden 
gagzi, Manlio, 1870- 


40-18158 


Library of Congress DG420. BS 


2 945.00 


La Rivista illustrate del Popolo d'Italia. 
Vv il Duce. Milano, La Rivista illustrate del Popolo d’Ita- 
lia, 1939, 
nf illus. (incl. ports, maps, plan) col. plates, diagre. 89x 
Cover-title : Viva 1 Duce. 28 marso 1919. 
: Manlio Morgagal ; Fedattore capo: M. Laigi Poll; col 


Taig a fr. "Mario, - ius. ¥. ans 
‘Tite: Viva tl Duce. 23 marso 
42-6177 
Library of Congress DGSTLRSS 
2 045.09 


Rivtste indoguenitalin Gi Mstegia, Ungu, eatidi . 


Nepoll, 1917 
’. ies, plates (part fold. part col.) facsims 254". 

“Periodico trimeutraie con 4 sexioni: 1 classicn. u Lingua 
ed epigrafia. mi. 1. Filologia 
Baitor: Nov. 1916- Trapcesro Ribeamo. 

Includes sections “Recension!” and “Bibliegrafie”. 

1. Classical — Period. 2 Indo-Iranian — Period. 
3. Aryan 4 Classical 1 RB 
besso, Francesco, ed. 

29 «222 

Library of Congress PORS 

a 
Rivista internazional de scienze sociali e susiliaria. 
gli studi scientifici. anno 1- v. 1- 
1893- 
floma, New-York, D. & I. Sadlier & co.; ete, ete., 1898- 
v. tab. 249°. monthly. 


Each number includes the sections “Esame d'opere” and “Note biblio 


1893 to 1888 “Pubblicazione periodica dell’ Unione cattolica per 
git studi social in Italia.” 


Period. 2. Economice—Period. 


1. Social science—' 1 SoctetA catto- 
Hien italiane per git stud! sclentifit. 


69198 
Library of Congress HT.RS 


fbl, 


405 





Rivista 
Rivista i ionale detls proprieth edilisi 
ace 
Revue internationale de la propriété bitie. 
‘o7 80288 


Riviste i ‘ 
eC Poenicte Ti sociale ,1921,-22; Roms 
i i 1921, $ 
Dadalk cums pelagtlea iiann, sab ‘ 

¥. port. 25". quarterly. 
Editors: Jan. 1921- Giorgio del Vecchio and others. 
Includes section bibliografiche”. 


Law—Phitlosophy. 1. Philosophy of law, 2 Law—Pertod. 
1 Vecchio, Glorgio del, 1816 ea 


10102 
Library of Congress 12 


Rivista italiana del dramma. anno 1- 1987- 
,Roma, 1937- 
¥. {lus (plans, facsim.) plates. 24)". bimonthly. 


1987- Silvio d’ Amico. 
“A cura dell’ Istituto ‘Laigi Pirandello’ per ls storia del teatro 


Includes the sections “I libri” and “Giornall e riviste”. 


1, Theater—Italy. gaara —— 3 Italian drama—His 
tory and criticiam—Periodicals. Pirandello” per la 
storia del teatro italiano, Rome. n Amico, Silvio f’ 1387- od. 

AC 30-2181 
johns Hopkins univ. 

“fu Lneery Gage 3s 
Rivista italiana del petrolio. 

grids italiana del petrolio legislative. Roma, Le 
Rivista italiana del petrolio 1984, 

=i, 634, alii p. 17)”. 

“Dispositions and concerning the tmport. morage 
and distribution tn , of muneral oils and ite residues” : pat 


1 Petroleum—lItaly. 


Library of Congress cy 





Rivista italiane di diritto int jonale pri 
Anno 1- luglio/agosto 1981- 
Genova, G»B. Marsano ,1981,; Padova, Cedam ,1989- 
v. 2. bi-monthly. 
Btitors: 1981- Prospero Fedossi, Cesare Vernarecci 4i Fossom- 


1. International lew, Private—Periodicals. 1 Pedoust, Prospero, 
1873-1984, od. 11. Vornarecei @i Fossombrone, Cesare, od. 


At 
‘Title from Carsegie Baéow. Int. Peace. Printed by L. C. 
a 
Rivista italiane di diritto penale v.1- (genn., 
Padova, A. Milani, 1920- 
. =. 


1. Law—Pertod —Itay. hey 8. Criminal law— 
wai. Maseart Eduardo, 1814- of. 1. Feroct, Virgilio, 
08-81423 
Library of Congress 2 sao 








Rivista italiana di filosofia, fondata dal comm. Laigi 
\ -98. p. di 


Ferri. anno -13 Roma, Tip. 
G. Balbi, . 
vin m7 © 
Two volumes each year 
Continued as Rivista filosofica. 


1. Philosophy—Period. 1 Ferri, Luigi, 1826-1895, ed. 


A124» 


Title from Univ. of Chicago B4AR6 Printed by L. C. 


Rivista italiane di numismatica e scienze affini... anno 1-80, 
1888-1917; anno 81-36 (2. ser., v. 1-6), 1918-23. anno 37 
(3. ser., v. 1), 1924. Milano, L. F. Cogliati etc., 1888-,1924, 

. its, plates, ports, facsims., tables. 24}-824". quarterly. 
“Bdite dalla Socteth numismatica italiana.” 
From 1888 to 1897 title reads: Hivista italiana (i oumismatica. 
188888, Bolone — 1890-1917, Francesco Gnecchi, 

Gneceh!.— 1918-19, Lodovico Laffranchi. 

: ¥. 23-25 (1910-12) wanting. 

_ Numismatics—Period. 1 Ambrosoli, Solone, 1851-1900, ef 1. 

Gneecchi, Francesco, 1847-1919, ed. ui Ercole, ed. 1. 

Laffranchi, Lodovici, ed v. Societé numismatica italiana, Milan. 


~ 


11—82790 (rev. 37) 


Library of Congress cy0.R6 
(88r38f2, 
Rivista italiana di numismatica. 


Omaggio alla Reale societa numismatica ra nella 





solenne ricorrenza del suo cinquantenario; me- 
morie p al primo Cong internazionale nu- 
mismatico di Bruxelles—luglio 1891... Milano, Tip. L. F. 
Cogliati, 1891. 

3p.1, DIM pp, IL 4pl Bm. 

Title vignette. 


Rivista italiana di numismatica. zg Omagtie oie Baste 
societd numismatica belga ... 1891. ( 2) 


. inedita di Giacomo Jonghelinck—Comandini, A 
Ge iu a esetic’, ve det Belgh elle medaglie milanesl esti 
guiel "T Nomiamates Adare compe lear 1. Congrés 

de numismatique Ist, Brussels, . 1. Tithe 
15-6491 
Library of Congress CJ3S.RSS 
Rivista italiana di paleontologia 


Parma, Rivista italiana di paleontologia, 19 
¥. illus, pl. 25°. quarterly. 


Edstor P. Vinassa de Regny. 


a’ Paleontology—Period. 1. Vinassa de Regny, Paolo Eugenio, 1871- 


ca 18-1043 Unrev'd 


i 


versity of Rome and the Scucia di statisticn of the University of 
Sees Oe Se 
‘Vols. 1-8 have imprint: Presso le R. Universith 41 Bologna ... 
‘Tite varies: Jan 1929-Dec. Rivista italiana 41 statistics. 
[Se et - _ 11 ~ leaned 
Baltore! Jen. 1000- Felice Vinci (with Laigi Amereso 
and Alberto ée’ Stefani, Mar. 1983- ) 





LIBRARY OF CONGRESS 


Rivista italiana di scienze economiche ... 1920- 

(Card 2) 

1. Statistice—Period. 2. Economice—Period. 1 Vinci, Felice, 
in. ar Rome (ny) Dalveraiih.  Letituto ps 
warrica e'nansiarian 'v. Bologna, ‘Universith Bevola di statistics 

31-0012 

Library of Congress HBT.RS 

3, 3105 
Rivista italiana di sclemse econemiche. (/ndesss) 

«-» Indici decennali 1999-vn—1988-xvn ... Bologna, 
Zanichelli, 1989. 

Bp mr. 

87-6013 x 

Litrary of Congress HBTRS Index 1900-08 

2 
Rivista italiana di scienze naturali ... anno 1- 
feb. 1881- 
Siena, 1881- 
v. mm. 

Monthly, 1881-96 ; bi , 1897 

Tite varies: Feb: 16Bh-Dee, 188, Bolletting del asturalsta, collettor, alle 


Lig me 
Jan. Dec. 1896, Rivista italiana di scienze naturali e bollettino adi 


Rivista italiana di scienze naturali ... 


1881- 
(Card 2 





+ Het. Hott V, + 


1 , e, 
coltivatore, acclimatatore. Supplemento mensile ... 
anno 10- 

Bean, 180 
i 1890- 


a. 





¥. (With Rivista italiana di scienze naturali. 10th- 

Sey 

was rao loan ethic fang 
11-90848-9 


Library of Congress Q4R6 


Bivista italiana di scienze naturali e loro applicazioni, 
pubblicata dal Circolo degli aspiranti natuoralisti. 
anno 1-2; 31. marzo 1885-1 Napoli, 1885-86 

2v. 20". quarterly. 


No more published. 


1. Natural history—Period. 1. Societd di naturalisti in Napoli. 


Library of Congress QH?7.R6 a 

3) 

Rivista italiana di sociologia ... 
gen. / giugno 1921. Roma ete., 
Brio ports 2. 


ee RA ey! 1918; quarterty, J 


0 |. Gaido 
Basco, 1897-1908) — 1918-21, 


others. 
No more pobitebed 


anno 1-25; luglio 1897- 
Fratelli Bocca, 1897-1921. 


1918-Jane 1921. 


ner’: Sante do Sancti end 


Oo 


rf 


Cavagiior!. Guide, I8TL-I91T, ed. 
Fy, Ranctis, Sante de, 1882- | ed. 


1. Resco, Auguste, 1850-1908, ed. 
m. Sergi, Gtuseppe, 1841-1088, 


2p 


1 97688 


Library of Congress 





Rivista italiana di statistica, economia e finanza 
ner 
Rivista italiana di scienze economiche. 


87-25114 
Library of Congress 2, 
Rivista italiana per le scienze giuridiche ... v. 1-66, 1886- 
1921; n,wova, syer., anno 1- gen./mar. 1926- 


Roma, E. Loescher & co.; ;ete., ete., 1886-19 
* 2. 
Bimonth!y. 1886-1921; publication suxpenle, 1922-257; quarterly 
(irregular) 1926- 
Preceied by Rivista critien delle scicnze ciuridiche e social, 
RAO Fra 


1921, Incexce Sehupfer («ith Guido Fusinato, 1886- 
Chbwen'n, 115-217) —198- Pietro de Froo- 
Vv LA 


Imprint varies: . Rem ete, Ko Leecher & co —1808-1911, 
Torino, Fratelli Rocen —1912-217? Roma, Athen am —19°6-82, Ronn, 
A. Sumpaoles!. —1933- Roma, Socteth editrice det “Foro italiane” 

(Continued om next curl) 


#87467 Revised 
PRRt2, 


Rivista italiane per le scienze giuridiche ... 


1886-19 
(Card 2) 


Library of Congres 


Rivista italo-americana di scienze, lettere, politica, emigra- 
zione e commercio. anno 1 (fasc. 1-6); 15 giugno-15 nov. 
1902. Roma ,1902, 

lv. Mus, ports, maps. 25°. monthly. 


Baitors: June—Oct. G. A. Pugtiese —Nov. 11 Aldo Blessich. 
Ne more pubtiohed? ieee 


Ay myth,’ 2. Italians in America. 8. Italy. 
Gliese, Giuseppe A:berto. ed. _ 


LPo 
‘27-21165 


Library of Congress £201 8R8 


ene: eee anno 1- 
1 
Genova, Tip. del R. I. de’ sorde-muti, 1843- 


¥. pl. diagr. 21°. monthly. 
Includes section “Bibliografia”. 


41-88147 


Rivistea mensile pubblicata per cura 
Gel consiglio direttivo [del Club 
alpino italiano) 


Club alpino italiano. 
eeeRivista mensile. 














Rivista militare italiana. anno 
Roma, E. Voghera, 


2 plates, maps. 24™. monthly. 


1. Military art and science—Period. 


ca9-6563 Unrev'd 
(8401, 
Library of Congress 
Rivista moderna politica e letteraria. anno -1, 
v. —122); marzo 1903. 
Roma, Stab. tip. della Tribuna, ~1903. 


v. illus, 


Meatiiy, Brana gos » testes. 1903. 


Oe 1901 ; 
Title v -Nov. 190i, Rivists 
Dec. "1901 Mar. 1903, Rivista moderna 
Each number includes the section. E fy — ® 


; also the separate! guard Balai tnanaero td Bolling 
strato ‘degli an. 190i-Mar. 1903, and the Bollettino tecnico 
dell’ industria e del commercio, Dec 1901-Mar. 1903. 

Merged into Minerva; rivista delle riviste, Apr. 1903. 


plans, facsims. 25™. 


12-23533 
Library of Congress API7.R6 
Rivista nazionale di scienze, artie lettere. v. 1- 
genn., 1866— 
Palermo, Fratelli Pedone Lauriel ,etc., 1866- 
’. plates. 24)". monthly. 
88- 16708 
Library of Congress DG861.R4AT 
2 065, 
Rivista politica e letteraria. anno -5,v. -16, 
v. 17, fase. 1-2; —nov. 1901. 
Roma, Stab. tip. della Tribuna, -1901. 


¥. Bam an nw same 25™. monthly. 
tnctodes the conten, Beliettinn Wittlegraticn, 
and 
BR 
Bofenign Inocwree Seal politica e letteraria. 


Library of Congress AP37 R6 

Rivista sicula di scienze, letteratura ed arti, v. 1-8; enn.) 
1869- dic. 1872. Palermo, L. P. Lauriel, 1869-72. 

Sv. plates, maps, plana. diagrs. 24°. monthly (irregular) 

No more published. 


1. Stetly. 


Library of Congress DGeSL RS 


12) 068 


Rivista storica del risorgimento italiano, diretta da B 
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Rivista storica italiana... v. 1- 
1 


884+- 
Torino, Fratelli Bocca ; ,etc., ete., 1884-19 
v. maps, facsima, tables. 24°. 
Quarterly, 1884-05, 1902~- ; bimonthly, 1! 
Editors: 1884- Costanzo Rinaudo ith ant Arionease dng 1884- 
Sept. 1804; Pasquale Villart, Giuseppe de Leva, 1884-Sept. 1805; and 


others) 
Vols. 1 hs called also new ser., v. 1-6, and v. 19- called also 


we 
1684-06 each “qh | Ce. jon!, Note 
bbtogratce | hn ‘att iibri, Spogilo © —= 


ries each number is ‘ivied ‘ate ¢ 4 “t bers M7 
Sete tiatinaveneen 2. Spoglio det period! ; des libri. 4 ane. 
usle. 


( Continued on next card) 
9—11470-80 
(89f1, 
Rivista storica italiana ... 1884-19 (Card 2) 





Indice della Rivista storica italiana dal 1884 al 1901 con 
lelenco alfabetico degli autori, compilate dal prof. Costanzo 
Rinaudo... Torino, 1904. 

2v.inl 24". 

Paged continuously. 

1 ~ ia % 9 - 


2. Italy—Hist.— Bibl. 1. Rinaudo, Costan 


abretti, Ariodante, —, = m. Villari, 
Pesquale, 1827- Sat ed. 1v. Leva, Giuseppe de, 1821-1805, ed. 
®—11470-80 
Library of Congress DG@LRT 
(391, 


Rivista svizzera di giurisprudenza 
ae 


Schweizerische juristen-zeitung. Revue suisse de jurispra- 


Library of Congress 


.- Rivista tecnica d’seronautica. anno 1, n. 1; ye po 
Roma, “L’Universelle”, imprimerie polyglotte, 191 


166 p. illus, fold. pl, fold. map, diagre. 24”. 


Includes a © coroners Cb Canadiens & Sten and Sage. 
No more published? 





Italy. 


Library of Congress ‘TL6O4 RSS 


2 (638 1806, 


Rivista tecnica d'aeronautica, organo 
dell Aero club d'Italia. 1904- 
see 


Rivieta italiana di aeronautica. 


hhii 


+P i settimanale 





Rivista tecnica d’elettricit 





Manzone. v. 1-3; sett. 1895-1900. Torino, R. Frassati e co., 
1895—,1900, 


Sy. 2". 


1. Italy—Hist.—1815-1870. 1 Mangone, Benlamino, 1857- ed 


> 8887 


Library @f, Congress DGS52_A15R5 


(2e1, 


Milano (18 
v illus. 90-31™. 
—Dec. 1908, L’Elettricita. 
tecnica d’ 


Luigi de Andreis, Domenico Mi Gia 
8, 
jotta, Alessandro Volta —Oct. 1900- E. Fumero. : 


Z 1. Andreis, Luigi de, 1858-. ed. 
11. Mazzotto, Domenico, Ii ed. mt. Motta, Giscinto, ed. tv. Volta, 
14S ed ¥. Fumero, E, ed. 
ca 12-797 Unrev'd 
Library of Congress TKGRG 


407 


Rivius 


Rivista tecnica delle Saat italiane; pei ® cura del 





Collegio nazional italiani col con- 
corso dell’ poorer tem tony delle ferrovie ede ont stato. anno 
1-  (v. 1- ); gen. 1912- 
Roma ,ete., 1912~ 

’. iNus., plates, maps, tables, diagrs. 30$-82". monthly. 


Vols. 15-17 have imprint Arpino, Soctet& tipografica arpinate, 1919-20. 
Includes section “Bibliografia”. 


1. Ratiroads—Period. 2. Ratlroads—Italy. 
Gegli ingegneri ferroviart italiani. 


ai 1. Collegio nastonale 


Library of Congress TrGRS 


12) 625.08 


Rivista tecnica di aeronautica e 
bolletino della Societa 
aeronautica italiana 


Riviste italiana di saeronautica, 


Rivius, Albinus. 
Albini Rivii Duraquensis de o 
} — po libroram prelectiones biblice 
. Colonia M 
A, 1783. 
iv, 1223p 18)* 


interpretibus di- 
ion estos, cates or- 


Pr 





1. Bible—Commentaries— Bibl 


A 10-993 


Title from Union Theol Sem. Printed by L.C 


Rivius, Gualtherius Hermenius 
see 


Ryff, Walther Hermann, 16th cent. 


6p. 1, 64, @)p Mx. 


Title vignette. 
1. France — Hist — Carlovinglan and early period to O07. 2 Bet 
i oss 
0c, 
Rivius, Thomas 
see 


Ryves, Sir Thomas, 15837-1652. 








Rivkin, Allen. 
I wasn't born di 

RF ny ft, -- ey See Vere, 
The Macaulay company ,°1985, 

wp. -. 





1 Spigeigass, Leonard, joint author. u Title 








35-2728 
Library of Congress PZB. R527 I 
—- ———- Copy 2 
Copyright A T9736 3 
Rivlin, Emmanuil Solomonovich. 
. Cosercwas ani YP Mocesa, Hi “Tipa- 
sosaa samara”, 1926. 
11, dp. 2". 
At head of title: 9. C. Pusann ... 
1. Lawyers—Ruasia. 1 Title. 
‘87-83820 
Library of Congress a 
Rivlin, ee —_~ wnt . 
Steest 
mental oY by Harry N. ‘Rivlin . New York, London, 


D. Ap,leton-Century company, incorporated (°1936, 
xivp,1L,419p 209". 
Bibliography at end of each chapter 


1. Mental physiology and hygiene. 2. Children, Abnormal and back- 


ward. 8 Child study. 1. Title. 
(88 — 20881 
Library of Congress LB1001. R57 
(41b%3, 870.15 
Rivlin, Harry Nathaniel, 1904- 
grammer, by Harry N. Rivlin ... New York 


Functional 
city, Teachers college, Columbia university, 1980. 
ih Bp.1. we. 
= (Pn. v.)—Colambia university, 1980. 
also ae , os college, Columbia university, Contribo- 


~~ 2 English language — 


‘3030082 
Library of Congress LB1576.855 1980 
md 3 (8726) 425.07 


Rivlin, Harry Nathaniel, 1904— 


grammar, by Harry R. Rivlin ... 
college, Columbia university, 1930. 
vip 2i™. (Teachers college, Columbia university. Contribu- 
tions to education, no. 485) 
| eee eth wey (ru. p.) Columbia university. 


Functional New York 
city, Teachers 





Bibliography : p. 
Orbea tO Rnglth language-dlous, corrections: rors 
1. Tithe. 
Library of Congress LBIST6.RSS 19808 
— Copy 2. LBS.C8 no. 435 
Copyright A 20287 (80p1, {872.6} 425.07 


Rivlin, Josef J. 


Geeetz im Koran; kultus und ritus, von Josef J. Rivlin. 


Jerusalem, Bamberger & Wahrmann, 1934. 
4p. 1, vil, 1p. 2k ae. 
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Rivo, Wilhelmus Urain de 
see 


Urain de Rivo, Wilhelmus. 


Anatole. : 
.. L'Irlande, par A. Rivoallan... 2cartes. Paris, A. Colin, 


1934. 
2p 1, 202 p, 11 Mos. (maps) 17°. (Collection Armand Colin 
(Section de géographie) n° 170) 


“Ouvrages & consulter”: p. :200,-202. 


1. Ireland—Hist. 1. Title. o6-snees 
Library of Congress DA912.R5 
Copyright A—Foreign 20417 
a ons 


Rivod6, Baldomero. 
Voces nuevas en la lengua castellana. Glosario de 
voces, frases y acepciones aye FR sh 
ai Diccionario de le Academia, edicloa Ad- 
misién de a i Rebsbiease. de anticuadas. 
Venezolanis- 


Rectificaciones. 
mos. Por Rivods.! Paris, Garnier herma- 
nos, 1889. 
amp © on 
Library of Congress 


Rivoira, Giovanni Teresio, d. 1919. 
Architettura musulmana ; sue origini ¢ suo sviluppo, 


con 341 incisioni intercalate nel testo ed una tavola fuori 
testo. Milano, U. Hoepli, 1914. 
ix p, 21, (3-390 p. 11 front, illus. 319* 


At head of title: G. T. Rivoira. 


“Edizione di 700 copie numerate, n. 262.” 


1. Architecture, Mohammedan. 


15-12316 Revised 
Library of Congress NAJBLRS 


11222) 


ive, Glovennl Taam 1849-1919. 








; con appendi sullo 
sec. xvii. 333 incisioni. Milano, U. Hoepli, 1921. 
 p.. 11, 367 p, 21. incl. fromt. (port.) Milas. 80y™. 


ae bane of Os G. T. Rivoira; preface signed: Giovann! Teresio 
Rivoira, Roma, febbraio, 1919; pretatory pote signed : Edith Rivoira, 
Roma, 27 marso, 1921. ~ 

“Edizione 41 650 copie numerate ; esemplare p, 396. 

Bibliographica! foot-notes. 


1. Architecture—Rome. 2. Rome—Antiq. 3. Domes. 1 Rivotra, 
Baith, ed. no. Title. 
218106 
Library of Congress DABS 
(a28e1) 
Riveira, Glovannl Teresio, 1849-1919. 


pee ie" — 





no and deriva- 
on SS et ‘. by MeN. Rushforth ... Lon- 
don, W. Heinemann, 19) 


2. fronts, illus (incl plans) 81)”. 


2 Architecture—Italy. 8. Church archi- 





Rivoira, Givvanni Teresio, 1849-1919. 
Lombardic architecture, its ori 


origin, development and deriva- 
tives, by G. T. Rivoira. Translated by G. McN. Rushforth. 
Re-edited with additional notes. Clarendon press, 

1933. 


2¥. fronts, (lus (incl. plans) 294". 


1. Architecture, Lombard. 2. Architecture—Italy. 8 Church archi- 
tecture. 1, Rushforth, Gordon MeNell, 1882-1988, tr. 1. Title. 
Minos, Univ. Library ? 

for Library of Congrear (NA1119.L8R 

a40c1, 

Rivoira, Giovanni heen 1849-1919. 

Moalem architecture; i extgine ant tu Se by , 2. T. 
Rivoira. Tr. from the Italian 
don, New York ,etc., H. Milford, Sabellippan ak 


xvil, 888, ;1) p incl plates front. tllus (incl. plans) 27*. 
Plates printed on both sides. 


1 Architecture, Mohammedan. 


1 Bashforth, Gordon McNeil, 1862- 
t. = Tit 


Library of Congress NAS8LRS2 


el, 


Rivoira, Giovanni Teresio, d. 1919. 
Le origini della architettura lombarda e delle sue 


rineipali derivazioni nei paesi d’oltr’Alpe ... Roma, 
E Loescher & co., 1901-07. 

2¥. fronts, illus, 11 pl 31%. 

“Edizione di 506 copie numerate. vy. 1, n. 144; v. 2, n. 301.” 

1. Architecture, Lombard. 

7-25678 Revised 
Library of Congress NAIILI9.L8R6 
+222, 


7 Glovanni Tergsio, 1849-1919 

i and its p les of under 
PR  - empire, with an appendix on the evolution of the dome up 
to the xvuth century, by G. T. Rivoira; translated the 
Italian by G. McN. Rushforth. Oxford, The Clarendon pr-ss, 
1925. 








xvi p, 21,810 p, 11 froot (port.) illus (incl. plans) 20)™. 
“Bibliography of the authcr”: 1 leaf following p. xxvi. 


Architecture—Rome. 2 Rome—Anti¢ 8. Domes Bashforth, 
tordee McNeil, 1900-1000, t. . 
2618202 
Library of Congress NAS10.R52 
m4ijl, 


Rivoire, André, 1872- 
.. Berthe aux grands pieds; imageries. Paris, A. Le- 


merre, 1899 
2p.1, 1Bp,1k we. 


1. Title. 
F-27732 
Library of Congress PQ2MIS.192B4 1899 
Rivoire, André, 1872- 
Le bon roi Dagobert; piéce en quatre actes én vers ... 


(Paris?, *1908. 
Ip.l, 1006p. 20. 














Rivoire, André, 1872-1980. 


Le bon roi ; comédie en quatre actes, en vers, par 
André Rivoire .. (Paris, L’Tilustration, *1908, 

36 p. illus. 20°. (On cover: L’Mlustration théAtrale ... no. 06, 
81 octobre 1908) 


Eye ey (portrait of author) 
“Le bon rot Dagobert « 9 Se See Geer te Gees ST oe 
tobre 1908, & la Comédie-frangaise. 


. Title, 
1. Title. as 
Title from New York Univ. PQI2Z16 1908 
Library of Congress (PQ1223.16 no. 96) 
cd 
Rivoire, André, 1872- 


.. Le désir et amour. Paris, B. Grasset ,1929, 
M1p.11 199". 


Rivoire,André, 1872-1930. 

Juliette et Roméo; pas A oe eS & 
tableaux en vers d's apres et Luigi da Porto 
représentée pour la premiére fois, le 4 juin 1920, & la Comédie- 


francaise ... ;Paris, Impr. de I’Iilustration, *1920. 
36 p itus. -, — 30j*. (On cover: La Petite iMustration 
théatrale. Nouv. 27, 13 novembre 1920) 


Illustrated covers. 


1. Shakespeare, William, 1564-1616. 


1. Porto, Luigi da, 1486-1529. 
m. Title. 


A 23-1863 
Newberry library 
for Library of Congress (PQI22 142 oa no. 27) 
1a8Tel) 


Rivoire, André, 1872- 
The little she 
ms tr. by ery i 
t 
2p. 1? ats: (ipo pedis tess slays ty ectetvated European 


a comedy in one act, 
Clark. New York, bf mony 


«. Clark. Barrett Harper, 1890- tr. 1. Title. 
18-4119 
Library of Congress PQ2635.1 92153 
Copyright D 39675 
bag ay nye Le wi ma 


ittle shepherdess: a comedy in one act: oo 
mA. translated by Barrett H. Clark. New York, 8. 
French; Landon 8. French, ted. 198 


24 p. 19*. (The world’s best plays by celebrated European authors; 
B. H. Clark, general editor, 


1 Clark, Barrett Harper, 1800- tr. 1. Title. Trenslation of 
TD était une bergére. 
Library of Congress PQ2685.1 02 1 68 
ra 21 
Rivoire, André, 1872-1930. 
ene eave pidce en trois actes, par André Rivoire et 
Lucien Besnard ... Paris, L’Illustration, “1910. 


w ius. (ipel. = 29". (On cover: L'lilustration théatrale ... 
168, 12 novembre 1910 


of 
Se pan tn wo 
1010, ou thadtre de 


1. Besnard, Lacten, 1872- Joint author. 1. Title. 
AC 34-2088 


Univ. PQI223.16 1910 


Title from New York 
Congress [P°Q1228.16 no. 168) 


Library of 


2 
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Rivoire, André, 1872-1930. 
Pour vivre heureux; comédie en trois 
Rivoire et Yves Mirande ... 


Mas. 29°. 
a Terrier 1912) 


actes, par André 
Paris, L’Ilustration, *1912. 
(On cover: L'Miustration théatrale ... no. 204, 


‘Pour tak représeaté poor la premiére ola, le 18 
Janvier 1912, 2 vneatre de la Renaissance 


1. Mirande. Yves, Joint author. a. Title 
AC#21T 


Title frow New York Univ. PQI22316 1912 
Library o! 


Congress (PQ1223.16 no. 204) 
ca) 


Rivoire, André, 1872- 


. Roger Bontemps, comédie en trois actes, en vers . 
Paris, A. Lemerre, 1920. 


3p.1,29p,1L 19, 


1, Title. 
“ 20-12846 
Library of Congress PQ26ISI9ZRG 1920 
Copyright D 54654 2) 


Rivoire, André, 1872- 


Roger Bontemps; piéce en trois actes, en vers, par 
André Rivoire. présentée pour la premiére ing 2 13 
mars 1920, au Théatre national de 1’Odéon ‘aris, 
Impr. de 1'Mlustration, “1920. 


“4 pe (incl. ports. : La Petite illustration théa- 
trale <e Nouv. sér., no. ase Rh ee awe rf 1920) 


1, Title. 


A 23-1852 


Title from Newberry Libr Printed by L. C. 


2 


———. 


ae oS Sy See 


Sp. 1, v, ch, 167, dip. 19. 
In verse. 


1. Sully-Prudhomme, René Francois Armand, 1839-1907. 1. Title. 


16-9446 
Library of Congress PQ26ISISZVS 1895 
Rivoire, Antoine. 
Les petits secrets du jardinier per Antoine Ri- 
voire. Lyon, Rivoire pare et fils .n. d., 
@p.11 Wo 2. 
1. Vegetables. 
Agr 28-1715 


Library, U. 8. Dept. of 


Emile. 
Bibliographie historique de Gendve au xvm™ siécle par 
Emile Rivoire. Tome premier,second, 1701,-1798, ... be 


Rivoire 


Rivoire, Emile, 1850- 

Dictionnaire du Code civil suisse, per Emile Rivoire. Ge- 
nave, Société générale d'imprimerie, 1909. 

Bp.l. 5p. 229". 


Library of Congress 


Rivoire, Henri Fér$ol 
see 


Rivoire, Jean Francois, b. 1788. 


Rivoire, Jean Etienne Emile 
see 


Rivoire, Emile, 1850- 


Rivotre, Jean Frangols, }. 1788. 

Dictionnaire raisonné du tarif des frais et dépens en 
matidre civile, & l'usage de chaque Cour royale, tribunal ci 
Tribunal de commerce, justice de paix et Conseil de 
mes ; contentant 1° la quotité fixe des droits,  in- 
demnités revenant sux juges, svocets, avouts, grefiiers, 
in SS 
experts et témoins ; 2° | et la solution de toutes les ques- 
tions en matidre de taxe et de celles qui ; eaivi 
du texte du Decret du 16 février 1807. Rivoire ... 
4. 6d. augm. d'un Commentaire our le Loi du 2 juin & 


- 


tarif des frais ... (Card 2) 
Y’Ordonnance du 10 octobre 1841, relatives aux ventes judici- 
aires des biens jmmeubles et au tarif des frais et dépens qui 
ae yy wee, 4. SEasaeey SR, 
a ap. 
du tarit den frais st Lupus’ lati ux ventes Jeaicialres Ge tions im 
meubiea, to Et © 8 Be 6 Tce © ote 
euivi Gu Ges frais en matiére d'expropriation pour cause 
publique ... Dijon, V. Lagior; Paria, Joubert, 1666. 
procedure—France. 
1, Coste (Law) gg - BA » $a 
statutes, ete. 1 
(29-21851 
Library of Congress a 
Rivoire, Raymond, 
. Le 


1, Endocrinology. 1 Tithe 
‘BA 6437 
Library of Congress ROSA RSS 
Copyright A—Foreigr ‘87425 
ra eed 








Rivotre, Raymond, 1900- 
.. La science des b 
2p lL, 7-24 p 1b 

tion dirigée par 





Paris, Gallimard ,1938, 


ay Fae (Lavenir de la science; collec 


At head,of title: Dr. R. rae 


1. Hormones. 2 Endocrinology. 
(Pull nome: Raymond Adrien Charies Rivoire, 


BB 18860 
Library of Congress QP187.R53 
Copyright A—Foreign soe 
2 oes 


Rivelze do le Bite, Ayman, comée és, 1845- 
. Le chfteau de Raffien en B 


leurs alliances. 

Jourda de Vaux. Trévoux, Imp. Jeannin, 1918. 
@ p. plates, coats of arms. 25™. 
Title vignette (coat of arms) 


1. Rallien, Chileans de. 2. Ruffieu family. 3. Compagnon family. 4 La 
L 


Fontaine family. 
(20-20241 
Library of Congress CSS99.R8 
2 
Rivoire pére et file, 
Le dahlia; son histoire, ses progrés, sa par Rivoire 


104, (1; p. fold. front. illus. 19”. 


1. Dahlia. 1 Gérard, René Constant Joseph, 1858- 
Agr 14441 
0.8 Dept tear. Library oTRsaz 
Rivotre pére et fils. 
.«. Les flours de semis. Lyon, Rivoire pére et fils; ete., 
etc., 1925, 
2pL,=, 25 p ihe, degrs Bim. 
At head of title: Rivoire pire & fils. 
1. Floriculture. 
‘Agr 25-1097 
Liveary, U. S. Dept of Agriceltore 97RS2ZF 
r) 
ge oe 
Le guide du semeur et les semis. Par Bi- 
vgite pi ot i. Lion, Mavoire pire ot file; eta, eta, 
Sp te me. 
“Ouvrages consultés” : ». 92 
1. Germination. 2. Seeds. 
Agr 25-1088 
La&trary, U. S. Dept. of Agticultare 61RS2 
Rivetre pare et file. 
@ file; <ate., ote., 


Sa drop Oe 2. 


LIBRARY OF CONGRESS 


Rivoire pére et fils. 

Légumes & fleurs. Indicateur des semis 4 faire chaque 
oh pee Eine gee SS... Lyon, Les auteurs (19—1, 
t h 


cover-title, 103 p. illus. 214™. 


1. Floriculture, 2. Vegetables. 
Agr 25-1099 


Library, U. S. Dept. of Agriculture 90RS2 


Rivoire pare et fils. 


Primevére, cinéraire caloéolaire, par ne vise 
fils. 4. ‘a Lyon, otraics Sclre pire 8 als; ww ky 


7%) p ies 18°, 


1, (Calceolaria, 2 (Cineraria: 3 Primroses. 


Aart 25-1100 
132d], 
Library, U. S. Dept. of 97RSS2P 
Rivoire pére et file, 
Roses et rosiers, par Rivoire et Marcel Ebel... Paris, J.-B. 
Baillitre et fla, 1988. 


1. Roses. 1. Ebel, Marcel, joint author. 
Agr 85-186 
Library, U. 8. Dept. of tha”) 96.1R522 
2 
Rivoli, Jésef. 

Badania nad klimatu na wzrost nie- 
ktérych drzew europejskich. Poznari, Sktad glowny u 
Gebethnera i Wolffa, 
ole ae Oss (Prace naukowe Uniwersytetu Poznafiskiego, 

“Recherches sur "influence du climat sur la croissance de quelques arbres 
européens. Résumé”: p. >-99. 


1. Trees. 2. Forests and forestry. 
ca 25-624 Unrev'd 


Library of Congress QK49.RS 


Rivoli, J. 
Die Serra da Estrella. Nae = physikalisch- 
geogra| beschreibung dieser ppe, mit 
Spell bercsichtiang ihrer torstiichen verhalt- 
nisse. Von J. Rivoli ... Mit einer karte ... Gotha, 

J. Perthes, 1880. 


2p.1,%p map. 2B™. (/n Petermanns mittheilungen. Gotha, 1881. 
E d xv, ft no. 61) 





1. Forests and forestry—Portugal. 2 Estrella, Serra da—Climate. 
532889 


Library of Congress GLP! 


Rivoli, Victor Masséna, duc de 
see 


Masséna, Victor, prince d'Essling, duc 
de Rivoli, 1636-1910, 





Rivoli. Congresso alpinistico, 
7th, 1874 


Congresso degli alpinisti italiani, 7th, 
Turin, 1874. 


Rivellet, André. 
--- La femme satisfaite. Paris, Calmann-Lévy, 1932. 
Spl, 218, ap 19°. 
On cover: T* édition. 


1. Title. 
Library of Congress PQ2685.196F4 1982 oom 
Copyright A—Foreign 16786 
a; 643.01 
Rivollet, André. 
Maurice Ch 3 de Ménil au Casino de Paris, 








par André Rivollet. * Paris, B. Grasset, 1927. 
Spl, @-300p, 21 19°. 


1, Chevalier, Maurice. 
Paris. 


L Title: De Ménilmontant au Casino de 


23-211 
Library of Congress PN2638.CSSRS 
Copyright A—Foreign 35013 
re 
Rivollet, André. 
««. L/ogresss, roman. Paris, Plon ,1940, 
Sp.l,M8p,11 1°. 
1 Tithe. 
O-81558 
Ubrary of Congress PQ2885.1 9804 1960 
Copyright A—Foreign 61085, 
12) oan 


(im Les Bavres Ubres. Paria, 1999. 19°. v. 290, p. 275,818) 


— 200-198 
py (PQ1141.04 vol 220) 
a (000.88) 
Rivollet, Georges, 1852-1928. 
ie Oat ath, me ma Genes 
Paris, Stock, 
“ap 1. 
$B. Seems ya's pan ame tradncion of mma une adaptation Ge 


C'est tout au plus une imitation.” 


Valkestia, 














Rivollet, Georges, 1852-1928. 
Bénédicte, par Georges Rivollet. Illustrations de J. Simont. 
,Paris, Impr. a I'Lllustration, ‘1913, 
0D. ost, eee. 20)". (On cover: La Petite illustration, roman- 
tnaatre, no. 35, 25 octobre 1913. Série roman, no. 17) 
Caption title. 


1. Bimont, Joseph, illus, 1. Title. 

CD38 
(Card Division) PQ1262.A415 no.17 
a 


Library of Congress 


Rivollet, Georges, 1852-1928. 
Jérusalem! pidce en cing actes, en prose, par Georges Ri- 
vollet ... ;Paris, Impr. de I'Tllustration, 1914. 


2, illus. (On cover: La Petite illustration, roman- 
all.” ox 80, 16 therer' 1914. Série-théatre, no. 80) 


Portrait of author os tp. 


“L'auteur de » Jerusalem! M. Georges Rivollet”, signed Gaston Sor- 
bets: p. 28) 


1. Sorbets, Gaston, 1874- um. Title. 
cD». 
Library of Congress (Card Division) PQ1228.162 no.30 
2 


Rivollet, Georges, 1852- 
- | pauvre d’Assise; légende en vers et en cing épi- 
(in La Revue francaise, Paris; 20° année, 1926, nos. 17-20; 25 avril-16 
mai; p. 463-468, 483-488, 517-320, 546-550) 
Ex f " 
PPh eh Dd gh dy Lo eel cuales 


1. Francesco d’Assisi, Saint, 1182-1226—Drama. 1. Title. 
26-24600 
Library of Congress PQWISIMPS 1926 
Copyright D 76172 12 
Rivollet, Georges, 1852-1928. 


Sao CASeeamen Sree oe Gute ates, & cam, Oo 
m. Georges Rivollet .. Paris, L’Tllustration ,1903, 


16 p. flue. (incl. ports.) 29°. (L’fustration; supplément ,théa- 
tral, au no. 3153, samedi 1% soGt 1908) 


1. Title, 
\ 408-2783 
. 1908 
intraarea RM, 
a 
Rivollet, Georges, 1852— 
. Les trois graces; ‘une chronique romanesque du 


premier empire. Paris, oS rinemtiien, tae8 
cover: La Petite illustration ... 


oo tel of is Tae ne ne Sem 14, 


A 27-66 
Libr. 
(PQ1282.415 po. 108) 
aSibi, 


Rivoluzione liberale, Biblioteca de 
le 


Biblioteca de la "Rivoluzione liberaie". 


CATALOG OF PRINTED CARDS 


La rivoluzione piemontese dell’ anno 1821. 
Torino, Fratelli Bocca, —_— 
Pe Ro (4d4e4 tp: B. Dapeesions eared 1 aa & 
storia patria per le e la Lombardia. Biblioteca di 
italiana recente (1800-1870) vel x1-501) 


Nuovi documenti 


ie: 


AC 36-2456 
(DGS51.D5 vol. 11-12) 
fal (045.08) 


Rivosecchi, Mario. 

.- La basilica di Tolenti q illu joni 
con testo di Mario Rivosecchi. Firenze, Fratelli Alinari, 
1927. 





73 p. @ pl on 321 16". 


(L'Italla monumentale, a“ 
monografie ry patronato del Touring 
. a 


collesione 
club italiano e della “Dente 


Text in Italian, French, Spanish, and English. 


1. Tolentino. San Nicola (Basilica) 


aC8-58 
Title from Univ. of Penn- syivania. Printed by L. C. 
a 
@. N et possie, 
Souvenirs d’Algérie, et Nouveaux iB ees 
C. G. Rivet... 1. 6d. Toe Ten cod ‘ashington, The 
Reale publishing company, 1900. 
20 p,1k 1. 
1. Algeria—Deecr. & trav. 1 Title. 
Library of Congress PQ8088.R487 1909 
— —— Copy 2. 
Copyright A 231744 e35d1) 8 81 


Rivot, Louis Edouard, 1820-1869. 


Docimasie. be d'analyse des substances minérales 
4 l’usage des ingénieurs des mines et des directeurs de 
—. d’usines, par M. L.-E. Rivot ... Paris, Dunod, 


4. 4 fold ol 2m. 


Coxtexts—1. t. Métalloides—2. t Métaux alcalins Métaux ey 
terreux. Métaux terreux. 3-4. t Métaux 





1. Chemistry, Inorganic. 2. Chemisery, Analytic. 


Library, U. S. Geological Survey oo 
witel) 
Rivot, Louis Bdouard, 1820-1969. 
Notes sur le it des minerais de sinc et de 
dans la Gn wm ree 


& p. fold. diagr. 214° 
Extrait du tome xm des Annales des mines, 1848. 


1. Zine mines ond mining—Prasio—Siesia. 2, Le 2, Lend iene ond cteing— 
Prussia—Silesia. 1. Lejeune, ———, joint author. 


GS16-K2 


Library, U. S. Geological Survey 435(530) RSS 
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Rivoyre 


Rivot, Louis, B,douard, 1820-1869. 

Notice sur le Lac Supérieur, Etats-Unis d’Amérique. 
Par M. L. E. Rivot ... Paris, V. Dalmont, 1857. 

2p. 1, 2p. fold pl Zy. 

Extrait des Annales des mines, tome x. 


1. Geology—Superior, Lake 


GS61376 


Library, U. - Geol. survey 


Rivot, Louis Edouard, 1820-1869. 

Principes généraux du traitement des minerais ateants ane 
a Sae eae e at tenn LE. 

.. Nouv. éd.... Paris, Dunod, 1871-72. 


2¥. ett, plates. me. 


Conrents.—<t 1. Métallargie du cuivre—t. 2. Métallurgie du plomb 
et de argent. 


Library of Congress ‘TNO6S.RE2 


astel, 


Rivot, Lvuis Edouard, 1820-1869. 


Vo: au lac Supérieur, par M. L.-E. Rivot... Paris, 
V. Dalmont, 1855. 


2p. 1, 199, 4) p. 3 fold. maps. Z™. 
“Extrait des Annales des mines, tome vit, page 173.” 


Rivoyre, Barthélemy Louis Denis de 
see 


Denis de Rivoyre, Barth$lemy Louis, 1637- 


Rivoyre, Denis de 
see 


Denis de Rivoyre, Barthélemy Louis, 1637- 








Riwlin 


Rivtin, Rass. 


Ermittlung der struktur von kolloiden mizellen. Von Rassa 
Riwlin ... (Mit 15 abbildungen.) 


Pn Scat, Pw» aur ches cates 





22, h) p. illus. 17. 


1. Compressed air. 1. Chodzko, A. E., joint author. 
Library of Congress TJ9BS.R62 — 
1s20e1) 
Rix, Mrs. ¥ comp. 


Day maseany pected notio® fer diticncien ond Gaines 
for imvalids convalescents, comp. by Mrs. F. R. Rix 
eocell Mess, Moraing mall rents 187, 
cover-title, 4p. 2 

Advertisements interspersed. 


1. Cookery (for the sick) 


Library of Congress RMZ219.R6 
(Copyright 1887: 11632) 


Rix, Frank RB. 

A manual! of school music, fpaete, the exqervioe cnt dom 
teachers, by Frank R. Rix ... New York, London, The 
Macmillan company, 1907. 

vi, 190 p, 199". 


With ical illustrations. 
Malte Preliminary edition, 
1. Music—Manuals, text-books, etc. 


Library of Congress MT935.RG2 Copyright 
Rix, Frank Reader, 1>/3- 
& cena of cet ents te Genetnee grate, See epee 
; IS ... 


1, Music—Mapauals, text-books, ete. 


Library of Congress MTV8S REZ 
Copyright A 735006 S4g1, 


en 1853- 
The mastersinger; a collection of choruses and part 
and for the classroom and for 
large and small assemblies, by Frank R. Rix... New 
York, Cincinnati ete., American book pany (1910, 





Library of Congress M1994 RES 


LIBRARY OF CONGRESS 


occasions, 
& company 11901, 
fv, 202 p. 22y=. 


1. Schoo! song-books. L Title. 


Library of Congress M1004. R26 
———— Copy 2. (38r24f1, 


mix, Frank Reader, 1853- 

Voice treining for school children, by Frank R. Rix ... 
New York, The A. S. Barnes company, 1910. 

v7. 19. 9050 


L. Singing and voice culture. 1. Title. 
10-1539 
Library of Congress MT930.RS4 
Copyright A 268200 S111, 


Rix, Guy Seoby, 1828-1917. 

History and genealogy of Deacon Joseph Eastman of Had- 
ley, Mass., grandson of Roger Eastman of Salisbury, Mass., 
by Guy S. Rix... With preface and introduction by M. Emily 
Eastman ... Westfield, Mass, M. Emily Eastman ,1908, 

282, (1; p. incl. front. 23°. 


1 Eastman family ( (aaa Saseen, sans or) 2. Eastman family 
(Roger Eastman, 1611-1604) 1. Eastman, Mary Emily, 1867- 
116633, 


Library of Congress CSTLEI3T 19068 


Rix, Guy Seoby, 1828-1917. 

History and genealogy of the Eastman family of America. 
Containing biographical sketches and genealogies of both males 
and females. Comp. by Guy 8. Rix. Concord, N. H. ,Press 
of I. C. Evans, 1901. 

2. front., col. plates (coats of arms) ports. 234™. 

Paged continuously. 


1 Eastman family (Roger Eastman, 1411-1604) 


Library of Congress CSTLE137 1901 
-—— — — Copy e (Sed) 


Bix, Guy Scoby, 1828- 

eenicy tenenkt BS od. Ricks famil f savin, 

— mn pe | of both 
py ompied by uy 8 Pui 

Hiebed ‘and fer wale by Utah for the 

Ricks family. Salt Lake City, Pret aad Bindery of Stel 

ton publishing co., 1908. 

184 p. front, 2 pl. (1 col.) ports. 24. 


1. Ricks family (Isaac Ricks, 1638-1732) 


827170 
Library of Congress CS7LRS 198 
Rix, Guy Scoby, 1828- 
History and geneal of the Rix family of America, 
containing biographical sketches and i ies of both 
males females, 


comp. by Guy 8S. .. New York, 
The Grafton press, i906. 


2p. |, ii-nili, 200 p. front, col. pl, ports. 247. 


1. Rix family. 
616288 





Library of Congress Copyright 





Rix, Guy Scoby, 1828- 


Patterson genealogy; descendants of John Patterson 
# Sonar, Scotland, comp. by Guy S. Rix. Concord, 


hp wm 


1. Patterson family (Alexander Patterson, f. 1721) 


16-14525 


Library of Congress CS7L.P317 1914 


Rix, Harriet Hale, 1863- 

By this sign we conquer, by Harriet Hale Rix. The 
second lesson in the course on Christian healing, deliv- 
ered in Los Angeles, October, 1917. Los Angeles, Cal., 
The Master mind publishing co. (1919, 


Ip lL, S3ip 16". 
Reprint from the Master mind, December 1917. 


1. New thought 1 Title 


21-1970 
Library of Congress RZ401.R4 
Rix, Harriet Hale, 1863- 
Christian mind healing, by Harriet Hale Rix; a course 


of lessons in the fundamentals of new th: t. Los 
Angeles, Cal., The Master mind publishing co., 1914. 
lp. LS119p. 2°. $1.00 

First published as a serial in the magazine the Master mind. ef. Pret. 


1. New thought. 1. Title. 


Library of Congress BF639.R75 — 
Copyright A 374138 


Rix, Harriet Hale, 1863- 
. See th - | Brighton, Washington, D.C. be a lecture de- 
ivered at Ho n, eee DS, pera 
4, 1914. Los Angeles, Cal., ter mind pul ishing 
co., 1916. 

27. 18. $025 


1. New thought. 1. Title. 


Library of Congress BFO4S.R4S — 


Copyright A 454321 


Rix, Herbert, 1850-1906. 


Rabbi, Messiah, martyr; a modern x of the story 
of Jesus, by Herbert Rix ... London, P. Green, 1907. 
4p.1,0p 17. 


8-26251 
Library of Congress 
Rix, Herbert, 1850-1906. 
Tent and Testament ; a cam; ing tour in Palestine, with some 
notes on Scripture sites, by Herbert Rix, = 4. New York, 


py tte ow hy 1907. 
xili, 812 p. 82 pl. (incl. front.) 2 fold. mapa 22" 
Bibliography : p. :xiy-xill. 


1. Palestine—Descr. & trav. 2 Bibie—Geography. 1. Title. 
718908 

Library of Congres: DS107 3. RO 

ni, 











Rix, Herbert David, 1908- 

... Rhetoric in Spenser's poetry, by Herbert David Rix ... 
State College, Pa., The Pennsylvania state college 1940, 

88 p. 23”. (Pennsylvania state college, The Pennsylvania state 
college studies. no. 7) 

The Pennsylvania state college bulletin. vol. xxxrv, no, 85. July 1, 


1s study in substantially its present form is a dissertation presented 
on of Princeton — in candidacy for the Gegree of 
of philosophy ... May, 1988 ~ it. on slip mounted 


oa Ba of cover. 
+ p. 85-86. 
Title. 

1, Spenser, Edmund, 15527-1500. sais 

Procetcs Unie Ltr. a sie 
feel: 10) e211 
Rix, Joseph. 

Modes of sepulture. (London, 1854, 

24 p. 29%. (Religious information for the people) 

Wen = Edmund. Diary and autobiography. Beccles, 1853. 

1. Funeral rites and ceremonies. 

S-1402+ 


Library of Congress DA447.B7A2 


Rix, P 
Marseille, Société es du Sémaphore de Marseille, 1939. 
Cpl, 15,-80p 2. 


Thése—Univ. de Toulouse. 
“Bibliographie” : p. (820)-836. 


1. Local government—France. 1. Title oun 
Library of Congress J84900.R5 
2 852.04404 
Rix, S;emuel, Wilton. 
The Fauconberge memorial: an account of Henry Fau- 


conberge, i. p. of Beccles ye of = endowment pro- 


vided by his will to encourage learni So 
tion of youth; with notes and the 
sketches. By S. Wilton Rix. ipewich, Printed by J. M 


Burton, 1849. 
iv, chy, 84 p. inel. illus. facsim. front., pl, fold. map. 25°. 
Title in red and black ; title vignette. 

(Continued on next card) 


Rix, Semuel, Wilton. The Fauconberge memorial .. 
1849. (Card 2) 


en — Tenens of scope pho of Senden Sen. 


ot Fessoubergs and Bren. os, Dastent of Penseny 1m. 
Descent of Revett of Brandeston. PL 5 FF iby 


Das Memoir of Dr. fy Arnold 
v1 Pertioulane Succnabenye wusbestern A 





ge family. 2 





arene exten: 1 Henry, 16% 


Library of Congress, no. 


Rix, Samuel Wilton, d. i804. 
ee ee te late house surgeon 
to the Macclesfield disp y ... Not published 
Printed by S. Loyns, 1841. 
2p.1, 96 p. front. (port.) 179". 


Preface signed: 8. W. R. «¢. ¢. Samuel Wilton Rix, 





1. Parker, Nathaniel Edward, 1811-1860. 1. Title. 


21—Sa21 


Library of Congress R489.P3RS 


(a2Bb1, 


Virginia, in the House . . 
ington ,Gov't print. off. 1900. 


CATALOG OF PRINTED CARDS 


Rix, Stella. 
The Darn’em Dailey circus, a rehesrsal-less farce, by Stella 
Rix ... Lebanon, O., March brothers publishing co., 1981. 
Sp i. 
L Tithe 
37-880123 
Library of Congress PNG120. ZORS 
Copyright D pub. 904 & T7328 
Rix, Wilton. 


Jesus, lover of men; an interpretation of the records 


by Wilton Rix. New York, George H. Doran company 
(1924, 
Sip 17". $1.50 
1. Jesus Christ 1. Title. 
24-3206 
Library of Congress BT 301. RS8S 
Copyright A 760054 2s 


Rixdorf, Ger. 
see 


Neukélln, Ger. 


Rixens, Louis. 


islation & jurisprudence du cyclisme et de |’auto- 
mobilisme; traité pratique contenant: les lois, régle- 
ments et en ces avec de nombreux 
commentaires. Les jugements, ae & décisions des 
cours & tr‘bunaux. = droits, devoirs et obligations des 





py et automobilistes; par Louis Rixens et 
ean Lafont. Paris, A. Rousseau, 1901. 
xxiii, 72 p. 23”. 
a 1. Lafont, ~y Ay: joint author. = . _ 
d110 
Library of Congress HES668.ASR6 
Rixens, | Louis. 





ire complet des 
lois, pK et cizeniaires mminiatéviels au courant 
de la derniére jurisprudence sur la matiére. Paris, L. 
Fournier, 1916. 


423, 1, p. 254". 
At head of title: Louis Rixens ... Lowi; Marchant ... 


L i le 
Yor! atinary. 2. Military law—France. 1. Marchant, 
17.3965 


Library of Congress UCIS.RS 


Rixey, John Franklin, 


The financial bill. Speech of Hon. john F. Rixey, of 
‘ash- 


. December 13, 1899. 


pp. & 
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Rixford 


Rixey, John Franklin, 1854-1907. 


Proposed annexation of Hawaii. Speech of Hon. John 
F. Rixey, of Virginia, in > House of representatives, 
ma June 11, 1898. Washington (Govt. print. off.; 


8p um 


1. Hawaiian Islands — Annexation. 2. U. S. — Colonial question — 
Speeches in Congress. 


14510 
Library of Congress E713.R62 
Rixey, John Franklin, 
War tariff. Speech in the Hi A 
1898. Washington (Gov't print. off 1898. om 
4pp. 8°. 
eu 


2p. 1, ill-xtx, 618 p. front. Mus. (incl. ports, facaims.) 234". 


5, Seateees, Wittem Glesense, 2000- 1 Bell, William Hempaill, 


isis- jak anther as 
Library of Congress VG231.RGAS 1980 
— 7 | 

Copyright A 31006 & (oaa1) sassTs 


Rixey, Randolph Picton, 1868-1932. 

The Rixey genealogy, with references to the Morehead, Hun- 
ton, Gibbs, Hall, Thomas, Jones, Lewis, Chancellor, Pendleton, 
Smith, and other allied families, by Randolph Picton Rixey. 
Lynchburg, Va., Printed by J. P. Bell company, 1933. 


ix, 427 p. incl. geneal. tables. front., plates, ports. facsims., coats of 
arms (pert col.) 24". 


Includes blank pages for “Family record” (,806;-1408,) 


1, Rixey family. 
‘83-20417 
Library of Congress C8T1.R627 1963 
—— —— Copy 2. 
Copyright A 64574 2 
Rixford, M/rs. Elizabeth May (Leach) 1866- 
Families directly descended from all the families in 
| a (495 to ~ and Mayflower by their 


Mrs. (Oscar Herbert) Elizabeth M. Leach 
Risfood ‘ Sutingen, Vt., Free press printing co., 1932. 
1, 1% ius. of 
2.81. , S (coats of arms) plates (1 fold.) porta, 


1. Royal descent, Families of 2.U.8. Geneal 1 Title. m: Title: 
deacendants 


Mayflower 
222810 
Library of Congress csee.R4 
— —— Copy 2. 
Copyright A 68880 rflel, 


Rixford, Mrs. Elizabeth May (Leach) 1866- 


Rixford ... Rutland, Vt., The Tuttle company, 1934. 


xill, 1) p, 1 1, 387 p. front., plates (1 double) ports, geneal. tables 
(1 fold.) conte of arms. 2. 


1. New England—Geneal 2 U. 8.—Genesl. 1 Tithe 
41288 
Library of Congress CB6L.BS 
—— —— Copy 2. 
Copyright A T7601 asta. 








Rixford 


= 


The wine and the cellar. A manual for the wine- 
maker and the cellar-man. By E. H. Rixford. San Fran- 
Sem Feget, Upham S eo.; ‘ew York, D. Van Nostrand, 


xxii, (2), 240 p. incl. illus, pl, tables. 20. 
Bibliography : p. xv-xvi. 


1. Wine and wine making. 1. Title. 
821701 
Library of Congress TPS48.R62 
Copyright 1883: 9885 


Rixford, Gulian P 1838- 
-.. Sm culture. (By, G. P. Rixford ... Wash- 

ington, bg iis. 

00 tls 2 lla a. (U.S Dep. of agriculture, Bulletin 


Contribution from the Bureau of plant industry. 
Bibliography: p 41-49, an 


1. Fig. 1. Title 


Library, U. S. Dept. of Agriculture 1Ag@4B no. 732 


(Rixford, Loring P 1 

The di rule book for sparrow, ma ch‘iau. (New 
York, “1 

cover-title, 16p. illus. 18°. 

“Issued by Loring P. Rixford.” 


1. Mah jong. t. Title. 

ca 24-468 Unrev'd 
Library of Congress GV1299.M3RS 
Copyright A 778144 


Rixford, Mrs. Oscar Herbert 
eee 


Rixford, Mra. Elizabeth May (Leach) 
1866- 


Rixmana, Werner. 
mitonn wos, ding W. Rismann Darlin, VDI-rering 
gmbh 1938, 

3 pt. 3b tot Gin. ln Goze. yt eee 





15878 
Library of Congress TIADs bf8 
Copyright A—Foreign cna 
2 (@n.2088) 28.5 
Risner, Thaddeus Anselm, 1766-1888. 
Handbuch der geschich philosophi manne 
von Thaddi Rizner ... 2. verm. 








LIBRARY OF CONGRESS 


Rixner, Thaddeus Anselm, 1766-1838, ed. 

Leben und lehrmeinungen beriihmter physiker am ende des 
xv1, und am y= wd des xvi. jahrhunderts, als beytrige zur 
geschichte der physiologie in engerer und weiterer ees 
hrag. von-Thaddé Anselm Rixner ... und Thaddé Siber . 
Sulzbach, J. E. Seidel, 1819-26, 

7 ¥. fronts. (ports.) diagrs. 214°. 

L. hft. Theoph: 


Contents. — 
Cardanus. — mt 
1408-1841. 2. Cardano, Girolamo, 1501-1 3. 


576. Tele. 
sio, Bernardino, 1500-1588. 4. Patrizi, Francesco, 1529-1507. 5. Bruno, 
Glordano, eneany 6 Campanella, Tommaso, 1568-1639. 7. Helmont, 


Jean yt STT- 1644, 1. Siber, Thaddeus, 1774 
1864, Joint ed. 
14¢—10961 
Library of Congress a 
a) 
Rixea, Annie Louisa. 


The truth about Thunderbolt, Australia's “Robin Hood,” 
by Annie Rixon ... Sydney, Australia, G. M. Dash ,1940, 
158 p. ites. (incl ports.) 21°. 


of Thundertelt, asually known as Fred Ward. bet identi. 
tod by the author an Frodorich Aitved Brits. 


1, Britten, Frederick Alfred, >. 1884 2 Ward, Freé 1 Tith. 


my ean cbe 


Library of Congress 


Rixon, Annie Louisa. 

Yesterday and today, by Annie Rizon ... Sydney, N.S. W., 
Australia, G. M. Dash ,1940, 

Tp. 219". 


1. European war, 1914-1918—Fictica. . Tithe 


A 41-2787 
New York. Public library 
Tor Library of Congress a 
Rixon, Christopher Hugh Leete, 1887- 


Anxiet: pycteting modern views on some neuroses. 
.L. . and D. Matthew .. or 
Col. Sir A. Lisle Webb .. London, H. K. Lewis & co., 
Itd., 1920. 
xi, 1249. front. flu. 18°. 
Bibliography : p. 121. 


then seve. 3. i 2, Fear. 3. Psychology, Pathological ;in war, 


$G22-120 


Library, U. S. Surgeon- General's Office 


h 


Rixzon, Theodore F. 

Forest conditions in the Gila river forest reserve, New 
Mexico, by Theodore F. Rixon. Washington, Govt. print. off., 
1905. 


89, i p. 1 col. pl. (map in pocket, diagr.) 299223". (U. 8. Geo 
logical survey. Professional paper no. 39) 
Subject series: H, Forestry, 18. 


1. Forests and forestry—New Mexico. 2. Gila river forest reserve, 
New Mexico. 


U. 8. Geol. Library — 
=a ir” 
e87g1-; 
Rixson; Mrs. M E 1873 
Glorious stars, by M. E. Rixson ... New York, London, 


G. P. Putnam's sons ,*1983, 
silt p, 11, 17-80 p. Mus, 2 fold. pl 169". 
Bibliography : p. 76-80. 


1. Stare, 1 Tithe. 





Rixson, Mrs. M E 1872- 

The love story of a happy man; a monograph, by M. E. 
7 -» New York ete, Fleming H. Reel company 
"1985, 


160 p. front., pl. ports. 19)". 


1. Constantin, Osric, 4. 1923. 1 Title. 


Library of Congress CT275.CT64TRS — 
——— 
Copyright A 81648 3 ont2 


Rixtel, Johannes van 
see 
Gruyter, Johannes, 


Rixtel, Paulus Rodolphi van 
see 
Gruyter, Johannes. 


Rizh Feylesouf 
see 
Riz& Tevfik. 


Righ Tevfig 


Rig& Tevfike 


Rizaeus, Albertus 
see 


Hardenberg, Albert, 1510-1574. 
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Ri 


es 











Rizal, José 
sce 


Rizal y Alonso, José, 1861-1896. 


Rizal Mercado y Alonzo Realonda, 
José Protasio 


Rizal y Alonso, José, 1861-1896. 


Rizal y Alonso, José, 1861-1896. 


. Au pays des moines (Noli me tangere); roman pel, 
par * Jous Rizal; traduction et annotations de Henri Lucas 
& Ramon Sempas .. . Paris, P.-V. Stock, 189% 


xv, (1), 401 p. 18". (Biblothéque sociologique. n* 25) 
On cover: Deuxiéme édition. 


1. Locas, Henri, tr. uo. Sempau, Ramon, tr. mz Title 


Library of Congress PQ8897 RSNSS 


1@33b1, 


ay ee ong 
novel, adapted from “Noli me 
tage by Dr. Sok Ra Rizal. = York, McClure, Phillips 


a =. 


1 Tite 
04801 
Library of Congress P73 RS285E 
Copyright 1900 A 24076 901, 
Rizal y Alonso, José, 1861-1896. 
Epi Manila, Bureau of printing, 


1 Title, 
90-27847 
Library of Congress DSCTS.S.RSAS 
——— Copy 2. 38 eas 24 
Rizal y Alenso, Jesé, 1861-1896. 
E! filibusterismo; novela filipina ... 3. ed., y 
anotada por W. F. Retana. Impr. de ye, 


1. Retana y Gamboa, Weacesiao Emilio, 1882- ef uw. Tithe. 


1322881 
Library of Congress 


r@ib1, 


CATALOG OF PRINTED CARDS 


Rizal y Alonso, José, 1861-1896. 

Friars and Filipinos; an abridged translation of Dr. José 
Rizal's Tagalog novel, “Noli me tangere”. By Frank Ernest 
Gannett. New York, The St. James press ,*1900, 

xvi, 276 p. 184”. 

“Joaé Rizal”: p. :xiily-xvi. 


1. Gannett, Frank Ernest, tr. 1. Title. 


Library of Congress 
Copyright 1900 A 22570 


PZ3.RS285F 
Md) 


Rizal y Alonso, José, 1861-1896. 


wu. A letter to the women of by Joss Rizal 
(Tagalog, Spanish, and “English) _— Bureau of 


35 p. front. (facsim.) 254%. (Documentos de la Biblioteca nacional 
éo Filpinas mo. 8) 


1. Women in the Philippine islands. 1 Title. 
35-14478 
Library of Congress HQ1760.M3R5 
a 396.00014 


Rizal y Alonso, Joss, 1861-1896. 
a ; 5 folk-tale Doctor 
Jost Rial, Manileisie " 


Sip. frost = 


Hy by Ghorles Dertychive. 
in the December 31, 1890, issue of the Madrid 
Pa Ee pg MIN gt ae ee 


t. Derbyshire, Charles, tr. om. Title. 


Library of Congress 
— —— Copy? 


PQe8e7. RSM4 


Risal y Alonso, José, 1861-1896. 
-.» Noli me tangere. Novela tagala ... Berlin, Berliner 
bochdrackerel-acten-geocllechaft 11886, » 


4p. 1, 354, 2) 9. 22a™. 
At head of title: J. Rizal, 





1, Tithe. 
315406 
Library of Congress PQS87.RSNS 1886 
ra26d1) 
Rizal y Alonso, José, 1861-1896. 
. Noli me novela tagala ; ed. con notas de 
BR, Sempen Casa editorial 3 ete., ete, 
416 p. 18". 
1. Sempeu, Ramon,ed. 1. Title 
Library of Congress PQs8e7 BSNS 
aon, 

Rizal y Alonso, José, 1961-1896. re 
Noli me tangere, d with expl y notes 
Feliciano Basa ... and, Franci : assisted by 

Montenegro ... C. M. Mellen; by Juan 
Luna and Fernando With an introduction by 
Manuel L. Quezon. School ed. Manila, commercial 


‘Montenegro, uardo uu. 
SE aes tartans takt- vu. Tithe and Salome 
” 2 _ oa3 


Rizal y Alonso, José, 1961-1896. 

Rizal's political writings. Nation buildi race differ. 
ences, basic of Bakited by Austin 
Craig . Manila, Oriental commercial co. (1938, 


4D. |, 16-445 p. 11. inci. front. illus, pl, port, map 25". 





2 2. Philippine isiaods—Pol & govt. 1 Craig, 
auce id u m Title. 
be idlaall 
Library of Congress DaehSS RS 
oi 1 4008) 


Rizal y Alonso, José, —— 


English 
the of José Charles 
shire. Senile tom ie Spanish of Jot ial, y 1912. — 
siip,11, 8607p 20". 


1. Derbyshire, Charies, tr. 1. Title. 


__ ee Capes 
Copyright A 527488 


PZB. RS285Re 
adibl, 


Rizal y Alonso, José, 1861-1896. 

The social cancer ; & complete version of Noli me tangere from 
the Spanish of José Rizal, by Charles Manila, 
Philippine education company; New York, World book com- 
pany, 1912. 

ivi, 2p 20". 


1, Derbyshire, Charles, tr, a. Title. 


131882 
__lubrary of Congress PZB RSIS 

Copyrights Raza aig; 

iDustrated ead Irineo Mirands. 


by Frederick Richardsoo 
Philadelphia ,etc., The John C. Winston company ,°1997- 
¥. fronts. (part col.) illus. (part col.) plates, ports. 19°. 


sete Ree ent One wate om ty Che &. tee Miisabeth J 
Tus third end fourth rendon azo by William D Lewta, Wisabeth J. 
Marshall and Manvel L. Carresn. 
‘The fifth, cixth and seventh readers are by William D. Lewis, Albert 
‘Lindsay Rowland, Elisabeth J. Marshall LL. Oarresa. 


‘38-G37T8 Revised 
Library of Congress PRi117.Ree 
Copyright A 1010708 (28a, 
Rigevl, Haétr 
see 
faétr RigawT. 


RishskI{ politekhnichesk!i institut 
gee 
Riga. PolitekhnicheskIi institut. 








Rizhskoe 


Rishskoe P . -\ rr, 
Uchilishche 


Riga. PolitekhnicheskKiY institut. 


Rist, duan Andrés 
soa 


Ricei, Juan Andrés, 1600-1681. 


LIBRARY OF CONGRESS 


Rianer, L’udovit Viadimir, 1849-1913. 
Bibliografia pisomnictva slovenského na spésob slovnika od 
— tias do konca r. 1900. 8 —— bibliografiou 
, historickou, ko 





Sostevil L'ydovit V. Rizner. _Vydéve Mati¢ns a od o WV 
 ~ trea Sv. Martine, N& Matice sl 1929- 





2". 
ated to Seswion Webi, end efter tie drath te S000, ty Sle ¥. 


1. Slovak literature—Bibil. 2. Slovakie—Bibl. Vitek, Jaroslav, 
1860-1980, ed. Slovenské matice, Turdes Seent-Marton ™. Ormis, 
Jan V.. od. rv. Title, 

85 wre 


Library of Congress 72187. S6R6 


Atel, 016.4301 


Risner, Lodevit Viedimir, 1040-1918. 


ského od doby nejstaréi do 
once roku 1900. ca 
o g Sestavil L'udevit 
V. Rizner ... 1 dit (a8 V Prase, Nékladem Ceaké aka- 
demie véd a uménf, 1 

Ip. 1, 901, (yp , 

Issued in two parte, 1017-27, 

No more of this edition published. The Ceské akademie turned the 
manuscript over to the Matica slovenska, which published the complete 
work, 1920-1964 

1. Slovak lterature—Bibl 2. Slovakia—Bibi. 
véd a umé@ni, Prague. m1. Title. 








1, Ocak akademie 





41-90570 
Library of Congress 72187 86R6 
12) 
Risk Allah Masher Rizoff, Dimitrie 
eee see 
Mesher, Riskalleh, Rigov, Dimitiir, 1662-1916. 
Risk Attia. Risor, Willy, 1878 
The different factors affecting the re of a heap _ Untersuchungen iiber das ve rhalten der in doppelt va- 
ot grain in tho open, by Rich Attn. Calze, essen enthald jms. TS 
preaa, 1939 ay Pietzcker, 1903. 
2p 1, SO p inct tables, 48 Gingr. (part fold) 27°. (Raypt Min- Bp.21 2. 
Sez. “peltece vo 200) = Inaug.-diss. —Tabingen. 
Lebenslauf. 
“Litteratur”: 1 p. following p. 26. 
aie 11 Granaries, Sear 1. Biot -_ . 2 T R 
use otegr. Library po 182 
pt, tt iottae Bo. 192) a reine: 7-2766 
Risk Attia. Rizos Neroulos, Jakovakis 
Some notes on tuber moth” (PAthorimaca one 
ete 2a) by Rik Ain hae Mar Bhises Neroules, lakében, 1778-1840. 
wer nee {ua., col. (1 fold.) 279°. Min 
_ Maman svt ty seo ee nunc. 
1 Phthortmecs operculelia 1 Bishare Mattar, joint author. 
‘Agr @0- 159 Revised 
& 4420 


“feUeerystOmgres” = Yantra ane) 
rele, 


er 
sodium fluo-silicate ae ee 
Mit (i+. By Risk 
ernment prem, 1931. 
Sa. Spite oo = 
Bo 105) 
“Literature cited” : p. 87-88. 


2)". (Baypt. Wiatetey of eptetoen, 
(Plant protection section) Bulletin 


(Sodium Gucailicate, 1 (Tithe, 
Agr 31-820 Revised 
us otegr. Library 108 


Library of Congress 


Risov, Dimitir, 1862-1918. 
Bulgarien und Russland ; Bae ny arm bagel Deutech - 
land und die Entente, Die russische revolution, von D. Risoff 
... Berlin, Kronen-verlag g. m. b. h. :1917, 
58 p. 22". (Half-tétle: Flugechriften des Berliner tageblatt. :hft. m) 


1. Balgaria—For. rei—Russia. 2 Russie—For. aa. a 
Buropean war, 1914-1918 4 Russia—Hist —Revolution, iT- 
L Title. 


Library of Congress D60OO.B4S bft.n 


416 





(Risy, Francis X 

Hymn in honor of the elected president. Hartford, 
Nov. 1, 1876. ,Hartford? "1876, 

hp 21™. 

Title vignette 

yy i Tilden. 

1. Tilden, Samuel Jones, 1814-1886. 1. Title. 

ca 25-99 Unrev'd 


Library of Congress 
Copyright 1876: 12937 


Risy, Francis Xavier. 


O'Neil the Great. Dramatic in two parts, by F. X. 
Rity. |Hartford, Sold by J R. Barlow, 1881, ” 


cover-titie, 16 p. 154”. 


1. Tyrone, Haugh O'Neill, 24 earl of, 16407-1616-—-Drama. 1 Title. 


2-1 T088 
Library of Congress 
Copyright 1879: 7965 


Riszardi, Laca, 1584— 

Les carillons de Belgique, 
(Editions de I'l. N. R., 1938. 
2p iu m. 
Brochure programme 


per Luca Riszardi. Bruxelics 
Atte tut national de radiodiffustes, 
série trancaion a 24) 
“Bibliographic” : p. 82. 
Oonrexts.—Cariliona de Beigique. Les carillons en pays flamand 


1 Chimes and chiming 2 Bells. 1 Tithe. 


41-1708 


Library of Congress ML1080.R50C2 


ro Thy Go 


Riszardo, Giacomo. 
La presa di egpapento fatta dai Turchi ai Veneziani 
Rizzardo . 


nel 1470, descritta da Giacomo . ed ora la 
prima volta pubblicata, con documenti e annotazi Ve 
nezia, G. B. Merlo, 1844. 

@p. um. 

No. 8 in a vol. of hiets lettered: Tles de la Gréce. 

Ed Emmanuele 


“A Loon Contac. nel wate qeane Gifie ove acene este ovttl 


OE ee ed oma 


1, Eubers 1. Cicogna, Emmanuele Antonio, ed. 
Ss202¢ 
Library of Congress DSS2. A313 
sae ie mag oat 
rime linee d’una bibli: 4 servire alla 
ae. 2 4 Parma, L. Battei, 
15 p. 2. 
1. Scence—Bibl. 
Lbrary of Congress Z7@1.RSS — 
Rimatti, Ferreccio, 1962- 
+» Quist Quando! Dati e date. Scoperte—invenzioni— 
prese di stati, di di citta, di famiglie, di x 
ctitie valle origint di citih « thonament’ d'ltalle, Toso 


ete., G. B. Paravia & c. (1984, 
2pnl,@8p 21". 





L and Italian. 1 Title. 
20% 8TH 
‘Title from Princeton Univ. Printed by L. ©. 
a 








—weea-- 








Rizzetti, Giovanni, conte, d. 1751. 

The knowledge of play, written for public benefit, and 
the entertainment of all fair players . Translated 
from the Latin original of John Rizzetti, with improve- 
ments by Richard Seymour, esq; author of The court- 

ester, and designed as a second part of that work. 
Addressed to the Prince of Wales. London, Printed for 
E. Curll, over-against Catherine-street in the Strand. 
1729. 


2p. 4 mK. vi, + 7°". (With Seymour, Richard. The court game- 
ster 17; 


(Continued on next card) 
2 


26-1994 


Rizzetti, conte, d. 1751. 
play ... 1729. (Card 2) 


a observations upon pharac and basset. By the tranr'ator” 


The kr owledge of 


p 62- 


“The journal of a gameing lady of quality; a tale, in a letter to a friend. 
By Mesdowe Swift and Pope”: p. 73-86. 


1. Games. 2. Gambling Semen, Ridge. ut. Swift, Jonathan, 


1667-1745. 111 noe ‘Alexander, i wv 
26-1934 
Library of Congress GV1227.S4 
2) 
Rissetti, Giuseppe Tereso. 
Dell’ influenza della risicoltura sulla salute pubblica; 
relazione fatta dal dottore Giuseppe Rizzetti alla Reale 


accademia di medicina di Torino nelle — del 7e 14 
agosto 1868 a nome della 
nelle persone dei soci Trompeo, poe e © Riseettl To- 





rino, Tip. C. Favale e comp., 1 
105 p 3. (Jn R. Accademia di medicina, Turin. Atti. Torino, 
19) ~v. 5) 


1. Rice and rice culture—Hygienic aspects 


1. Trompeo, Benedetto, 
1797-1872. 11. Peyrani, Vincenzo. 


819935 


Library of Congress R6S.T75 vol.$ 


Rissetti, Giuseppe Teresio. 
Istoria documentata delle epidemie di colera di Torino 
i rredata di tavole statistiche con 
brevi cenni sull’ epidemia pa 1867, del jottore professore 
Giuseppe Teresio Rizzetti . _ Torino, Tip. C. Favale e 
comp., 1868. 


207 p. incl. tables, fold 3. (in R Accademia 4i medicina, 
Torin. "Ath. Tori, 1869. ‘v'S) er 


1. Cholera, Asiatic—Turin, 1865-1867 
821M1 


Library of Congress R6ST7S vol S 


Rizzi, Fortunato, 1880— 
eee heehee, Milano, Fra- 
telli Bocca—editori, 1989. 


3p 1, 1p. front (port) 2”. 
Gerne. 0. 481) 


‘Note Gocumentarie, critiche e illustrative” : p. :286,-201. 


(Plecola biblioteca 41 scieose mo 


1. *Mangonl, Alessandro, 1785-1878. 
A0w-18 


ie 2; 
Rizzi, Fortunato, 1880- 

.. L’anima del cinquecento e la lirica volgare. Milano, Fre- 
telli Treves, 1928. 


vill, 378 p. front. 194". 


1. Italian poetry—16th cent—Hist. & crit. 2.Petrarchiem. 1 Tithe 
88 
Library of Congress PQ4213. ASRS 
2 


CATALOG OF PRINTED CARDS 


Rizzi, Fortunato, 1880- 

Francesco Petrarca e il decennio parmense (1341-1351) 
Dodici illustrazioni fuori testo. Sotto gli auspicii della R. 
Deputazione di storia patria per le provincie parmensi. To- 
rino ,ete., G. B. Paravia & c., 1934. 


4p.1, 6p, 11. front. plates (1 fold.) ports, col. plan, facsima. 
(1 double) 22". 

“Nota bibliografica”: p. 504-606. 

Petra: Francesco, » eee. 7. 1. R. Depotasione 41 storia 
atts per 1.1 provineie pa 
ACH 3m 
Title from Princeton Ualy. Printed by L. © 
a 

Rizzi, Luigi. 


rivilége de 1’émiasion des billets $ banque ep 
Italie, Y! Luigi Rizzi. Lausanne, Impr. J. Couchond, 


6 (Université catholique de Louvain Beole des sciences 
pelts Mk 1 Publications) ) 


1. Banks and banking—Italy. 2. Bank notes. 


Library of Congress HG18701 8RS 
Rizzi, Miguel Angel. 

.-» La eatirpe latina. Buenos Aires, Libreria y cass editors 
de J. Menéndez, 1937. 

2p1,7-48p,1L mr. 


. 


Rizzi, Miguel Angel. 
... La lucha entre los grupos sociales. 2. ed., corr. y sum. 
Buenos Aires ,Casa editora de J. Menéndez, 1936. 
8p1,018p,21 2. 
At head of title: Dr. Miguel A. Riasi. 


soon 
Library of Congress HNIS.RSS 1986 
— —— Capy 2. 12 sor 
Rizzi, Miguel Angel. 
Tratado de derecho privado romano. Prélogo dr. 


1, Roman lew. 2 Roman law—Hist 8 Roman lew—Bibi. 1. Tithe. 
w-1100T 
Labrary of Congress os 
Rizzini, Giuseppe. 


In occasione del quinto centenario del pn 
onori ¢ trionfi, suo amore per Laura, suo 
Valchiusa ed Arqua, sue opere latine e italiane, coll 
ey del suo ritratto fisico e morale, per l'abate pro- 


fessore Giuseppe Rizzini. Milano, Tip. fratelli Treves, 
1874. 
M48 p.,2L 199. état 
Library of Congres, no. 


417 


Rizzo 


;Rizzini, Prospero, @. 1918. 


Catalogo degli oggetti barbarici raccolti 
Brescia ... yay F. Apollonio, 1894, 


Sp. WW (With Ateneo 41 Brescia. Commentart 


nei civici musei di 


anno 1804, 


Brescia—Museuma. 1 Title 


Library of Congress AS222.B6 
asl. 


Rizzini, Prospero, d. 1918. 


Illustrazione dei civici musei di Brescia. Brescia 


1 1889,-92. 

2 pt. Spl Wy* (WHA Ateneo 41 Brescia. Commentari. anno 
1880-1802, 

“Indice alfabetico degli artist! rappresentati nelle collesione deile 
medagiie dei muset 41 Brearia” and” jac 
pelle medagile italiane”: 38 p. eet 

Conrents.— Placchette ¢ 1880,— pt. 3 1 

‘a he, pom Fh tect Sra rr a ears 2. ued, Medagiio 
pont! liane Gel sec. x1x-¢d estere. 

1. Breacta—Maseums. 

+ 15084 

Library of Congress A8ZZ2 BB 

03301, 

Rizzini, P.rospero, 

.. Iustrazione dei civici musei, Smalti... Brescia, 


F. Apollonio, 1896. 
8) { > 
2 ett ty". With Ateneo di Brescia. Commentari, anno 1806. 


Breacia—Maseame, 2. Enamels 


Library of Congres: AS?22 BB 


Risso, Giovanni, Battista, 1463- 

. Misure assolute del calore solare fatte alla Capanna 
regina Margherita nel Monte Rosa ... Boma, Tipografia 
nazionale di G. Bertero, 1897. 


17 p. illus, diagr. H1™ 
Estratto dalle Memorie della Societd degli spettroscopisti italiani, vol. 
xx 


Library of Congress QCSIIR6 


Risso, Giovanni, Battista, 1863- 
. Sopra le recenti misure della ‘‘costante solare.”’ 


Memoria del r G. B. Rizzo ... Torino, C. Clausen, 
1p L GID-357 p. dingrs. on 2 pl. (lol) 32°. 
At head of title: Accademia toate defile exlense @ Tesine (anne 
“Estr. dalle Memorie della Reale sccademia delle sciense di Torino, 
serie a, tom. xuvm” 
1. Solar radiation 1 BR Accademia delle scienze di Torino. 

617 


Library of Congress QBS31 RA 
Rizzo, Giovanni Battista, 1363- 
Sulla propagazione dei morteets penta 68 Cemenet 
i Messina del 28 dicembre 1908. eS 5 ee. 
(Con una tavola) Torino, V. Bona, 191 
1p. Lp. S%-417. fold tab, 814 x 2". 
At head of tithe Reale academia delle sciense di Torine (Ano 1900- 


“Retr. dalle Memorie detla Reale accademia delle sciense @! Torino, 
‘eer. mi, tom. uxt.” 


1 Italy. 





2 Meal: 
11—28887 
QES86 RS 
at2d1, 


Library of Congress 








Rizzo, Giulio Emanuele, 1465 
Tl ceramografo skythes 


(in Academie des inscriptions et belles-lettres, Paris. Commission 
de la Fondation Pict, Monuments et mémoires. Paris, 1994 
Bhp un 275". ¢. 20 (1919) p. 101,153. ies. pl viewer) 


Signed Giulio Emanuele Rirao. 
Bittiegraphical foot notes. 


1 Pottery, Sevthian 1 Tite 
AC 36-18% 
Tithe from Newherry Libr 
Library of Congress (NID AQ vol 20) 
2, (704) 


Rizzo, Giulio Emanuele, |465- 
La pitture ellenistico-romana. Milano, Fratelli Treves, 





In to 1 |. plates (part col, part dowble) Wee Br" (Half 
ttle: Thesavrve artivm) 
At bead of title’ G . Risso 
“Bibiiografia geoers p. 01-02. 
1. Painting. Greece Romen 2 Palotings. Greco-Roman 8 Mural 
pelnting and decoration 1 Title. 
A0b1, 3218300 
NDI20 RS 780 987 


Library of Congress 


Rizzo, Giulio Emanuele, 1465 


Prassitele. Milano, Roma, Treves-Treccani-Tumminelli, 
1932 
Spb, Vip. 4) Mus, cx pl on 8Ol S1226". (Half-tithe: 1 gent 
@ le opere ; collezione diretta da A. Colananti) 
At head of title: G. E Rizzo 
“Appendice critico-bibliografica”: p. 111-110 
1. Praxitetes, 4th cent.» ¢ 
RA AA 
Library of Congress NBIO2R, 
2) Tm 


Rizzo, Giulio Emanuele, |46°— 

Seas preliminari sv l'arte delia moneta nella Sicilia greca, 
di G. E. Rizzo. Roma, La Libreria dello stato ,1938, 
104 p. 31. incl. Mus, plates. mpl 354™ 


“Impresso to 250 exemplar! numerati de 1 2 250. Keemplare ov 
mero 118." 


1 Nomiamatica—Sicily 2 Numismatics, Greek. 
4) S5T3S 


NK6S0T. RS 
2 737 OOSTS 


Library of Congress 


Rizzo, John A ‘ 
Indicateur des postes et télégraphes de la république de 


Turquie... Constantinople, J. A. Rizzo, 1928. 
3p. fold. map. 164° 
At head of title: Editions Rizzo. 
“Lal postale (mise & jour)”: p. 10-24 
“Lai or iphes et téléphones” : p. 44-55. 


1. Postal service— Turkey -Laws and regulations Tetegraph —Tur- 
ind Te! one Turkey —Laws and regula 
ithe. 





key--Laws and regulations. 
tions 1 Turkey (1900- ) Laws, statutes, ete. 
38-21737 
Library of Congress HETHZRS 
3 383 4956 
Rizzo, Tito Lacrezio. 
. La poesia di Giacomo ig Milan ,ete., Societh 
encaima editrice Dante Alighieri, 1986. 
Ip wv ep. 2k 1y*. 
At head of title: T. Lacresio Rizzo. 
“Nota bibliogratica”: p. (207, 
1. Leopardi. Giacomo, conte, 1706-1837 
Library of Congress PQ4710.R5 
3 $51.75 


Rizzolo 


LIBRARY OF CONGRESS 


Rizzoli, Mario. 


Giacomo Leopardi, uomo e poeta. Milano ,etc., Societd 


anonima editrice Dante Alighieri (Albrighi, Segati & ©.) 
1938 

iv, 1p. tl plates, port. facsim. 217 

“Hibliografia” leaf at ond 


1 Leopard), Giacomo, conte, 1788-1887 
AC 8-116 


Titinole, Univ. Library 
for Library of Congress ra 


Rizzolo, Attilio, 1900. 


The effect of vocal distraction upon mental work, by Attilio 
New York, 1931 

dingrs, 244°. 
Columbia university, 1882 


78 p thus 
Theale (rn) 


Sasiegreghy p 77-748 


3. Memory. 4 Learning, Paychology of 
(Pull name: Attilio Mario Riszolo, 
82-21916 


1. Attention, 2 Work 


Library of Congress APA DONS 1992 
Columbia Univ. Libr " 182 


Rizzuto, Francisco Antonio, jr. 
Anatomia de los problemas americanos; un prélogo y 
treinta capitulos de analisis y critica de las cuestiones y asuntos 


comunes, enfocados y tratados con criterio continental. Buenos 
Aires ;Talleres graficos Porter hnos., 1941. 

171, tp. 18, 

At head of title: Francieco A. Rissuto( bh.) 

1 American repubiics 1, Tithe. 

SD42 44 

U. & Dept. of state. Libr. risa BS 

for Library of Congress 12) 
Rizzuto, F An 


Perfiles del informe comercial. Buenos Aires ,Talleres 


grificos Porter hnos., 1 


Spl, ® 1228p. 21 port 1s 
1 Credit-- Argentine republic. 1 Tithe 
57-1258 
Library of Congress Hrssés RST 
a (65K RR 


Rizzuto, Francisco Antonio, jr. 
Radiografia del informe comercial. 
lleres graficos Porter hnos., 1940. 
144 p., 21. incl. port. 184". 
At head of title: Francisco A. Rizguto (b.) . 


Buenos Aires ,Ta- 


1. Commerce. 2. Business. 1. Title. 
42-85217 
Library of Congress HF1017. RSS 
12, 380.1 


Rizzuto, Miguel Alfredo. 
Democracia de mafiana (sin fascismo, ni comunismo) 
(Buenos Aires, Editorial Grabo, 1937. 
2p.b. Te pt 189". 


1. Argentine republic—Soc. condit. 2. Social problems 1. Tithe 
3S-14551 
Library of Congress F2s10 R39 
3 182 
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Rjaboff, J. J. 
ae 
RAbov, Ivan Ivanovich. 


Library of Congress 2 


Rjazanov, D., pseud. 
see 


Goldendach, David Borisovich, 1870- 


Rjetnik hrvatskoga ili srpskoga jezika, na svijet izdaje 
Jugoslavenska akademija znanosti i umjetnosti. Obra 
Auje D. Danitié 


U Zagrebu, U khidarnici L. Hartmana na prodaju, 
1880. 


nu 
o af in oon, each (i ‘. wt 1 2); ¥ sin Se (pt 13-17), ¥ § 


gn by D Dames, M. Valavac, 





tt " ot 
‘ol 1 (pt 14) by ” Denise. c ( 





and P. Budmani; v 6-8) by P. Budmani; v (pt. 23), ¥. 6 
(pt 24 ; wi P Rudman: 
Conrants die 1. tla—die 2. Ceta Pay dio 3. Pavo-Iepr 
kerajati — dio 4. leprekritati-Kipac — die 5. — dio 6. Lekentk. 
1. Danitié, ‘Duro, 1R25-18R2 oe Buds AIS tt. Valja 





vac, Matija 7 1831-1897 
§ amjetnosti, Agra 


ov. Jugedavenche akademija rnanosti 


oo7 
Library of Congress 


Rjumin, Bestushew 
sce 


Bestuzhev-RYumin, Konstantin 
Nikolaevich, 


Rjusberg, Friedrich Wilhelm 


see 


Riisberg, Friedrich Wilhelm 


Roa, Armando. 

EI inglés comercial y su uso pratico en las esferas mercan- 
tiles y bancarias, por Armando Roa ... Habana, Cubs, Mon- 
talvo y Cardenas, 1930, 


6p. Lb, th-tvl p. 11, 238p porte 1047 


1 inh ‘Text-books for foreigners— jarde 2 Eng 
Sings Batts Eas pac ese ate ts 
tab L Tithe. 


we -1668 
PE1120 S8R58 


(#001, 


Library of Congress 


a" R208 














Roa, Armando. 


Roosevelt, the executive dictator, by Armando Ros ... Ha- 
vana, Cuba, Cultural, « «. "1988, 


255 p. front. (port.) diegr. 204" 


A ix am, Usetas references (p. (1T7))—Appendiz m: Democratic 
pie ot 1 ‘Appendix 1-1: ;Addresses by Roosevelt, 


1. Roosevelt, /ranklin Delano, pres U. #, 1982- 20.8—Po& 
govt 1088- 1 Tithe. 
‘34 1R6A 
Library of Congress mA08 RT2 
Coprright Aad int. 18648 ® ora wT 


Roa, Armando. 


Spanish business grammar, by Armando Roa. New 
York, London, D. Appleton and company, 1924. 


sip, 11, Sp 1m 

i nish language Gram: 1870- 2. Spanish language 
Bodine Sreaich 1 Title = 

w—1917 
Library of Congress PCALD.R6 
Copy 2 

Copyright A 766760 142643) 
Roa, Arsenio. 

Ensayo de hacienda piblica segin las explicaciones de los 
doctores Oscar Garcia Montes y José Pérez Cubillas, catedré 
ticos titular y auxiliar respectivamente, de hacienda piblica 


de la Universidad de ia Habana, por Arsenio Roa y Do 
mingo Santodomingo. Habana, Impr. de Rambla, Bouza y 


ca., 1927. 
mp. By. 
1. Finance 1 Rantodomingo, Domingo, joint author =m Garcia 
Montes, Oncar. mm. *Pérer Cobilias, José. 
3387298 
Library of Congress AJ181.R6 2a 
Roa, Bmeterio, 1896- 
A number of new ing functions with applica- 
tions to statistics ... tore 4 Roa Lancaster, Pa, 
ir press, inc., 1924, 
vw 10p mm. 
. a) M 1923. 
Thesis (rm. * Sg ‘ichigan, 
1, Statistics. 2 Errors, Theory of. 3. Functions. 
ui 


Library of Congress 


HASIR6 1923 
Univ. of Michigan Libr. az&2, 


Roa, Fernando Gonzhlez 
see 


Gonzalez Roa, Fernando, 16837-1936. 


Jorge. 

. Curso de estadistica. Profesor: Jorge Ros. Dividido en 
vit sflabas. {Habana, Imprenta de la Universidad, 1980. 
Tv. im 1, @iagre, 209". 


At head of title: Universidad de la Habana. Facultad de derecho 7 
clencias 
Title from cover ; Ly do Fa 
“Bibliografia”™ ‘at beginning of each syllabus. 
1. Statistics. «t Havana. Universidad. Facultad de derecho 7 Ge 
Clencian sociales. u. Title. 
(Pell seme: Jorge Roa 7 Reyes, 


‘32-16607 
Library of Congress HA RO 


a su 


CATALOG OF PRINTED CARDS 


Roa, Jorge. 


En el surco de dos razas. Habana, Imp. Masa, 
Caso y ca., 1994. —_ 


al, (13-146 p. 2". 








1, Cute— Hist —1909- 2, Cube—Civilisation. 1. Title. 
8215884 
Library of Congress Fi787. Res ora 
foe ee an ¢ Renee Oi 2 2 aw 
América; d Habana “Cultoral”, 
a a., 1939. 
So ma (P Ge la revista Ge ia Habena”) 
“Publicactén separada de la revista, nim. 20-21. 1988.” 
1, Cube—-For. rel. 2 Spanish America—For. rel. 1. Tithe. 
m™. Tithe Dictadura versus Gemorracia. 


(Pell name: Jorge Roa y Reyes, 


-10047 


Library of Congress P1415. RA18 


12, 78 


. Los Estados Unidos y Europa en Hispano América, in- 
terpretacién politica y econémica de la Doctrina Monroe, 1823— 
1933; prefacio critico por el profesor Edwin R. A. Seligman ... 
por el doctor L. 8. Rowe ... y por el doctor James Brown 
Scott ... Spanish edition. Habana, Carasa y cia., 1935, 

ip. 101, 8-411 p,1L 199°. 
“Bibliografia det ip dy 








aa europea, biapa: 'D. ST, 
1, Spanish America—For. rel. 2 Spanish America—For. rel—U. &. 
8 U. &—Por. rel.—Spaniah . 4 Monroe doctrine 1 Tithe. 


(Pell name: Jorge Hoa y Reyes, 
BS 82248 
Library of Congress Fi4i5. RA 


raticl, s278 


Jorge. 
Positive and negative factors in inter-American relations 
Bw y Cuba, Compafila editora de libros y folletos 1940, 


Rea, Julio 0 &. 


Del orden publico en el derecho positivo ... 


Buenos 
Aires, J. Menéndez, 1926 








Roa 
Rea, Ramen M. 

A pie y descalzo de Trinidad a Cubs, 1870-71 (recuerdos de 
campefia) por R. M. Roa, ayudante sscretario de agramonta 
Habana, Fatablecimiento tipogrifico ,18901, 

Sai, wo. 

1. Oube—HHiet.—Iasurrection, 1998-1878 = t. «Tithe. 

12808 

Library of Congres Fri78s. Rez 

om), 
Rea, Radi. 
. Josh Marti y ol destino Habana, Laprenta 

y pepeleris de Rambla, Bouze y cfs., 1988, 

20.a-sip war. ( Ge le revista oo 
la Habana”) 

‘1 *Marti, José, 1858-1886. . Tithe coum 

‘Tébrary of Congress PQTSSS. MZETT 

2 ‘a 
Roa, Radi. 

.. Mis oposiciones; valoracién por Emilio F. Camus La 

Habana, Editorial “Alfa,” 1941. 


3p.1,@-I77p. 1k ay. 
“Rijercicion Ge oponicién a ia chtedra de historia de las doctrines 
sociales de la Universidad de la Habana,”--p 
“Bibtiografia” : p. 129, 158-154. 


1. Social sciences 2 Collectiviam. 1 Tite 


210m 
Library of Congress HSS. RAS, 


(2, mm 


Rea, Radi 
Pablo de la Torriente Brau y la revolacién eapafiola. He- 
bana |Empreaa editora de publicaciones, 1 1987. 
2p.1,748p mr. 


1, Torriente-Brau, Pablo Ge ia, 4 1808 2 Spaie—fiet—Civil war, 


1988-1988. 

41 tame 
Lvrary of Congrem DP 2m RTS 

c 
Roa Barcena, José Maria, 
gine Geman & era, ; con noti- 
mas exténsas, y una carta de México... Por D. José 

Roa Barcena. 7 od. Merico, E. 1875. 
16, vp fold. map. 1S™ 
1 Geograghy—Text-books— 1a 

S103 
Library of Congress GIN RE 


a 1827-1908. 





1 1p a. 

ee TR oe goes & ce (ee Set) oh 
Facultad de derecho 7 8 sociales Ge Universidad 4e Buenos 

“Bibtlografia”: p. \170,-181 

1. law. 2 lew. 3. law 
and relations 1 Tithe 

Bm 

Library of Congress ca 
Roa, Ramon M. 

A pie y descalzo de Trinidad a Cubs, 1870-71 ( d 
de campafia) por R. M. Ren ep eee eepena. 
Habana, Establecimiento tipografico, | 

sip =. 

1. Cube—Hist —Inearrection, 1968-1878. 

e102 
Library of Congress Fives. nes 
aeb1, 


419 











Roa Barcena, José Maria, 1827-1908. 
+» Noche al raso, de Melendo G. Modrén. Maézico, 
D. F., Compaiiia general & a, 1940. 


2p.1,0151 p81. 18". (Coleccién Mirascl. 4) 


1, Dickens, Charles, 1812-1870. u. Modrén, Melendo G. uz Title 


Library of Congress PQT297.RTNG 
2 oS 
Rea Barcena, José Maria, 1827-1908. 


Recuerdos de la invasién norte-americana, 1846-1848, por 
un jéven de enténces, Obra de don José Maria Roa Barcena 
Mézico, J. Buxé y c*., 1883. 


Spi, dsp wir. 


1. U. 8 —Hiet —War with Mexico, 1845-1846 1 Tithe. 


2-21 


F404 REZ 
1041, 


Library of Congress 


Rea Bércena, José Maria, 1927-1908. 
.. Relatos; seleccién y prélogo de Julio Jiménez Rueda. 
México, Uni idad nacional b 1941. 


=x, ()), 186 1) D, 2h Mus 20", (Bibiiotecs del estudiante uni- 
versitarto, 28) 





a cake 3 ee 
Gorostiaa celebré el liceo Hidalgo, ei 17 de enero de 1876. 


1. Gorostiaa, Manvel Eduardo de, 1789-1851. 1 Jiménes Rueda, 
Julio, 1998- ot 
42-7280 
Library of Congress PQTIO7.RTAS 1041 
2 868.5 
Roa Bércena, Rafael, 1532-1863. 


escrita con arreglo a 
las doctrinas de los mejores autores, y « la practica de los 
tribunales, bajo un plan nuevo y al alcance de todos. Por 
d. Rafsel Ros Barcena ... 2. ed. rev., corr. y sum. por el 
mismo sutor. Mexico, E. Maillefert y c.*, 1862. 

2 CK p 167 

1. Civil procedure— Mexico. L Tithe. 

35 36TRS 
Uibrary of Congress a 


1. Civil procedure—Mexico. 1. Tithe 
2946-28827 Hevised 
Library of Congres r4ib2, 
Ree Barcena, Rafael, 1832-1863. 

Manual razonado de prictica criminal y médico-legal forense 
mexicana; obra eecrita con de las antiguas y 
modernas vigentes, y « las de los autores, 

un plan nuevo y a) alcance de todos, por d. Rafael Ros 


LIBRARY OF CONGRESS 


Roa Barcena, Rafael, 1832-1863. 

Manual razonado de priéctica criminal y médico-legal 
lorense mexicana. Obra escrita con arreglo a las leyes anti- 
guas y modernas vigentes, y a las doctrinas de los mejores 
autores bajo un plan nuevo y al alcance de todos, por don 

Roa Barcena ... 2. ed. sum. con la Ley de jurados en 
materia criminal para el Distrito federal, y su reglamento. 
Mézico, E. Maillefert, 1869 

686 p. fold. tab. 20". 

1, Orimind) procedure-—Mexico. 2. Criminal law—Mexico. 8. Medi- 
cal jurieprodence Mexico. 4. Jory — Mexico (Federal district) 5. 
Criminal procedure—Merico (Federal! district) 1 Mexico (Federal 
district) Laws, statutes, ete. m1. Title. 


4 


Library of Congress 2) 


Roa Barcena, Rafael, 1832-1863. 

Manual yy ome! do de las obligaci 

contratos en Mexico, pudiendo servir tambien para 

Taceling chen cocslin exp aapetio 0 lan tapes entlaman 7 

modernas vigentes, y a las doctrinas de los mejores au- 

= =f yt. De CL, 3 
D. ‘ael Roa Barcena ... Mexico, Imp. de 





jusgados de los picaides arancel de 
pare la plasa de México Bee 
low Spain 4. Pes sn (Temtion) 8 Tomo hee 
tonisw. Tie 3 

Library of Congress 126b1; 2S SZ 
Roa Sierra, José. 


... La Sociedad de naciones, su valor y sus ventajas para Ibe- 
roamérica. Tesis que para optar al titulo de licenciado en de- 
techo presenta José Roa Sierra. México, D. F., A. Mijares y 
hno., 1938. 


a> 2. 
At bead of title: Universidad naciona] auténoma de México, Facultad 
Ge derecho y ciencias sociales. 
“Bibliografia” : p. 47. 
1. League of nations—-Spanish America. 
89-10604 

Library of Congress 3X1976.5.87T6R6 

12) 11 


Roa y Reyes, Jorge 
see 


Roa, Jorge. 


Roa y Urada, Luis de. 
La familia de don Pedro de Valdivia, conquistador de Chile. 


Estudio histérico de d. Luis de Roa y Ursiia Sevilla Im- 
prenta de la Gavidia, 1935. 

119 p. incl. front. (port.) 249*. 

Cvat of arms on cover and t.-p. 

1. Valdivia, Pedro de, 15007-16647 2. Valdivia family. 

AC 36-3002 
‘Title from N.Y. Pub. Hibr, Printed by LC 
2) 

Roach, Abby Meguire. 

Some successful marriages by, Abby Meguire Roach; 
illustrated by Alice Barber Stephens New York 
T.ondon, Harper & brothers, 1! 


Sp.l, WA, chp. front, 1 pl 199. 





Cowrents —The inner imperative —Life’s geastatg— The right to mar- 

—The level of fortune —A working — of partner- 

pert life's poredones Hite cin’ Toe vanichel goda—An oo 
a ghost. 7 





Roach, Alva C. 

The prisoner of war, and how treated. Containing a his- 
tory of Colonel Steight’s expedition to the rear of Bragg’s 
army, in the spring of 1863, and a correct account of the treat- 
ment and condition ot the Union prisoners of war ... and his- 
tory of Andersonville prison pen ... Indianapolis, Railroad 
city pub. house, 1865. 

“4p 2. 

Experiences to Libby prison : p. 44-125. 

1. U. 8—Fiet.—Oil war— 


Prisoners and 2 - 
ig oy 1868. 8. Andersonville, Ga.—Military prison. 4. Libby prison. 
Library of Congress 611. Re = 


(Me14 


Roach, Arno L. 

... Graphic history ; correlated and illustrated histo: ; 
pen sketches ; our country in picture, arranged under the 
supervision of Arno L. Roach ... Chicago, New York 
rete.) The Dixon-Hanson company (1908, 

116) p. itlus, B col pl. 2" 

Tius. t.-p. 


1. U. S —Hist—Outlines, syllabi, etc. 


E1782 R62 oo 
(Copyright 1908 A 209893) 


Library of Congress 


Roach, Arno L. 

Graphic history ; correlated and illustrated history ; 
pen sketches; our country in picture, arranged under the 
supervision of Arno L. Roach ... Chicago and Kansas 
City, National progress league i915) 

158 p, 11, 126, 80 p. iMlus, col. plates. 23°. $4.50 
Illus. t.-p. and Raing-ongere 
vol 


A supplementary ume to the set entitled Progress of nations, ed. by 
Charles Sylvester 
Contewts.—pt. 1. Graphic history —pt. 2. Manual of methods iby A. H. 


Sanford)—pt. 3. Supplement. 


1. U. 8 —Hist —Outli ig ag 2. U. S--Hist. and teach- 
1. Sanford, Albert Hart, 1 u. Sylvester, Charles Herbert, 
Progress of nations 
16-69 


Library of Congress E1782. R623 


Copyright A 420014 


Roach, Arvid, 1919- 
A Margot medley ,by, Arvid Roach. 
Arden press ,1938, 


Arden, Del., The 





S116" 
Poems 
1. Title. 
(Pell name: Arvid Edward Roach, 
38-0829 
Library of Congress PS3535.0113M3 1988 
— Copy 2. 2 ss 


Visual instruction service in a city system— Abstract. 
(In National education association of the United States. Addresses 
and proceedings, 1929. p. 942-943) 


1, (Visual, edacation—Los Angeles. 
E3162 


Library, U. 8. Office of N212 1929 
Congress 


Education Las. 
Library of (LIS.N4 1929) 


3 


Roach, Cornelia Bell, 1891- 

A study of incentives; the effect of incentives on improve- 
ment in column addition in grades four, five, and six ... by 
Cornelia Bell Roach ... Ithaca, N. Y. ,1932, 

ep we. 

Abstract of thesis (rm. o.)—Cornell university, 1982. 

Bibliography : p. 9. 


L Arithmetic—Study and teaching. 











Roach, Cornelius 


see also 


Missouri. State dept. 


—_ David. 


leasant hour within ,by, David Roach. 


olis,  Byrndicate printing co., "1926, 


cover-title, 190 p, 1 1. illus. (port.) 


1. Title 


Library of Congress 


Reach, Eloise. 


Spanish club manual, by Eloise Roach 


19. 


(Minneap- 


2614948 


PS3ISISONSPS 1926 
Copyright A 897903 12) 


publishing company, inc. ,°1935, 


2p... 8p 2. 


Dallas, Tex., Tardy 


References for program material on Spanish speaking countries” 


Dp. (M%,-108. 


Library of Congress 


Copy 2 
Copyright A #1001 
Roach, Ethel M. 


... Children’s games. 
Roach ... Augusta? 19121, 


cover-title, 12 p. 18™ 
At head of title: State of Maine 


1. Games 


Library, U. S. Bur. of 


(Roach, bene. 
Gove: 

mortals”). 1 

of school 3, 
Washington, 
2p. “4. 


Histor cal 


PC4088. RO 


Educational dept 


1. Maine Educational dept. 1. Title 


1. Spanish language Study and teaching 2. Students’ societion. 
Title. 


Mm AN, 


Prepared by Miss Ethel M. 


4-b62 
Pn 


Education GV1203.R53 


Copyright by Florence Roach, suthor. 


1 Title 


Library of Congress 
Copyright 1890: 38331 


(Reach, Florence, 


grade 7, division 2, under 
school 11, , 
school ... Washington, D. C., ns Dando, 


Webster 
printers, 1889. 
Rp. mr. 


1 Tithe. 1. Tithe: Stamp act. 


Library of Congress 


it of the United States, (or ‘‘ W i. the im- 
charade ai by 

- 8, division 2 . 

Judd & Detweiler, printers, 1890. 


the pupils 


ton school . 


ca 17-851 Unrev'd 


PN6371._RS4 


act. Arranged by 
the direction 


ty owe 
direction of the 
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Roach, Franklin Evans, 1900- 

... A study of stellar spectra in the region 6562A-7508A ... 
by Franklin Evans Roach ... ;Chicago, 1934, 

Ip, a ype ety ue 

Part of t niveraity of Chicago, 
coun ‘ition “itetriboted by the University ry Chicago lbrartes, 


ssn Reprinted from Astrophysical journal, vol. 80, no. 4, November 


1. Stare-—Spectra. 


86-2022 
Library of Congress QBSTI. RSS 10% 
Univ. of Chicago Libr 
———— Cav t a 523 87 


Roach, Mrs. Hattie (Joplin) 
A history of Cherokee county (Texas) by Hattie Joplin 
(Mrs. V. B.) Roach. Dallas, Tex., Southwest press :°1984, 
6p. 1, 178 p. plates, porte, fold. plan, faceims. 224”. 
Bibliography p 160. 


1, Cherokee co.. Tex 


Library of Congress F882 O44RS s 
— ——— Copy 2. 
Copyright A Tees 3, ores 


Roach, Isaac, 1786-1848. 
Journal of Major Isaac Roach, 1812-1824. Contributed 
by Mary Roach Archer. 


(In The Pennsylvania magatine of 


ol ae FP history ané biography. Philadel- 


Vol XVI, no. 2, p. 129-158; mo. 3, p. 281-315. port.) 


LU. S—Hist—War of 1812—Personal narratives 1. Archer, Mary 
Roach 
9% 
Library of Congress F146. P6S 
—— —— Copy ?. detached. E361.R62 


Roaoh, Ieeso, 1786-1848. 


Journal of Major Isaac Roach, 1812-1824. Contrib- 
uted Mary Roach — eo from jay 
a vania magazine story a ore ,” July 
and October, 1893. Philadelphia, 189 

cover-titie, Bp. 2. _— 

Library of Congress, no. 

Roeoh, J 

Roach's 
through the Londo gt ‘ite i Rooke + 

Ip.l,@p pl 17. 

Engr. t-p. 

Bubject entries Londoo—Descr.—(Ouide books cum 


saorery of Vongrem, no. DAs? Res. 


Roach, Jeremiah 
see 


Roch, Jeremy. 


Reach, John, 4 1748 

The surprizing ;', adventures of John Koach, mariner of 
Whitehaven. Containing © genuine account of his cruel treat- 
ment during a long captivity amongst the savage Indians and 
imprisonment by the Spaniards in South America ... 2d ed., 
Whitchaven ,Eng., Printed by F. Briscoe ,1784, 

. ip p 1 

The scene of the author's adventures was Central America. 


1. Central America—Descr & trav. 2. Indians of Central America. 


+ 30823 
Library of Congress Fiesi Re 


a38b1, 


Roach, John, fl. 1794-1796. 
Roach’s Authentic memoirs of the contain- 
ing the-lives of all the + ately thoatr 
Drury Lane, Covent len and 
Pepe by = ee Tt patentees, 
whole being entirely new 


1p. 1, 190p. from. 1447. 
Engraved title with vignette. 


1. Actors, English 2. London—Theaters. 


1618403 
Library of Congress PN2597.R6 
‘Roach, John, fl. 1794-1796. 
Authentic memoirs of the room; including 
sketches, bi eri racteristic, of the 


1. Actors, 2. The England. 1. Title. m. Title: The 

green-room, A memoirs of 
31, 16 16968 

Library of Congress PN297.R6 1814 
(Reach, John, 1613-1887. 

... Iron steamships: shall we build them of our own mate- 
rial, or buy them, or the material to build them, abroad? A 
ee ee oS ee oe 

‘ashington, Gibson brothers, 1872. 

cover-title, 8p. 24”. 

- Letter to the Hon Samuel Shellabarger. 


‘14282 Reviesd 
Library of Congress ETO BSS 
(422, 
Roach, John, 1813-1887. 
Mr. fete Beech en dip Interview in New 
York Herald. Washington, Gibson 1877. 
bp ar 
1. Merchant marine—U. S. 
Szaaser 
Library of Congress HERS 
Roach, John, 1813-1887. 


Mr. John Roach on ship-building and American steam- 
ship lines. (Washington? 1877, 
cover-title, 189. 23”. 


1. Merchant marine—U. S. 


Library of Congress 








Roach, John, 1813-1887. 
Shall America build ships! and The American navy and 
merchant marine. By John Roach. Poughkeepsie, 18841, 
cover-title, 88 p. 17. 


1. Merchant marine—U. 8. 


HET#¢. R62 
21, 


Library of Congress 


Roach, John, 1813-1887. 


Speech of Mr. John Roach before the Convention of 
ship-owning and other commercial bodies at fon, 
tober 7th, 1880. From the official reports as issued by the 
New York maritime register in accordance with the vote 
of the Convention. ;New York? 1880, 


cover-title, 2B p. 237 


1. Merchant marine—U. S. 
AM“ 


Title from Univ. of Chicago HE/46.R6 Printed by L. C. 
Roach, Paul Gordan, 1913- 

A study of the structure, interfacial reactions, and — ll 
ing properties of selenium films, by Paul Gordan Roach . 
Urbana, TIL, 1940. 

6p.1L 2. 

Abstwact of thesis (rx. pv.) - 

ae ps 


-Untversity of lilinois, 1940. 


1. Electric current rectifiers. 2. Electric resistance. 8. Selenium cella. 


41-0812 
Library of Cong. <a TKI7A.RG 1940 
Univ. of Llinots Libr. 
—— —— Copy 2. mh 2181873 
Roach, Mrs. Sallie Neill. 
Theon. A tale of the American civil war. = hr 
Roach ... Philadelphia, J. B. Lippincott & co., 
0p 9. 
In 22 “cantos”. 
1. U. 8.—Hist.—Civil war—Poetry—Confederate. 
23-17000 
Library of Congress PS2718.R6 
Copyright 1881: 16721 
Roach, Walter W. 
Revitalizing devitalized children—an open window ex- 


periment. (By, Walter W. Roach ... (New York, 1913) 
13 p. illus. diagrs. 25. 


Reysmted from American journai of public health. v. 3, no. 2. 


Open - air schools —: Philadelphia, 2. School-houses — Ventilation — 
i 


1 
tPhilatet) hia 1. Title 


E 13-862 
Library, U.S. Bur. of Education LBM92.PSRS 
124d], 
Reach, William Joseph, 1907- 
.-» Eucharistic tradition in the Perlesvaus ... by William J. 
Rosch... Halle, 1989, 


ipl, 2, -p mir. 


Part of thesis DB.) —University of Chicago, 

“Private eaten diribeted by the Universy of Caeage Ubraran 

“Reprinted from Zeitechrift fir romanische philologie, vol. ux (1), 
January, 1980." 


L Perlesvaus. 2 Lord's supper in literature & Tithe em 
Library of Congress PQISLPSSRS6 1985 
Univ. of Chicago Libr. 


— ——— Copy 2. 2 


LIBRARY OF CONGRESS 


Roach’s financial facts. v. 1- 
10, 1907- 


Apr. 
New York (H. N. Roach, 1907- 
¥ illus. (ports.) 54). weekly. 


1. Finance—Period. 2. Finance—U. S.—Period. 
819678 


Library of Congress HG4S01.R7 


Road abstracts; compiled by the Department of scientific and 
industrial research and the Ministry of transport. v. 1- 
iFeb.1, 1934- 

(London, The Institution of municipal and county engineers 
ete.) 1934/35- 
¥. 

‘s Selene 2 ae a & Institution of 


= — caginers: v. S& iasued by the Institution of 
ty engineers, io cooperation with the Institution of 


civil engi 

1. Roads—Abstracts. 2. 1, Gt, Dept. of 
scientific and industrial research. om. Gt. Brit. Ministry of transport. 
mz. Institution of Cy ae and onmig engineers, . rv, Inet. 
tution of civil engineers, L 

41-85100 
Library of Congress TE1.R5S 
ra 25.705 





Road and ; @ consolidation of manufac- 
turers’ sree 2s road and street materials, 
cqactracties ntenance Ken my 
a 

v. tus. 24". 


1. Engineering and contracting publish- 
ca 25-809 Unrev'd 


1. Road materials—Catalogs. 
ing co. 


TEZ7.R6 
(31b1, 


Library of Congress 
Copyright 


Road and street catalog and data 
book 


Road and street catalogs 


Roed book of Boston and vicinity for mere riders and 
drivers. Ed. by C. A. Underwood . th ed. Bos- 
ton, Sparrell print, 1893. 

9 pp. illus, fold. map. 16°. 

F73.5. R61 

— —— 8th ed. Boston, Sparrelb print, 1895. 
S4 pp. illu 16°, 


F73.5. R62 
himer—wi 


Road congresses, Permanent inter- 
national association of 


Permanent international association of 
road congresses, 





road dri 


The and how it is used .. 
- print. off. 1914. 


(Washington, 


fect diagrs. 23°. (U.S. Dept. of agriculture. Farm- 


ae ‘pet 
Contribution from the Office of public roads. 


tl. Drag for roads; 2. Roads, ‘Earth; 
Agr 14-1270 


Library, U. S. Dept. of Agriculture 1Ag84F no. 597 


The road drag and how it is he . Rev. March, 1917. 
Washington, Govt. print. off., 1917 


15 p. ne God diagrs.) 237. (U.S. ‘on of agriculture. Farm- 
ers’ bulletin 597) 


Contribution from the Office of public roads and rural engineering 


1. (Drag for roads; 2 Roads, ‘Earth; 
Agr 17-1114 


Library, U. S. Dept. of Agriculture 1AgF no. 97 


The road from ruin; or, A plan for nations to be happy; 
shewing, the cause why a rich man cannot k 
stealing any more than a poor one. With a ful fall proof 
of what description of men ought to be chosen to rule in 
any government; also a sound cause and reason given for 
om London, Printed by Gilbert & Reed, for J. Ker 
t H 


26 p. incl. front. 1749™. 


aMaolt 
Library of Congress BJ1S3S.T3R6 
Read institute, Chapel Hill, N.C. 
eee 
Good roads institute, Chapel Hill, N.C. 
18— 22351 


Library of Congress r#1b1, 
Road laws of Nebraska 
see 


Cobbey, Joseph Elliott. 


The Road-maker; a monthly journal devoted to the devel- 
velopment, construction and maintenance of the high- 


Chicago (International trade press incorporated) 19 
v. illus. Oo. 


1. Roads—Period 


ca 2-119 Unrev'd 


Library of Congress TELRG 
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Road rider, pseud. 


Hints & tips for motor cyclists. 3d ed. 
rider, reprinted from ‘‘The Motor cycle”’ .. 
lliffe and sons (19111, 


Roadbuilder, pseud. 


By Road see 
. Laake, 


(209) p. 15™ 
Advertising matter inte: reed. 
Ist edition 1908. sig 
1. Motor-cycles. 1. The Motor cycle (London) 
All-271 25-10484 Revised 
Title ‘rom Chicago Pub. Libr. Printed by L. C Library of Congress «t2Se2, 


Road school, Proceedings of Roadhouse, Chester Linwood, 1881- 


Flavors of milk and their control (by, C. L. Roadh 


Roadmasters 


Roadhouse, William Frederick. 
Seeing the “Revelation”, by William Frederick Roadhouse. 
Toronto, Canada, The Overcomer publishers ,“1932, 


232 p. tables (1 fold.) 22°. 
Folded table mounted on lining-paper. 


1, Bible. N. T. Revelation—Commentaries. 2. Bible—Commenta- 
Ties—N. T. Revelation 1. Title. 


Library of Congress RS2K825. RST 
Copyright A ad int. 17022 2, 228 


Mre. comp. 
Old-fashioned rh & poems, selected by Mrs. Road- 





see and J. L. Henderson Berkeley, Calif., University of Cal- 

ifornia ;press, 1935, 

Purdue university, Lafayette, Ind. 
Engineering extension service. 


«++Proceedings of the annual road school 





30 p. incl. tables. 24. le sta- 
tion, Berkeley, California. Bulletin 506, September, 1935) 

At head of title: University of California. College of agriculture. 
Agricultural yay station, Berkeley, California. 

“Literature cited” 


1. Milk—Analysis and Geen. 


Henderson, J Licyd, 
1890- = joint t author nm. Ti ; — 


A 35-1615 
Title from Univ. of Calif. 


Library of Congress (830.22 no. 605) 
8 
Read tanpepeay csectation of Bente, Foster ent Wario Roadhouse, Chester Linwood, 1881- 
ips, Pennsylvania. 


The market-milk industry, by Chester Linwood Roadhouse 
... and James Lloyd Henderson ... ist ed. New York and 
London, McGraw-Hill book company, inc., 1941. 


iv, 624 p. incl ao, an, oe. forme. ee St. 
Grav a publications in the agricultural ectences 


Annual report. 
Hazleton, Pa. 
v. 2" 
Report year ends Nov. 1. 


(Half-title: Me- 
J. Cole, consulting 
ieecinakaniinhe 


1. Dairying. 2 Milk. 8 Dairy products. 


1 Henderson, James 
Lioyd, 1890- joint author. m. Title. 


1, Roads—Societies. 2 Roads—Pennsylvania. 3. Taxation—Pennsyl- 
vania—Law. 41-19900 
ca 13-299 Unrev'd Library of Congress SF230.2585 


Library of Congress TE26 PAR? 180) ori 


Roadhouse, Chester Linwood, 1881- 
. A method of preparing churned cultured buttermilk by, 

Cc. “L. Roadhouse and E. E. Brown. Berkeley, Calif., Uni- 
versity of California press, 1936, 

12 p Woe 24°. (California. Agricultural experiment station, 
Berkeley, California. Circular 839, “April, 1986) 

At head of title: University of California. College of agriculture. 
Agricultura! experiment station, Berkeley, California. 


The road to freedom ; lectures delivered to the Altruism club 
by a master, ed. by Karl D. Chambers. New York city, Light 
and knowledge press ,°1922, 

xivD, 11, 124p. 19)". 

Introduction signed: W. M. J. 


; nee of life. 2. New thought. 1, Chambers, Kar! Dumas, ed. 1. (Buttermilk, 1. Brown, Eliot Bdgar, 1904- jotat author. 
aJ. L 96-488 
22—23376 Title from Calif, . 
Univ. of 
Library of Congress BF@S39. RS Library of Congress (839.525 no. 339) 
a4ibl, 3, 
Roadhouse, Chester Linwood, 1881- 


Bo ent © om bo he ee 


eS of live stock conditions in Imperial county, = 

ment's fi with the Bight Ho Hon. OR R 

Attlee eof. ib. for for the New Pebian research bureau 
Gollancz 


fornia, by Chester L. Roadhouse and Fred M. Hayes ... 
ramento ,Calif.. State print. off., 1911. 


by V. Itd., 1987. cover-title, 1 p. 1., p. :1296)~1229 incl. illus, tables 29 (California. 
207 p. 19™. ‘tural experiment station, Berkeley, California. Balletin no. 219 
-é . Cal., Jaume, 1911)) 
“This has been prepared by a small group of experts on the ' Cai ’ e 
basis, and continuation of, Inquest on peace, by ‘Vigilantes’. The Ht Ah Cuiversity of po tons. College 
cto’ eg | three wrote that account of * Berueley, Callforaia: 





1. Stock and Impertal 


jock breeding— , Calif. 2. Veterinary 
qaticiar-Cuistorete--tapareal county 
1885- joint author 


. Fred Mootreville, 

ase12 
Title from Univ. of Calif. 
Library of Congress (839.E2 no. 219) 
Copyright A ad int. 22875 8, 877.42 a 


Roadhouse, James Edwin. 





New York city ... Irrigati nditions in Imperial Valley, California. 
Philadelphia, Ameri dbook comp (in B.S. poe po a cance hm Bulletin 
v. illus. (incl. maps) 214°. 158, p. 175-194. map. 23. Ai me dg 1905) 
Editor : J.C. Rommel. 
‘ , i . & trav — 
a ye eT 
$ New York (City) —Deser —Mape 1. Rommel, John Christopher, 1. Irrigation—California. 
16-2057 
Library of Congress GV1024.R7 Agr 6-S23 


Copyright Library, U. S. Dept. of 
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ymes 
knight. London, New York ,etc., Longmans, Green, and co., 
1906. 


Bp. L, vx, 11-06 p. 199". 


1. Chilidren's poetry: 


735197 
PN6110.C4R6 


er, 


Library of Congress 


Boadmaker, A., pseud. 


Wegener, Otto Frederick, 1837- 


16-13321 
Library of Congress 


Roadman, Earl A. 


The country church and its program, by Earl A. Road- 
app’ by the committee on curriculum of the Board of 
Sunday schools of the Methodist Episcopal church. New York, 
Cincinnati, The Methodist book concern ,°1925, 


148 p. 184°. (Rural life series, H. H. Meyer, editor, W. C. Barclay, 
associate editor) 


Contains “Books for reference”. 


1. Roral churches. 1. Tithe. 


Library of Congress 
Copyright A 823725 


BVG38.R55 
04041, 


Roadmasters’ and maintenance of way association. 
of the ... annual convention of the Roadmasters’ 


and maintenance of way association of America... ,1st,- 
1883 /93- 
Savannah, Ga. ,etc., 1894-19 
’. Mus., plates, ports, diagre 22". 
List of io 12th— 
of Ist-11th annual conventions, 1883-08, issued in 1 vol- 
ume with title: Reports by the Roedmasters’ association of 


Roadmasters’ and maintenance of 
way association 
Reports adopted by the Roaimasters' 
association of Americas... 


see its 


Proceedings..« 








Roadmasters' association of 
America 


Roadmasters' and maintenance of way 
association. 


Reads, Charles, 1855— 

Abnorma! Christians; studies in human nature, ethics, and 
religion, by Charles Rosds ... Cincinnati, Jennings and Gra- 
ham; New York, Eaton and Mains ,“1907, 

2p 2°. 

1 Tithe. 

819840 

Library of Congress 
Copyright A 183828 (a28e1, 

Roads, Charles, 1855- 


Bible studies for teacher training; analytical, syn- 
thetic, side lights, a normal class text-book ... by Chas. 
Roads ... Cincinnati, Jennings and Grahain; ‘New York, 
Eaton and Mains (1906, 


186 p. 2”. 


teacher training, and together ... they have bern called the Comprel.sn- 
@ve norma! courss.“—Pref. 
“Helpful books for farther study” : p. 107. 





Re ete-Sates oem 2 Supday-echoots 
71-7148 

Library of Congress BViI883.RS 1907 
Oepyright A 178545 040), 

Roads, Charles, 1855— 

The fifth 3 or, he shag = to Paul, Revised 
coin ty Goin ‘ tommy yy Jennings; 
New York, Eaton & Mains, 1897. 

I2p. 2. 

|. T. Mplstios . 2 Jesus Christ—Person 
at ‘ome Teeceey NT Mpuation of Paul L Tite 
80-94114 

Library of Congress BS2651.R58 
Copyriaht 1807: 40001 a ma 
Roads, Charles, 1855- 

The man with a conscience, by Charles Roads... Phil- 

The Wi press, 1912. 
xiv, 288 9 1. = $1.25 
1. Christian ethics 1. Tithe 
12-9918 
Library of Congress BJ1S81.RB 


LIBRARY OF CONGRESS 


Roads, Charles, 1855- 
Problemas y metodos de la escuela dominical, por 


Charles Roads ... New York, Eaton & Mains; Cincinnati, 
Jennings & Graham (1911, 
Wp.1l 7". 90.25 
11-20918 
Library of Congress 
Copyright A—Foreign 3285 
Roads, Charles, 1855— 

.«» Rural Christendom ; or, The problems of Christianizing 
country communities, Charles Roads ... a prize book. 
Philadelphia, American Sunday-school union, 1909. 

S22 p. 19)". (Green fund book no. 15) 

1. Title. 

928124 

Library of Congress BV688.R6 
Copyright A 248067 adorn, 


Roads, Charies. 


Tham gota Q 


tt. New York, Cincinnati, The Abingdon press 
£1915; 
84 p. pl, 2 port. (incl. front.) map. 18)". 
. English fi 2. United States. 
«Puch. Pe or agp og AA |, joint author. mt. Title. 
17-304 
Library of Congress PEM2BRS 
Copyright A 415953 
Roads, Charles, 1855- 
Sunday-school organi: and methods, by Chas. Roads ... 


zation 
introduction by Rev. Charles J. Little .. Cincinnati, Jen- 
nings and Graham; New York, Eaton and Mains ,1905, 
110 p. 18. 


1. Sunday-schools, 1. Little, Charles Joseph, 1840-1911. 1. Title. 
Sezai 
Library of Congress BV1520.h64 
Copyright A 110575 (a20d1, 
Roads, Charles. 
Teacher-training for the Sunday-school; embracing 


studies in human nature, Sunday school ization 
and principles of mading, bs by ad ev. Charles Roads .. 


with an introduction Rev. Thomas B. Neely .. 
New York, Eaton & Aas Cincinnati, Jennings & Pye 
(1902) 
Hp. dingr. 187°. om 
Library of Congres Copyright 
Roads, Ethel, 1890- 
The romance of a rdsman, by Ethel Roads 
(Reading, Pa., Press of Reading eagle, “1917, 
180 p. 18). $1.00 
1. Title. 
17-21876 
Library of Congress PZ3.RS3ISR 
—S Copy 2. 





Copyright A 470995 





Roads, Ethel, 1890- 
Under allied colors, by Ethel Roads ... (Philadelphia. 
Printed by G. F. Lasher, 1919, 
47 p. 154". 
1. Title. 
19-1918 
Library of Congress PS3535.012US$ 1919 
Copyright A 530556 7.) 
Roads, Samuel, jr. 
A guide to Marblehead. By Samuel Roads, jr. ... Marble- 
head, Mass., C. H. Litchman, 1881. 
4 p. Mus. 214". 
Advertising matter: p. 1-2. 
1, Marblehead, Mass.— Descr.—Gulde-books. 
1-11505, 
Library of Congress F74.M3R6 
Copyright 1881; 7844 (a 281, 


Roads, Samuel, jr. 
The history and traditions of Marblehead. By Samuel 
Roads ... Boston, Houghton, Osgood and company, 1880. 


xviii, 423 p. front., plates, ports. 22). 


1. Marblehead, Mass —Hist. 


1-11506 
Library of Congress F74.M3R7 
1880: 6487 
Roads, Semuel, jr. 
The history and traditions of Marblehead . . . (3d ed. 
Marblehead, N. A. Lindsey & co., 1897. 
xxiv, 605 pp. front., illus., pl., port. + 8° 
F74.M3R73 
1M 


Roads, Samuel, jr., comp. 

The Marblehead manual, comp. by Samuel Roads, jr. ... 
Marblehead, Mass., Statesman publishing company, 1883. 

% p. eee 

Cowrents.— ‘acts from journal kept by Nathan Bowen and Edward 
Bowen, from 178 10 1008 tracts from the journal of a Marblehead 
ee confined on board British prison ships, 1813, 1814, 1815 iby 
9. Sciean—A Het of Agnesiogn prisoners who God fo Barumeer heo- 
Un oft en cerka “Repent to tie Conor couh-shtesn som 
: py ory cee ee ae Congress. 


1, Marblehead, Mass —Hist—Sources 2. U. Sau of 1812— 
1. Bowen, 


Prisoners and prisons Nathan. 11. Selman, Francis G. 11. 
Bowen, Edward. 
1-12372 
Library of Congres. F74.M3R8 
Copyright 1883: 1920 all, 


and pavements. Austin, Tex, The University 


(1917, 
48 p. 27. (University of Texas bulletin. no. 1785: June 20, 1917) 


pee geceentnd of 0 mavting Bid at the Uatveniay of Same, Eee 
wR ETT S Saleen 2 the Engineering department. 


Contents.—Concrete roads, by A. W. Bowles —. and tare to 
ay er ATE bituminous pavements, 
by R. G. Tyler.—A discussion of road materials, by J. P. Nash. 


1 Roads. 2 Pa 1. Bowles A.W. 1, Tyler, Richard Gaines, 
‘1885- mm, Nash, James Philip. tv. Texas. University. Dept. of 
engineering. 


17—27400 
Library of Congress 


TET. RE 
yadibl, 














a 





before the 
at the Uni- 
ma eae ate hl 1919, — the 


¢ 
involving state or federal aid, by M. eg cub 
5 areas 

verts, by G. G. Wickline —Preparation’ and contracts, 

rey Road surfaces, by J. D. F: — Bituminated 4 

ean aa ea apr ed pea pe by J 

Muir and EL Denne Jet construction, by J. 

eo Se 1. Texas. University. Dept. of engineer 
Dos 

Library of Congress RG 

—— Copy 2 AS3.T4 no. 1922 


tunnels, and canals, in various parts of the world ... 
don, J. W. Parker, 1839. 


vill, 340 p. Incl. Ilus., plates. 184™. 


1, Roads. 2. Railroads, & Bridges. 4 Vehicles. 
Library of Congress TAIS.RA2 
(38e1, 


Roads and streets, monthly isme of Engineering and 
contracting 
tee 


Engtmeering and contracting. 


Library of Congres 


Roads beautifying association. 

Roadside planting. By“R. B. A.” (Roads beautifying asso- 
ciation) London, Country life Itd., 1930. 

rill, 169, 1) p. front. plates. 22° 


4. (Roadside planting, 2. Trees, Shade, 


Agr 30-1084 


Library, U. 8. Dept. of Agriculture 99.06R53 


Roads to peace; a hand-book to the Washi confer- 
ence ... New York city, The Republic publishing co., 
ine., 1921. 


4p. 28". gate rete no. 2) 


Contents. (ys + Croly. ie 
in Japan, by he rn ‘Beth view A sClasaow 
alien Sites —Privete pa—mon 
fre and pic war, by Me yo A sy pe 
J. Taylor.—Sea power in the Pacific, by S. Young 


1. Conference on the limitation of armament, Weshingen, D.C. 1921- 
2. Disarmament. 3. Eastern question (Far East) republic. 





21-21976 
Library of Congress JX19745.R7 
—— Copy 2. 
Copyright A 653087 “4 
Roaf, Herbert Eldon, 1831- 
Biological chemistry; by H. E. Roaf ... with 47 diagrams. 
London, Methuen & co., ,1921, 
xvi, 216 p. ius, plates, tablen 199°. 
Bibliographical foot-notes. 
1 Biological chemistry. 2 |Biochemistry, 
soz” 
U.S Surg-gen of Libr. 
for Library of Congress ya0el, 


CATALOG OF PRINTED CARDS 


Roaf, staan of casos 
Ny ty by H. 


E. Roaf . 
ao 


New 
wee, ta E. Arnold & co., 


viii, OS p. illus, diagrs. 22). 
Printed in Great Britain. 


1. Physiology. 
Library of Congress QP34.RSS aaa 
oh 

Roaf, Herbert Eldon, 1881- 

A text-book of physiology, by H. E. Roaf ... Second edition. 
Baltimore, W. Wood & company, 

vili, 679 p. Mus, diagra. 22°. 

Printed im Great Britain. 

1. Physiology. 

A 37-280 

Chicago. Univ. Library R58 

for Labrary of Congress (QP34.R 


Roald, Kari, 1893- ed. 
Landsskoleloven av 26. juni 1889, med tilleggslover til og 
med 18. april 1928; ag os beseeates, tillers om praktisk 
1 og med 29. juni 
To at lahat savor, av Kart Roald Halden, 
E. Sem; Oslo, I hovedkommisjon hos Sem & Stenersen a/n 





t 
sp uw. 


1. Educational law and legisiation— 2 Raral echoole—Nor- 


way. 1 Norway. Laws, statutes, ete. 2. 
(Fell neme: Kari Julios Roald, 
86-6707 
Library of Congress a 870.17800081 


1. Primers, Norwegian. 1 Title. 
Pull nome: Halvard Gebrielsen Roalkvam, 
ws 
Library of Congress Pn? RO 
Coprright 1882: 1908 8T24 
"Roamer", pseud. 
see 
Newman, Neil. 
Roan, Cari Martin, 1878- 
Home, church, and sex iby, C. M. Roan .. New York, 
1. Washburn, 1930. 
zip. 21, 17-23 p. iy". 
1. Sex. 2 Sex instruction. 3. Hygiene, Sexual. i Tithe. 
51-20072 
Library of Congress HQ RS 
—— —— Copy 2. 
Copyright 4 32902 aaa, 1% 
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Roan, Carl Martin, 1878- 
enn age fremstilling av 
Moe Cari M. ihe... 
Minneapolis, Minn., ey publishing house ,“1924, 
M7 p. 23™. 


1. Medicine, Popwar. 1. ‘Title. 
Library of Congress RCBLRA 
——— Copy2 
Copyright A 814510 a 
Roan, Tom. 
The dragon strikes beck, by Tom Roan. New York, J. 
Messner, inc. ,“1986, 
vill, 278 p. 207. 
1. Tite 
Library of Congress PER. RSITDr 
—- ——— Oopy 2 
Copyright A 98147 a 
Roan, Tom. 
ee an ty Tem Bee. New York, A. H. King 
Si4p. 19". 
© Tithe. 
Library of Congress PZ3.RS81TMo nem 
———— Copy 2. 
Copyright 4 72806 a 


Roan, Tom. 
The Rio Kid ,by, Tom Roan. New York, Godwin ,*1985, 


sp 19". 
Tastrated liming-peners. 


1 Title. 
368308, 
Library of Congress P73. RS817RI 
— —— Copy 2. 
Copyright A 81417 3, 
Roan, Tom. 


Smoky river, by Tom Roan. New York, Godwin ,“1935, 
8p.1, ri, tsp 1. 


L Tithe 


Library of Congress 
— —— Oopy 2. 
Copyright A 85865 Cal 


ae Tom Roan ... New York, A. HL 
King (1984, ome - 
S10 p. 1". 


& Tithe. 
Lévrary of Congress 
~— —— Oopy2 








Roane, pseud 
the election of president and vice-president 


of the United States. Petitions, before the General as- 
ee cape erased eres 


Shates, on tile outa aeries by one of the people .. 
Washington city, printers, 1825. 
np a 


Pub. originally in the Richmond enquirer. 
Petitions signed: Wm. Brent, jr. 


1. Presidents—U. S.—Election. 1. Brent, William. 


o2s717¢ 
Library of Congress JKSZBRG 
Roane, Clarence 0 comp. 
Cipher code, cotton seed products, for manufacturers’ 


packers and comp. by C. 0. 
= * ‘Dallas. Tex., J. Wilkinson & oo., ©, "189% 
Tp me. 


1. Cipher and telegraph codes—Cotton seed. 
ca7-4100 Unrev'd 
Library of Congress HE7677.C82R6 


Roane monument unveiling, Wednesday, June 26, 1918, 
em Forest lees Campbell Station, Knox 





County, , official (Knoxville, Press 
of the "Knoxville plain Goaken 1918, 
cover-title, 11, :1; p. illus. 228™. 
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1, Roane, Archibald, 1799-1819. 
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Acnual report of the chief. 
Roanoke, Va., 

v. mye. 
1. Roanoke, Va —Fires and fire prevention. 
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Roanoke, Va. Ordinances, etc. 


Code of the city of Roanoke, Virginia, containing con- 
stitutional provisions relative to cities and towns, _ 
ters of the town of Big Lick, the town of Roanoke, and 
the charters of the city of Roanoke, various amendments 
thereto, and a compilation of all statutory provisions re- 
lating to cities and towns of the commonwealth, and the 
general ordinances of the city; rev. by C. B. Moomaw 
ind C. A. McHugh. Pub. by order of the City council. 


Roanoke, Uni Tinting and manufacturing co., 1 
erie re) ng 3 909, 


M ions — Virginia Roanoke, Va. Charters. 
1 Moomaw, Cephas B.. ed. ™ McHugh, Charles 4 joint od. 
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Reanoke college, Salem, Va. 
Addresses at the inauguration of Julius D. Dreher as 


presi- 
dent of Roanoke college, Salem, Virginia. Se ee 
Pub. by order of the trustees. (Boston, F. Wood, printer, 
1879. 
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Cowrenra.—Congratulatory address, by Prof. C. P. Kracth —inaugu 
rating address, by J. J. Ne ee creed abtvan ey Pradaast 


1 Dreher, Jutiua Daniel, 1846- 


Library of Congress 
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Roanoke college, Salem, Va. 
Catalogue of the officers and students . 
session ; 1853/54— 
for 18 
Wytheville, Va., ,ete., 1854)- 


v plates. 23°°. annual 


Title varies , Catalogue of the Ist- session, 1853/S4— 

Catalogue of the officers and students session, 18 
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ca 7—213 Unrev'd 
Library of Congress LD4721.R3 
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Roanoke college, Salem, Va. 
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Roanoke female college, Danville, Va. 





of Roanoke college, June 7-11, 1908. Selon, Ven Pah by the 


College, 1903. 
217 p. incl. front, plates, ports. 25". 
Most of the plates printed on both sides 


Library of Congress LD4T21. R349 1908 
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Semi-centennial catalogue of the alumni of Roanoke 
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woth cension (65,-84, 11) 


Library of Congress LD472L.R3 —— 
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Triennial catalogue of the alumni. 
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Reanoke colony memorial association. 


The first English settlements on Roanoke island, 1584-1587 ; 


& fact book with a preface by W. 
N. C., The Roanoke colony 


2p.L,38p. ius (incl port.) 219". 


ial association ,*1987, 


1. Raleigh's Roanoke colonies, 1584-1500. 2. Roanoke island 
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Roanoke gas and water company. 
Annual report. 
Roanoke, Va., 
v 2m 


Report js Dee. 31 
Full tit c ro report of the Sout of directors of the Roanoke gas 
&' water company to the shareholde: 


1 Nw manufacture and works—Roanoke, Va. 2 Roanoke, Va —Water- 
supply 


ca 12-42 Unrev'd 


Library of Congress TP725.R6A3 
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Annual report. 
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ithus. ( ports.) 
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Vol. 1 edited by Donob Hanks 
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1. Hanks, Donob, 11. Green, Paul, 1804- mm. Title. 
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Library of Congress F29.R75 
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Roanoke, Va. Mountain trust bank 
see 


Mountain trust bank, Roanoke, Va. 
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Roanoke roo! and metal cornice co., manufacturers 
of architectural sheet metal work ... lllustrated cata- 
logue, (Roanoke, Va., ‘1893. 

108 p. incl. illus, tables. 17x 27)™. 
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Library of Congress THI6SS. R62 


(Copyright 1893: 35797) 
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Stone printing and manufacturing company, 
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Roantree, William F. 
An arithmetic for teachers, by William F. Roantree and 
Mary S. Taylor. New York, The Macmillan company, 1925. 
sill, 21 p. tus, diagrs. 19)". American teachers college series, 


1. Arithmetic—Study and teaching 1 Taylor, Mary 8, joint 
author. 

‘2 -24288 

Library of Congress QA185. R68 
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Roantree, William F. 
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Mary S. Taylor... Rev. ed. Wow Yeek, The Memnillan oom 
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Roark, Lillian Phipps, 1896- 

Translation of biographies of noted Spanish commentators, 
by Lillian Roark ... San Francisco, Printed by Parker print- 
ing company, 1989, 

2p, xvi, Bp 2. 
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41-7816 
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Roark, Raymond Jefferson, 1890— 
Formulas for stress and strain, by Raymond J. Roark ... 


1st ed. New York and London, w-Hill book company, 
inc., 1938. 


tx, 826 p. incl. tables, diagrs. 28j™. (Product development series, 
Includes “References.” 
1. Strains and stresses, 1. Title. 
8882421 
Library of Congress ‘TG206.R45 
(412; e417 
Roark, Raymond Jefferson, 1890— 


... The influence of form and scale on strength, by Raymond 
J. Roark ... Richard S. Hartenberg ... and Rex Z. Williams ... 
Madison, The University of Wisconsin, Engineering experi- 
ment station, 1938. 

SSp. diagrs 23°. (Bulletin of the University of Wisconsin. 
neering experiment station series, no. 84) 


Bibliography : p. 54-65. 
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Library of Congress TALWTS no. 4 
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Roark, Raymond Jefferson. 
. The physi iy properties of 

magnesia cemen re at. by Sr _- t 
Roark .. Macioon, 

85 p. incl_ pl, tables, diagrs. 23%. (Bulletin of the University of Wis- 
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Arithmetic—Study and teaching. i Taylor, Mary &., joint 


5223555 
Library of Congress QAIS5.R68 1982 
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see 
Primitive Baptists. North Carolina. 


Roaring river Primitive Baptist 
association. 


1. Magnesia cement. 2. Cement—Testing. 1. Title 
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TALW73 vol 8,n0.5 
(3262) 


Library of Congress 
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. Predicting the foie fom tnt ee 
models, by Re: i. . and Richard S. fries 
Madison, 


Roark, Raymond Jefferson, 1890- 
. Stresses produced in a circular plate by eccentric loading 
and bye quineenn eoenin by Ra: Jefferson Roark . 
, Wis., The University of Wisconsin Engineering ex- 
periment station, 1982. 


41 p. ius, diagrs, 23°. (Bulletin of > University of Wisconsin. 
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32—27348 
Library of Congress TALWTS no. 74 
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cal containers, by Rayr-ond J. Roark .. Medeor, 1958 2. 
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Roark, Ruric Creegan, 1887- 


The adulteration of insect Pacanth with mre 
daisy flowers (Chr L.) 

R. C. Roark ... and @. L. Keenan... W 

print. off.) 1919. 


12 p. incl, illus, 1 pl. on 1 1 
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Ci Bureau of chemistry. 
“Literature cited”: p. 11-12. 


1. Insecticides—1Adulteratiom 1. Keenan, George Lawrence, 1886- 
joint author 
Agr 19-710 Revised 
Library, U. S. Dept. of Agriculture 1Ag4B 0.795 
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Boark, Ruric Creegan, 1887- 

. Adulteration of insect powder with tendered foley 
flowers (Chrysanthemum hemum L.) By R. 
Roark ... and G. L. Keenan ... Issued July 28, 1919; 
rev. May 15, 1923. Washington Govt. print. off., 1923. 


tt 23°. (U.S. Dept. of agriculture. Depart- 


Contribution from Bureau of chemistry. 
Sauume cited” : p. 7-9, 
1. Insecticides—1Adulteration, 1. Keenan, George Lawrence, 1886- 
joint author, 
Agr 23-584 
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+ Bibli y of chloropicrin, = By R. C. 
Roark . sahington U.S. Gon pan ob 
gyre, 08 pa . (U0. 8 Dept of agriculture. Miscellaneous 
publication no. 176) 
Contribution from Bureau of chemistry and soils. 
Revision of Chemistry no. 1, 1998; Supplement, 1827; 
and Supplement by W. A. Gersdorff. 
75524. CSR6 
(Continued on next card) 
Agr 84-10 Revised 
(80r8712, 
Reark, Ruric Creegan, 1887- oe of 
chloropicrin, 1848-1982 ... ,1934, (Card 2) 
1982-1984... ,By RC. Roark and R. L. Busbey. 


Washington, 19385. 





is., The University of Wisconsin, E: 
experiment station, 1935. 
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. A digest of the literature of Derris Gente) species 
used as insecticides, 1747-1981. By R. C. Roark ... Wash- 
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Roark, Ruric Creegan, 1887- 
«+eReview of United States patents 
relating to pest control... 


U.S. Bureau of chemistry and soils. 
«eeReview of United States patents 
relating to pest control... 


iphatic compounds as fumigants. B; 
RC. Roark .. . and R. T. Cotton... Washington ,U 3. Gort. 
print, off, 1980. 


=> =. ‘1, B. Dept. of agriculture. Technical bulletin no. 
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tion’ ts the @ret, and ‘Method in education’ is the second.” J 


1. Bebool management and organization 


6—T571 
Library of Congress LBS011.R¢3 

Coprright (3801, 
Roark, Ruric Nevel, 1859- 


A PT ge pd mere ir a working manual, by 


2p. Doub. Zim. 


Interleaved. 

1. Teaching—Outlines, syllabi, etc. 

Library of Congress LB1025. R63 , 
Copyright 1900 A 9670 «12242, 


Reart, Ruric Nevel, 1859- 

Method in education; text-book for teachers, by Ruric N. 
Roark ... New York, Cincinnati ,ete., American book com- 
pany ,1889, 
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Roark, Ruric Nevel, 1859- 

Psychology in education ; as a text-book, and for 
the use of the general reader, by Ruric N. Roark ... New York, 
Cincinnati ,ete., American book company, 1895. 

S12 p. diagrs. 19°. 


1. Educational psychology 


6—90851 
Library of Congress LB1051. R46 
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Roastem, Thomas W., preud. 


Getting even; « story of strenuous strictures, by Thomas 
W. Roastem :pseud., ... (New York? 1905, 
Sip. itu. 17°. 
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Beh thology, by A. A. Roback ... Cam- 
ule Getense tolean i, 1923. 

284 p fold. tab. 19)". 
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Roback, Abraham Aaron, 1890- 


Behaviorism at twenty-five, by A. A. Roback ... Cambridge, 
Mass., Sci-art publishers ,“1937, 

2% p. 21°. 

Bibliography : p. :188,-285. 


1. Behaviorism (Psychology) 1 Tithe 
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Roat’s universal guager. By A. Roat. Philadelphi 
‘The author, 1849, . : 
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1. Gaging. 
17-3854 
Library of Coggress TP6O9.R7 


In L’Art @anjourd’bul ... 1937. . 
pe OL Parts, m0”. 4 année, no. 14, 


1, Mallet-Stevens, Robert, 1888- 


40 88-6806 
‘Tithe from Cleveland Pu’ Libr. Printed by L. 0. 
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Rob Mor Mhoulain 
see 
Stewart, Robert. 
Library of Congress nom 


Rob Morris' Freemason's almanac 


see 
Freemason's almanac, 


A bibli hy of character and personality, by Dr. A. A. 
Roback. Cambridge, Mass., Sci-art publishers, 1927. 


Op. 2. 
Running title: Bibliography of character, temperament and person- 
ality. 


1. Character—Bibl. 2. Personality—Bibi. 8, Temperament—Bibi. 


478 
Library of Congress Z7204.C46R6 
—— —— Copy 2. 
Copyright A 1018781 ,39b1, 


Roback, Abraham Aaron, 1890- 
Curiosities of Yiddish literature, by A. A. Roback ... Cam- 
bridge, Mass., Sci-art publishers, 1933. 
227 p. ius. (loci. ports, facsim.) 204". 
athe whole ofitien of the book has been limited to ctx hendred coptes 
Foreword. 


Conrenta.—pt. L The facta—pt. 1. Yiddish through the eyes of celeb- 
So tema. —pt. IV, Syllabus of Yiddish 


1. Yiddish literature—Hist. & crit. 2 Yiddish language. & Jews— 
Civilization. 1 Title 


84—10002 
Library of Congress 135120.R6 
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Roback, Abraham Aaron, 1890- 
I. L. Peretz, jogist of literature, by A. A. Roback ... 
Cambridge, Mass., Sci-art publishers, 1935. 
467 p. front., illus. (facsim.) plates, ports, fold. diagr. 214™. 
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review company 1918, 

vill, 158 p. 
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Bibliography: p. ,148),-152. 
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Jewish influence in modern by Dr. A. A. Roback ... 
Cambridge, Mass., Sci-art publishers, "B"O 689, 1929. 
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Bibliography : p. 455)-486. 
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Jewish influence in modern thought, by Dr. A. A. Roback 
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Bibliography : p. 456,488. 
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Yale univ. 
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Personality, the crux of social intercourse, by A. A. Roback. 
Cambridge, Mass., Sci-art publishers, 1931. 
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Errata sit 
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The psychology of character, with a survey of temperament, 
by Dr, A. A. Roback ... New York, Harcourt, Brace & com- 
pany, inc.; London, K. Paul, Trench, Trubner & oo., Itd., 1928. 
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for Library of Congress a38el, 
Roback, Abraham Aaren, 1890- 
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Uraguay, 1. Améaaga, Juan José. u. 7 
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Robards, Charles L. 
of the decisions of the Supreme court of the state 
of Tendered, upon ications for writs of habeas 
corpus, original and on appeal, arising from restraints by 
and other authorities, during the terms in 
1862, 1863, 1864, and the veston 1865. By Charles 
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Robarda, Charles L. 

Synopses of the decisions of the Supreme court of the state 
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oe reproduction of original 
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Vocabulario técenico ; inglés, inglés-espafiol, LA. 
Robb. Princeton, N. J., tated £6 Pulacstan enivantity poum, 
1936. 

4p.1, 1109p front, plates. 234”. 

ring—Dictionaries. 2. Hydraulic 
adnan ‘ nee Rwy 3 
language—Glossaries, vocabularies, ete. 1. Title -_ 
3688424 

Library of Congress TIORS 
——— Capp 2. 

Copyright A 00824 3 6203 


Robb, Mary Margaret, 1900- 

Oral interpretation of literature in American tethode, to and 
universities; a historical study of ya eo by Mary 
Margaret Robb ... New York, The H. Wilson A ba | 
1941. 

22p.11 us, diagrs 2". 

Thesis (ra. » )—Columbia university, 1941. 

Published also without thesis nota 


Bibliography : p. :221,-284. 


1. Elocution—Stady and teaching. t Tite 


Columbia univ. Libraries 
for Library of Congress 


A 42-1408 
PNSOOLRE 1014 
1A2c2,¢ 





ye ay en ead pe 
i in American colleges and 


oun hmorcal study of aching mato, Oy Mary 
Margaret Robb .. New York, The H. W. Wilson company, 
1441. 

22 Wes, diagra 235". 

Iamued also as thesis (ru. 9.) Ootumbia aniversity. 
Bibliography : p. :221,-24 


1 Elocution—Study and teaching 1 Tithe 
Library of Congress PN4«0SL ES 
(2a, 8s 


Robb, Nesca Adeline. 
Nevplatonism of the Italian renaissance, by Nesca A. Robb 
London, G. Allen & Unwin ltd. ,1935, 

4p. 1, 21,815, 4) 9. 2. 

Comrerts —Introduction. —Petrarch. —Petrarch to Ficino. — Marailic 
Ficino and the Platonic academy of Florence —The Medict circle —The 
“trattato @'amore” — Neoplatoniam and the arta — The lyric Michel. 
angelo Conclusion — Appendix. (p. 288,-810) 


1. Italian lterature—Hist. & crit 2 3 
Italy 4 Florence—Inteiiectual life. 
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Robb, Nesca Adeline. 
An Ulsterwoman in England, 1924-1941, by Nesca A. Robb. 
Cambridge ,Eng., The University press, 1942. 
vill, 175, yp. 214". 





1. World war, 1980- —Personal narratives, English. 1 Tithe 
42-17872 
Library of Congress DSILS.RST 1942 
7 940 5842 
= Patrick Cc 
ld : hydrocephalus internus, sub- 
ald to the id of t the Hi ble Robert —_ 





provost, and the regents of the University of Maryland. By 
Patrick C. Robb ... Baltimore: Printed by Benjamin Edes, 
corner of South and Market streets. 1815. 


6p. B=. 


1. Hydrocephalus. 


Library of Congress RC383.H9R55 


Robb, R L 
Robb’s familien-arzt. Eine erschépfende und umfas- 
sende darstell der ursachen, ag und beband- 


lung aller kran! “: Von , M. v., homé- 
oeeone arzt, J. M. D., allopathischer arzt, 
und 8. Lucretia Bebb Nach der 6. englischen ausg. 


ins deutsche iibersetzt von G. A. Zimmermann, PH. D. 


715 promt, fold. cok 

st English ed. ol ot Pati acon, I, 1879 under title: Robb & co's 

family physician 
1 


ledicine, Popular. Bean, J. V._ joint author. 1. Robb, Sarah 
Lucretia, joint author mt, nmermann, Bustay Adolf, 1850-1903, tr 
7-10228t 


Library of Congress RC81R6SS 


Robb, RB L 
Robb & co.’s family physician. A work on domestic 
medicines, designed to Boma how to have health, which is 
ba tng gt to time and money, by R. L. Robb, ™. p., homa- 
pathic, J. V. Bean, m. p., allopathic ;and, 8. Lucretia Robb 
Rchecien Ia., Robb & co. (1879; 


8p. 2 


1. Medicine, Popular. 2. Homeopathy—Popular works. 1. Bean, J. V, 
t 


joint author. obb, Sarah Connie joint aut! 


Library of Congress RCBI.RE23 


Robb, R L. 
Robb & co's family physician. A work on domestic me:di- 
cines, designed to show the causes, symptoms and treatment 


of disease. For the ase of the people. By R. L. Robb, w. p., 
honvepathie, J. V. Bean, st. v., regular, or allopathic ,and, 
S. Lucretia Robb 2d ed. Carefully rev. and enl. Bur- 


lington, la., and London, Can., Robb & co., 1880. 
736, 135, 892-910 p. fold. col. plates. 244% 


1. Medicine, Popular, 2. Homeopathy — Popular works. i. Kean, 
4. V.  Kobb, Sarah Lacretia. mt. Title, 
7 -19001 
Library of Congress RCS) R6WB 
Copyright 1879: S148 (a27dl, 
Robb, R L. 


Robb's family physician: being a concise and comprehensive 
treatise on diseases, as they occur in every-day life. Showing 
the causes, explaining the symptoms an¢d treatment, and demon- 
strating the cure of the various ills humanity is subject to. By 
J. V. Bean. ». v.. allopathic, R. L. Robb, s. p.. 
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Robb, R Lindsay. 


.. Grassland development in South Africa. Present position 


and future possibilities, by R. Lindsay Robb ... Pretoria, 1936. 
4p itu, (incl map) a soe (On cover: University of 
Pretoria Publications, Series Agriculture no, 88) 
At head of title: University of Pretoria. 
“The grasslands of 


“The present publication is offered as a sequel t 
South Africa—problems and possibilities’ issued tn Oras 
rch committee of the Faculty of SF, at the University 


land resea 
of Pretoria."—-Foreword. 
“References” : p. 42-43. 
1. Pastores. 1, Tithe. 
41 288 
Library of Congress SRI RA 
—— ~~ Copy 2 2 


Robb, ®ussell. 


Electrie wiring for the use of architects, underwriters, 
and the owners of buildings; by Russell Robb. New 
York and London, Macmillan and co., 1896. 


vii, 183 p. illus, diagrs. 23° 


1. Electric wiring, Interior 


Library of Congress 
Copyright 1895: 57687 


TK3275.R6 


Robb, Rusgell, 1864— 

Lectures on organization, delivered in the course on indus- 
trial organization in the graduate school of business adminis- 
tration of Harvard university, by Russell Robb. Boston, 
Priv. print. ,“1910, 


2p1,@p wy. 


1. Industry. 2. Business 1. Title: Organisation, Lectures on. 


10—8167 
HFS6O0.RT 


stil, 


Library of Congress 
Copyright A 259636 


Robb, Stewart. 
Nostradamus on Napoleon, Hitler and the present crisis, by 
Stewart Robb ... New York, C. Scribner's sons, 1941. 
xiv, 218 p. lus. (incl. map, facsima) plates, ports, diagra. 21°. 
“Biographical note”: p. 217-218. 


1, Napoléon 1, emperor of the French, 1760-1821. “Ss Hitler, Adolf, 
1880- 1. Notredame, Michel de, 1503-1506. Les prophéties. 


u. Tithe. 
41-24922 
Library of Congress BF1815.N8R57 
(1 (150.9813] 133.3 
Robb, Thomas Bruce, 1885— 
Business research; its nature and objectives, by T. Bruce 
Robb ... Lincoln, Neb., 1931. 
S4p. 22°. (Nebraska studies in business. no. 28) 


“University of Nebraska. Publication no. 81, March, 1931, published 
wonthly by the Extension division, the University of Nebraska, Lincoln.” 


1. Research, Industrial. 1. Title. 
A¥—1370 


Nebraska, Univ. Library 
for Library of Congress (HPII34.N4 no, 28) 
as0e), 
Robb, Thomas Bruce. 
The guaranty of bank deposits, by Thomas Bruce Robb ... 
Boston and New York, Houghton Mifflin company, 1921. 


xii p, 1 1, 225, fd) p. Giagre. 21°. (Malf-title: Hart, Schaffner & 
Marx prize essays, xxx) 
foot notes. 





yand, Sarah L. Robb ... Philadelphia, Chicago te, The 
National publishing co., "1884, 

700, 155, 916-034 p. front., iline. plotes (part col.) 244° 

1. Medicine, Popular. 2. Homeopathy--Popular works. 1 Bean, 
4. ¥., Joint author. 1. Robb, Sarah Lucretia, joint author. um. Title 

7-198) 

RCS RO 
9351) 


Library of Congress 
Copyright 1879: §148 





Pp. 205-200, 


1 Banks and banking—Government guaranty of deposits. 1. Tithe. 
‘ ‘21—18421 
Library of Congress HG1782. V6R6 
— -———- Copy 2. 
Copyright A 627448 S4k1, 
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Robb, Thomas Bruce, 1885— 
State bank failures in Nebraska, by T. Bruce Robb . 
Lincoln, Neb., 1934. 
SSp. 22". (Nebraska studies io business. no. 35) 
“University of Nebraska. Publication no. 108, April, 1934, published 


bi-monthly by the Extension division, the University of Nebraska, Lio 
coin” 


1. Banks aod banking— Nebraska. 1. Title. 
AM 17% 


Univ. Library 
‘ongress 


N 
for Library of © (HFII34.N4 no. 35) 


ad0b1, 


Robb, Thomas Douglas, d. 1915 
see 


Robb, Douglas, d. 1915. 


Robb, Wallace Havelock, 1888- 

The door of Dawn, by Wallace Havelock Robb .. New 
York city, The Poets press “1937, 

96 p front. (port.) illus, wy". 


Poems. 
“First edition.” 


1 Title. 

38 aA 
Library of Congress 
Copy 2. 
Copyright A 113228 (2, ALS 


PS83535.014D6 1987 





Robb, Wallace Havelock, 1888— 

Indian Christmas carol, by Wallace Havelock Robb ... 
Kingston, Ontario, Can., Abbey dawn preas, 1940. 

16 p. incl, front. 229". 


La ished in Christian herald magazine, New York A 
ys seesheamead 


1 Title, 
42-142 
Library of Congress PSS5S5.01IM IS 1940 
2 808. 2200718 
Robb, Walter Johnson, 1880— 
Filipinos, by Walter Robb; sketches by Perez Manila 


Printed by Carmelo & Bauermann, 1939. 
Spl, Op. tus, 14" 


Stamped on end-paper 
signed) Walter Robb, anther 


Manuscript edition. No. 12 of 1,000 copies 


1. Philippine islands—Descr. & trav. 2. hilippine istands-—Soe. life 
1. Title. 


Se B44Y 
Librery of Congress Dene 1080 
Copyright A ad int. 25519 12) 919.14 
Robb, William, comp. 


A book of twentieth-century Scots verse, selected by William 
. London and Glasgow, Gowans & Gray, Itd., 1925. 

xilip,11,2@p. 19. 

“No poems in English are included.”"—Pref 


1. Scottish poetry—20th cent. 1. Title, 
27-3041 
Library of Congress TPRS6S8.RO 
12 














Robb, William. 


The charm of teaching children, by William Robb. 


London, Gay and Hancock Itd., 1922. 
4p 1, 196 p. 19° 


1. Education of children. ,1. Children—Education, 1. Title. 
E 23-164 
Library, U. S. Bur. of Education LBIIIS.R68 
ira) 


Robb, Willis Oscar, 1858- 

The appraisal of fire losses; an address delivered be- 
fore the one hundredth meeting of the Insurance society 
of New York, on Tuesday, December 22d, 1914, by Mr. 


Willis 0. Robb... (New ork, Printed by C. H. Jones & 
co.; “1915. 


18 2p. 238". 

“‘Loss adjustment’ lectures”: 1 p. following p. 18. 

1. Insurance, Fire—Adjustment of claims 1. Title 
Library of Congress 

Copyright A 393886 


HG9721.R6 


Robb, Winfred E. 

The price of our heritage ; in memory of the heroic dead 
of the 168 infantry, by Winfred E. Robb. Des Moines, 
Ia., American lithographing and printing co., 1919. 


6p. 1, 17-417, 6) p. front., illus. (incl. ports.) 28 


U. S. infantry — Fa = 1919. 2 ee war, 1914- 
hekecou histories Infantry—168th Title 
20-1064 
Library of Congress D$70.33.168th.R6 
a Copy f. 
Copyright A 561462 3, 


Robbe, Jacques, 1643-1721. 

Abregé de la navigation. Dans lequel une personne qui 
veut servir sur mer, pent apprendre facilement & en peu 
de tems, tout ce qu'il doit scavoir, pour la conduite des 
vaisseaux. Par le Sieur Rob) 

In his Mathode apprendre ioctenens la gtographie “ 
an down Derecht. 1687. 0. v. a, 59 p. L, 298, 116: p.) - 

Half-title 

Detached copy, with genera! title prefixed 


1. Navigation 


Library of Congress VKSS1.R63 


Robbe, Jacques, 1643-172! 

Abbregé de la navigation. Dans lequel une personne 
qui veut servir sur mer, peut apprendre facilement & en 
un peu de tems, tout ce qu'il doit scavoir, pour la con- 
duite des vaisseaux. Par M. Robbe. (/n Ais Methode 
= apprendre facilement la ae. Paris, 1703. 

174. v.2,4p.L, 1409p, 1 
Half-title 
pies 


Library of Congress, no. 


Robbe, Jacques, 1063-1781. 

Methode pour facil la gw hie, dedie’e a 
Monseigneur le duc du Mayne. 3. ed., rev.  & augm. de plusieurs 
choses considérables, & d'une table des matieres. Par M. Robbe. 
Paris, A. Dezallier, 1689. 

2v. 25 fold. maps, diagra, chart. 1%) 

Added t-p., engraved. 
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Library of Congress G120.R@2 
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Robbe, Jacques, 1643-1721. 


Method. dA. 
pour facilement la & 7. hie, 
dediée a Monseigneur le duc du Mayne. Rev 
& augm. de plusieurs choses considérables, Py @ une table 





de matiéres. Par M. Robbe. La Haye, H. van Bulde- 
ren, 1691. 
2v. 25 fold. maps, chart. 164°. 
Title vignette. 
dded t.-p., engr. 
1. Geography. 


+ 008 
Library of Congress G120. R63 


Robbe, Jacques, 1643-1721. 
Methode pour apprendre facilement la geographie, 


dediée a monseigneur le duc du Mayne. Cinquiéme 
edition. Reveué & augmentée de plusieurs choses con- 
siderables, & d'une table des matieres. Par M. Robbe. 
Paris, A. Dezallier, 1703. 

2v. illus., 25 fold. maps, Lehi 

Fach volume beg half-title: * Rae pour By my ey la ge- 
ograp hie Drew: vere, Ia division de la 





continvens, emp om i oae oo. provinces, ee. ~ ie la 
table des Bre. ipales vill chaque province: et un traité de la navigation. 
Revie & augmentie de Dieuetre cartes & d'un grand nombre de houveauter 
tres-remarguables,  Diviece en deux tomes. Tome premier[-tome second)" 
Vol, 1 has additional eng. t.-p.: Geographie de Mr. pbbe. En deux 
tomes 
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Robbe, Samuel Henry. 
History of Van Buren township, Wayne county, Michigan; 
a chronological reference book of past and present history .. 
Written and compiled by Samuel Henry Robbe, p. v. s., for the 
centennial celebration of the Robbe family in Van Buren. 
«Detroit, Printed by Aronsson ptg. co., 1930- 
¥. plates. 24". 


1. Van Buren, Mich. 


81-3604 
Library of Congress FO74.V22R6 
—— —— Oopy 2. 
Copyright A 83518 8, O77 488 


Robbé de Beauveset, Pierre Honoré, 1714-1792. 

La France libre, poeme sur la révolution actuelle de ce 
royaume. Par m. Robbé Paris, L.. F. Prault, imprimeur, 
1791. 

fv, 8p 20i". 

(Pidces de théatre, v. 16, no. 5 


1. France—Hist.—Revolution—Poetry. 1. Title. 
34-20016 
PQ1218.P55 vol. 16,n0.5 


(842.082) 841.8 


Library of Congress 


(Robbé de Beauveset, Pierre Honoré, 1714-1792, sup- 
posed author. 


Satire a Monsieur le marquis D n. p., 17— 
2Zp.11 19 

No. 6 in a volume of pamphlets lettered Quereille: des Bouffois: 
In verse 


1 Guerre des Bouffons 


833192 


Library of Congress MLI727.33.A1 


Robberds, John W comp 

A memoir of the life and writings of the late William 
Taylor of Norwich ... containing his correspondence of many 
years with the late Robert Southey. esq., and original letters 
from Sir Walter Scott, and other eminent literary men. 
Comp. and ed. by J. W. Robberds ... London, J. Murray, 
1845 


2. front. (port.) 22" 


1. Taylor, William, 1765-1836. 
Sir Walter, bart. 1771-1882 


1 Southey, Robert, 1774-1843. 1. Scott, 


1421005 
PRS49.TSZ8 
a1 


Librery of Congress 
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Robbers 


Robberds, John, W 

Scenery of the rivers of Norfolk, comprising the Yare, 
the Waveney, and the Bure. From pictures painted by 
James Stark, with historical and geological descriptions 
by J. W. Robberds, jun., esq. Norwich, Printed by J. 
Stacy; London, Moon, Boys, and Graves etc.) 1834. 

(138, p. 11 itlus., 25 pl. (incl. added engr. ¢.-p.) 35”. 

Binder’s title: Stark's rivers of Norfolk. 


Subject entries: Rivere—England— Norfolk. 


Library of Congress, no. DA670. N6R6. 


Robbers, Herman Johan, 1868— 
The fortunes of a household, 


by Herman Robbers 
lated fr n the Dutch by Helen Chilton and Bernard Minit 
New York, A. A. Knopf, 1924. 


ap. 12. 


1. Chilton, Helen, tr. m. Miall, Bernurd, joim tr. ot Title. 
24 15088 
Library of Congress PZ3 RISHMFo 


(371, 


Robbers, Jacob. 

Berekening der loopbaan van de planeet (182) (Els- 
beth), uit de waarnemingen bij de eerste en tweede ver- 
schijning verkregen, met inachtneming van de stori 
door Jupiter en Saturnus ... Utrecht, Dannenfelser en 
co. (G. Metzelaar) 1880. 

4p.1,4@p 25" 

Proefschrift—Utrecht. 


1. Planets, Minor—( 182) 


Library of Congress QBI78 ESR6 


Robbers, Jacobus George, 7. 

Het auteursrecht, opmerkingen en beschouwingen .. 
door Jacobus George Robbers, jr., geboren te Rotterdam. 
Amsterdam, J. G. Robbers (1896, 

2pl, Uap 2a". 

Inaug -dis.—Anwterdam. 

Contexts —Inleiding. Wet van 28 jani 1881. Internationaal auteursrecht. 


Subject entries: 1. Copyright—Netherlands. ?. Copyright, International. 
eet 


Library of Congres, no. 7A15. R63. 


Robbers, William Henry. 


Retail merchants percentage guide, computed by W. H. 
tobbers. Oakland, Calif., W. II. Robbers, 1920, 


3% p. incl. tables. 21° 


1. Rendy-reckoners. 1. Title 


20-7934 
Library of Congress 


HFSOO9.RS3 
\ 34515 12 


Copyright 


The robber’s wife. A domestic romance, by the author 
of ‘‘Rose Somerville,’ ‘The first false step,’’ &. 
New York, Stringer & Townsend ;1853, 


107 p. 239" 


7Aieit 


Library of Congress PZ} RS338 








Robberstad 


Robberstad, Knut, 1899- ed, 

Lov um landslut fri 14 mars 1980, med innleiding og merk- 
nader av Knut Robberstad. Oslo, Noregs boklag, 1930. 

2p w=. 

Tr ’ BokmAlstekst! ti) Loy um landslot fri 14. mare 1980": 
> one 


1. Fishery law and legisiation—Norway. i. Norway. Laws, 
statutes, ete. om. Tithe mz. Tithe: Landsiot, Lov um. 


(Pull nome: Knot Ingebrigt Robberstad, 
83285 
Library of Congress SH3Z7 N6RG 
a 333.9 


Robbia, Enrica Viviani della 
see 


Viviani della Robbia, Enrica. 


Robbie, Wilbur Alexander, 1912- 

.-. The action of cyanide on eggs and embryos of the grass- 
hopper, Melanoplus differentialis ... Philadelphia, Press of 
the Wistar institute of anatomy and biology ,1941, 

cover-title, 360-384 p. good 24". 

At head of title: Robbie, Wilbur A. 

Revision of thesis (rH. 2) University of Iowa, 1940. 

Rote oo label mounted on p. 368. 

“Reprinted from the Journal of cellular and comparative physiology, 
vol. 17, no. 3, June, 1941." 
“Literature cl 








ited”: p. 
1 Cyanides- effect. 2. 
a Insects. 4 
A@-170T 
lowa. Univ. Library 
for Libr-ry of Congress QPd61 HORS 
it 612.01446 


Robbin, Louis Henri, 1877- 
see 


Robbin, Pierre Louis Henri, 1877- 


Robbins, Alexander Henry, 1875- 

Conflict of laws ; notes of lectures delivered at St. Louis 
university institute of law, Alexander H. Robbins. 
St. Mo., Central law journal co., “1915. 

20L3p mim f100 


1. Conflict of laws. (2 International law, Private; 


Lis oc 15-1149 
Copyright A 398827 


Robbins, Alexander Henry, 1875- ed. 

The negotiable instruments law of Missouri. With 
somments by Mr. J. M. Blayney (reprinted from the Cen- 
tral law journal) on the changes effected in the common 
law of Missouri by the passage of the new law. Ed. and 


arranged by Alexander Henry Robbins ... St. Louis, 
Central law journal company, 1905. 
Ip.t, 7p. 27 
ok Se nent 1. Blayney, J M. 1. Missouri 
5—26250 


Library of Congress 
—— —— Copy2 
Copyright A 17767" 
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Robbins, Alexander Henry, 1875— 

A treatise on American advocacy, based upon the standard 
English treatise, entitled Hints on advocacy, by Richard Harris. 
All new matter added being such as conforms peculiarly to 
American practice ... while the best features of the English 
book have been retained ; more than one-half of the present vol- 
ume being new and original matter. Enl., completely rev. and 
Americanized. By Alexander H. Robbins... St. Louis, Cen- 
tral law journa! Came I 1904. 

2p. L, ily-aiv, 285 

1. Trial ptt 8s 2 Legal ethice—U.8. 8. Lawyers. 1. Har- 
ris, Richard, 1883-1908. mn. Title. 1. Title: American advocacy. 


4+—21649 


Robbins, Alexander Henry, 1875- 

A treatise on American advocacy; a treatise covering suc- 
cinetly the entire range of ae, © yd tactics | and legal 
ethics, together with the hereto, 
of the American bar association's porknde | professional eth- 
ics, by Alexander H. Robbins ... 2d ed. St. Louis, Central 
law journal company, 1913. 

svi, Bp 2. 

“The ninth edition of the old English work of Mr. Richard Harris, 
entities “Mate om aavecee ocacy’ ... has been taken as the foundation for 
er’ gone gy to ‘tat A 





2 Trial ctice—U. 3 Legal ethice—U. 8. 
Hernia ‘Hichard, 1833-1908. u. Title. = Title: American advocacy. 
13-— 25006 


_Labrary ot Congoese 
Copyright A a8Tel, 


“i 
London, E. Benn limited ,1930, 
367, yp. 189". 


1, Freemasons — Hist. 2 Freemasons. Gt. Brit, 3. Freemasons. 
v.85. «& Tithe. 


31-8211 
Library of Congress H&414.R6 
2 366.1 
Robbins, Sir Alfved, 1856-1981. 


Parnell, the last five years, told from within by Sir Alfred 
Robbins ... London, T. Butterworth, ltd. ,1926, 
208 p. incl. front, (port.) 23". 


1. Parnell, Charles Stewart, 1846-1801. 2 Ireland—Pol. & govt— 
19th cent. 
(26-14226 rev. 
Library of Congress DAS68.P2RS 


Sled, 


Robbins, Sir Alfred Farthing 
see 


Robbins, Sir Alfred, 1856- 


(Robbins, Alfred Perkins, 1866- 

Soldiers and sailors’ instruction book for small arms practice, 
with forms for recording scores. (Washington, D. C., A. P. 
Robbins, *1907, 

cover-titie, (122) p. incl. torms. 12) 22”. 


. Military. 1 Title 
1. Shooting, itary ¢ 


Library of Congress UD830.R7 
Copyright A 180460 (36b1, 





Robbins, Alice Emily. 
A book of duchesses; studies in personality by Alice E. 
Robbins. London, A. Melrose Itd., 1913. 


xii, 339 p. front. ports. 23°. 


1. Gt. Brit.—Nobility 1. Title, 1. Tithe: Duchesses, A book of 
33-15169 
Library of Congress DA2B.7.R6 920.7 
Robbins, Alice Emily. 
Things tha , by Alice E. Robbins ... London, 
A. Melrose, rc ie 


NI p 19". 6 


1. Title. 


Library of Congress 
Copyright A ad int. 1319 


Robbins, Alice Emily. 


A tour and a romance, by Alice E. Robbins ... London, 
A. Melrose, 1911. 


viii, 220 p. front, plates. 197 


9231 


Library of Congress PZ3.RSMIT i 
Copyright A ad int. S67 


Bobbins, Alice E. 


A tour and a romance, by Alice E. Robbins ... New 
York, The Baker and Taylor company, 1911. 


viii, 280 p. front, plates. 199". $1.50 


1-IZ7 
Library of Congress 


—— —— Copy 2. 
Copyright A 286836 
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(stovoins, Alice Glendon, 

The mothers handbook, to be used in connection with 
the Child’s welfare table, containing directions, sugges- 
tions and illustrations for home constructive work and 
pier Indianapolis, Ind., The Child’s welfare company 
ec ) 

Sod, dp ies DO” 990 

Illus. t-p. 


1. Education of children—Occupations work. 2 
‘Tithe Tide: Child's welfare tables? - 


12-1783 
Library of Congress HQ799.R6 
Copyright A 303804 
Robbins, Ammi Ruhamah, 1740-1818. 


The empires and dominions of this world, made subservient 
to the kingdom of Christ; Who ruleth over all. A sermon, 
delivered in presence of His Excellency Samuel Huntington, 
e9q., L. L. p. governor, and the honorable the General assembly 
of the state of Connecticut, convened at Hartford, on the day 
of the anniversary election. May 14th, 1789. a Ammi R. 
Robbins, a. »1., pastor of the church i in Norfolk ... Hartford: 
Printed by Hudson and Goodwin. M.DOC.LEEETX. 
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Robbins, Ammi Ruhamah, 1740-1813. 

Journal of the Rev. Aimmi R. Robbins, a chaplain in 
the American army, in the northern cam mign of 1776. 
New Haven, Printed by B. 1. Hamlen, 1850. 
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Robbins, ./rs. Ann Brokaw (Roe) 

25 vegetables anyone can grow, by Ann Roe Robbins, illus- 
trated by Leonard J. Robbins. New York, Thomas Y. Crowell 
company, 1942. 
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Robbins, Anne Manning. 
Both sides of the veil; a personal experience, by Anne 
Manning Robbins. Boston, Sherman, French & company, 
1909. 
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Robbins, Anne Manning. 
. Past and poeent with Mrs. Piper, by Anne Man- 
ning Robbins .... New York, H. Holt and company, 1922. 


2p 1, ota eo front, ports. 191°". (The psychic series) 
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Countryside and town, by Anne M. Robbins ... New York, 
James T. White & co.. 1930, 
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Robbins, Archibald. 1792 1965. 

A journal comprising an account of the lose of the brig 
Commerce. of Hartford, (Con.) Janes Riley. master, upon the 
western coast of Africn, August usth. 1815: also of the slavery 
and sufferings of the author and the rest of the crew, upon the 
dewrt of Zalmra, in the years IS1S, 1816, INIT: with accounts 
of the manners, cu-tomes, and habits of the wandering Arabs: 
al~o. o brief historical and geographical view of the continent 
of Africa. By Archibald Robbins. 6th ed. Hartford: Pub- 
oes by Silax Andrus, 1818, Stereoteped be C. Starr. New. 
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Robbins, Archibald, 1792-1865. 

A journal, comprising an account of the loss of the brig 
Commerce, of Hartford, Conn.; James Riley, master :—upon 
the western coast’ of Africa, August, 28th, 1815: also, of the 
slavery and sufferings of the author and the rest of the crew, 
upon the desert of Zahara, in the years of 1815, 1816, 1817; 
with accounts of the manners, customs, and habits of the 
wandering Arabs; al-o a brief historical and geographical 
view of the continent of Africa. By Archibald Robbins. 
Hartford, 8S. Andrus & son, 1851. 
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Robbins, Archibald, 1792-1865. 
Robbins’ journal, comprising an account of the loss of the 
brig Comma, of Hattford (Con.) James Riley, master, upon 
the western coast of Africa, August 28th, 1815, also of the 
slavery and sufferings of the author and the rest of the crew 
upon the desert of Zahara in the years 1815, 1816, 1817, with 
accounts of the manners and customs of the wandering Arabs, 
by Archibald Robbins, now illustrated by Earle Winslow. 
Greenwich, Conn., Condé Nast press, 1931. 
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Robbins, Arthur G. 
An element: wry treatise on surveying and navigation: by 
Arthur G. Robbins... Boston, New York ete, Leach, Shewell 
and Sanborn ,1896, 
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Adhdress to the Rhode D-land society for the encouragement 
of tick Hwluntey, delivered at Pawtuxet, October 16th, 
1 ty the Hon. Asher Robbins. Providence, Miller & 
Hatehen-. printers, 1822. 
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Robbins, Asher, 1757-1845. 

An address to the Society for Ay J ge amy of agri- 
culture, and other useful arts, in state of Rhode- 
Island & Providence Plantations, at bible —a- 


ing, holden in Providence, on the second da: tas 
oe p. 1802. By Asher Robbins. . Printed forsand a 
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Robbins, Asher, 1757-1845. 
Oration, delivered on the Fourth of July, a. p. 1827, at 


Newport, R. By Hon. Asher Robbins. Providence, 
Miller & Hammond, 1827 
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Robbins, Asher, 1757-1845. 

Speech of Mr. Robbins, of Rhode Island, on the Sub- 
treasury bill, delivered in the Senate of the United States, 
Mareh 14 1838, Washington, Printed by Gales and 
Seaton, 1838. 
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Robbins, Asher, 1757-1345. 

Speech of Mr. Robbins, on French spoliations, delivered in 
the Senate January 5, 1835. | Washington, 1835, 

Sp. 219". 

Caption tithe. 


Concerning indewnifying the merchants of the United States for losses 
sustained by them from French speliation precious to 1800. 
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Robbins, Asher, 1757-1845. 

Speech of Mr. Robbins, on the Joint resolution re- 
ported by the Library conuuittee, to purchase the eopy- 
right of Madison's manuscript works, described in said 











resolution, Delivered in the Senate of the United States, 
February 18, 1837. Washington, Printed by Gales and 
Seaton, 1837. ; 
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A statement of some leading principles and measures adopted 
by General Jackson, in his inistration of the national gov- 
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Robbins, Augustus Cogswell, 1816-1868. 
Letter from Gen. eae 8 to Gen. Knox with re- 
marks on American manufactu 
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Robbins, Barney R. 
A dissertation on the evil eye, by Barney R Robbins ... 
New York, 1934. 
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Robbins, Barney R. 


Immigration and eatatn, by Barney R. Rob- 
bins New York, 1924 
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Towa laws made plain; laws and legal forms prepared 
for the use of farmers, mechanics and business men. 
Comp. by Hon. C. A. Robbins ... (St. Joseph. Mo., Combe 
printing co.) ‘1911. 

cover-title, 100 p. 22™. 

“Presented by Carlvillle state bank, Carlville, Ta.” 
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Robbins, Cc Ww 1 
Practical English grammar made easy for the use of 


business colleges, private and public schools. ,St. Louis, 
D. A. Hailman, 1 1890, 
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1 English language—Grammar—1870- 
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Practical English grammar made easy. For the use 
of business colleges, private and public shocks and pri- 
vate students. A work on English grammar, containing 
the analysis of many sentences not given in other works, 
also a valuable collection of the opinions of Lay] 
standard authors regarding difficult sentences, words, and 
expressions. Rev. and enl. St. Louis, Nixon-Jones print- 
ing company, 1893. 
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Robbins, C w. 
C. W. Robbins’s rapid calculator ... Sedalia, Mo., 
Klinger & Stearns, printers, 1990. 
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Robbins, Carl Burton. 

No-par stock; legal, financial, economic and accounting as- 
anweabh ta New York, The Ronald press 
company ,°1927, 
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Essential studies in English. Grammar ;by, Carol 
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Keable, joint author 
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Robbins, Carolyn M 1864— 


Essential studies in English. Grammar and composition, 
with Practical English, part one by, Carolyn M. Robbins 
Robert Keable Row ... and Angelo C. Scott ... Chicago, New 
York, Row, Peterson & company ,“1914, 
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Carolyn M 1864— 
Studies in English. Book 1: Language; 
Robbins ... and Robert Keable Row ... 
Row, Peterson and company ;*1916, 
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by Carolyn M. 
Chicago, New York, 


Published in 1907 and 1913 under title: Essential studies in English. 
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(Robbins, Chandler, of New York, 
A letter to the special commissioner of the revenue, be- 
ing a reply to as much of his report for the year 1869 as 


relates to the duty on gunny cloth. New York, Francis 
& Loutrel, 1869. 


12 p. incl. tables. 234° 


Signed: Chandler Robbii 
Shows the relation of roy cotton crop to the importation of gunny cloth. 
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A second letter to the special commissioner of the rev- 


enue, on the subject of the duty on cloth, New 
York, Francis & Loutrel, ~~ 1840. F 
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Signed Chandler Robbins 
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Robbins, Chandler, 1738-1799. 

A discourse delivered before the Humane society of the 
commonwealth of Massachusetts, at their semiannual meet- 
ing. June 14th, 1796. By Chandler Robbins, p. p. minister 
of the first church in Plymouth ... Boston, Printéd by 
Thomas Fleet, jun. at the Bible & heart Cornhill, «pocxevr. 

% p 21217" 
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Robbins, Chandler, 1735-1799. 

Sermon preached at Plymouth, December 22, 1793; being 
the anniversary of the landing of our ancestors in that place, 
in 1620. Published at the me pe of those who heard it, ~~ 
others; with some enl 
lating to their sufferings why ris left England ; ome 
before published. By Chandler Robbins, v. .... Printed at 
Boston—Stockbridge : Re-printed by Loring Andrews, 1796. 
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— Chandler, 1738-1799. 

A sermon, at the ordination of thi e Rev. Eliphalet 
Gillett, to the wey Fb Ay in the South par- 
ish in Hallowell, (district of Maine) August 19th, 1795. By 


Sone Eethinn' 0 pater of Go Oe church in Plym- 
outh. Hallowell ,Me., Printed by Wait, Robinson & Baker, at 
the Hook, mpocxov. 
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Robbins, Chandler, 1738-1799. 

A sermon. Preached before His Excellency Jonh ,!, Han- 
cock, esq., governour; His Honor Samuel Adams ... the hon- 
ourable the Council, and the honourable the “~~ and House 
of representatives, of the 
May 25, 1791. Being the day of general RA By Chand- 
ler Robbins ... Boston, Massachusetts: Printed by Thomas 
Adams, Printer to the honourable the General court, 1791. 
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Robbins, Chandler, 1738-1799. 

The ways of God vindicated. A sermon occasioned by 
the death of Mrs. Elisabeth Watson of Plimouth, late 
consort of George bes my esq; and daughter of the Hon. 
Peter Oliver, esq; w 0 departed this roy February 19, 
1767. ABtatis 32. Delivered the Lord’s day after her 
decease. By Chandler Robbins ... Boston, Printed by 
Mein and Fleeming, 1767. 
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Robbins, Chandler, 1810-1882. 

A discourse in commemoration of Rev. William Parsons 
Lant, p. p., delivered at Quincy, Mass., on Sunday, June 7, 
1857. By Chandler Robbins. Also, the last sermon preached 
by Mr. Lunt, December 28, 1856. With an appendix. Boston, 
Little, Brown and company, 1857. 
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Robbins, Chandler, 1810-1882. 


. A discourse in commemoration of the life and char- 
acter of Rev. Henry Ware, jr. ... By Rev. Chandler 
Robbins ... Boston, J. Munroe & co., 1843. 


38 p. 214%. (American Unitarian association. Tracts, Ist ser., v.17, 
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Robbins, Chandler, 1810-1882. 

A history of the Second church, or Old North, in Boston. 
To which is added a History of the New brick church ... By 
Chandler Robbins ... Pub. by a committee of the Society. 
Boston, Printed by J. Wilson & son, 1852. 

vill p., 11, 320 p. 5 port. (incl. front.) 249. 


“admissions and baptisms in the Second church”: p. 226-291. 


Boston. Second church. 2. Boston. New brick church 3. Regis- 
on of births, etc. —Boston. 
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Robbins, Chandler, 1810-1882. 


Memoir of Hon. William Appleton. Prepared agree- 
ably to a resolution of the Massachusetts historical soci- 
ety. By Rev. Chandler Robbins, p.p. With an appendix. 
Boston, Printed by J. Wilson and son, 1863. 


64 p. front. (port.) 2449™. 
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Robbins, Chandler, 1810-1882. 
Memoir of Rev. Alexander Young, v. vp. By Chandler Rob- 
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Our pastors’ offering. A compilation from the wri 
of the pastors of the Second church. For the Ladies’ 
assist in furnishing the new church edifice, Boston, 
by G. Coolidge, 1845. 
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Chandler, 1810-1888. 

Postel 28 0 Cutten, Gaomn Gan BOs a memoir of Maria 
Elizabeth Clapp, by her pastor, Chandler Robbins ... Boston, 
Printed for the Senday-sshee! exciety, 1858. 
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Robbins, Chandler, 1810-1882. 

Portrait of a Christian, drawn from life: a memoir of Maria 
Elizabeth Clapp. By her pastor, Chandler Robbins... 3d ed. 
Boston. Printed for the Sunday-sehgol society, 1858. 
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A sermon preached after the funeral of Noah Lincoln, who 
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Robbins, Charies Leonidas, 1876- 
.«» Facilities for adult education in Iowa, by Charles L. Rob- 
bins ... Iowa City, The University ,1933, 
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Library of Congress LOWLRE 
Copyright A <azat4 400", 
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Iowa City, The University ,1934, 
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York, 1886, 
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berdean .. phia, Printed by Willian W. Wood- 
= 1800 


2. 
aimerie: EB, Tene bet replaced ty shotegraghle eepreducticn 
1. Washington, George, pres. U. S.—Addresses, sermons, etc. 


17-19188 
Library of Congress 


(Olathe, Kan.) Burns ©0,, "1941 
2p 1, 155 numb.1 27) 2214". 
Reproduced from type-written copy. 


1 U, S—Soc. condit. 2 Church & Sociology, Christian. 1 Tithe 
41-15T711 
Library of Congress HING4 RSOT 
2 1 
aan 
ony Bm teh ead pode +a 
of vapors, by 
pn mnt hag 4 
1p. L, p 227-283. 1 ius, diagra 27. 
‘Thesis —University of Kansas 
"Reprinted from Physics, ¥ol 6 no. 7, July, 1995." 
1. Blectric conductivity. 2 Pyrex. os-sm00 
Library of Congress (Q0811.R58 
a oaT5 


Roberge, 

yal du contre-amiral Dumont-d’Urville, par M. Bo- 
berge ... Caen, A. Hardel, 1843, 

55, chp. 23. 


foot-notes 





a Milas. (incl. plans) xivm maps fold.) diagrs. 29”. 
(Publications de T'fcole framaise ¢iixtreme-Orleat. --% ) 


Each plate accompanied by guard sheet with aeecriptive letterpress. 
“Bibliographie” : v. 2, p. 617;-426. 
1. Thanb-Hoa, French Indo-China. 


Library of Congress ‘D8557.A6TS: 


a 
Rober-Raynaud 
see 


Raynaud, Rober. 


1. Dumont d’Urville, Jules Sébastitn César, 1790-1842. 


Library of Congress G2S6.D8R6 


Roberge, David 
The foot of the horse; or, Lameness and all diseases of 


raced to an un! foot bone ented or 
Oo 7 ts teaaen 0 tm by David rge. New 
os Yared, 1908” 
vi, 20 p. front, 19 pl. 23. 
1. Horses—Diseases. 2. Horseshoeing. + Title 

12—19761 

Library of Congress SF907.R63 
prright 1894: 37023 26fty 


459 


Roberson 


1. Apple. =. Tithe. 
680888 Revised 
Librery of Congress 8406.R94 vol. 18 
(18h, 
Roberjot, P. 
Cours pratique d’électricité & l’usage des écoles d’in 


3p.1,320p ilu 21”. 


1, Electricity. 2. Electric engineering. 
Library of Congress TKIGO.RS 
Copyright A—Foreign 18060 
2 


Roberjot, P. 
Elementos de electricidad fptestetal, por P. Rober- 
a Version por José M*. Mantero ... Barcelona, G. 
v. illus, fold pl, diagra 19. 
Vols. translated from the second Freach efiition. 


1. Electric engineering. 2 Electricity. 1. Mantero, José M*,, x. 
1973 
Library of Congress TKI4GRSS 


and families an’ soldiers, 
Amy Roberson (née ) (Eveshs.o, The Jour- 
nal press, 1919. 
83, ci; p. incl ius. (incl ports.) pl 16" 
1. Ashton-Undertill, Eng. 
TS OS: 
Library of Congress DAG ABISRS 
Roberson, Charles Heber. 


What Jesus 

together with the customs and traditions of His time, by 
Charles Heber Roberson ... Austin, Tex, Firm foundation 
publishing house, 1980. 

6, 7p mI. 


1. Jesus Cbrist—Teachings 2 Bible—Dictionaries 1 Tine 
51-91 

Library of Congres ‘BRS B68 

Copyright A 82785 a mae 








1. Centre brnage. 
23-26174 
Library of Congress TG25.C38R6 
—— —— Copy 2. a 


Roberson, Mrs. Harriette Guna. 

Christ on the American road; OTe peptctoay of pores, 
by Harriette Gunn Roberson; photographs by John W. 
Gummo. Portland, Or., Arcady press, °1928, 

222 p. Wes 187”. 


1. Tithe. «. Title: The psychology of power. 


BR125.R6296 
2 


Livcary of Congress 
Copyright A 671 


Roberson, Mrs. Harriette Gunn. 

i. aon 
Gunn Roberson. ,Memphis, Tenn., *1929, 

Sp ia. we. 

Title from cover. 

“Daily readings for three months.”—p. 1. 


L Tithe. 
20-5612 

Library of Congress BV4882. RO4 
—— —Ocpy2 
Copyright A 19468 a ® 
Roberson, Mrs. Harriette Gena. 

of Magdala, » tslo of the first century, by Harriette 
gun tent Chicago, Alcron, O. ,ete., The Sealfield pub- 


lishing company ,°1900, 
4pLuwemp 2. 


1 Mary Magdalene, Saint—Fiction. 1 Tithe. 
11182 
Library of Congress P73. RS8OM 
Copyright A 238702 030c1, 
Roberson, Harriette Gunn. 


Success _— = are, by Harriette Gunn Roberson .. 


Chieago, Akron, 0. ,ete., The Saalfield publishing com- 
pany (1917, 
Sp. 1, O-274p. front. (port) 199”. 
Advice to girls. 
1. Girls. 2. Conduct of life. 1. Title. 
17-17638 
Library of Congress BJ16S1.R6 
Copyright A 467567 
Roberson, Jacob Rebin. 
Church concerts and declamations. By Jacob Robin 
Roberson. Jefferson, Tex., Jimplecute job print, 1903. 
36 p. incl. front. (port) 214. 
-schools—Exercises, 
b Bente ont echere~t000- 2. Sunday. reci- 
ca 17-1545 Unrev'd 
Library of Congress PN4231.R7 


Copyright A 67570 
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Robert, king of Jerusalem 


Roberson, James M. 


Kentucky criminal law and procedure. Both see 
statute and common lev. By James M. Roberson ... 
Cincinnati, W. H. Anderson & co., 1899. 


27. 24. 
Paged continuously. 


Robert, of Anjou, king of Naples, 
1275 ca.-1343. 


99-2332 Revised 
(Continued on next card) 


Roberson, James M. Robert, king of Naples 


Kentucky criminal lev ... (Cara 2) eee 
1. Criminal law--Kentucky. 2. Criminal Robert, of Anjou, king of Naples, 
procedure- -Kentucky. 1275 ca.-1343, 
99-2332 Revised 


Library of Congress 
Copy 2. 


Copyright 1899: 30975, 30576 


Rebersoa, James M. Robert, abbé Francois le Metel de 
Roberson’s new criminal law and pooeadians, tot Bois- 

statute and common law, by James M. Roberson ... 2d ed. 

Cincinnati, The W. H. Anderson company ;*1927, see 


ixvil, 2219 p. 267". 
Bois-Robert, abbé Francois le Metel de, 


1, Criminal law—Kentocky. 2 Oriminal procedure—Kentucky. 


‘27-1088 
Library of Congress 
—— —— Copy 2. 
Copyright A 1006879 o 
Rob R Reference card 


Diccionario inglée-eepafol Robert, abbot of St. Remigius at Rheims, 1055-1122 
Roberston ... Barcelona, R. supposed author of the Historia hierosolymitana 
8p, Date. 64S o.0%, OGb0en eee 154". 


gms J-inglée, por Ricard 
1980. 

see 
Robertus Remensis, monk, 12th cent. 


1. Spanish language—Dictionaries—English, 2 English language— 
Dietionaries—Spanisb. 


Library of Congress eateaed 


— —— Copy 2. 


‘PO4640.R6 


+032 Library of Congr 


Robert, Saint, bp. of Salzburg Robert brddir, abéti, 13th cent 


Rupert, Saint, bp. of Salzburg. Robert, abbot, 13th cent. 


Robert, Saint, of Knaresborough. Legend. Robert, brether, 1910- 


The metrical life of Saint Robert of Knaresborough. co 
London, Printed by A. J. Valpy, 1824. Lane, Jarlath Robert, brother, 1910 
pte 4p. mm. F 
" Used arse” ert Ace iewond it Pre facn by Drow.” 
jasiew: cf. Pretace, tury. 
Bae te plstad tenet tn Yes of scambewes 
Lasaast ov Cowexnes Ravaxuwos 
17H Weal Weoateeghe Coke Lonton, ie Tele 7 Jomeeh Thomas, KES Seep clan CELA tat apps skeen aie? a 
15-9364 r10-@ 
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Robert de Blois, 13th cent. 
Robert von Blois Simmtliche werke. 


Zum ersten 


male hrsg. von Jacob Ulrich ... Berlin, Mayer & Miiller, 
188995. 


3v. 199°. 


Each volume has also special 
The publication of ie lume Pith portions | ieoeaey. Slates historic, and 
in view of a projected critical 
eee cnver sepa kened ert Pref. to vols. 11-111, and list of Ulrich’s works 
” Roman forschengen, vol. xx (1905) 
(Continued on next card) 


(8301, 24-083 


liche werke .. 
Cossasre—26. 1 1 Beandous. & altfranzdsischer abenteuerroman des 
xur ee i 
bibhiothek hrsg. ese 


foman 
den lyrischen ichten. — berm 
1891. —b4. hy * ae bets “von 


Blois. Nach d der ‘Arsenathandscheift Ples” 


Robert de Blois, 13th ceut. Robert von Blois Simmt- 
1889-95. (Card 2) 


1. Ulrich, Jakob, 1856-1906, ed. 11. Title: Beaudous. itt. Title: Floris 
und Liriopé. 
a201, 24-S0S3 
Library of Congress PQISIZ.R7 1889 


Robert, de Blois, 13th cent. 

Floris et Liriope, altfranzisischer roman des Robert de 
Blois. Zum ersten mal hrsg. von dr. Wolfram v. Zingerle. 
Leipzig, O. R. Reisland, 1891. 


est p. L. xxx, 52 p. 19". (Added tps Altfransisische biblicthek, 12 


1 Zingerle von Summersberg, Wolfram, 1854- ed. 
Library of Congress PQISIS.RTAS 1801 
03601, 


Robert de Boron, 13th cent. 
... Le roman de l’Estoire dou Graal, éd. par William A. Nitze. 
Paris, H. Champion, 1927. 
1p. 1, sv, 1986p, 11. 189". 
age... 5%) 
Known also as Joseph d'Arimathie. 
Version in verse, contained in ms. fr. 20047 in the Bibliothéque na- 
tionale, which contains also the Merlin fragment in verse (p. 126-130) 
“Bibliographie”: p. xv. 
uJ of Arimathes. Legend. wu. Grail. 
tv. Nitze, William Albert, 1876- 


(Les Classiques francais du moyen 


Legend. mi. Merlin. 
ed. v. Title: Estoire dou Graal. 


2B 250800 


Library of Congress PQISIS.AS 1927 
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“Gedruckt in 200 in laren. nr. 187.” 
Robert de inherited the library of his grandfather, Chartes 


‘Continued on next card) 
(Shel, 
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Robert de Bourbon, duke of Parma, 1848-1907. | 
der liturgischen drucke des xv, und xvt. jahrhunderts .. 
1909-10, (Card 2) 

“Verseichfiis der biufiger bepttaten yo v1, 1. vi-xil. 


“Alpbabetisches nach 
Pay By benw Verlegers” :¥. 2D. . ysaae404. “Ver- 
seichnis nach druck. 7. — AYA -- ipeeleenereeeaee 


bilder des livres d’beures”: v. 2, p. 421-443. 


ie church. Liturgy and eo aga 2. Incunabula—Bibl.— 
aba t S t bl Seaveghy—iheve books. Charlies Louls de Bour- 
bon, duke of foam ne 1100-1883. u Bobatta, “Hanns, 1864- 


9—18018 
{ZT838.LTR6 


ated) 


Library of Congress 


Robert de Bourbon, duke of Parma, 1848-1907. 
Livres de liturgie imprimés aux xv‘ et xvi’ siécles faisant 
= de la bibliothéque de Son Altesse royale le duc Robert de 
arme. Paris, L. Giraud- i Bodin; ete., ete., 1932. 
xi, 162 p11. facsims. 29, 


by Seymour 
“La vente aura lieu du lundi "30 ma’ i au mercredi 1° juin 1982.” 


de Bou ry 
ment, 1884, listed, ‘tn all, 376 titles; a ies cotsienes niente 
1908-10, contained 606 entries. After th Ld 
was dl present work contains 346 titles, incl 19 ii}ami- 
nated manuseri 


pts. 
1. Catholic chureb. 


a, 


Liturgy and ritual— Bibl. 2, Incunabula 
1. Cha: 


Bib! ae F 3 Se books. rles Louls @ 
Bourbon, 4 1790-1883. 
32-17989 
Library of Congress 77838. LTR6S 
-——— Copy 2 12) (016.0041) 016.2000 


Robert de Clari, ft. 1200-4216. 


York, Columbia university press, 1936. 


6.1 ate ws on ioe 8 — ( Hatf-title: Records of civilisea- 
then, sources and soutien, <8, Cote the auspices of the Dept. of history, 
Columbia university ... no. xxm) 


Bibliography : p. (135)-144. 


1. Constantinuple— Siege, 1208-1204. 2 Crusades—Fourth. 1202-1204 
1. McNeal, Edgar Holmes, 1874- = tr. 1. Tit’e. 


36—T412 
Library of ‘Congress D164. ASREZ 
tml, oe ee 
Rehert de Clari, - 1200-1216. 
. La conquéte de Constantinople, éd. par Philippe Lauer. 
Paris, 2 Cees Champion, 1924. 


xvi, 180, 2; p. 19°. (Les Classiques francais Gu moyen Age... .40,) 
From ms. 487 in the Royal library of Covenhagen. 
“Bibiiographie” : p. xiv—xvi. 


5 Cae me, 2 Crusades—Fourth, 1202-1204 
1 *Laver, Philippe, 1874- um. Tithe. 
2517688 
Library of Congress D164 ASR6 
1881, 


eae 1200-1216. 

La conquéte de Constantinople; traduction par Pierre 
Charlot. Paris, E. de Boocard, 1939. 
nak bate Use oe 2000. {Heth tee: Rotman ot vette Gots 


Series title also in part at head of t.-p. 


1669) et annoté Hubert Pernot .,. 
Boat ton “Les lettres”’, 1925. 
wt fh. Rt * ans de VInstitut néo-beliéetque de [Uni 


Turkey—Descr. & 2 Greece—Descr. & trav. « Pernot, He 
bert Oaave 10. ek 
Bie 
Library of Congress DRAMRS 
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Robert de Gendve 
ace 


Clemens VII, antipope, 1342-1394. 


em 
de Robert de Ho dits Enseignements Tre- 

ber pablis pour a prem fow apse anucria de 
Paris et A e par Mary-Vance Young. Paris, A. 
Picard et fils, 1901. 

Sp... 17 p. 24°. 

% Young, Mary Vance, 1866- ed. 

6—11804 
Library of Congress PQISIE.RS 1901 
agro 


Robert de Ketene 
see 


Robertus Retenensis, fl. 1143. 


Robert de Reims, dit La Chelvre 
sce 
Robert la Chibvwre, 13th cent. 


Robert de Retines, fl. 1145 
62e 
Robertus Retenensis, fl. 1143. 


Robert, de Sorbon 
see 
Robertus, de Sorbona, 1201-1274. 








Robert de Torigny-surVire 
see 


Robert de Torigni, d. 1186, 


Robert du Monte 


sqe 
Robert, de Torigni, d. 1186. 


1010886 
Library of Congress ID4841.R78 
Cell 
Robert, du Var, 
Histoire de la classe ouvriére, l'esclave jusqu'as 
dee jours. i a 
| Le lee Par Robert (do Var) Paris, 
4. plates, ports. 25)”. 
Vel. 1, 34 ed, 1850; v. 2 1807; v. 3, 1850; v. 4, 16S. 
1. Labor and laboring classes—H wt. 
(S31 7-aamet 
Library of Congress HD@RS 


Robert Grosseteste 
see 


Grosseteste, Robert, bp. 


Robert la Chicvre, 13th cont. 
Re Sten 8h Ohm, Le Chievre 
mean Sas” Mache SBE Si 
4a. LB aD we 


Inaug. diss —Halie Wittenberg. 
Vita. 


+ of m Tith. 
1. "Mana, Wilhelm, 187 


Library of Congress 
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Reference card 
Robert, monk of St. Remi 
see 
Robertus Remensis, monk, 12th cent. 
62988 


Library of Congress 


Robert, of Anjou, king of Naples, 
1275 ca.-1343, supposed author 
Tl Trattato delle virtu’ morali 


Bambaglioli, Graziolo, fl. 1291-1340, 


Robert, of Avesbury, A. 1356. 
Roberti de Avesbury Historia de mirabilibus gestis Ed- 
vardi m. Accedunt, (1.) Libri saxonici, qui ad manus Joan- 





Robert, ode Gloucester, fl. 1260-1300. 
of Gloucester’s Chronicle. 


Transcrib’d, and now 
oneun publish’d, from a ms. in the Harleyan library by Thomas 


Hearne, ». A Papctan- seed eng besides a glossary and other 
ion (by the author himself) of this 
chronicle om: a ms. in the Cottonian library ... Oxford, 
Printed at the Theater, 1724 ,Reprinted for S. Bagster, in the 
Strand, 1810, 





a y (In Hearne, T. The works of Thomas Hearne. London, 

v. 1-2) 

A chronicle nbn t the “wad of England to 1270. 

Paged contin’ 

Vol. 2 has po x containing six miscellaneous pieces, glossary, and 
index (p. 572-792) 

Brit.—Hist.— Henry ut, 1216-1272. 
2—21618 
Library of Congress DA220.H43 
138b1, 


Robert, of Gloucester, fl. 1260-1300, SA pen? enti 
The life and martyrdom of Thomas Beket, archbishop of 
Canterbury, from the series of lives and legends now 


141 .. - front. 199°. (Jn Percy society. Early English 


poetry. 
It ts pee ty aes the Lives of the a> from which this life ts 
= bas been attributed to Robert of Gloucester on insu! 


cf. Robert of Gloucester. Metrical chronicle. Ed. by William 
Siate Wright. v.1, wh By 
Printed from me. the British museum. 
whee Thomas & weet, Saint, L ot Canterbury. 11187-1170. —t. Black, 
William Henry. 1808-' tm British museum. Manuscripts 
(Harietan 2277) 
A 10-908, 
Minnesota. Univ. Library 
for Library of Congress: (PR1120.P4 vol. 19) 
a3Tel, 
Robert, of Gloucester, fl. 1260-1300. 
The metrical chronicle of Robert of Gloucester. Edited by 


William Aldis Wright ... Published by the authority of the 
lords of Her Maiesty's Treasury, under the di- 





nis Joscelini venerunt. (2.) Nomina eorum, qui 
gentis 





— of the master of the rolls. London, Printed for H. M. 


er maT aya Eyre and Spottiswoode, 1887. 
pod Gt. Brit. Public record office, Kerum bri- 
re 2S ae = memorials of Great 

Britain and and Ireland d ph 


A chronicie of the co hg of ya nry to ioe seuen in the dialect 





Rebdert of Bavaria 
see 


Ruprecht, Pfalzgraf. 


Robert of Brunne 
see 


Mannyng, Robert, of Brunne, fl. 1288-1338. 


Library of Congress 


Robert, Oo. vhester, fl. 1143 


Robertus Retenensis, fl. 1143. 


1. Gt. Brit. — History — To 1485. 2. English longuage -- Dialecte— 
loucestershire 3. English Ianguage—Middie Engliah (1100-1500) . 
Wright, William Aldis, 1886-1914, ed. 11. = 


* Bm m5 
Chicago. Uni Libra: DAZA.NS vol. 
for Library ot Congas —- no. 
4 ' 
Robert of Knaresborough 


see 
Robert, Saint, of Knaresborough, d. 12351 


1§ 8305 
Library of Congress 
Rebert of Melun, bp. of Hereford, d.1167- 
Ocuvres de Robert de Melun ... Louvain, “Spicilegium 


sacrum lovaniense”, bureaux, 1932- 

ents 244". (Spicilegium sacrum lovaniense, études et documents, 
ye po Université catholique et colléges théologiques O. P. 

ess de Lourai: = 


Edited by M 
“Table des manuscrits ci v1, 
Poneto ag con Lp O- 
Corrents.—t. ee tea 
tegen €0 ptt 
1. Theology—Collected works— 1 Martin, Raymond 


M, 1882- od. mm Title: ee ne 
AC S4—8077 (rev. 40) 


Univ. Libr. 


Minnesota 
for Library of Congress adel, 


Robert of Thornton 
see 
Thornton, Robert, f1. 1440, 











Robert, the Englishman 
see 


Robertus Retenensis. 


Robert the Peeler, peoud. 

Letters to John Bull and others, by Robert the Pecler; 
illustrated by Mendoza. London, Williams & Norgate ltd. 
1981. 

4p. L, (1l)-139 p, 11. incl, front, tllas. 22". 

Bibliography : 1 leaf at end. 





1. Di 2 3. European war, 
1914-1915—Causes. 1. Title. 


32-11458 


Library of Congre.. TX1974. B56 


Robert, 

Mémoire sur la topographie physique. et médicale de 
Malte, suivi de l’histoire des —_ dies qui ont régné dans 
cette ville parmi les troupes frangaises, sur la fin de 
l’an 6, et pendant les années 7 et 8. Par le citoyen Robert, 
médecin en chef des hépitaux militaires de Malte ... 
Paris, Impr. de P. Didot l’ainé, an x1. (1802.) 

Mp. 21. 


1, Malta—Descr. & trav. 2. Malta—Sanit. affairs. 1. Title. 


18-19677 
Library of Congress DG989.R7 
bert freres. 
Mémoire sur les expériences ites par 


aérostatiques fai 
Robert pensionnaires du roi. ‘Perks ‘tan 
de P. D. Pierres, 1784. 


Ipl,@p Wray. 





Title vignette. 
L Hist, 2 Fra ‘Hist. 8 Balloons. 
1 Tithe. 

101674 
Library of Congress TLA80.R6AS 

(a8%1, 
Robert, Adolphe, 1833- 
Dicti ire des parl tous les 





P francais, 
membres des assemblées francaises et tous les ministres fran- 
gais depuis le 1” mai 1789 jusqu’au 1” mai 1889, avec leurs noms, 
état civil, états de services, actes politiques, votes parlemen- 
taires, etc. Publié sous la direction de mm. Adolphe Robert, 
Edgar Bourloton & Gaston Cougny ... Paris, Bourloton, 1891. 


Sv. Mos, 27". 


1 Bourloton, Edgar, 1844-1914. m. Cougny, Gaston, 1857- 


S—11827 
Library of Congress IN2TTL.RT 
(0361, 
Robert, Adrien, pseud. 
see 
Basset, Charles, 1822-1869. 
12-21100 
Library of Congress 


1911. 
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Robert, André. 


.. Les limites du collectivisme ... Paris, B. Grasset, 


vi, 19S p, 21 19™. 


1. Industry and state. 2 Collectiviem. 4. Socialism. 
12-1614 
Library of Congress HDS1L.R7 


Robert, André, 1883- 

Liidée nationale autrichienne et les guerres de Napoléon; 
V'apostolat du baron de Hormayr et le salon de Caroline Pich- 
ler, par André Robert ... Paris, F. Alcan, 1933. 


4p. 1, etp-tiz, 608, 1, p. 257". (On cover: Bibliothéque d'histoire 
contemporaine) 


Bibliographical foot-notes. 


1, 2. Austri 8. Ai 





wisi 4. Horm. * su Hortenborg, Josef, treiber ¥ Te 
1848. 5. Pichler, Frau Kar: ne (von Greiner) 1765-1848. le. 
‘33-897216 
Library of Congress DBSO.R6 
Ci) 048.6 


Robert, André, 1883- ed. 

I ion biblique; introd & étude des Saintes Eeri- 
tures, publiées sous la direction de A. Robert et A. Tricot .. 
Paris, Tournai etc. Société de saint Jean I'Evangéliste, Dee 
clée & cie., 1939. 

xxii, @4p.,21 front, maps, plan, fold tables. 23°. 

“Bibliographie” at end of each chapter. 





Bible—Introductions. 1 Tricot, Alphonse Bile, 1884- joint ed. 
m ociées Go enlnt Joan Pavangéliots mm Tithe. 


(Pull nome. André Marie Edmond Robert; 


40-22820 
Library of Congress B&4T5.R6 
Copyright A—Foreign “127 
2, 20.6 


Robert, Annas, fl. 1596. 

Annwi Roberti Avrelii Rervm ivdicatarvm libri mm. Os 
prester antea editam capitum synopsim, accessit nouus rerum 
verborum index per-vtilis & copious. Editio vitima. Parisiis, 
apud Robertvm Foiiet, via Incobea sub signo Occasionis, 
DCI. 

6 p. 1, 204, 190 numb. L, 48, p. 23™. 

Publisher's device on t.-p. 


reports, digests, etc-—France. 2 Civil law—France. 3. Crim- 
1. France. Parlement (Paris) mn. Title: Rervm 


teat ion Seeoe. 
ivdicatarvm libri om 


87-38419 
Library of Congress 3% 


Robert, Anne Jean, 1758-1820. 
Mémoire sur les expériences iques faites par mm. 
Robert fréres ... Paris, Impr. de P.-D. Pierres, u.n00.uxxx1Vv. 
ipl, 0p. Wey 
“1x libris Gaston Tismandier.” 


1. Alr-ships. t. Robert, M. N., joint author. 


Library of Congress TLA4. RERG 
Robert, Antoinette Henriette Clémence, 1797-1872. 
Le moine noir; Le loup garou; Le pére et la fille, par 
Clémence Robert ... Paris, A. de Vresse ,1868, 
2v.ink 18)". 
Imperfect ; t.-p. of v. 1 wanting. 


1. Tithe, o. Title: Le loup garou. mz. Title: Le pére et la fille, 

12—-80455, 
Library of Congress PQ2888.R2M4 1868 
flb1, 
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Robert 


Robert, Arthur i. ¢. Joseph Arthur, 1876- 


. Histoire de la philosophie. Québec, . Laflamm 
& Proulx, 1912. - Ty 


3p.1, M417 p. 1. 
“Bibliographie” at end of each “époque.” 


1. Philosophy—Hist. 
12-16881 
Library of Congress B79.R7 


Robert, Arthur, 1876- 

.«. Legons de logique. Québec, Imp. de l’Action sociale limi- 
tée, 1914. 

vi, 1608p, 121 diagra 10)". 


1. Logic. 
(Pull name: Joseph Arthur Robert, 
15—14018 
Library of Congress BC1ILR6 
a42d1), 


Robert, Arthur i. e. Joseph Arthur, 1876- 


Legons de morale. Québec, Imp. de 1’Action so- 
iale limitée, 1915. 
2p.1, 4p. 199". 
1, Ethics. 
17-2658 
Library of Congress Byi2@.R7 
Robert, Arthur, 1876- 


. Lecons de peychologie. Québec, Imp. de I’Action sociale 
limitée, 1918. 


2pLmuép we. 
Bibliographical foot-notes. 


(Pull nome: Joseph Arthur Robert, 





“2 i “tle 8G 17-70 Revised 
bal rh BFS RS 
raza, 
Robert, Aubert- 
nae 
Aubert-Rodert. 
= meet 
Library of Congress a 
’ général a particulier, 
Dime en et en 
quivi d'une notice sur la vie originale et sans exemple du 
fameux baron de Lisleroi, per Auguste R * * * Paris, Ches 
tous} ‘Ae di 
TLadbp mir. 
Rasa! tiré & un petit nombre d'exemplaires. 
1 Fraud. 2 Bankruptcy. & Lislerol, ———, baron de, 1760-1840. 
10 20164 
Library of Congress HVee86.FaR2 
eaiD, 








Robert 


Robert, Benjamin. 


Etude critique sur la vie & I'ceuvre de Saint Patrick 
Elbeuf, Impr. Allain et Lecler, 1883. 


Ppl, 18 pay. 

Thase—Univ. de Paris. 

At bead of title: Université de France. Académie de Paris. 
Imprint covered by label of G. Fischbacher. 


Bubject entries: Patrick, Saint, 3737-4687 
Library of Congress, no. 


Robert, 0 M 1851- 
Etudes d’idiome et de syntaxe, par C. M. Robert ... 
a * PN dhoff, 1917, Pi 


Bue, 








4p L,2ip. 20. 


oa” language—Idioms, corrections, errors. 2. French language— 


24-28409 
Library of Congress PC2460.R6 
(Robert, 0 B 


How to resume specie payment. (New York, 1873 
Sp. 23>. 


1. Currency question—U. 8. 


6-18009+ 


Library of Congress HGS21.R6 


Rebert, Ceri, 

Gasparo Luigi Pacifico ti Eine biogra he 
PR nny bm pret Seon - 
wv, p ly. 

Authorities : p. v-vi. 


Subject entries: Spontini, Gasparo Laigi Pacifico, 1774-1861. 


10080 
Library of Congrem, no. MIAI0 8763. 
Robert, Carl, pseud. 
Dramatische dichtangen 
see 
Hartmann, Eduard von, 1842-1906, 
4945 


Library of Congress 


Robert, Carl, 1880-1998. 





ing zur deutung klassi- 
oe bildwerke, von Carl Robert mit 300 ” abbildungen im text. 
Berlin, Weidmann, 1919. 


4p.1, 4382p. flu, oe 


1. Classical a ities 2. Art. Ancient. 1. Title. 1. Title: Herme- 
peufik, A 
‘21-1788 rev 
Library of Congress NS330 R6 
(142, 





LIBRARY OF CONGRESS 


Robert, Carl, 1850-1922. 
maerchen aus alter und neuer zeit, von Carl 

Robert. Mit fiinf tafeln und sieben iin den text gedruckten 
bbildung Berlin, Weid 





4p. 1, 206, 1) p ee Spl. 22y™. (4dded t.-p.: Philologische unter- 
eocheneme, ingen, hrag. von A. Kiessling und U. v. Wilamowitz-Moellendorff, 10. 


—L Die Daidaliden.—n. Die kunsturtetie 


—Vi moma: — kultbilder 
der brauronischen heals —Der Eros von Thespial ~The riickkehr der 
Kore.— Register. 
1. Art, Greek. 
3-19449 Revised 
Library of Congress PA25.P5 bft.10 


1738D2, 


Robert, Carl, 1850-1922. 
Beitriige zur erklirung des —— oe 
A institut des 
tin’ 1808-59, iii ar CisOTD p. 24ee 369; ba. mx (A868) 9. 40-85, 
(87-105. illus, tab, plan) 
Signed: C. Robert. 


1. Friezes. 2. Sculpture, (Pergamene, 3. Telepbus. 
(Pull name: Carl Georg Ludwig Theodor Herwig Joseph Robert, 
AC30-280 


Hamilton college. 


Library 
for Library of Congress (DE2.D5 bd. 2,8) 


12; (918.8) 


Robert, Carl, 1850-1922. 

Bild und lied; archiiologische beitriige zur geschichte der 
griechischen heldensage, von Carl Robert. Mit acht in den 
text gedruckten abbildungen. Berlin, Weidmann, 1881. 

4p. 1, 258 p. ius. 229°. (Added t.-p.: Philologische untersuchun- 
gen, brag. von A. EK ling und U. v. Wilamowitz-Moellendorff, 5. bft.) 

ConrerTs.—L 


— auswahl = —— Sen foe scenen —| 
8 attische drama und 4 finften 
Der tod des yw et TK. 1. Die Lochusumane “I. "Owker sien. 
mt, Arktinos und Lesches. tv. Die jugend des Paris. v. Burt 
1-436. vi. Zu den hypotheseis —Nachtrige —Register. 
. Art, Greek. 2. Mythology, Greek. 1 jt! 
3-10444 Revised 


PA26.P5 no.5 
1731d2, 





Library of Congress 


Robert, Carl, 1850-1922. 

De Apollodori Bibliotheca Auctor Carolus Robert 
Berolini, typis expressit G. Schade ,1873, 

2p.1,%p 29". 

Inaug.-diss —Berlin. 

Vita 


1. Apollodorus, of Athens. Bibilothecse libri tres. 

34-12797 
Library of Congress PA3870.A9R6 1873 
Conv 2. (202) 9889 








Robert, Carl, 1850-1922. 
Das mosaik von Portus Magnus. 


'n Archéologisches institut des Deutschen Sw Jahrbuch. 
lin 1001. 21} bv C1080) PIS Te ile pee 


Signed : Carl Robert. 


1. Mosaics. 2. Algeria—Antiquities. 1 Title: Portus Magnus, Das 


mosaik von. 
(Pull name: Carl Georg Ludwig Herwig Joseph Robert, 
ACS80-819 
Hamilton college. Library 
for Library of Congress (DE2.D5 bd. 5) 

od] (918.3) 

Robert, Carl, 1850-1922. 

Oidipus, geschichte eines poetischen stoffs im griechisch 





altertum, von Carl Robert Berlin, Weidman = 1915. 
2+. Mus. 24. 


Oedipus. 2. Literat Cc tt Themes, f 
ona Pye we mre. Meer =~ ve— motives. 3. Greek 
36-12407 
Library of Congress PA3015.R503 882 
Robert, Carl, 1850-1922. 


Studien zur Dias von Carl Robert, mit beitriigen von 
F. Bechtel. Berlin, Weidmann, 1901. 

viii, 591, (1) p. 244%. 

Contents. —Mykenische und ionische waffen —Versuch einer analyse der 


llias—Die presumptive Urilias—Versuch einer entwickelungsgeschichte 
der Ilias. 


Library of Congress 


Robert, Carl, 1850-1922. 


Thanatos ... von Carl Robert. Mit drei tafeln und vier 
holzschnitten. Berlin, G. Reimer, 1879. 

44 p. 1 1 flue, 3 pl (2 double col.) 279°. (Programm sum 
Wine der A zu Berlin. 39) 





“Jabresbericht”: 1 leaf at end 


1. Death—Art. 1. Title. 


Title from Columbia Univ. 
Library of Congress 


Robert, Carl, 1850-1922. 
Homerische becher, von Carl oe 


Archiiologische gesellachaf' 
codseaients. Berljn, 1890. ae ne 


Robert, Carl, 1850-1922. 

.. Die Wittenberger benefizien ; rede zur 100jihrigen gedenk- 
feier der vereinigung der universitiiten Wittenberg und Halle 
am 21. juni 1917 gehalten, von dem ephorus des Wittenberger 
professorenkollegiums Carl Robert. Halle (Saale) M. Nie- 
meyer, 1917. 


Ow = zum Winckel- 
50, p. Wee iltes.) 


27, 1) p. 23°. (Hallische universititereden. 5) 


1. Vases, Greek. 2. Vase-peinting, Greek. 3. Homerus 1. Title. 
1. Halle. Universitit—Funds and scholarships. 1 Titie, 
AC 34-853, 
AC 83-1201 
vol. 50 Title from Univ. of Mich. AC30.H18 20.5 
Library of Congress {A8182.118 no. 5) 


Title from Univ. of Chi cago N5325.B37 
Library of Congress [NS 325.48 no. 50) 


Robert, Cari, 1850-1922. 
Manes in Berliner museum. 


(In Arehéologisches institut des Deutschen reichs. Jahrbuch. Ber- see 
lin, 1888. 274°". bd. u (1887) p. (179,-182. 1 illus.) 


Signed: C. Robert. 


Robert, Charles E. 


Rébert, Charles E, 


1. Bronzes—Berlin. 2. Games, Greek and Roman. i Tithe 
(Full name: Carl Georg Ludwig Theodor Herwig Joseph Robert, 
AC 89-252 
Hamilton college. Library 


for Library of Congress (DE2.DS bd 2) 


2 (913.8) 
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Robert, Charles Guillaume, 

. De la liquidation judiciaire des sociétés (Loi du 4 mars 
1889). (Sociétés de commerce proprement dites et sociétés 
civiles par actions, commercialisées par la Loi du 1" aot 1893) 

Bordeaux, Imprimerie Y. Cadoret, 1896. 

Ip. L, 226 p. 259. 
Thése—Faculté * de Bordeatz 

“Bibliographie” : 1-224. 


1. Bankruptcy—France. 2. Corporation law—France. (2. Corporu- 
| ghee Oy Stock companies France. (3 Jotnt-stock companies— 
Frenee. 1 


30-17333 


Library of Congress a 


Robert, Charles Wilhelm. 
.. Lexikon fiir schweizerisches steuerrecht ; handwérterbuch 
fiir schweizerische steuerpraxis und steuerrechtsprechung. 
Bern, P. Haupt, 1932. 


vill, 886 p. 20=. 
At bead of title: Ch. W. Robert & P. M. Ebrensberger 


1. Tax -Law 1 
joint ee m™ Title. 





Paul Max, 1808- 


34-11332 
Library of Congress 2) 


Robert, Cyprien, 5. 1807. 

Essai d’une philosophie de l'art, par C. Robert ... Paris, 
Debécourt, 1836. 

xvi, 311, (2; p. Spl. 249" 

Cover-title: Essai d'une philosopbie de Vart; ou, Introduction & 
Vétude de monumens chrétiens 


1. Art—Hist. 2. Esthetics. 3. Christian art and symbolism. 1. Title. 


920067 
N70.R64 


(37b1-) 


Library of Congress 


Robert, Cyprien, |). 1807. 

Le monde slave; son passé, son état présent et son ave- 
nir, par Cyprien Robert ... Paris, J. J. Ledoyen et P. 
Giret, 1852. 

2v. 2. 

Vol. 2 has imprint: Paris, Passard, 1852 


1. Russia—Hist. 2. Slavs. 3. Panslavism. 1. Title 
18-15565 


D377 R66 18520 


Library of Congress 


Robert, Cyprien, b. 1807. 

Le monde slave; son Wa son état présent et son 
avenir. Par Cyprien Robert ... Paris, Passard, 1852. 

2v. 24" 


1. Russia—Hist. 2 Slavs. 3. Panslavism. 


1-F-3853 


Library of Congress D377 R66 


Robert, E. 


Exercices orthographiques en rapport avec La gram- 
maire ¢lémentaire, suivis de canevas de compositions 
frangaises et d’un lexique, par E. Robert . Approuvés 
par le Conseil de l’instruction publique de la province 
de Québec. Mile-End, Quebec, Les Ciercs de Saint- 
Viateur (1906, 


251, xl p. 178". 


1. French language—Grammar—1870- 
thography and spelling 1. Title. 


2. Freneh language—Or- 
25-25477 


Library of Congress PC211L.R46 1906 


CATALOG OF PRINTED CARDS 


Robert, E. 

Exercices orthographiques en rapport avee la Gram- 
maire élémentaire, suivis d’un lexique, par E. Robert . 
Montréal, Les Cleres de Saint-Viateur ;1912, 

~ xi p. 174° 


pprouvé par le Conseil de l'instruction publique, le 8 mai 1912, pour 
le cours élémentaire.” 


1. French language—Grammar—1870- 
thography and spelling 


2. French language—Or- 


18-22041 
Library of Congress PC2111.R46 
Robert, E. 
Grammaire élémentaire, par E. Robert ... Montréal, 


Les Cleres de Saint-Viateur ;1913, 
vi, (7)-110 p. 174° 


“Approuvé par le Conseil de Vinstruction publique, le 8 mai 1912, pour 
le cours élémentaire 


1. French language—Grammar—1870- 
18-22042 


Library of Congress PC2111.R45 


Robert, Edmond des 
see 


Des Robert, Edmond i.e. Louis Marie 
Joseph Edmond Pierre, 1878- 


Robert, , 

Souvenirs du siége de Belfort et Poésies ¢lsaciennes-lor- 
raines, par M. Edouard Robert ... Cran, P. Perrier, 1888. 
3p, 11 20". 


1. Belfort, Fraace—Siege, 1870-1871 1. Tithe: Poésies alsaciennes- 


lorraines. 
27-2658 


Library of Congress DC305 92.R6 


Robert, Edward Bane, 1898- 
. The administration of the soe education fund from 
1880 to 1905, by E. B. Robert .. ashville, Tenn., George Pea- 
body — for teachers, 1936 é e. nee, 
ip. 234". (George Peabody — for teachers, Nashville, 
Abatract’ Pi tribution to education. no. 225 
Abstract of thesis (pa. p.)—George Peabody college for teachers, 1906. 


1. Peabody education fund. 1. Title. 





39—_T909 
Library of Congress LC24B. PARE $1986 
_— Copy 2. 
Copyright AA 289000 4042 873.75 
Robert, Ernest. 

Canada frangais et Acadic au pays de Maria Chap. 
delaine; dix planches hors texte, et une carte. Paris, 
P. Roger et e*, *1924 

304 p. plates, fold map. 20°. (“Les pays modernes”) 
1. Canada—Deser. & trav. 2. Acadia—Deser. & trav. 3. Hémon, Louis, 
1880-1913. Maria Chapdelaine 
28-1029 
Library of Congress FIO1S R64 
Copyright A— Foregn 25926 
2, 
f 
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Robert 


Robert, Ernst Friedrich Ludwig 
see 
Robert, Ludwig, 1778-1832. 


18-11783 


Library of Congress 


Robert, Etienne Gaspard 
see 


Robertson, Etienne Gaspard, 1763-1837. 


Robert, Eugéne. 

... Observations sur la museardine; par M. Eugéne 
Robert Paris, Impr. de M™ V* Bouchard-Huzard, 
188 

Bp. 24" 


Extrait des Annales de la Société séricicole. 


Silk-worm. Diseases. 


Library, U.S. Dept. of Agriculture 425R540. 


Robert, Eugéne, 1806-1879. 

Considérations géologiques relatives & la médecine Paris, 
De I'Impr. de Didot le jeune, 1834. 

3p. 272214" 

Thése—-Faculté de médecine de Paris. 


1. Physical geography. 2. Hygiene. 


(Pull name: Louis Eugéoe Robert, 


G8 15—122 


U. 8. Geol. survey. Library 208 qgRS4+ 
for Library of Congress ya4ibdl, 


Robert, Eugéne, 1806-1879. 

... Géologie, minéralogie et “an par M. Eugéne 
Robert. Paris,‘A. Bertrand ,1844- 

lv.in2. Mus. -_ (In France. Commission a 
Voyages ... en Scandinavie Paris se oe, 5. div. 
Atlas pobtn gravé A l’aqua- diate d’aprés les 
dunins de M. E. Robert. Paris, A. Bertrand — 








2p. ~t ons. (Wh France. Comm! scientifique da 
Nord. Voy: ep Beal vie Paris 1900-00) at Atlas de physique, 

“Table mum des moe dated 1845. 
1. Geology 2. Geology 

(Full name: Louls Bugtne Robert, 

1-677! Revised 

Library of Congress Qus.Fs 

r2ef2, 


Robert, Eugéne i. ¢. Louis Eugéne, 1806-1879. 
Minéralogie et géologie, par M. Eugéne Robert . 
Paris, A. Bertrand, 1838-40. 

1 2. illus om las of 2 p 1, 36 pl 254°". (/n France. Com- 
Mission scientifique du Nord. Voyage en Islande et au Groenland 1835 
et 1836. Paris, 1838- ) 

Title-page of ~- ~ dated 1834 

Paged continuo 

The sheets of a y are marked: Geologie et botanique 

Ybsers ations sur la vegetation en Islande” : p. 337-370. 
Liste des plantes que Ton suppose exister en Islande, dressee par M. 









Vab 





xtraits commentés des principaux auteurs qui ont écrit sur I'Islande, 
sous la 2 ap port geologique et mtintcalegiqnt p. 380-447 
1 “gy——Icelan 2 era'ogy—lceland., 3 Botany—lIceland. 


1-45c2 


Library of Congress 


Quis Pts 








Robert, F. 

Elements de sémiologie médicale, par le docteur F. Robert. 
Avec 61 figures dans le texte et xx1v planches en couleurs hors 
texte. Paris, G. Doin & c*, 1931. 


3p. L, xviil, 718 p. Mus, xxtw col. pl. 214" 
1. Sembology 
31-7767 
Litrary of Congress KC89. RET 
Copyright A-—Foreign 10475 
2 616.05 
Robert, Félix. 


Mémoire séologique sur le bassin du Puy, lu a la séance 
publique du 25 aout 1836, par M. Félix Robert... Puy, 
De l'impr. de P. Pasquet, imprimeur de la préfecture, 


1836. 

7p 24" 

Extrait des Remales de la Société d'agriculture, sciences, arts et com- 
merce du Puy, 1835-36. 


1. Geology—France—Le Puy 


GS7-90 
Library, U. S. Geol. survey 
Robert, Fernand. 
. Epidaure. Paris, Société d’édition “Les Belles lettres”, 
1935. 
2p. 7,46 p. 1 | WWlus. (plans) plates. 21© (Le monde hellé 


niaue, pe mad publiée sous le patronage de l'Association Guillaume 


“Bibliographie” : p. 46. 


1. Epidaurus. 2 Greece—Antiquities. 
AC 36-740 
Printed by L. C. 


‘Ti le from Jobns Hopkins Univ 


2 
a] 


Robert, Frangois Marie Edmond 
see 


Robert, Edmond i.e. Frangois Marie 
Edmond, 1849- 


Robert, Frank Richard, 1872- 

First Spanish book (primer libro de la lengua castellana) 
by Frank R. Robert. ,4th ed., Rev. for American schools, by 
Alice P. Hubbard. New York, E. P. Dutton & co. ,*1919, 


iz p. 21, 237 p. front. ius (incl. map) plates. 19°. 


1, Spanish langusge—Grammar— 


2. Spanish language— 
Composition and exercises. 


L Hubeard, Allee P. F., ed. 
19-11963 Revised 


Library of Congress PO4111. R39 
— —— Copy 2. 
Copyright A 529081 (r3142) 


Robert, Gaston. 

Lox divertidox vy curiosos juegos le escamoteo antiguo. y 
modernos; prestidigitaciin, juegos de cubiletes y de bolsas, 
juegos de combinacién, destreva, etc. de los mas célebres 

fesores, recogidos vy ordenados por Gaston Robert ; versién 
epafiola de S..R. Gomez. Nueva ed. ilustrada con 74 graba- 
dove. Paris, Garnier hermanos, 1 


vill, 109 p. flins, 16°. 
1. Conjuring 1. Gémes, 6. KR. tr. 1. Title 

34-1508 
Library of Congress QVINTIRG 1904 TOS 


LIBRARY OF CONGRESS 


Robert, Gaston. 

Les tours de physique amusante des plus célébres professeurs 
anciens et modernes; moyens merveilleux et faciles de s'ins- 
truire et de rire & bon marché, recueillis et arrang¢s par Gas- 

Robert. Nouv. éd., illustrée de 50 figures pad vob me 
Paris, Garnier fréres, 1891. 


2pL,.tv, 1711p. Wes 199°. 


1. Setentific recreations. L Title. 
1S 


Library of Congres» QIG.RE 1891 768.8 


Robert, Georges. 


Des vaciations du taux de l’intérét; leurs causes et leurs 


conséquences ... par Georges Robert. Lyon, A. Storck & c"*, 
1902. 
Ip.1, 185p.31 2. 


Thése—Univ. de Lyon. 


1. Interest and usury 
38-21717 
Library of Congress HBSSO.R6 19024 


2 332.8 


Robert, Georges. 
Des variations du taux de |'intérét; leurs causes et leurs 
conséquences. Lyon, A. Storck & c'*, 1902. 
IplLisp2h aye 


1. Interest and asury 


3—17256 


Library of Congress HBS521.6 


(n82e1) 


Robert, Gérard, 1899- 
. Les travaux publics de la Guadeloupe. Préface de Gra- 
tien Candace ... Paris, L. Fournier, 1935. 


2p. L. \7)-204 p. inet, ius (plans) plates, diagrs. fold. mapa, fold. 
plan. 249° 


At head of title: G. Robert. 


1. Guadeloupe—Public works. 2. Guadeloupe. 3. Guadeloupe—Cil- 
mate 4. Guadeloupe—Population. L Tithe. 


3T-12884 
TASS. G8R6 
ay 917.207 


Library of Congress 


Robert, Gustav. 


Bericht des rittergutsbesitzers Gustav Ruoert iiber die 
drainage in England und Schott! , 


(In Prussia. i fir 
fiber die 
D. 1241-36) 


Rural economy pamphlets, v. 8, no. & 





domdnen und forsten. 
des bodens. Berlin, 1852. 20)”. 





1. Drainage—Gt. Brit 
CABO Unrev'd 


Library of Congress 


S405.R94 vol.8 


Robert, Gustave, 1568- 
La musique & Paris, IsM-1805,- 1895-1900, 
Fischbacher, 1895-1901, 
Sv. front. (¥.4) ports 174°. 


Volumes for 1806/97- ——_- penne by C. Delagrave. 
“tomes ¥ et vi 
Each volume contain et Le mg eritiques sur les ong 8 (republished 
with additions, from ue iustrée") “Program: / dex des none 
cités”. Volumes for 1895/05-1808/ 1800 have alse “ "Bibtiog®: aphie 


, 
laris, 





1. Musico—Franuce—Parie, 2. Music—Bibl. 3. Concerts—-Progranm 
4 Music—Hist. & crit—Modero. +. Title. 


7—T082 
ML270.8.12R6 
e401, 
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Library of Congress 





Robert, Henri, 1863-1936. 
.. O advogado; tradugio e prefaicio de J, Pinto Loureiro ... 
2. ed. S. Paulo, Livraria académica, Saraiva & c.*, 1938. 


ixvil, 158 p.,11 19°. (Colecgllo stvdivm ; temas Sloséficos, juridicos 
@ socials ;1,) 


At head of title Henrt-Robert ... 


1. Lawyere—-France. 1. Pinto Loureiro, José, tr. u. Title. 


42-10851 


Library of Congress 2 


Robert, Henri, 1563 
. L'avocat, par Henri-Robert .. 
129, 3; p. 179*. 


Paris, Hachette ,“1923, 
(Les caractéres de ce temps) 


1. Lawyers—France. (1. Advocates and advocacy—France, 


1 Title. 
Library of Congress oo 
Copyright A—Foreign 22042 
(a29e1, 
Robert, Henri, 1863- 
. Un avocat en 1830. (Paris, P. Lafitte ,1928, 
127, d; p. 179". (Ty « cent ans) 
At head of title: Henri-Robert. 
1. Title. 
28-24134 i 
Library of Congress PQ2635.014A8 1928 
Copyright A—Foreign 38871 
red i 


Robert, Henri, 1863- 

.. Liavvocato, a cura dell’ avv. Alfredo Moruzzi, con prefa- 
zione di Romolo Caggese. Milano, Societa editrice “Unitas”, 
1926. 


xl, 113 p.31. 179". 
At bead of title: Henry Robert. 


1. Lawyers. (1. Attorneys, 1. Moruzsl, Alfredo, ed. and tr. ! 
u. Title. 
27-1 7882 
Library of Congress 2) 


Robert, Henri, 1863- 

.. Droit romain: Des actions populaires. Droit frangais: 
Du droit des particuliers dans l’exercice de l’action publique ... 
Paris, Larose, 1895. 

4p.1, 2p. 25". 

Thése—Facuité de droit de Paris. 


Roman law. 2. Criminal law—France. 3. Civil law—TFrance. 
4 ladictments 1. Title. 


219127 


Library of Congress 2) 


Robert, Henri, 1863- 


. L’effort de Paris, par M* Henri-Robert . 
rete. ) Bloud & Cay, 1917. 


Paris 


= (“L’hommage + al 


wh 2uy . Publication du Comité “L’ef- 
fort de la France et de ses alliés”) 


ppendice Allocution de M. Adrien - — yg 5 lors de la ott 
rence = hate 4 la Sorbonne par M* Henri Robert ... le 28 décembre 1916" 
1. European war, 1914 —France—Paris 
18 5480 
Library of Congress DC736.R6 








Robert, Henri, 1863-1936, 
... Les grands procts de Vhistoire ... 
m. Louis Barthou ... Paris, Payot & c*, 1922- 


Lettre-préface de 


¥. fitus. (incl ports.) 104". 
Proton ¥. 1, p. 001,802 


bre ae Fy ™ Desmoulina 
pe yey nt Sy 
Madame Roland. L'affaire Lafarge. — m1 ts teak Ge 
(Continued on next card) 
22-8780 
aB6e1, 
Robert, Henri, 1863-1936. Les grands procts de 
Vhistoire ... 1922. (Card 2) 
Cowrante—Continued. 
Marie-Antoinette. La mort du duc La reine Hortense. 
Lachaod. —tv. >. ~ Tee See ae le 
sasem Oo Sen, So ok ares, Soy ty py 7G 
Cartouche.—vi eér. Christine de Sude. Te vain. 


Robert, Henri, 1863- 
--» Jane Daniloff, l’em; 
Michel ,*1934, 
Sp.L, 9222p, 11 15". (Lee grandes pécheresses) 
At bead of title: Henri-Robert. 


poisonneuse d’Ain-Fezza. Paris, A. 


1. Daniloff, Jane, 1867-1891. 


‘BS- 16466 
Library of Congress HV6555.ASR6 
Copyright A—Foreign 2497 
2 023.4165 
Robert, Henri, 1863- 
.. Louis xvt. ,Paris, E. Flammarion ,1928, 
208 p. 11 109". (Les grands cours) 
1. Louls xvt, king of France, 1754-1798. 
apie 
Library of Congress DOC18T.RS 
Copyright A—Foreign 475 
a 


Robert, Henri, 1863-1936. 
.. Malesherbes. Paris, E. Flammarion ,°1927, 
4p... 7-208p.1L 19°. (Les grands coors) 


1. Malesherbes, Chrétien Guillaume de Lamoignon de, 1721-174. 


21240648 
Library of Congress DC137 5. MBR6 


iadlel, 


Robert, Henri, 1863- 
. Le Palais et la ville, souvenirs. 
222, 2; p. 10™. (C'était bier) 
At bead of title: Henri-Robert. 


(Paris, Hachette ,1930, 


1. Lawyere—Correspondence, reminiscences, etc. L Title 


Library of Congress 
Copyright A—Foreign fats 


CATALOG OF PRINTED CARDS 


Robert, Henri, 1863-1936. 
...,Paris’s effort, by M. Henri Robert ... 
Bloud & Gay, 1917. 


24 p. 2197. (“French homage” ... 
“The effort of France and of the allies”) 


Paris, Barcelona, 


Publication of the Committee 








1. European war, 1914-1918—France—Paris. 1. Title. 
21—20262 
Library of Congress DC736. R62 
«a4ibl, 

Robert, Henry Martyn, 1887-1928. 

Geschifts-ordnung b I ; ein leit- 
faden fiir g zgebende korp haften und berathende ver- 

im all; Bearb. nach dem englischen von 





Henry M. Robert. Chicago, Gindele & McCormick, 1877. 
1p.1,110,2)p. 143" 


1. Parliamentary practice. 


Library of Congress JF515.R67 


yadib1, 


Robert, Henry Martyn, 1837- 


iamentary guide. A simple explanation of 
Pa. - of organising and conducting the business law, 


Robert 
ae ee 
juction to parliamentary 
wane 4 mf my} tye .. New York, The Cen- 
tury co. ,19881, 
xv, 208 p. 17. (Lettered on cover: The Century handbook series) 


1. Parliamentary practice. 








2911008 
Library of Congress JFS1S.RG4S 1028 
—— —— Copy 2. 12) 
Robert, Henry Martyn, 1837-1923. 
Parli aentary practice, an duction to parli 
law, by General Henry M. Robert ... New York, London, D. 
Appleton-Century company, incorporated 1198-1, 
xv, 8p. 174”. 
1. Parliamentary practice. 
88-10730 
Library of Congress ‘JFS15.R845 
3 828.1 
Robert, Henry Martyn, 1887-1928, 
Parliamentary practice; an to pari y 
by General Henry M. Ty “to York Lentec, 


one societies, conventions and other deliberative assemblies D. Appleton-Century company, incorporated (19881, 


. from the Pocket manual of rules of order. By Major 
Chicago, S. C. Griggs and com- 


Henry M. Robert ... 
pany, 1877. 
Spl, 7p 1. 


Parli law, method of transscting business in de- 
liberate assemblies, uses of the various H o 
cations, 


in parliamen- 
poy Ay yond met Pe gt ty 4 


answers thereto, by General Henry M. Robert ... New York, 
The Century co., 1923. 

1, 588p. 2". 

1, Parliamentary practice. 

3 8085 

Library of Congress JFS15.R6448 

A2j, 
Robert, Henry Martyn, 1837-1923. 

Parliamentary law; method of transacting business in de- 
liberative assemblies, the various motions, method of 
conducting elections, the duties of members and officers, disci- 
pline, by-laws, forms, and definitions of parliamentary 
terms, also several hundred questions Sy ery tnt 
Gene Sue gneiss fe Ge Satine ant eat by 
General Henry M. Robert ... New York, The Century co. 
(°1923, 

1,58p 2. 

. . 80-11152 

Library of Congress JFSIS.R6648 19230 

12 wal 


, 


Robert, Henry Martyn, 1837-1923. 

Parliamentary n= = an introduction to parliamentary 
law, by General Henry M. Robert New York, The Century 
co., 1921. 

xv, 208 p. 173° 


1. Parliamentary practice. 

21—14156 
JF515.RA45 
QW, 


Library of Congress 


467 


Copyright 


xv, 208 p. 179". (On cover: The Century handbook series) 


1, Parliamentary practice. 


Library of Congress JFSIS.RO6S 1083 


& 


Robert, Henry Martyn, 1837-1923. 


Pocket manual of rules of order for deliberative assemblies 
. Se ee ey SS Stes. . Chicago, 8S. C. Griggs & 
, 1876. 


company, 1 


176 p. 154". 


Comrenrs. 1. Rules of order. 2. zation and conduct of 
et. —pt. 2. Organi 


1. Parliamentary practice. 


4—1828 


Library of Congress JFSIG.RGS 1876 


83041, 


Robert, Henry Martyn, 1837-1923. 
Pocket manual of rules of order ~ ty mm assemblies 


.. By Major,Henry M. Robert... 7th thousand, rev. Chi- 
cago, S. Tuleulanandh” 

1@2p. 154". 

ConTerTs.—pt. 1. Rules of order.—pt. 1 Organization and conduct of 
business. 

1. Parliamentary practice. 

Library of Congresss 
anmnenensiganlh JFSIS.RGS 18768 


Copyright 1876: S680 (03901, 


Robert, Henry Martyn, 1837-1923. 
Pocket manual of rules of order for deliberative assemblies 
. By Major Henry M. Robert ... 15th thousand, rev. Chi- 
cago, 8. C. Griggs and company, 1878. 
192 p. 154™. 
Contents —Rules of order —Organtzation and conduct of business. 


1. Partiamentary practice. 


Library of Congress JFOIS.ROS 1878 








Robert, Henry Martyn, 1837-1923. 

Pocket manual of rules of order for deliberative assemblies ... 
By Major Henry M. Robert... 35th thousand. Chicago, S. C. 
Griggs and company, 1881. 

Wp. 19°. 

Cowraents.—pt. 1. Rules of order —pt. 2. Organization and conduct of 
dasi ness 


1. Parliamentary practice. 
Library of Congress JFS15.R65 1881 
2 S281 


Robert, Henry Martyn, 1837-1923. 

Pocket manual of rules of order for deliberative assemblies 
.. By Lieut.-Colonel Henry M. Robert ... 90th thousand 
Chicago, S. C. Griggs and company, 1888. 

Imp. 15". 

Conrents._-pt. 1. Rules of order —pt. 2. Organisation and conduct of 


1. Parliamentary practice. 


Library of Congress 
Copyright A 76024 


JFSIS.R6S 1888 
03041, 


Robert, Henry Martyn, 1837-1923. 

Pocket manual of rules of order for deliberative assemblies 
... By Lieut.-Colonel Henry M. Robert ... 162d thousand. 
Chicago, S. C. Griggs and company, 1894. 

218 p. 15°. 


Conrents.—pt. 1. Rules of order —pt. 2. Organization and conduct 
of business 


1. Parliamentary practice. 


0 


— 19880 
Library of Congress 
Copyright 1808: 20086 


JFS15.R65 1804 
(40f1, 


Robert, Henry Martyn, 1837-1923. 
Pocket manual of rules of order for deliberative assemblies ... 
thousand. Chicago, 


Cowranrs. L Rules of order. 
—a. —pt. 1. Organisation and conduct of 


‘L Partiamentar? practica 


Library of Congress J¥615.B65 1901 


2 s2a1 


Robert, Henry Martyn, 1837-1923. 
Pocket manual of rules of order for deliberative assemblies 


.. by General Henry M. Robert ... 265th thousand. Chi- 
cago, Scott, Foresman and company, m 
8p. 1. 


Cowrants. —pt L Roles of order.—pt. u. Organization and conduct of 
business 


1. Parliamentary practice. 


2— 19881 
Library of Congress 


Copyright 1876: 1050 


IF515. 265 
tel, 


Rebert, Henry Martyn, 1837-1923. 
ee eee deliberating assemblies 
Henry M. Robert 428th thousand. Chi- 
PR, i Ah pty a 
mp -. 
Contents. —pt. 1. Rules of order —pt. 2. Organisation and conduct of 


bosinees 
1. Partiamentary practice. 


Library of Congress 
—— —— Copy? 





LIBRARY OF CONGRESS 


Robert, Henry Martyn, 1837- 


Pocket manual of rules of order for deliberative as- 
h 


semblies ... By General Henry M. Robert ... 
thousand. Chicago, New York, Scott, Foresman and 
company (‘1904, 

218 p. 16™. 


Cowrents —pt. & Rules of order —pt. 1. Organization and conduct of 
business. 


L. Parliamentary practice. 
12-11147 


Library of Congress JPSISR6S 194a 


Robert, Henry Martyn, 1837-1923. 

Pocket manual of rules of order for deliberative assemblies 
.. By General Henry M. Robert ... 475th thousand. Chi- 
cago, New York, Scott, Foresman and company ,°1904, 

218 p. 15% 


ContTents.—pt. 1. Rules of order.—pt. 1. Organization and conduct of 
buslvess. 


1, Parliamentary practice. 


Library of Congress 
Copy 2. 


JFSIS.RES 1904b 
(33e1, 





Robert, Henry Martyn, 1837- 

Pocket manual of rules of order for deliberative assem- 
blies ..._ By General Henry M. Robert ... 500th thou- 
sand. “Chicago, New York, Scott, Foresman and com- 
pany (1904, 

218 p. 15™. 


Contents. —pt. 1 Rules of order —pt. 1. Organization and conduct of 
business. 


1. Parliamentary practice. 





14-20619 
Library of Congress JFSIS.R6S 1914 
—_ Copy 2. 
Robert, Henry Martyn, 1837-1923. 


Robert's rules of order revised for deliberative assemblies ... 
Inclusive of Robert's rules 


man and company ,°1915, 
ipt,S23p 159". 
on™ editions published under title: Pocket manual of rules of 
Conrents.—pt. 1. Rules of order.—pt. Hl. Organization and conduct 
of business. 
1. Parliamentary practice. 
15—10882 
Library of Congress JFSIS.ROS 1915 
(a410%, 


Robert, Henry Martyn, 1837-1923. 

Robert's rules of order revised for deliberative assemblies ... 
by General Henry M. Robert ... Inclusive of Robert's rules of 
order, 600th thousand. Chicago, New York, Scott, Foresman 
and company ,*1915, 

ipl, 8p 151". 

Rartier editions published under title: Pocket manual of rules of order. 

Conrents.—pt. L. Rules of order —pt. 1. Organization and conduct cf 


L 
Parliamentary practice. po 
Library of Congress JFS15. R65 


fibl, 


Robert, Henry Martyn, 1837-1923. 
Robert's rules of order revised for deliberative assemblies ... 
by General Henry M. Robert ... Inclusive of Robert's rules 
ot order, 828th thousand. Chicago, New York ,etc., Scott, 
Foresman and company ,*1921, 
Ip..,S23p. mir 


Earlier editions published under title: Pocket manual of rules of 
order. 


Conrents —pt. 1. Roles of order —pt. 11. Organization and conduct of 
business. 
1. rernamentary practice 


Library of Congress JFSIS.RS 1021 


(4211, 





Robert, Hubert, 1733-1808. 
_ La Rome d’Hvbert ~~ ¥ quatre-vingt-dix sanguines choi- 
sies et comme: panei oe © © Loukomski, avec une étude de 
Pierre de Nolhac ... Paris, Vincent, Freal & c., 1930. 
Sp. 1, 3-81 p. 90 mounted pl. 38 x 284. 
“S exemplaires hors commerce numérotés 
war vélin d’. Demy ERE 625, 
{pe Aussedat numérotée de 16 & 640 n° 188.” 


“iubllographie”: D2 








1, Rome (City)—Deser.—Views. 2 Rome (City)—Antiq. 1 *Nol- 

—— de, 1850-1986, um. Lukomakt!, Georgi! Kreskent’ 1884— 
™ 

41-40624 
Library of Congress NC1185.R5 
ray m1 

Robert, I P. 

Die fl iffe auf 1 b & wihrend des i 
1914-1918, in his isch J.P. 
Robert ... Laon t Schroell 19221, 


164 p. fold. plans. 214%. 


Buropean war, 1914-1918—Loxemburg. 2. Byropean war, 1914- 
1918—Aerial ope rations. 1 Title. 


35-22706 
Library of Congress 040 44043 


Robert, Jacques, 1875-1892. 


.. Devoirs d'un écolier. Préface de E. Ledrain. 3. éd. 
Paris, A. Lemerre (19—?, 


2p. 1, viii, 4p, 1k 19s, 
First edition 1899. 


1. Ledrain, Eugéne, 1844- 


20-14106 
Library of Congress PQ2388.R23D5 
Robert, James J 1851- 


Fragments, by J. J. Robert ... Hillsboro, Tex., Thomp- 
son & Campbell, printers ,°1922, 


32 p. illus, plates, ports. 234 x 134°*. 
1. Title, 

ca 23-91 Unrev'd 
Library of Congress RIS4.RS 


Copyright A 690740 


Robert, Jean, fl. 1575. 
Controuersiarum Tohannis Roberti Avrelianensis, e Tacobi 
i & iuris- 
consultorum libti 1x. _ Quorum tres priores & tres posterior 
sunt ees, | tres intermedii, Cuiacii. In Germania nunc 
Cattorvm, typis Pauli Egenolphi, 





1. Roman law. 1. Cujas, Jacques, 1522-1590, joint author. u. Title: 
ove Mri ox. 
87-39186 
Library of Congress 2 


Robert, J\ean; Byaptiste, Magloire, 

Causes (en partie) mconnues des principaux événe- 
mens qui ont eu lieu en — depuis 32 ans, et vie de 
l’auteur; par J. B aris, L’auteur, 1817: 
1817. 

jv mn 

In L. C. copy, v. 3 is wanting. 


1, France — Hist. — Revolution — Causes and character. 2 Bruneau, 
Mathurin, b. 1784. 


Library of Congress 


DC146.R57 





Robert, Jean Pierre. 
Sur les formules 
——— singulivres correspondantes, par m. je tie 


snéraliak Sai 5 





(in Annales de la cer beep y ay dag = ee = 4 
1932. 284°. °(46* v.) 3. sé. t. XXIV, p. (129,-190) 


Issued also as the author's thesis, Peris, 1982. 
Bibliographical foot-notes. 


1. Differential equations. 2. Integral equations. 
AC 88-8985 


Ohio state univ. Library 
f 


for Library se Congres [Q46.T75 ser. 8, vol. 24) 


2 (508) 


Robert, Joseph Arthur 
see 
Robert, Arthur, 1876- 


x42-mB 


Robert, Joseph Clarke, 1906- 

The tobacco kingdom; plantation, market, and factory in 
Virginia and North Carolina, 1800-1860, by Joseph Clarke 
Robert ... Durham, N. C., Duke university press, 1938. 

xilt, 286 p. pom eA fe 2. (Helf- 
title: versity publicat 





bacco Virgint 2. Tobacco—North Carolina. 8 Tobacco manv- 
facture and trade Virgint ja. 4. Tobacco manufacture and trade—North 
Carolina. 1. Tithe. 
‘8815088 

Library of Congress SB278.R6 1968 

Duke Univ. Libr. 
—_ Copy 2. 
Copyright A 118340 (\3Ou3, 388.1 


Robert, Joseph Thomas. 

A parliamentary syllabus; twenty-four progressive lessons 
in parliamentary practice for high —_ colleges, 
clubs, ete. By Joseph T. Robert ... Chicago, Scott, Fores- 
man & co., 1897. 

2p. 2". 

‘Text on versos of leaves only. 


1. Parliamentary practice. 


Tébrary of Congress 
Copyright 1897: 59018 


IJFS15.R68 
13801, 


ee Sa ee 

Robert's primer of ee a for schools, colleges, 
clubs, fraternities, etc. Twenty-four easy, progressive lessons, 
illustrating parliamenta: ry law and practice, by Joseph Thomas 
Robert ... New York, Doubleday & McClure co., 1900. 


xp,11,24p. 16)". 


1. Parliamentary practice. 
Library of Congress 
—— —— Copy 2. 


Copyright 1000 A 11481 13801, 


Robert, Karl 
see 


Robert, Carl, 1850-1922. 


CATALOG OF PRINTED CARDS 


Robert, Karl, pseud. 
see 


Meusnier, Georges, 1848- 


Robert, Karl, pseud. 

Hitler’s counterfeit reich; behind the scenes of Nazi econ- 
omy, by Karl Robert; foreword by M. W. Fodor, introduction 
by Douglas Miller. New York, Alliance book corporation, 
141, 


Mp. 21". 


1. Germany—Economic policy—1983- 2 Germany—Pol. & govt.— 
1983- L Title. 
41-23088 
Library of Congress HC286.4. R62 
120, 830.043 


Robert, Léo Paul, 1851-1923. 

Les chenilles de Léo-Paul Robert, 64 planches en couleurs. 
Texte de Paul-A. Robert fils. Neuchatel, Paris, Editions 
Delachaux & Niestlé s. a., 1931. 

412 p. 11. 64 mounted col. pl. 214". 


Larvae. 2. Lepidoptera. 3. Insects—Pictorial works. 1 Robert, 
pect A m. Title. 
82-10026 
Library of Congress QLS44.R6 506.78 


Robert, Leon, 

U. 8. comik histry. Queerly and peculiarly concocted by 
the author. Chicago, Ill, G. Gregory, printer, 1889. 

Mp 194". 

“Copyright, May 25, 1889. By Leon Robert.” 


1, U. 8.—His_—Humor, caricatares, ete. 


11—9468 
Library of Congress E170.R64 
Copyright 1889: 1828 (a38b1, 
ane Seam. 
. Des demandes en nullité et oo Got 2 ain 
ia vendeur non ag en matidre de saisie a | 
‘mann. Bordeaux, Y. Cadoret, 1905. 
lp. l, &p. 259". 
Thése—Univ. de Bordeaux. 
“Bibliographie™ : p. (158;-154. 


2 see a eee Se. 2 Rxecutions (Lew 2 
Executions— Judicial sales—Fracce, i Tithe. a 


‘31-16080 
Library of Congress & 


(Robert, Léopold, 1878- 
.. Limogé, roman. Paris, B. Grasset, 1921. 
én. drat 1. fr. 6.75 
Autbor's pseudonym, Jean Yole, at heed of title. 


PQ235.015L5 1921 


Robert 


(Robert, Léopold, 1878- 
.. Le malaise paysan. Paris, “Editions Spes”, 1930. 
233, (2; p> 19. 
Author's peeud., Jean Yole, at bead of title. 


1, Peasantry—France. 2. Agriculture—Economic aspects 3. France— 
Soc. condit. 1 Title. 
30-22100 
Library of Congress HD1536.F8R6 
Copyright A—Foreign 1053 
a 


(Robert, Léopold, 1878- 

. La servante sans gages ... Paris, Editions de La vrais 
France, 1928. 
234» 19". (On cover: Béitions de La vrais France. 8” o, n° 55) 
Author's peeud., Jean Yole, at head of title. 


1% Tithe, 
B11 
Library of Congress PQ2685.01584 1928 
Copyright A—Foreign ‘39883 
a 
,Robert, Léopold, 1878- 
La servante sans gages, pidce en cing actes ... Paris, 
L'Tilustration, “1934, 
38, 2, p 30Y*. (On cover: La Petite Mustration .. no. 67, 24 
mars 1834. Thé&tre mouv. sér., no. 343) 
Author's pseud., Jean Yole, at 2 5 fame 
Tiiustrations on p. ;2) and 3; of 
1. Tithe. 
AS41331 


Newherry library 
for Library of Congress (PQ1223.142 a. 8. no. 343) 


a38e1; (842.91082) 
La culture du coton en Afrique occidentale francaise. 
Paris, Les Editions Domat-Montchrestien, F. Loviton et c*, 
1981. 
2p. L, diya, 115, 2) p. 259". 
“Bibliographie” : p. ;108,-115. 
1, Cotton—;Africa, French West, 1 (Title, 
Agr 31-1251 
Library, U. 8. Dept. of Agricultere T2R54 
2) 
au Collage de France, Louis Ro 
donnée le 95 rr a 


raphy. 1 Parte Collige és Frasca 1m. Tithe. 
acme 
Cincinnati. Usiv. Létr. 
ter Library of Congress ra 
Robert, Louis. 
. Etudes anatoliennes; recherches sur lcs 


aC 1864 








Louis. 
Villes d’Asie Mineure; études de — antique, 
per ‘Louis Robert ... Paris, E. de Boccard, 1 
a p vm 0 (part double ; inet. 
a 
“Abréviations” (bibliography): p. :11;-16. 
Bibliographical foot-notes. 


264°. (Btudes ort 
de Stamboul ... 


1. Asia Minor — Description, geography. 2. Cities and towne—Asia 
AC 36-1484 
‘Title from Princeton Univ. Printed by L.C. 
2 


Robert, Louis. 


Les vins mousseux; manuel pratique donnant les mé- 
thodes rationnelles pour leur préparation, suivi ea 
étude sur la dégustation des vins, par Louis Robert . 
Paris, J. Fri . 


2p. 1, 00 p. illus, fold. tab. 19°. 


1. (Wine and, wine making 


Agr 16-61 
Library, U. S. Dept. of Agriculture 390.1RS4 
Robert, Louis de, 1871- 
Adrien; roman inédit, par Louis de Robert. 
(in Les Ocuvres libres. Paris “1988, 18°. v. 146, p 27-184) 


1 Title. 

a08-42TT 
‘Title from Northwestern Univ. 
Library of Congress (PQ1141.04 vol 146) 


2 


Robert, Louis de, 1871- 
L’amour un soir d’été. Paris, E. Flammarion (1923, 
Bp 1”. 
ir d'été—La voix—Chose vue—Le voleur 
i.—L'ingrat. de Laurent—Le com- 
—L'accident—La gouvernante—Un oe ‘il pleuvait—Drame d’ar- 


gent —Le plus hereux des trois—Rabot et —La rencontre —Le 
témoin —La démarche.—Cheval 4 vendre.—Ninette, ow Le prince amoureux. 


poised 23-11456 
Library of Congress PQ2635.017A65 1923 
Copyright A—Foreign 22639 
a 
Robert, Louis de, 1871- 


Astrée, triomphe et déclin d'une femme; roman inédit, par 
Louis de Robert. 
(in Les Qavres libres. Paris 1935, 18°. +. 166, p. (15,-106) 


1 Tithe. 
AC 86-2004 
‘Title from Northwestern Univ. 
Library of Congress (PQ114L04 vol. 168) 
a 
Robert, Louis de, 1871- 


Le chemin de Ia fortune; roman. ,Paris, E. Flammarion 


25 p.21 189°. 
1 Title. 
37-23001 
Library of Congress PQ235.017CS 193° 
2 $43.91 
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Robert, Louis de, 1871-1937. 

... De Loti a Proust; souvenirs et confidences. Paris, E. 
Flammarion ,*1928, 

3p. L, Sy-247,..2, p10". 

Contents. — Préambule.—Le Théatre libre —Jeanne Granier.—Com- 
ment i fe connu Lott—Le Journal & sa fondation—Alphonse Daudet 
et Emile Zola.—Marce! Proust.—Edmond Rostand —Octave Mirebesu.— 


1. Authors—Correspondence, reminiscences, ete. 2. Authors, French. 
3. Viaud, Julien, 1850-1923 =. Title. 
2-89 
Library of Congress PQWORS 
dif, 


Robert, Louis de, 187i- 
Ni avec toi ni sans toi, roman. Paris, E. Flammarion 


1. Title. 
27-11707 
Library of Congress PQ2635.017N5 1927 
Copyright A—Foreign 33440 
a, 
Robert, Louis de, 1871- 


. Ninette. Illustrations de Dutriac. Paris, P. Ollendorff, 


1900. 


184 p. incl. flue. plates. 18429). (On cover: Collection 
Otientionit iMustrée. n° 23) 


1. Title. 
34-20075 

Library of Congress PQ2635.017N6 1900 843.91 

Robert, Louis de, 1871- 
.. Octavie. Paris, A. Michel “1925, 

2p L Prdsip,iL 19 

1. Tithe 23-15707 

Library of Congress PQ2635.01703 1925 
Copyright A—Foreign 27952 

2 


Robert, Louis de, 1871-1937. 
. Paroles d’un solitaire. Paris, A. Michel ,“1924, 
Sp. 1, O26 p. 19°. 
“Le feu de pailie”: p. (161,-254 


1. Tithe m Title: Le feu de pailie. 


24-21481 Revised 
Library of Congress PQ2US5.01TPS 1024 
Copyright A—Foreign 2177 
(788e2, 
Robert, Louis de, 1871- 


. Reconnais-toi. Paris, E. Flammarion (1921, 
2500 p,11. 19. fr. 750 


1. Title. 
21-10894 
Library of Congress PQ2635.017R35 1921 
Copyright A—Foreign 181% 
12) 





Robert, Louis de, 1871- 


-- Réussir, roman. Paris, E. Flammarion (1920, 


285 p. 18)", fr. 675 
1. Title 
. 20-15099 
Library of Congress PQ2635.017R4 1920 
Copyright A—Forcign 17210 


Robert, Louis de, 1871- 


a roman d’une comédienne. Paris, E. Flammarion 
(1919, 


3p.1,27%0p. 19™ fr. 3.50 
“Le roman d'un comédien” : p, :191)-270. 


1. Title. 1. Title: Le roman d'un comédien. 


19-11638 
Library of Congress PQ2635.017R6 1919 
Copyright A—Foreign 16097 
2 


Robert, Louis de, 1871-1937. 


... Le roman du malade; illustrations de M. Mahut. Paris. 
E. Flammarion ,°1921, 


2p.l,tv,244p. plates. 19°. 


1. Mabut, M., fltus. 1m. Title 


21—11210 
Library of Congress PQ2635.017R6S 1921 
Copyright A—Foreign 18187 
a39e1, 


Robert, Louis de, 1871- 


. Silvestre et Monique; roman ... 
marion (1922, 


2384p. 18a". = fr. 7 


Paris, E. Flam- 


1. Title. 
Library of Congress PQ2635.017S$ 1922 tad 
Copyright A—Foreign 19590 
oa 
Robert, Louis de, 1871- 


.. Trop belle; roman. ,Paris, E. Flammarion ,1936, 
247, pt 19. 


1 Title. 
3616234 
Library of Congress PQ2635.01TTTS 1986 
Copyright A—Foreigo 31906, 
a2 43:01 
Robert, Louis Eugtne 
see 
Robert, Eugéne, 1506-1879. 
29-1889 


Library of Congress 2 








Robert, Louis Joseph Marie, 1771-1846. 

Nouvel essai sur la mégalantropogénésie, ou L’art de 
faire des enfants d’esprit qui deviennent de — hom- 
mes; suivi des traits yD oy iognomoniques res & les 

‘aire reconnoitre, —* Porta, et ot Lavater, 
ores des —, Widitionnelles de - Par Robert 

waa 2 augm., ne 
comets 6 a . premiére que par le titre . Pale le 
Normant, an x, 1803. 
2v. 2. 
1 Eugenics. 2: Physiognomy. 


(3001, 7-293 
Library of Congress HQ7S1.A3R6 





Robert, Mme. Louise Félicité (Guinement de Keralio) 
i 1758-1821, ed. 

j Collection des meilleurs ouvrages francois, composés 
| par des femmes, dédiée aux femmes francoises. Par 
| cranes de Keralio ... Paris, L’auteur ete, 1786- 


| 6. front, plates 2i™ 


1. Women as authors—France. 2 French literature—Collections. 
11-20070 


Library of Congress PQ1107.R7 


(Robert, /me. Louise Félicité (Guinement, de Keralio) 

1758-1821. 

Histoire d’ Elisabeth, reine d' Angleterre, tirée des écrits 
originaux anglois, d'actes, titres, lettres & autres iéces 
manuscrites, qui n'ont pas encore paru. Par Mademoi- 
selle de Keralio. Paris, Chez l'auteur ,etc., 1786-88. 

Sy. front, port. 


2. 
Vol. 5, “ Pidces justi ves.” 
“Liste des poise Plain, 0 coms os les ont imprimés": 


} 
| 
| Sabject entries : 1. 3, 0s. Be Brit —Hist. 
| 
i 


ss * Rote de principmor auteurs cités'"’ 484-501. 
ist. — , 1558-1608. 2. Elizabeth, 
queen of England, 1533-| 608. 3. Mary Stuart, queen of the Scots, 1542-1587. 
oe 
Library of Congres, no. DA365. R64. 


Robert, Ludwig, 1778-1832. 
Die macht der verhAltnisse. Fin trauerspiel in fiinf 
aufzigen, und zwei briefe dber das antike und moderne, 
| und fiber das sogenannte birgerliche trauerspiel, von 
| Ludwig Robert. Stuttgart und Tabingen, J. G. Cotta, 
| 1819. 


148 p. 18”. 


1. Title 
Full name: Ernst Friedrich Ludwig Robert: 


| 18-11782 
Library of Congress PT2457 RSSM2 1819 


(Robert, Marie Anne de Roumier, dame, 1705-1771. 


Voyages de Milord Céton dans ww sept apt pasties, ou 
Le nouveau mentor, tr. par M La 
Haye, et se trouve a Paris, 1765-66. 


7¥. 147 
1. Title. 1. Tithe: Le nouveau mentor: 
| 12-1789 
Library of Congress PQ2027.R4A77 
Robert, Maurice. 
.. L’ Afrique centrale, par Maurice Robert ... 15 figures. 
Paris, A. Colin, 1934. 
215 p. Mus. oe ae A .} 17*. (Collection Armand Colin (Sec- 
tion de géographie) 


“Ouvrages & consulter”: p. (200-211. 


B, abgs, Cxtet—Sem. 6 nee. 2. Mines and mineral resources— 
Atriea, Contre! 3. Geology—aAfrice, Central. 


84-82716 
Library of Congres C802. R6 
Copyright A—Fore x. mee 
2 830 967 


CATALOG OF PRINTED CARDS 


Robert, Maurice. 

. Le centre africain; le domaine minier et la cuvette con- 
golaise. Ouvrage illustré de 10 figures et de 13 planches hors 
texte dont 2 en couleurs. Bruxelles, Maurice Lamertin, 1932. 

2 p. L.. (7)-261, (1) p. Incl. Mlus., tables. plates (1 fold.) maps (part 
a.) 23". 


1. Mines and mineral resources—Kongo, Belgian 
AC 33-1308 


Libr. 
2 


Title from N. Y. Pub. Printed by L. C 


Maurice, 1880- 
... Code de la bibliophilie moderne; préface de Francis de 
Miomandre. Paris, Union latine d’ éditions ,1986, 
2p L, Gl, (3), tv, 2) p lus, plates (1 col.) 22°. 
“Queiques termes techniques”: tv, (1) p at end. 


1. Book collecting. 2 Books. 1 Title 
37-8612 
Library of Congress GW BS 
a) (C252) 865.5 
Robert, Maurice. 
A code for the collector of beautiful books: preface by 


Francis le Miomandre ; translated from the French by Jacques 
LeClereq. New York, The Limited editions club, 1936. 
siti, pl), 55, (ly p.  27™. 
At head of title: By Maurice Kobert and Frederic W: 
“This manuscript was origivally written by Maurice Kobert and 
iblished under the title Code de la bibliophilie moderne’ by the 
Tinton latine d'Alitions in Paris. it was translated, by Jacques Le 
Clereq, into English and theo underwent a t! revision at the 
Frederic Warde, who sought to make the phraseology more 
intelligible to American collectors and prepared a new list of ‘terms’ 
(Continued on next card) 


(3742, 


3620297 


.. A code for the collector of beautiful 


books ... 1936. (Card 2) 
ue by Frederic Warde, printed in the Bembe pas by the vale 
y ‘a 
university yf Lh - 14 P 
1. Book collecting. 2. Books. & Warde, Frederic. a. Le Clercq, 
Jacques Clemenceau, 1806- tr. mi. Limited editions club, 
inc, New Yi tv. Title. 
%6-29297 
Library of Congress 7ye2. R61 
—~ —— Copy 2. 
Copyright A 99650 (87A3) (025.2) 655.5 
Robert, Max, pseud. 
see 
Promber, Otto, 1874 
‘33-29285 


Ubrary of Congress 


Robert, Michel. 

.. Le juge @'instruction militaire ... par Michel Robert ... 
Paris, Imprimerie des Presses modernes, 1939. 
2p.L, 7116p 2. 


Thétse—Univ. de Paris. 
“Bibilographie” : p. 114 


1. Courte-martia! and courts of inquiry. 2 Tithe. 


Library of Congress 


471 


Robert 


Robert, Nicolas. 

Essai sur Je blocus et les neutres, on Nicolas Robert 
... Gendve, Impr. ‘‘Gutenberg,’’ 1918. 

111, ip. 23. 


“Ouvrages consultés”: p. (110-111. 


1. Blockade. 2. Blockade, Pacific. 3. Neutrality. 1. Tithe. 
A 19-1550 
Title from Carnegie Endow Int Peace, JKS225 RS 
ss Penile 
a 


Robert, Nicholas, 1610-1684. 


Varia ac multiformes florum species expresse ad 
viuum et eneis tabulis incise authore N. Robert. (Rome, 
wditae a Io. Iacobo de Rubeis Romae, 1665. 


130; pl. 30". 
Engraved t-p. 


1. Botany—Pictorial works 2. Plants, Cultivated. 
Aart 25-1101 


Library, U. S. Dept. of Agriculture 90RS42 


(Robert, Osmond T 1 
Exercises based on Gautier’s = Ed. Albert 
Schinz (D.C. Heath) ,Northampton, *1922 
Bp. 2=. 
At head of title: Smith college, Department of French language and 
Uterature. 


French la ge— Composition exercises. 2. Gautier, Théo- 
vale, -, i872. Je Jettatere, L saith ae. Dept. of French lan- 
nd literature. 1. Title: Jet 
ca 22-280 Unrev'd 
PC2111.R48 1922 


(a27b1, 


Library of Congress 
Copyright A 654780 





Robert, P G. 

Word and work; or, Scientific and Mosaic geogony com- 
pared. By P.G. Robert ... Saint Louis, W. B. Chittenden, 
1879. 

2p. 2. 

1, Creation. 2. Bible and geology. 1 Tithe. 

31-49 

Library of Congress BS651.R7 
Copyright 1879: 4900 23 
2 

La politique d’isoh ‘ ique; causes, modalité 
conséquences de l'autarcie 2 a 
1 liti % ie impériale. P 
Domat-Montchrestien ,1989, 


2p are ap we. 


1. France—Commercial policy. 2. Commercial policy. 8. Free trade 


and protection— Protection. 1. Tithe. 
WO 2088, 
Library of Congress HD@3.R57 
(2 387 0044 
Robert, Paul André, 1901- 

Alpine flowers. 36 colour plates from watercolours spe- 
cially prepared by Paul A. Robert. With ee ey 
Prof. Dr. Carl Schroeter ... London, B. T. 

(1938, 
2 ip. 36 col. pl. 7 


(On verso of t.-p.: Bateford’s “Art and nature 
colour series”, ed. by Dr. Hans Zdinden) 


" @enenaneeas 


1. Alpine flora—Pictorial works, 1 Schréter, Carl Joseph, 1855- 


1925. u. Title 
a@-2™ 
Enoch Pratt free library 
for Library of Congress 2 








Robert, Paul André, 1901- 
as Sere Sp Sepa 20 nin Se ani Cote he 
Robert. Texte de Hi 


equarelles de Paul A. lenry 
Introduction de Paul Jovet ... ;Paris, Librairie Plon ;* 


=. 36 col. pl. 28". seamen "Gnd oth east Gata @ 
Hans ) 

Colored ilustration mounted on cover. 

1. Alpine fora—Pictorial works 1 Bordeaux, Henry, 1870- 
m Title. 


A 42-2488 
Grosvenor library QK297.R7 
for Library of Congress 3 


Robert, Pac! André, 1901- 


LIBRARY OF CONGRESS 


ye oe 


uguste Guéroult, com 
ei, (1836-1911) Rouen, 


2p a. 


siteur et organiste de Saint- 
pr. P. Leprétre, 1913. 


1. Guéroult, Auguste, 1836-1911. 


Library of Congress ML410.G93R7 
Robert, Perey Alphonse, 1904- 





ws. Lee insectes ... Neuchatel ete. Editions Delachaux & 
Niestlé s. a., 1936- 
¥. lus, col. plates. 177°. (Les beautés de la nature) 


bead of title: Paul-A. Robert. 
So cmmans censuses’: vip mt 





ComTarre.—t 


1. Insects. 
AC 87-2281 


Mlinois. Univ. Library 
for Library of Congress % 


Robert, Paul André, 1901- 

Kunstgebilde des meeres, muscheln und schneckengehiuse ; 
15 farbtafeln nach aquarellen von Paul A. Robert ; einfiihrung 
von Arnold Masarey. Leipzig, C. Weller & co. ,1936, 

Sp xvcol pl. 28". (Helf-title: Irie bicher der natur und kunst) 





1. Shells. 1. Masarey, Arnold. a. Title. s0-seses 
Library of Congress QL404. R58 
oa 504 
aR, ty 
.. Les illons dans la nature ; at, danee Daeen 
aioe l, Delachaux & 
Niestlé, s. «., 1934. 


4065 p. inci. 64 mounted col. pl. 214 x 174". 


At head of title: Paul A. Robert. 
“Ge volume volume fait suite & l'ouvrage intitulé ‘Les chenilies de Léo-Paul 
Robert’.”—lntrod. 


8p. 12 col pl. 85°. (Art and nature in colour series) 
Colored {lustration mounted on cover. 


% Busege, Bocas Compe, mD- 


1. Marine 
mt] ‘oe 1897- 


a1" 
Grosvenor library RT 
for Library of Congress ' 
Robert, Paul André, 1901- 

Wonders of the sea; shells 15 painted 
poy fig Robert. With an introduction by 
ul lu on fi text by Masarey ... 
London, B. T. Batsford itd. ,1987, 

Spd. xv col pt 2". (Art and nature in colour) 
1. Shella §=6t Maserey, Arnold nm Tithe. 
Lébrary of Congress Qlees RA 
5 ‘Set OMe 





in Essex county, New Jersey, by Percy A. 
Robert . ~New York, Pub. under the auspices of the Graduate 
school of arts and science of New York university :*1941, 
ipLitp ae. 
Abridgment of thesis (rm. ».)—New York university, 1088. 


1. Defective and delinquent classee—New Jersey—Emsex co. 2. Juve 
Bile delinquency —Essex co. N. J 1 Tithe. 
41-0885 
Library of Congress HV6TOB.NAIRT 1941 
2) a 
Robert, Peter Heinz. 
Spiel zu dreien ... Berlin, Bloch, *1940- 
1a, uw. 
Reproduced from type-written copy. 
Tite 
2 20008 
(Brief cataloging 
Library of Congress PT2085.01T86 
ea 


Robert, Pierre Charles, 1812-1887. 
mw 2 qiecumsinn Go bp Beatin par P. Charles 
H. Champion, 1888. 
vill, 06, ;v;-vl, 178 p. flues, x pl. 389 x25. 
Issued io 3 parte; pt. 1, Parle, Didier ot 1878; 2, Paria, Cham- 
pion, 1888. Pt. 2-8 wri ea 


itiow with 
At bead of cover-title: P. Charles Robert et Lt 7 
Imperfect : pl. vn-1 


1. Inscriptions, wt -y France (Dept.) 1 Cagnat, René 
Louis Victor, 1852- Title. 
82-85710 
Library of Congress 477 
Robert, Pierre Charles, 1812-1887. 
M ies gauloi Dresestath : he de le collect 





de m. P. Charles Robert ... Paris, Impr. Pillet et Dumoulin, 
1880. 

108 p Mes, pl 27". 

Exige de Annoaie de la Société francaise de numismatique et 
W@archéologie pou 


1. Nomismetice—Geul. u—si1 


C32681.R7 
8T1-, 


Library of Congress 


Robert, Pierre Charles, 1812-1887. 


Sigillographie de Toul, par Charles Robert ... Paris, 
Rollin et Feuardent ,ete., 1868. 


2p... 28p. xupl mem 


Based on the study of the seals of the collection of M. Dufresne made 
in 1855, with additions of new types taken from different collections. 


ok Seals (Numismatics)—Toul, France. 2. Toul, France—Church te 
» db. 


- rces. 3. Toul (Diocese) 1. Dufresne, Antoine F 
1990. u. Title. ee 
20-3519 Revised 
Library of Congress CDS999.T6R6 
1120b2, 


472 





Robert, Pierre Charles, 1812-1887. 
Sur la prétendue restauration du pouvoir de Maurice Ti- 
bére dans la province et sur les monnaies qui en seraient le 
Robert. 


(in Académie des . 
Parla, 186k FTC BOR peep aoTaae) sn Mémoire 


etroeme: Maurice et les Mérovingiens 
tn September 


Aoutroverca of certain of M Deloche's conclusions. 
Bibilographice! 


1. Maurictus, the Bast, 080 )-002. 2. 
Gaul. 3 Gondovald, 800 ( (ca. )-688, x etc a Maximin 1517-100 


AC 3-1 
Newberry library vad 
for Library of Congress {A8162.P311 vol. 30, pt. 2) 
ty (084) 
Robert, Pol. 


De la nature Lay ape des avantages matrimoniaux 
réeultant = de communauté... Paris, 
A. Rousseau, 1914. 
vil, 229 p. 254". 
‘Thése—Univ. de Nancy. 
“Bibliographie”: p. «v;-vil. 


1. Husband and wife—France. 1. Title. 


17-1003 
Library of Congress (020c1, 


Robert, Régine Hubert. 
aoe 
— ‘ , 





Lianrary or Cononess Rererence 
Cungram sscentnry catston which do bet sopens as tn depository cotaloge, 
Xx 42-080 
a 
Robert, Robert, pseud. 
see 
Burnand, Robert, 1882- 
Robert, Roy. 
~-\ a alaaaae Atlanta, E. Hartsock, The Bozart 
press ;*1i 
2p... pe! D pl 189". 
Poems. 
1. Title. 
28-9679 
Library of Congress PS3535.0156B6 1928 . 
Copyright A 1060684 2, 
Robert, 
Dr. Schiisslers funktionsl idler, eller Den lille bioke- 


miske huslege til sygdommenes behandling efter dr. Schiiss- 
lers methode, af dr. Th. Robert. 1. oplag. Leipzig, W. Schwa- 
be, 1930. 


117, 1) Dp. ae. 
1 ithy—-Materia medica and thera 
peutics. 3. + ey i) rich, 1821-1898. 1 Title: Funk- 
m1. Title: Den lille Diokemiske Trone- 
lation of Die fonktionshetimittel ir. Schissiers. 
$1-21341 
Library of Congress KM180. R63 
Copyright A—Foreign ‘9331 
cs 615.5 

















Robert, Tharandt. : : 
Die funktionsheilmittel dr. Schiimllers, oder Kleiner bio- 
Geninher lament ow Ot dlung der krankh nach dr 





Schiisslers methode, nebst angabe de jer — er homéo- 
path. mittel, von dr. Th. Robert. 9. \ 
Leipzig, W. Schwabe, 1928. 

xii, 247, (1; p. 16". 


Moticios Blochemic. 2. Homeopathy—Materia 
positon Schiissier, Wilhelm Hein Wetarch 1 1821-1898. L Tithe. a. 
tle: Kletmer blochemischer ha 
794431 
Library of Congress RM130.R6 1928 
Copyright A—Foreign TS 
2 
Robert, Tharandt. 
__ Mein arztliches hausbuch ; ; ratgeber fir gesunde und kranke ; 
flanzen- und natur- 





heilkund aves 


und anderen. Neue dw 





P 
von dr. Th. Robert, dr. A. Moll 
und verm. ausg. Mit 
iner g: “Aktive krankenpflege” von D. Bier. Ber- 
iin, P. Franke (1931, 


424 p. illus. 234". 








Medicine, Popular. 2. Semeeien, Physiological. 3. Homeopa- 
tupe-daatorte medica and therapeu 1. Moll, Adolf, joint author. 
u. Bier, D. 1. Title. 

81-15196 
Library of Congress RC81.R6S 1031 
Copyright A—-Foreign 12038 
a 616 
Robert, ‘Théctes. 
hes sur le rd ique du calcium chez les 
etiam - Laval, L. Berekena & ‘2, 1915. 


2p.1,166p,11. v pl, dingr. 234°. 


Thése—Faculté des sciences de Paris. 
“Biblographie” ; p. (153;-163. 


1. Calctum (in plants, 
Agr 27-199 


Library, U. 8. Dept. of Acriculture 4632R% 
Robert, Ulysse Léonard Léon, 1845-1903. 

Catalogue des manuscrits relatifs & la Franche-Comté qui 
sont conservés dans les bibliothéques publiques de Paris, par 
m. Ulysse Robert... Paris, Champion, 1878. 

318 p. plates. 22°. 

“Extrait des Mémoires de la Sociélé d'émutation av Inre” 


1. Franche-Comté—Rib!. 2. Manuscripts. France—Catalogs. 8. Paris 
Libraries. 


21—8553 
72184. FT8R6 


(3901, 


Library of Congress 


Robert, Ulysse Léonard Léon, 1845-1903. 


Etat d tal des its des bibliothaques 
de «Fed et de Follande. Par Ulysse Robert. on 
A. Picard, 1878. 


x, 24 p. 23™. 





“Extrait du Cabinet hi 
“a oeeien tee ate ® xxtv, Catalogue p. 196. Tiré 4 trois 


1 Menuetion. i Catalogs — 2. Libraries — jum. 





3. Manuscripts. N. neflands—Cotakne Bat 4. Libraries—N. 
Library of Congress Z6620.NSR6 — 
1a2Sel) 
Robert, Ulysse Léonard Léon, 1845-1908. 
Etat des sh des des biblioth 
France, par Ulysse Robert .. Paris, H. Menu, 1877. 
@BWp.il 2. 
“Extrait du Cabinet historique, tome xxm, catal. p. 101-125. Tiré & 
cent vingt-cing exemplaires, dont 25 sur papier vergé.” 


a 1 Librarieo—France. 2. Maposcripts. France—Catalogs— Bibi. 





3-13000 Revised 


Library of Congress TAEQ0 FBRS 


(73142) 


CATALOG OF PRINTED CARDS 


Sa ae 





Library of Congress 78620. F8RT 016.001 


Robert, Ulysse Léonard Léon. 

Recueil de lois, décrets, ordonnances, arrétés, circu- 
laires, etc. concernant les bibliothéques a com- 
munales, et b. sous 
les auspices du Ministére de |’instruction publique, par 
Ulysse Robert. Paris, H. Champion, 1883. 

2p.1,28p. 25". 





1. Library legislation—France. 


2 Libraries—France. 1. France. 
Ministere de de l'instruction publique et de beaux arts. 11. Title. 


Library of Congress 2677. F87 


Robert, Ulysse Léonard Léon, 1845-1903. 


2p. 1, 188, (1) p. illus, wi pl. (2 col, 4double) 105". 


Bamemeate : p. 4-5. 
biographical foot-notes. 


1, Outeasts. 2. Civilization, Medieval. 8. Jews in France 4. Jews ir 
Spain. 5. Moriecos. 6 Heresy. 7. Leprosy. § Cagota. 9. Prostitution 


2-171 
CBS58.R6 


8041, 


Library of Congress 


Robert, Ulysse Léonard Léon, 1845-1903. 
Supplément a |’Histoire littéraire de la eg 


de Saint-Maur, par Ulysse Robert ... Paris, A. Picard, 
1881. 
2p... Bp. 2Zixmn. 
Large paper copy. 
s Hii ittérai ion de St.- 
770 tnd inform sopicmented by Wie pk ay 


1 
VHistoire 
1. Benedictines in France. Congetgntion de Saint Maur—Bio-bibl. 1 
Ege ro René Prosper, 1697-1777. Histoire littéraire de la Congrégation de 
.- Maur. 
19-2 
77840.B3T31 
12) 


Library of Congress 


Robert de Massy, J ules Henri, 

Des halles et marchés et du commerce des objets de 
consommation & Londres et & Paris. Rapport aS. Exe. 
M. le ministre de | oy" du — et des tra- 
vaux publics, par J. Robert de Massy ... Paris, fo 
merie impériale, 1861-62. 

3 pts. in 2v. tapies, 235". 

AB onyey aaa Londres —a. ptie. Paris —3 ptie. Comparaison entr. 


1. Paris—Markets. 2 London—Markets. 


7-100984 


des usages des 
Copernic. Ren ow hae & Vecomin, 


Chez Durand, mpoczty. 
vill, 147 (4 €. 148), pt) p. 4 fold. pl. tables, 149°. 
Error im paging: nos. 139-140 repeated. 


1. Astronomy—Earty works to 1800. 2 Solar aystem. 3. Globes. 
wOo1le 


Library of Congress QB42 RS 520 
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Robert de Vaugendy, Didier, 
Essai sur l'histoire de la ou sur son origine, 
M. Robert de Vau- 


& son état ‘ ‘ 
oan... Paris, A. Boudet, 1755. 


1p L, ail, 422, (8) pp. 16°. 


te me Didle: , 1723-1786. 
par ordre du roy, 


des globes celeste et terrestre, faite 
pelos Rote engsdy, hn Paris, Chez A. Boudet, 
1751 
20 pL, xvill, 248, (14, 4 fold pl. 14”. 


1. Globe. 
10-000 
Library of Congress QBeA.RT 
rf1b1, 
Robert-Dumas, Charies. 


--. Coux da “S. R.” Agent double. Paria, A. Fayard 1939, 
2pL, 7rMp,1L iim. 


1 Tith m Title: Agent double 
Pull nome: Charies Louis Robert-Dumas, 


0 20808, 
Library of Congress PQ28BS.017BAT 1989 
Copyright A—Foreign ad 
2 B91 
Robert- 


.-. “Coux du 8.” Deuxidme bureau. Paris, A. Fayard & 
* (1984, 
255, 1, p> 187". 


1 Tithe. m Tithe: Deuxiéme bureau. 
(Pull nome: Chartes Louis Robert-Dumas, 


e105 
Library of Congress PQ2835.01T3804 1984 
Copyright A—Foreign 28270 
12) SAS OT 
Robert-Dumas, Charles. 


«» “Coux du S. R.” L’embardée. Paris, A. Fayard & c* 
(1935, 
25, a, p. 189". 


1 Tithe m Tithe: Liembardes. 
(Pell eeme: Chartes Louie Robert-Dumas, 


Library of Congress PQ2885.01T8ES 1985 
Copyright A—Foreign 2802 
a san 


Robert-Dumas, Charies. 

.. “Coux du 8. R” L’homme a abstire. Paris, A. Fayard 
& co (1984, 

4p. 1k 18". 


1 Tithe o Tithe: L’homme & abettra 
(Pull some: Charles Louie Robert-Dumas, 


Library of Congress PQRSS.O1TSHS 1986 
a oan 








Robert-Dumas, Charlies. 

-. “Ceux du 8. BR.” Liidole de plomb. Paris, A. Fayard & 
o* ,1935, 

sp. 1 1y. 


& Title. mm. Tithe: L'idole de plomb. 
(Pell name: Charles Louis Robdert-Dumas, 


96-7220 
Library of Congress PQ285.0173 14 1985 
Copyright A—Foreign ‘25808 
2) 48.91 
Robert-Dumas, 


Chartes. 
-. “Ceux du S. BR.” Les loups entre eux. Paris, A. Fayard 
4& c* 1934, 
2p. 1, (7-255, yp. 189". 


i Title m Title: Les loupe entre eux. 
(Pell nome: Charles Louis Robert-Dumas, 


36-7218 
Library of Congress PQ2EBS.017TSL4 1984 
Copyright A—Foreign me 
2 843.01 
Robert-Dumas, Charles, 


. “Ceux du S. B.” Le masque de vitriol. Paris, A. Fayard 
& c* 1985 
2p ke Tr28p, 1 18 


1 Tithe. m Tithe: Le masque de vitriol. 
:Pell name: Charlies Louis Robert-Dumas, 


Library of Congress romesormms sms 
Copyright A—Foreign mite 
ro $48.91 
Robert-Dumas, Charles. 
. Contes d'argent de ma mére-grand; illustrations de Félix 


Loriouz. Paris, Boivin & c*, 1982. 
158, (2, p Mus (part col. mounted) 292 23". 


Cowrerts.—Le miracle des yeux. —Jean 'e Démanché—La légende de 
Vane. —L'esprit dans la canne. 


1. Fairy tales. 1 Lorioux, Félix, illus. o. Title. 


88-7121 
Library of Congress PIM ROS 
Copyright 4—Poreign 19607 
% 843.91 
Rebert-Dumas, Uharier. 
--. Contes de nacre de ma ; illustrations de Félix 


Lorioux. Paris, Boivin & c*, 1: 
158, 4; p. Mus (part col. mounted) 29x 23". 


Cowrasrs.—Risque-Toat, le taillecr du diable—Nicvias Polgne-La- 
Mort —La siréne blonde 


1. Fairy tale. 1 Lortoux, Félix, ius m Title. 
(Pell neme: Charies Louis Robert-Domas, 


31-574 
Library of Congress Pr. Re 
Copyright A—Foreign een0 
a ssi 


Robert-Dumas, Chartes. 
Contes mauves de ma mére-grand; dessins de Maurice 
Lalau. Paris, Boivin & c*, 1921. 
Sp L, S-188, 2, p ian (part mounted col) 29x23". 
ConTents.—La fille aux loups —Le chasseur et le miroir qui volt tout. 


1 Lalew, Macrice, ius . Title. 
(Poll nome: Charies Louis Robert-Dumas, 


LIBRARY OF CONGRESS 


Robert-Dumas, Charles. 
Contes verts de ma mére-grand; dessins de Maurice 
Berty. Paris, Boivin & c'*, 1926. 
158, 11. Milne, (part col. mounted) 20.223 


Contexts.—-Bon-Ramier —La dame au blanc visage —Le mattre du 
feu —Histoire de la betle Verrotiére 


1. Fairy tales. 1, Title. 
27-10400 
Library of Congress PZ24.RiS 
Copyright A-—Foreign s071 


Robert-Dumas, Charles. 

Grandmother's fairy tales, from: the French of Charles 
Robert Dumas by Pia Hewlett, illustrated by Maurice Lalau. 
New York, F. A. Stokes company, 1915. 

5 p. L, 3-115, «1, p. col. front, Mus, 8 col. pl. 254°. 

Printed in Great Britain. 

~Jack Bruin.—-The little man in the haystack.—The st: 


ConTerts. 
of the three king's sons and of a man who thought t be could tell lew 
(from a EBubcen tale; 


1. Fairy tales. 1. Hewlett, Pia, tr. m. Title 
A 16-040 Revised 
Title from Bangor Pub. Libr. Printed by L.C. 
1F33b2, 
Robert-Dumas, 


Charies. 
Spies against them, by Charles Robert Dumas... London, 
Eldon press limited ,1940, 
mp Ww. 
“First published ... 1940." 


1 Tithe. 
(Full nome: Charies Louis Robert Dumas, 
a6 
New York. Public library 
for Library of Congress (2) 
Robert-Dumesnil, A P F 1778-1864. 
Le peintre-graveur frangais, ou Catalogue raisonné des 


au Peintre-graveur de m. 
Bartsch. A.-P.-F, Robert-Dumesnil ... Paris, G. Warée; 
retc., etc, 1906-71. 
i. (port 1, 0) plates ( fold. 

: Publié, Gapree ice dears ea Tesme, an Georges 


ll: aux dix volumes du Pelntre-graveur francais, 
par Georges 
er 


estampes gravées par les pein’ 6S ee Se 
suite 


“Table générale des onse volumes du Peintre-graveur francais” : t. 11, 
Biographical notice of the author, by Goorgne Duplonte: 9, p. crit, 
ax mon 1 tos 3. Fagrevings Catalogs ‘Bartsch, 

mon re n 
— gTaveur. Duplessis, 


1. 
Library ot oft Srapuene NEI4O.R6 17—8131 
—— —— Copy 2. 1 


Robert-Dumesnil, Alexandre Pierre 
Francois, 1778-1864 
La peintre-graveur francais 


see also 


Meaume, Edouard, 1612-1686. 
Recherches sur la vie...de Jacques 
Callote 


Robert-Houdin, Jean Eugéne, 1805-1871. 

Card-sharpers, their tricks exposed; or, The art of always 
winning. Translate from the French of Robert-Houdin by 
Joseph Forster London, 8. Blackett, 1891. 


vill, 280 p ius. 199° 


1 . 2 Cards. 1. Forster, Joseph, tr. Treasie!ion 
ry 54 





Robert-Houdin, Jean Eugéne, 1805-1871. 
Card-sharpers, their tricks exposed, or, The 


art of always 
winning; tr. from the French of Robert-Houdin by William 


J. Hilliar, with explanatory diagrams. Chicago, F. J. Drake 
& co. (1902) 

1p... 201 p. Mus. 199° 

1. Gambling. 1. Hiltior, William J. tr. u. Title. 

Library of Congress GV1247 R66 —s 
Copyright 1a2641, 


Robert-Houdin, Jean Bugéne, 1805-1871. 

Card-sharping exposed ... tr. and ed., with notes by Pro- 
fessor Hoffmann ipseud., ... London, New York ete, 
G. Routledge and sons, limited (18811, 

36 p. illus. 19™. 


1. Gambling 1. Lewis, Angelo John, 1839 tr 


Library of Congress GV1247 R66S 


Robert-Houdin, Jean Eugéne, 1805-1871. 

Card-sharping exposed, by Robert-Houdin. Translated and 
edited, with notes, by Professor Hoffmann ,peeud., ... Lon- 
don, New York, G. Routledge and sons, 1882. 

S16p ius 18)". 


1, Gambling. 2 Cards S Somme, dante Sdn, EDEN, ©. 


u. Tite Tronslation of Las trichertes de Orecs 
84—15570 
Library of Congress GV1247.ROTE 1882 
1@0b1, 76.48 


Robert-Houdin, Jean Eugéne, 1905-1871. 

Card sharping exposed. The tricks of the Greeks unveiled : 
or, The art of winning at every game. By Robert-Houdin ... 
Translated by M. I. Smithson. New York, J. W. Lovell com- 
pany 18821, 

vill, 0-188 p. illus. 18°. (On cover: Lovell library) 


Gambling 2. Cards. & Gucheen, Mery eae, we nm. Tithe. 
™. Nate: Tes tricks of the Gresks um Translation of Les 
tricheries des Grecs. 

34 15580 
Library of Congress GV1247.ROTS 
(4001, 78.43 


Robert-Houdin, Jean Eugene, 1805-1871. 
Sued chesplag on mgeed, Gee (alsin of tho Goode ae 
veiled, or the art of wisning ot overy, 


Houdin. tr. by M. 1. Smithson New Y wa Wh. Lovell 
company (1882, 
cover-title, 9-188 p. illus. 184°. (Lovell’s library vol. 1, no. 14) 


1, Smithson, Mary Isabel, tr. 1. Title. 
1-13300 


1. Gambling 2. Cards. 


Library of Congress GV1207. RE 
Copyright 1882: 11555 (3081, 


Rebert-Houdin, Jean Eugine, 1905-1871. 

Comment on nn eae Dart & > ele 
tion et de la magic, par Robert Houd Paris, Ca! 
Lévy, 1878. 

4D. 1, dilh-*, (7-01 p. frowt, Mins, 179". 


1. Conjuring. 1 Tithe. 











XUM 


Robert-Houdin, Jean Eugéne, 1805-1871. 

Confidences d'un s prastifighatens, par Robert-Honudin. 
Une vie d’artiste ... Paris, Librairie n nouvelle, 1859. 

2. Mus, plates. 2257. 


1. Jogglers and juggling 


Library of Congress GVIS4S.R7A3 


Robert-Houdin, Jean Eugéne, 1805-1871. 
Confidences de Robert-Houdin; une vie d’artiste; théatre 
et prestidigitation. 2. 6d. Paris, Librairie nouvelle, 1861. 
2p, 8p 16 


1. Juggiers and juggting 1. Title. 


Library of Congress GVIS45.RTAS 1861 20.9 


Robert-Houdin, Jean Eugéne, 1805-1871. 
. Confidences et révélations ; comment on devient sorcier .. 
Paris, A. Delahays, 1868, 
2p.1, 4400p. front. (mounted port.) illus, 25°. 
At bead of title: Robert-Houdin. 
Imperfect: preliminary leaves including t-p. wanting; title from 
First published in 1859 under title: aon 





1. Conjuring. 1. Tithe, 


ca 4—188 Unrer'd 


Library of Congress GVIS4E.RTAS 1868 


(40b1, 920.9 


Robert-Houdin, Jean Eugéne, 1905-1871. 

Life and adventures of Robert Houdin, the celebrated 
French conjuror, written by himself and translated from the 
French, with numerous engravings from designs by Frank 
Beard. New York, Excelsior publishing house ,188-1, 

3p. 1, (2)-281 p. inet, front., ittus. “24. 

Stamped on t-p. over imprint: N. ¥.. Jodd’s magic depot 


1. Conjuring. 1. Title. 
15082 


Library of Congress OV 1546. RT ASBS 9209 


Robert-Houdin, Jean Eugéne, 1905-1871. 
Life of Robert Houdin, the king of conjurers. Written by 
Shelton Mac- 


himself. from the French by 
kenzie. Philadelphia, Porter & Coates ,1886, 
“5p 19)". 
On cover: King of the conjurers. 
Alta edition. 
1 Conjuring. 1. Machenste, Rebert Ghetten, 1000-1000, tr. 1. Title: 
King of the conjurers. Trensiation of Confidences d'un prestidigi- 
; 3415882 
Library of Congress GV1345.RTA38 
flbl, 9209 
Ree 
Robert-Houdin, Jean Eugene, 1805-1871. 
... Magic et physique amusante ... Paris, C. Lévy, 
1877. 
cover-title, 1 1, xlili, 2S p, 11 port 18y™. 
1. Conjuring. 
ca $1972 Unrev'd 
Library of Congress 


CATALOG OF PRINTED CARDS 


Robert-Houdin, Jean Eugéne, 1906-1871. 
Magie et physique ‘ee per Robert Houdin ... 
Paris, Calmann Lévy, 1877 
8 pL, lla, 296 p, 11 front. (port.) flies. 179. 
At head of title: QBuvre posthume. 


1, Conjuring, 1 Tithe 


Library of Congress GV1067 Reo T28 


Robert-Houdin, Jean Eugéne, 1805-1871. 
Memoirs of Robert-Houdin, ambassador, author, and con- 
London, 


juror. Written by himself. Co; it edition ... 
Chapman and Hail, 1859. — 


2¥. 2. 


Library of Congress GVIMORTAt 18000 9209 


Robert-Houdin, Jean Eugéne, 1805-1871. 

Memoirs of Robert-Houdin, ambassador, author, and con- 
jurer. Written by himself. Ed. by Dr. R. Shelton Mackenzie. 
Philadelphia, G. G. Evans, 1859. 


“Sp. wr. 


1. Mackenzie, Robert Shelton, 1800-1880, ed. 


16—20219 
Library of Congress GV1S45.RTA4 
421, 
Robert-Houdin, Jean Eugéne, 1805-1871. 
Memoirs of Robert-Houdin, ambassador, author, and con- 


Written by himself. 2d ed. 
a seen by London, Chapman and 


at, 336. 4, p. 199" 
Translators preface signed: Lascelles Wraxall. 


& Wrarall, Sir Frederick Charles Lascelles, bart. 1828- tr. 
Treasiation of Confidences d'un prestidigitateur —_ 


3882815 
Library of Congress GV1S66.R144 1880 9209 
(Robert-,Houdin, Jean Eugéne, 1905-1871. 

Houdin's mysteries of ; or, The magician’s guide, 

conjuring made manual of instruc- 
= art New York, G. Blackie & co. 
C 


1. Conjuring. 


Library of Congress GV1547.R6 


Robert-Houdin, Jean Eugéne, 1905-1871. 

Robert-Houdin, ambassador, author, and juror. Written 
by himself. 4th ed. London, Chapman and 11870, 

xii, $39 p. Mus. 184". 

“Transiator’s pretace” signed: Lascelles Wraxall. 


1. Conjering 1 Wrexall, Sir Frederick Charles Lascelles, 34 bert. 
‘1828-19885 Confidences d'un prestidigitateor 
3414390 
Library of Congress GV1S.RTAS3 1870 oe 


1 Mackensie, Robert Shelton, 1800-1880, tr 
Bdences d'un prestidigitateur. 


onew e 7 3 88814 
— —— Copy2 9209 
Robert-Hoedin, Jean Eugine, 1905-1871. 
. Les secrets de le tation et de la magie; comment 
on <levient sorcier .. Lévy fréres, 1868. 


ephentiense front. ius. 23”. 
At head of title: Robert-Houdin. 


1 Title. 


Library of Congress GV156T. ROS 


Robert-l.oudin, Jean | Eugéne, 1805-1871. 


Dutton and co. 1877, 
xix, 8738p. tue 18)*. 


1. Conjuring. 1. Lewis, Angelo John, 1980- tr. 
Post 


GV 1547 Re42 
ya4ib1, 


xix, 373, (1) p. front, Mus. 19”. 


1. Conjaring, 1 Lewis, Angelo John, 1880-1919, tr. m. Title. 
15804 

Library of Congress GV1647 RES 
— -—— Oopy2 T88 
Robert-Hoedin, Jean Eugéne, 1805-1871. 

The secrets of stage conjuring, by Robert-Houdin, translated 
and edited, with notes, by Professor Hoffmann ,pseud., ... 
London, New York, G. Routledge and sons, 1881. 


vill, @-262 p. inci. front. (port.) ius. 19”. 


1. a 
OR nn be ee oe ohm, 1888-1918, tr. nm. Tithe. 
4 15088 


Library of Congress GVpeCT RES 16881 18 


Robert-Houdin, Jean Eugéne, 1805-1871. 
The secrets of stage conjuring, by Robert-Houdin, translated 
and edited, with notes, by Profesor Hoffmann ,peeud., ... 
, G. Routledge and sons, limited, 1900. 
vill, ®)-252 p. tinct, fromt. (port.) Mies. 189. 


1. Conjuring © Tithe. Trensiction of Magic ot physique 
+ 18608 
Library of Congress GVIS7T Re 1900 Te8 








Robert 


Robert-Houdin, Jean Eugtne, 1805-1871. 


he 7 sharper detected and By Bobert Houdin 
... London, Chapman and Hall, 1863. 
xii, 268.9. illus 18)". 
1. Gambling. 1. Tithe 
1-13901 
Library of Congress GV1207 RO 


Robert-Houdin, Jean Eugéne, 1805-1871. 
... Las tricheries des Grecs dévoilées ; pe gee Som 
les jeux .. Paris, Librairie nouvelle, 196 


2p, Mp Me By. 
At bead of title: Robert-Hoodin. 


1. Gambling. 1. Tithe 


Library of Congress GVIMTRAS 1861 


Robert-Milles, 8. 

La Bourse de Paris et la compagnie des agents de 
change; histoire de la Bourse de Paris on son origine 
usqu’en 1900, par 8. Robert-Milles. 1. éd.... Paris, 

‘auteur, 1912, 


Z2p.L, 3p. 174. 


1. Paris. Bourse. 
13-13199 
Library of Congress HG4S82.R7 
Robert-Milles, 8. 
Die Pariser borse, ihre usancen und operationen. Ein 
8. Robert-Milles .. buen some rr tlt 
rung, von er rsen- 
end hnenailterster 0. § 11909, 
m1, 1S p 2. 
“Die Pariser bree ... nachtrag 1909": 14 p. at end. 


1. Paris. Bourse. 
16-719 
Library of Congress HG4S83.R6 
“Robert-Robert”, pseud. 
see 
Burnand, Robert, 1882- 
B27 


Library of Congress 2 


a Pibliography of his works, Lon- 
don, L. qt: 


2p 8p 6x14”. , eS 
“Papers written for seriodicals and not reprinted are not included.” 


LIBRARY OF CONGRESS 





Robert Brookin d school of ies and govern- 
ment, Washington, D. C. 
Ap endowment fund for a Graduate schoo! of economics and 


Robert Brookings graduate school of economics and govern- 
ment, Washington, D.C. (Card 2) 


Bo pxetientions of tho echact oxo extend under Ste nome. 
“The Se ee eee, ee ee. 

4 by the Brookings 

2 6 ee CS ee SS 
#0 entered in the Library of Congress catalogue. 


EF 


Library of Congress 2 


Robert Burns club, London 
see 


London. Robert Burns club. 


Robert C. Schenck, v. s. 4., major general of volunteers .. 
(n. p. Pub. by order of Union central committee, 3d Congres- 
sional district, Ohio ,186-, 


32 p. front. (port.) 224". 


1. Schenck, Robert Comming, 1900-1800. 1. Republican party. 
Ohio. Third congressional district 
8—27815 
Library of Congress 467.1. 832R6 
a32c1) 


Robert Charles Billings fund 
see 


Boston athen&tum. Robert Charles 
Billings fund. 


ay etn Mery memes 

; in memory of the Rev. rw apa ny 
onus 1883-1915. Printed, not published, by the Trus- 
tees of Robert college, for private circulation. New York city, 
1915. 


2p.L,7-81p incl port. 26". 





Robert college, Constantinople. 
Catalogue. 


Constantinople, 18 
v. plates. 23-24)™. 

‘Tile voties: 18 Catalogue of the officers, graduates and 
us 


dents of Robert Constantinople 
in Rober tage Constantinople Catalogue 


©a7-6125 Unrev’d 
nn, 


Library of Congress LFS221.C5 


Robert college, (onstantinople. 

naming of Seo comes clone of Bete oti, voy 1869. 
Constantinople (Galata), Preas of A. H. Boyajian, 

4p 2, 


Addresses at the laying of the corner stone of Robert college at 
Roumelie Hissar on the Bosphorus, July 5, 1860. 


ca T—0456 Unrev'd 
Library of Congress LF5230.A2 


198001) 
Robert college, Constantinople. 
Report. 


{Constantinople 
v. 18a". 


R year ends August ; 
Fatt title of report for Report of the president of Robert col- 
lege to the trustees. 


a7—6127 Unrev'd 


Library of Congress LFS5221.B3 
1211, 
Robert college, Constantinople. 


Statements in rd to Robert college, Constantinople. 
(New York, is7it, 


Dp. Mm. 
Caption title. 
ca 7-4ASS Unrev'd 
(8001, 
Library of Congress LFS230.A25 


Robert committee 
see 


U.S. Committee to report on changes in 
labor and trade practice standards, 


Robert D. Fisher manual of extinct 
or absolete companies 


Marvyn Scudder manual of extinct or 
absolete companies. 

















(Robert E. Lee memorial foundation, ine., 

Stratford, colonial home and plantation, Westmoreland 
county, Virginia ; birthplace of Robert E. Lee and of two 
signers of the D of I Richard Henry 
Lee, Francis Lightfoot Lee. , Washington, D. C.. Press of 
B. 8. Adams, *1940, 

(16; p. Mus. (incl. ports., map, plans) 





1. Stratford hall, Westmoreland co. Va. 2. Lee family. 4 Tithe. 
11685 
Library of Congress F234 S865 R6 
airaot2, 975.524 


Robert Edward Lee. 1807-1870. Jefferson Davis. 1806- 
1889. ,Charleston, 8. C., The Lucas & Richardson co., 
1891, 


6,12) p. 1Sx 14a" 
Two hundred and fifty copies printed 3 hand made for the 
hence of the Confederate home, Charleston, South Carolina by af iriend.” 
onTENTS —“To General R. E. Lee”. Preseni esenting a copy of his trans- 
tote of the Hiad oe by P. S. b aye vy oy fTaw im the pines iby 


Yates Snowden;—The band in the pines (poem by 
Robert Edward, 1807-1870. 2. Davis, efierpen. 1808-1889. 1. 
worse Philip Srareen, 1835-1866. 1. Sno es, 1858- m1. 
Cooke, John Esten, J |8.30- 1886. 
20-2077 
Library of Congress EA67.1. LAR6 


a) 


pom Fowle. Boston, Office of the Christian register, 
1825. 

Hp. 144. 

Title vignette. 

A story for children. 


7-13300 


Library of Congress PZ7 RSS 


Hi of second sight explained ... 
York! Eureka trick and novelty co., “1884. 


Mp. 4. 


iNew 


1. Heller, Robert, stage name of William Henry Palmer, 1830-1878. 
2. Second sight. 


ca 5—1969 Unrev'd 
GV1563.R68 


038d), 


Library of Congress 


Robert Hull Fleming museum, 
Burlington, Vt. 


Vermont. University. Robert Hull Fleming 
museum. 


.. The Robert Jones birthds: 
essays. London, New Yi 
versity press, 1928. 
ail, 434 p. illus. 254". 
Contains bibliographies. 


ete; "ten Hh Milford, Ontond eae 


(Oxfon. —dical publications) 


1, Surgery — Sencees cote. 2 Orthopedia. 3. Bones — Diseasgs. 
4. Jones, Sir Robert, 1858- 


Library of Consress RD1.R6 


CATALOG OF PRINTED CARDS 


ype ope . BC I.M. 


win” ap a p. 651-458. port.) — Va 


“Reprinted . Bim Zecmstiog of the Bei | society, London, series 
B, vol 88, no. BOOT, May 81, I. pp. xvili-oaiv” 


1, Koch, Robert, 1843-1910. i Se a oe ae A 


Library of Congress Q11.868 1911 
Sig, 


Robert le Diable. 

Ta espantosa y maravillosa vida de Roberto el Diablo, com- 
puesta por Juan de la Puente, con un grabado de Juan An- 
tonio... Buenos Aires, Cursos de cultura catélica, 1937. 


Sp L, OB, 1) p, 1 incl front 19)". ((Cundernos de, Con- 
vivio. a) 


1. Puente, Juan de la,ed a. Tithe. 


42-18887 
Library of Congress PQISI6.RTAST 1967 
2, 1.1 

Robert le Diable. 

Histoire de Robert le Diable, et celle de pigeon sans 
— son fils. En deux parties. (Liége, F. J. Desoer, 

] 
2v. in 1. 174. (Jn La Bibliothéque bleue. (Lidge, 1787) t. 1) 
fot Dart sod ty Fens, tp 


Castillon; “Histoire oe ».... -.08 Peur” from 
prose version. 


aye cone Foye, (Remanee) a. Corroset, Gilles, 1510-1568. mu. 


Library of Congress PQSOILB4 1 — 
2 

Robert le Diable. 

The lyfe of Robert the Deuyll. A romance. From the 


edition by Wynkyn de Worde. London, W. Pickering, 1827. 
2p. L, dilp-vi, 56 p. 107". (On cover: Early prose romances ... od. 
by W. J. Thomr no. 1) 


t Thoms, William John, 1803-1885, ed. m Title. 


19-4816 
Library of Congress PR215.TS 1877 ner 
0381-, 

Robert le Disble. 

my y bt wy e, de Robert le Dyable, filz da 
qu'il fiat | le fol wt 2 Sepals of Nostre Seignor 

‘ol sans 
mercy li, et espousa la fille de | b 


(Cntmutmensus 


Robert le Diable. Miracle de Nostre Dame.... 1836. 
(Card 2) 

“Cet ouvrage n’a été exemplaires. 

“Notice historique a Wehersie Sale ne 0. Achille Deville”: p. 
“Notice sur les manuscrits relatifs & Robert-le-Diable, par M. Panlin 


Paris”: p. cxxixy-xxxii. 
“Note sur les divers imprimés relatifs & Robert-le-Diable” : Dp. (xxv 


Mary, 
wn aa ih" Re 


11-24865 Revised 


Library of Congress PQIM) R7 


477 


Robert 


Robert be Dtable. 
Robert le Diable; roman a sveucures, pub. par E. Léseth. 
Paris, Firmin Didot et c*, 1908, 


2 p. 1, xivill, 268, 1) p. |. (Hatf-titie: 
a. ap 2. el Société des anciens textes 


1. *Leeeth, Bilert, 1858- ed. 
‘Title from Johns Hopkins . 


Univ. 
Library of Congress PQISICRT 1908 


Robert le Diahle. 
-. Robert the Deuyll; a romance. Edinburgh, 0. Schulze 
&co., 1904. 
56 p., 21. incl. itu, 
mance wt Ag se cnt of Wan then Mk a Ne tag 
») 
Title in red and black, within ornamental border; initials; head and 
“ie 
edition is limited to 500 copies, of which this is po. 17.” 


e 5 Sheep, Witiam Seta, WD-ENE, of. n. Nelson, Harold Edward 
48584 

PR2115.T5 1904 pti 

equel, 


Library of Congress 


Robert le Diable. 

Le roman de Robert le Diable en vers du xm sidcle 
Bibisthegye doo ie ¢ , ~ 1-2 —— de la 
ibliothéque du roi par ‘tien is, Chez 
Silvestre, 1837. ” —_ 

2p. lL xvip, 11, 6h p. ius. 25)x19". 


with 
‘ette édition a été tirée & cent trente ex woe 
104 (a 274 190) sur papier colle a ea ee 


1. Trébutien, Guillaume Stanislas, 1800-1870, ed. m Title. 


Library of Congress PQISIG.R7 1837 


Robert le Diable. English. 
Roberte, the deuyll. A metrical romance, from an ancient 
illuminated manuscript. London, Printed for I. Herbert, 1798. 


vill, 49 p. incl. front. plates. 19. 
Translated from the French metrical romance and edited by J. Her- 


pears to have for from an edition 
either by Wynken de Worde or a I have 
eren a of six af 
book -plate of 
& Herbert, John, London, ed mn. Tithe. 
1-1 
Library of Congress PRIIMRTAS 178 
Stel, 
Robert le Diable 
see also 
Gowther, Sir? 
972 
Library of Congress 


February, 1 
1 Stevenson, Robert Louis, & Miceli, Gir William 
Robertson, 1861-1923. a Chesterton, Keith, 1874 

one 
Library of Congress PRS. He 1903 


——— Copy 2 








Robert Louis Stevenson Sth thousand. New 
York, J. Pou and company; Londo, Hodder and Stough 
ton (19051, 


iv, 4p. front, ius, porta. 23". (On cover: The Bookman biogra- 
phies) 


oat from the Stevenson number (Oct. 1001) of the London 

Conrents.—Nicoll, W. RB. Fn 8 ae 6 Don a 
Stevrenson.—Chesterton, G. charact 
Stevenson.— Nicoll, W. R. Moe from the hill , KE Be 
Feb., 1805,—Blographical pote. 

1. Stevenson, Robert Louis, 1850-1804. 


Library of Congress 


i 


Louis : his work and his personality, by 
Sidney Colvin, Edmund Gosse, Neil Munro ,and others, 


London, Hodder and St limited, 1924. 

x, 251 p. front. plates, facaime, 24". (Added t--p.: The 

Bookman ) 

Plates on both aides. 

“Most of what follows was in 1918 reproduced In « ‘Stevenson 

— <a now reissued ... two or three poems 
u 


1. Stevenson, Robert Louis, 1850-1804 =. Colvin, Sir 845 
m. Adcock, Arthur St. John, 18- =e. st. The Bookman. 
23—Tree 
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Merry's museum. 


Robert Morris associates. 

The financial audit as viewed by bankers, statement 
analysis, suggested methods for a credit index; publica- 
tions of the Robert Morris associates, condensed, rear- 
ranged, and commented on by Scovell, Wellington & com- 
pany. (Boston, ‘1922, 

%p. 23" 
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Robert Morris associates. 
General study of the farm implement ong +4 rby, Chicago 
— of the Robert Morris associates ... , Lansdowne, Pa., 


Dp. wim. 


Cover-title : nt = implement Industry. 
Bibliography : 
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1 Tithe. «1. Tithe: 2 arm implement Indust: 


Library of Congress 
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Copyright A 1077108 2 
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Robert Morris associates. 

Membership list, Robert Morris associates. 
Pa., 1934. 
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,Lansdowne, 


ca 35-99 Unrev'd 
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Robert Morris associates. 


The Robert Morris associates, a brief history; « descri 
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downe, Pa., The Robert Morris associates, *1983. 

Bp 2. 


Includes bibliographies. 


Library of Congress HG1807.R6 — 
— ——-Copy 2. 
Copyright AA 120889 2 382.108278 
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Robert Morris associates. New York chapter. 
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mittee, New York chapter of the Robert Morris associates . 
(Fernwood, Pa., Printed by J. J. Weber, *1927, 

“ap Bi. 

“Committee: David V. Austin . . Charles T. Ayles ... M. Raymond 


Riley, chat 
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Library of Congress HDOG105 Re 
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Robert Morris club 
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National association of credit men. Robert 
Morris club. 


oe ,Bos- 
ton, Robert Morrie corporation, ° 
2p. diagre 27. 
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Library of Congress HESH46 ASSRO 
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Robert; or, The influence of a good mother, and other 
stories, original and translated. New York, The Catholic 
publication society, 1876. 


29, mm. 
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Library of Congress PZ3.RS401 
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Robert Owen's journal. Explanatory of the means to well- 
place, and well-feed, well-clothe, well-lodge, well-employ, 
well-educate, well-govern, and cordially unite, the popula- 
tion of the world. no. 1- 
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Robert Raikes: his Sunday schools and his friends ; includ- 
ing historical sketches of the Sunday school cause in Europe 
and America, Philadelphia, American Baptist publication 
society ,1859, 


311 p. front. (-ort.) plates. 159° 


1. Raikes, Nee ty Ba ow _ 2 Sunday-schools— Hist. 1 American 
Baptist publ 
33-887 
Library of Congress BVi518. R3R6 
a 284.08 


Robert Schalkenbach foundation, New York. 
Guide for strdying the principles of international trade, 
based on the text of Protection or free trade, by Henry George 
New York, N. Y., Robert Schalkenbach foundation, ine. 
(1942, 
¥, (1), @2p. 23" 


1. Free trade and protection—Free trade. 


1. George, Henry, 1839- 
1807. Protection or free trade. 1. Title. 
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Library of Congress HFITIS.R6 
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Robert-Sehumann-museum, Zwickau 
nee 
Zwickau. Robert-Schumann-museum. 
30-4144 
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Robert Stetson Gorham, born June 28, 1863, died June 18, 
1913. Boston, Press of Geo. a Ellis co., 1915. 
Sip. front. (port) 24", 


OConrents.—Address of Rev. See O Seem, Wer Bootes, Sane M, 
1913.—Proceedings of the Boston bar 


1, Gorham, Robert Stetson, 1868-1918. 4 Jaynes, Julian Clifford, 


1854-1922. mi. Bar association of the city of 
89-2726 
Library of Congress ry 
Robert the Devil 
see 
Robert le Diable. 
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Robert Watt, the Danish | = <‘New ilius- 
trated weekly paper’’ Cop 3 , Print- 
ed by L. Klein, 1874. 

15, p19. 


Translated from “En dansk feuilletonist. Robert Watt”, in Nyt illustreret 
ugeblad, mar. 1874. 
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Roberthin, Robert 
see 


Robertin, Robert, 1600-1646. 


Roberti, Giorgio, 
I fe di benzine ed olii mediante 
Roma, Tp del fun del dott. G. Bardi, 





idrogenazione. 
1930. 

1 p L. &-15 p Incl. ion, tables, diagrs 
Reale accademin @'Italte. oe” a 
natural. vol. 


At head of title: G. Robertt. 


254*. (Memorie della 
scienze fisiche, matematiche ¢ 


1. Benzene. 2 Petroleum. 3. Sulphur. 4 Hydrogenation. 6. Reduc- 
tion, Chemica! 1. Title. 
3 41 
Library of Congress AS222.R5325 vol. 2, Chim. no. 5 
(352, (508) 547.26 


Roberti, Giorgio. 
. Esperienze di idrogenazione a om elevata. 
Tp del Senato del dott. G. Bardi, 1 
L, p15 p. dingrs. 26). (Memorie della Reale ant 
arate Classe di scienze fisiche, matematiche e naturali. vol. 1 
mi 


“Bibilografia” ip. 16. 


Roma, 


1. Hydrogenation. 2. Fuel 1. Title. 


35-8113 


Library of Congress A8222.R5325 vol. 1, Chim. no. 2 
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Roberti, Giovanni Battista, 1719-1786. 
La mu la, poemetto fatto nell’ oceasione delle lietissime nozze 
di sue eccellenze i] n. h. Gio: Antonio Ruzini, e la nobil donna 


Arpalice Manini. In Venezia, wpecxivt. 
ap 2 
Title vignette (Ruzini and Manini arms) mar: and tail pieces. 
Caption of dedication: All iIlustrisstivo Antonio Ruzini. 
Guerino Roberti 
1, Nozze, Per. Ruzini-Manioi 1. Tithe. 
41-8314 
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(Roberti, Giovanni Battista, 1719-1786. 

La moda, nell’ occasione delle lietissime nozze di 
sue eccellenze il nobil uomo Gio: Antonio Ruzini, e ls nobil 
donna Arpali ini. Edizione seconds ripulita, ¢ sccre- 
sciuta. In Venezia, Appresso Modesto Fenzo, mpocx.vi. 

6p1,47p 219217 


Title vignette (Ruzio! and Manin! arms) 
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Head and tall pieces. 
eat of dedication: All’ tlh Glo 
0 Roberti. 


: Aptonio Razinl 


1. Nozze, Per. Ruzini-Manial. 1. Tithe 
41-83155 
Library of Congress PQtTS1.RI4MS 17460 
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Roberti, Giulio, 1823-1891. 


. La Cappella regia di Torino 1515-1870. Con una 
lettora del barone Antonio Manno. Torino, Roux e Fa- 
vale, 1 


Ip l&Op a 
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Library of Congress 


Roberti, Giulio, 1823-1891. 


Pagine di buona fede a proposito di musica, prece- 
dute da alcune altre pagine ... state dirette all’ autore ° 


F. @. — . F. d’Arcais ecc., ... Firenze, Tip. 
Barbéra, 1 
152 p. 19. 
1. Choral music. 2 Music—Italy. 
12-1208 


Library of Congress MLOO.R6 


Roberti, Giuseppe Maria, 1969- 

San Francisco de Paula, fundador de ls Orden de los mini- 
mos (1416-1507) Sanne S26 Sie ee ». José Maris 
Roberti ... Versién espafiola de la 2. edicién por don 
Emilio Sanz ... Tortosa, Editorial catélica, 198) 

2p. L. xxiv, 656 p. ian eae enon all 

“Renefin bibliogrifica”: p. (xi-xxtv. 


Franciscus de Paula, Saint, 1416-1507. 2 Minims t Sem, 
Bailie, tr. m Title. 
38-21214 
Library of Congress BX4700. F78RS 
2) 9m 245 
. 
. A la belle de nuit, roman. Paris, A. Michel ,1981, 
Spl, OS p 187. 
1. Tithe. 
Library of Congress PQS85.01TSAG2 1981 
Copyright A—Foreign 13401 
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Roberti, Jacques. 
... Maisons de société; choses vues... Paris, A. Fayard et 
c* 1927, 
280 p, 21. 184. 
1. Title. @ 
Lhorary of Congress PQ2685.017SMS 1927 
Copyright A—Foreign ‘34688 
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nam. Wow York, Covicl, Friede 1°1982, 
4p 1, 8p 2°. 


= 32-24067 
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Roberti, Melchiorre, 15.4 
... Le magistrature giudizi jiane ¢ i loro capitol 
fino al 1800 ... Padova, Tip. editrice del Seminario, 1906-11. 
Sv. Sly. 





Cover of v. 1 dated 1907. 
6 Se I A Gee Oe B Seat em 
Vol. 8 half-titie: Monumenti storici publicati dalla R. Deputazione 
veneta di storia patria vol. xvmL 


1. Venice—Hist.—Sources. 1 Venice. Laws, statutes, etc. 


14—20070 
Library of Congress DGCTLRT 
(a30c1, 
Roberti, Meichiorre. 
ena 08 Satie petecte to Salle, Milano, 
“Societa editrice Vita e pensiero” 1928- 


254". (Publicasion! della | See cattolica del Sacro 

Case, a0. 8! Sciense giuridiche, vol. xvu 
“Ease te sito tactent, cho aait attenne vieunde Gait cant ooaptentel, 
bo letto nelle universita che mi ospitarono : Cagilart, Siena, 
Modena, Milano, nei mie! venticinque anni d'insegnamento.”—Prefatory 
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Library of Congress 2) 
Roberti, Melchiorre, 1879- 
. Svolgimento storico del diritto privato in Italia. Milano, 
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(Pubbiicasion! della _o 
Scienze giuridiche, vol. xvm 
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“Tl presente volume 


L on eee 2 Persons (Law) %. Property. 1 Title 
Diritto priva 
‘30-1871 
Library of Congress AS222.M63 ser. 2, vol. xva 
3) 

Roberti-Lagarde, Henriette. 

. La réparation des maladies pro’ ; étude théo- 
rique et critique. Préface de M. Balthasard Paris, Librai- 
rie de j E. Duchemin, L. 


jurisprudence 
) AS tat 
Ip, ty, 7882p we. 
At bead of title: Madame Henriette Robert!-Lagarde. 
“Bibliographie” : p. 825,-827. 


pee. ‘Workmen's compensation— France, 
L240 
Library, U. 8. Dept. of Labor 
ca 
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de Robertis; terza edizione aumentate. Firenze, 
Felice Le Monnier, 1936. 
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Foscolo—Carducci—Severi i Iollis. Fi- 
renze, Felice Le Monnier, 1939. 
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Addresses, easays, lectures. 
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Yaleuniv. Library 
for Library of Congress 12) 


Robertis, Giuseppe de, 1888— 
.. Serittori del novecento. Firenze, F, Le Monnier, 1940. 
4D.L, @-41Tp. 19°. 
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Roberto, Federico de, 1861- 
. L’amore; fisiol icologia—morale. Milano, 


Casa editrice Galli di C. 
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vii, IB p. 199". 
On cover: Milano, Casa editrice Baldini, Castoldi & c* 


esa, f.lli Omodei-Zorini e 


1. Love. 1. Title. 
1417731 
Library of Congress HQ21.R6 
Roberto, Federico de, 1861- 
. Catania; con 152 illustrazioni. Bergamo, Istituto 
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146 p. (Half-title: Collezione di monografie 
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Library of Congress N6921.C4R6 
Roberto, Federico de, 1861- 
.. La “‘cocotte”’ ... Milano, Casa editrice Vitagliano 
£1920, 
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Roberto, Federico de, 1861- 
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Roberto, Federico, de. 


. Documenti umani. Milano, Fratelli Treves, 1889 
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Rathor'’s name at head of title. 

Cowrewrs.—Documenti umani.—I) passato.—Una dichiarazione.—I) me- 
moriate del marito.—I! ritratto ael maestro Albani.—Stadio di donna “Ti 
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morta. —Le due faccie della vooe.—Epilogo.—L' orgoglio e 
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Treves, 1900. 
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Library of Congress, no. 


Roberto, Federico de, 1861- 
... Randazzo e la Valle dell’ Alcantara; con 147 illustrazioni 
@ 1 tavola. Bergamo, Istituto italiano d’arti grafiche, 1909. 
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Roberto, Federico de, 1861- 
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Fratelli Treves, 1910. 
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Conrents.—La disdetta. 
monio di Figaro. 
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Insurance companies’ accounts, by G. H. Roberton... Lon- 
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1. Insurance—Accounting. 1 Title. 
38-16248 
Library of Congress HGS0TT R6 
s&s Rn 


Roberton, John, 1797-1876. 
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Medical police 


see his 
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which are prefixed, letters, by Matthew Baillie ... Lon- 
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Roberton, John, fl. 1806-1817. On the generative 
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Roberton, William. 
The Kipli ide book. A handy guide to ard 
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works, by William Roberton ... Birmingham, Hol- 
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4 Kislws. Rudyard, 1865- 2. Kipling, Rudyard, 1865- —Bibl. 


L 
25-24316 


Library of Congress PR48S6.R6 
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Roberts, A Carson. 
Accounts of local authorities A. Carson Roberts. 
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Roberts, Agnes Elizabeth, 1907- 
Pierre d’Ailly and the Council of Constance: a on in 
“Ockhamite” theory and practice, ~ Agnes E. Roberts 


In Royal Transactions. London 
ae” Seer niet apie oad 


Bibliographical foot-potes. 
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1380-1420? 3. Ockham, Will ca. 1348. 
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Roberts, Albert Ernest. 


The teaching of English, by A. E. Roberts ... and A. 
Barter ... London ete.) Blackie & son, limited, 1908. 
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Roberts, Alexander, 1826-1901. 
Companion to the revised version of the New Testa:ment, 


in committee of revision. Authorized ed. New 
York, I. K Funk @ co. 188i, 
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Roberts, Alexander, 1826-1901. 

Greek the language of Christ and His apostles. ,By, Alex- 
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Roberts, Alexander, 1826-1901. 


A short proof that Greek was the language of Christ 
Paisley & London, A. Gardner, 1893. ™ 
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Lou, b wy Baron von Roberts ... tr. from the German by 
Jessie Haynes. New York, American publishers cor- 
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xvii, 529 p. incl. diagr., forms. 20j°. (Heath's pedagogical library, 
Readings: p. 490,-515. 


1. Student activities 2 High schools. 1 Draper, Edgar Marian, 
1884- = joint author. m Tithe. 
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Roberts .. 


extracurricul 
and Edgar Marian Draper ... with a yy tl 
Lotus D. Coffman ... Boston, New York ete, D. C. Hi 
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A comprehensive history of the Church of Jesus Christ of 
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6. fronts. plates, ports, mape (part fold.) facsims. (1 15 J 24". 
Most of the plates accompanied by guard sheets with descriptive 
letterpress. 
Published Americana” from a= 1909 to July 1915 under 
title, “History "ot the Mormon churci?" ; 
AD “The Latter-day saints’ emigrants’ guide .. 


exact 
By W. Cla; St Mo. Republican steam | agen 
bee a Keepy, 1848" (vol. m1, nM (ot,-B72) has = 
1 1. Church of Jesus Ghrtet of latter- 
day saints, mo. Title. 
30-24609 
_ ane of kg BX861i.R65 
Copyright - “A re 8; 280.8 
Roberts, Brigham Henry, 1857- 
Corianton, a Nephite story, by B. H. Roberts. (Salt Lake 
City? 1902, 
111 p. 169210". 
First published as « serial in the Contributor, 1889. 
1. Title. 1. Title: Nephite story. 
(2-22802 Revised 
Library of Congress PZ3.RS40TC 
Copyright A 38846 r20d2, 


Roberts, Brigham Henry, 1857- 
Defense of the faith and the saints, by B. H. Roberts ... 
v. l- Salt Lake City, The Deseret news, 1907- 
v. 20". 


1. Mormons and Mormonism. 1. Title. 
sore 
Library of Congress BXS635.R53 
Copyright aB4b1, 


Roberts, Brigham Heary, 1857- 
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City, Deseret news print ;1903, 


Ip, @p. 19™. 
1. Title. 
3115988 
Library of Congress 
Copyright al9el 


Roberts, Brigham Henry, 1857- 


New witnesses for God ... Salt Lake City, The Ders- 
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The literary renaissance in America, by C. E. Bechhofer. 
London, W. Heinemann Itd. ,1923, 


x, 1388p. 1)". 
1. American Iiterature—20th cent.— Hist. & crit. 1, Title. 
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Roberts, Charles, 1836-1901, Wesleyan minister. 
An pee Zulu dictionary ; with the princi les of 
fully By the Rev. 
Charles TA ed, with ‘aeglne, y A 
K. Paul, Trench, timete, Itd., 1895. 
xxil, 267, (1; p. 16) 2129". 





1, English language—Dictionaries—Zulu. 2. Zula language. 

34-3688 Revised 
PLAMS.RE 1805 
(13502; 496.3 


Library of Congress 


Charles, d. Dec. 31, 1901. 
A manual of anthropometry; or, A guide to the physical 
and of the human body: containing 
& systematic table of an 1 chart 
or register, and instructions for making measurements on a 
uniform plan ..._ By Charles Roberts ... London, J. & A. 
Churchill, 1878. 
xxiv, 118 p. incl. illus, tables. fold. front. fold. — 23. 
“A portion of an intredection to 0 larger work on be Physical devel- 
qpment a ind proportions of Ge bemnen tote, atten 1 tare to pregere 
“Works of reference”: p. iz)-xxli. 
1 Anthropometry. 


Library of Congress 








483651 Revised 
GNS1.R6 


Roberts, Charles, 1836-1901. 
The medical a of, and a education in schools. 
By Charles Roberts .. le & sons ,1895, 
cover-title, 24 p. incl. tables, 284". 
ent at the request of the Royal commission on secondary educa- 
Reprinted from the “Report of the Royal commission on secondary 
education, 1806." 


1. Schools—Medical inspection. 2. Physical education. 
E10—1447 


U. 8. Off. of educ. Library LBS41L BS 
for Library of Congress @id1, 


Roberts, Charles, 1836-1901, Wesleyan minister. 

The Zulu-Kafir language oa > beginners, by the 
Rev. Charles Roberts .. ed.enl. London, K. Paul, Trench, 
Triibner and co., Itd., ‘os. 

vill, 177, 4; 22. 


1. Zalu lenguege—Grammar. 


Library of Congress PLSS42.R6 1806 406.3 


Roberts, Charles, 1446-1902. 

——y oS ae of the private library of the late 

rles Roberts of Philadelphia, comprising an extensive 

collection of noteworthy my To be sold ... by 
order of Lucey B. Roberts ... April 10th, ae “The 
sale to be conducted by Mr. Thomas E. Kirby and his 
assistants, of the American art association, managers, 
New York city. (New York, 1918, 

(13%: p. front., facsims. (1 fold.) 25™. 

Covertitle: Bibliot 


. 2. Fox, 
George, 1699?-1716—Bibl. 1. Title: 





Roberts, Charles, 1865- 

Time limit and local option. A re-statement of a licensing 
controversy. By Charles Roberts, ™.r. 2ded. London, P. 8. 
King & son, 1908. 

vi p.. 1 L, 206 p. incl. tables. maps (1 fold.) diagr. 214% 


1, Local option. 2. Liquor problem—Gt. Brit. 3. License system. 
1 Title 
(Pull name: Charies Henry Roberts, 


8-16486 Revise 
HV5087.G8R7 


1F35b2; 


Library of Congress 


Roberta, Charles Asaph. 

Manual to United States Board of tax aj by 
Charles A. Roberts . counsel her Yon ak 
London, =, Harper & brethor (1008- 

=>. 


1. Taxation—U. 8. 1 U.S. Board of tax appeals. Reports. 
nts. Courts. mm. U. 8. Ofiice of internal revenue. 


Library of Congress HJ8252.R6 —— 
—~— ~——- Copy? 
Copyright A 17@21 (soft, 


Roberts, Charles Blanton, 1874- 


Edmond Peyré, by C. B. Roberts. New York ,etc., Flem- 
ing H. Revell company ,*1936, 
2p. 21°. 
1, Tithe. 
36-4808 
Library of Congress PZ3.R54008 Ed 
—~- —— Copy 2. 
Copyright A 90467 3, 
Roberts, Charies Blanton, 1874- 


The second man, by C. B. Roberts. New York Fleming 
H. Revell company ,°1989, ~ 


24, (1)p. 21". 
1 Title. 
30-7579 
Library of Congress PZB.R54008Se 
—— —— Copy 2. 
Copyright A 126722 3 


Roberts, Charles Clifton, d. 1935. 

Tangled justice; some reasons for a change of policy in 
Africa, by C. Clifton Roberts ... Edited for the Royal Afri- 
can society by R. Nicholson ... and Major G. St. J. Orde 
Browne, 0. 8. 2. London, Macmillan and co., limited, 1937. 

Spl, tp. 2. 


1, Justice, Administration of—Africa. 2 Criminal law—aAfrica. 8. 
Culomety law — Africa. 4. Punishment — Africa 

Nicholson, eee | = Porta. 1874— ed. nm Orde-Browne, Granville, 
St. Jobn, 1883- im. Title. 


Library of Congress 5) 


Roberts, Charles Cresson, 
. Generic key to the grasses of Chester County, Penna. 
By Charles C. Roberts, s. 8. (Philadelphia, Morning Re- 
publican 1900. 
12». 19° (Darlington botanical society. Leaflet no. 2) 


1. Grasses—Pennsylvania—Chester Co. 














Roberts, Charles George Douglas, 1860- 

Around the camp-fire, by Charles G. D. Roberts ... 
illustrated by Charles Copeland. New York, Boston, 
T. Y. Crowell & company (1896, 


iv p, 11. 349 p. fromt, 15 pl. 20). 
1. Title. 
741024 
Library of Congress PZ3.RS41Ar 
Copyright 1896: 33689 a20g) 
Roberts, Charies George Douglas, 1860- 


--» Augen im busch. Berlin, Universitas ,“1927, 
1,0; p. tus 19°. 


On verso of t.-p.: Autorisierte tbersetsung aus dem englischen von 
Gertrod Zeissner- ber. Mit 10 iliustrationen von Jan Blisch. 


ee. Gent, ©. m1. Title. Trensiation of Hoof and 
iw. 
32-5523 
Library of Congress QLT701.R48 5015 


Roberts, Charles George Douglas, 1860- 

Babes of the wild, by Charles G. D. Roberts. With 
colour frontispiece and thirty-two plates, by Warwick 
Reynolds. London, New York ,etc.; Cassell and company, 
limited, 1912. 


ix, 243, (1) p. col. front, plates. 20°. 


1. Animals, Legends and stories of 1. Title 
A 13-1287 
Title from Enoch Pratt Free Libr. Printed by L.C. 


Roberts, Charles George Dougias, 1860- 


The backwoodsmen, by Charles G. D. Roberts. . New 
York, The Macmillan company, 1909. 

vii, 209 p. front, Spl 20°. $1.90 

1. Title. 

927965 

Library of Congress PZ3.RSIB 
Copyright A 248758 
— ——— Cagy 2. 13091) 


Roberts, Sir Charles George Douglas, 1860- 
Barbara Ladd, by Charles G. D. Roberts ... illustrated by 
Frank Ver Beck. Boston, L. C. Page & company, 1902. 
3p. 1, 11-877 p. col. front, 3 col. pl. 204. 


1 Tithe. 
2s 
Library of Congress P73. BS41Be 
Copyright A 48670 STi; 
Roberts, Sir Charles George Douglas, 1860- 


The book of the native, by Charles G, D, Roberts. 
New York, Lamson, Wolffe and company ; ,etc., etc., 1896. 
16 p. 17™. 


“Many of the poems ... have already appeared io the pages of English, 
American, or Canadian periodicals.” —Author's notes. 


1. Tithe. 
12--88084 
Library of Congress PRS5231.B5 
——— Copy 2. ya4ib1), 


CATALOG OF PRINTED CARDS 


Roberts, Charles George Douglas, 1860- 
The book of the rose, by Charles G. D. Roberts ... Bos- 
ton, L. C. Page & company, 1903. 


3p. 1, 83 p. col front. 19)x12™. 


Poems. 
1. Title. 
314272 
Library of Congress PRS231.B6 
Copyright A 61216 ta2Sel) 
Roberts, Charles George Dougias, 1860- 


... Die burg im grase. Berlin, Universitas ,“1927, 
200 p. illus. 19°. 

At bead of title: Charles G. D. Roberts. 

“Aatorisierte aus dem englischen von Gertrod Winther.” 
Advertising matter: p. 


Guell auf der —Die hel- 
tang tem guane-—-Das a . 


merte streifiein — haus im wasser. 
1, Animals, Legends and stories of. 1. Winther, Gertrod, tr. 
™. Title. 
28-1828 
Library of Congress QLT#1.B5 
Copyright A—Foreign ‘35788 
ra 
Roberts, Charles George Douglas, 1860~ 


By the marshes of Minas, by Charles G. D. Roberts ... 
a, New York ,etc.; Silver, Burdett and company 
f 

v, 285 p. front. pl. 1957. 


lle Mare. — " c the Black 
Abbé.—Gril's gift—The maid of the drift—The eye of 
1. Title. 
0-1499 Revised 
Library of Congress PZ3.RS41By 
Copyright 1900 A 296 12d, 


Roberts, Sir Charles George Douglas, 1860- 

Canada of Britain ,by, Charles G. D. Roberts. ,To- 
ronto, The Ryerson press, 1941, 

cover-tith, 15 p. 184”. 


Portrait on cover. 
“Published, March 28, 1941." 
Poems. 


1 Title. 


Library of Congress PRSZLCS 161 


Roberts, Sir Charles George Douglas, 1860- 

Charles G. D. Roberts, by James Cappon. Toronto, The 
Ryerson press 19231, 

Spl, 148p.11 port. 17. (Added t-p.: Makers of Canadian lit- 
erdture ; L. A. Pierce, editor ...) 


Roberts 


Roberts, Charles George, Douglas; 1860- 

... The cruise of the t ‘‘Dido;’’ a tale of the tide 
country, by Charles G. D. Roberts ... Boston, L. C. Page 
& company, 1906. 

145 p. incl. plates. front. 18j™. (Cosy corner series) 


614227 


Library of Congress PZ7.RS4ICr Copyright 


Roberts, Charles George, Douglas, 1860- 
... Discoveries and explorations in the century, 
Charles G. D. Roberts ... London Cuan Wk 
Chambers, limited ; Phi 
ley-Garretson co., limited, 1903. 
xvii, 529 p. 6 port. (incl. front.) 219%. (Added t.-p.: The nineteenth 
century series... rvol. xm) 
Series title also at head of t.-p. 


1. Discoveries (in geography)—1%b cent 


Library of Congress G9BR63 Copyright 


Roberts, Charles George, Dougles; 1860- ite 
Discoveries and explorations in the 5 

G. D. Roberts ... london ete, Philadelphia, Lio- 

scott publishing company, 1904. 


xvii, 589 p. 6 ports incl front, 219°. (Added t-p.: The ninetenmth 
century series... ;v. 14) 


1. Discoveries (in geography ) 


Library of Congress G08. B64 Copyright 


Roberts, Charles George Douglas, 1860- 

Earth’s enigmas ; a volume of stories, by Charles G. D. 
Roberts. Boston and New Yooh, Lamon, Wolffe and 
company, 1896. 

3p.1, BOp, 11 1m@. 








ConTerta. —Anthology. - 
(p. (125)-144) 


1. Cappon, James, 1854-1989, ea. 


25—12891 
Library of Congress PRS231.A6 1928 
a40fl, 
Roberts, Charles George Douglas, 1860- 
Children of the wild, by Charles G. D. Roberts ... with 
illustrations by Paul Bransom. New York, The 
company, 1913. 
Sp. 1, 9300p. front, plates. 19)”. 135 
1. Tithe. 
1320846 
Library of Congress P73.R541Ch 
Copyright A 344414 et, 


— 319815 
Library of Congress P2B.RMIES 

Copyright 038g1, 

Eyes of the wilderness, by Charles G. D. Roberts. New 
» company, 1933. 

4pl, 200 p 109". 

Short stortes. 

1. Animals—Legends and stories, 1 Title. oan 
Library of Congress PISRMIRy 

—— -—— Copy 2. 

Copyright A 60434 & 








Reberts, Sir Charies George Dougias, 1560- 
The feet of the furtive, by Charles G. D. Roberts ... 
1 > 


illus- 
trated by Pau 


New York, The Macmillan com- 


pany, 1913. 
vil, 384 front. plates. 19). 
Tilustrated Nolog-papers. 


Contrasts. —The wy of fire—The keepers of the nest—iIn the 
= of no rabbita —The 


—The ot 
ran.— With bis beck i. the wall.—King of beasta—In the world of 
the ghost-lights —The nocked at the door —Puck o' the 
duck.—A harassed —t the hem —The ted 
stranger —The feud.—Red Dandy and MacTavish. 
1 Animals, Legends and stories of 1. Tithe. 
13017 
Library of Congress QLTOL RS 
Copyright A M8258 a4ipl, 


Roberts, Sir Charies George Douglas, 1860- ed. 
Flying colours, edited by Sir Charles G. D. Roberts. To- 
ronto ,etc., The Ryerson press 1942, 
siip,11, 1228p 19". (On cover: The Beverley house library) 
q of patriotic verse."—Foreword. 
“Putjiabed, July oa 


1. Patriotic poetry. 2 Engliah poetry—20th cent 1. Title. 
42-61231 
Library of Congress PRIS. HSBS6 
3 2108 
Roberts, Charles George Douglas, 1360- 


The forge in the forest ; being the narrative of the Acadian 
ranger, Jean de Mer, seigneur de Briart; and how he —_ 
the Black Abbé; and of his adventures in « strange fel 
ship, by Charles G. D. Roberts. Boston, New York ,etc., = 
son, Wolffe and company; ,etc., etc., 1896. 

311 p. front. plates, map. 19)”. 


1 Title. 
741088 
Library of Congress PZ3 RMIFo 
Copyright 1896: 67688 @Sicl, 
Roberts, Charles George Dougias, 1860- 


library of Congress PZ8.RS41 


0881, 


Reterts, S Chasten Geenge Dongian, 1000- 
-. The haunter of the pine gloom, by Charles G. D. o- 


by Charles Livingston Ball Boston, L. 
Page & company, 1908. ™ 


G1 p. incl frost. 6 pl 197". (Roberts’ animal stories) 


1. Antmals, Legends and stories of. 2 Lynx. 


L Tith. 
+228 
Library of Congress QLT06.LoRe 
Copyright A seces 10301; 
Roberts, Sir Charies 
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Roberts, Charles George Douglas, 1860- 
heart of the ancient wood, by Charles G. D. Rob- 


(Jn Lippincett’s monthly magazine. Philadelphia, 1900. 24. ¥. 65, 
p. 483-578) 
1. Title 
13-9386 
Library of Congress AP2LSS vol. 65 
—— —— Copy 2, detached PZ3.RSIH 2 


Copyright 1900 A 7604 


Roberts, Sir Charles George Douglas, 1860- 
The heart of the ancient wood, by Charles G. D. Roberts ... 
New York, Boston etc.) Silver, Burdett and company ,*1900, 
4p.1,276p. front, Spl. 19°. 


1. Title, 
08807 
Library of Congress P73.R541He 
Copyright 1900 A 25877 fltl, 813.5 


Roberts, Charles George Douglas, 1960— 


The heart that knows, by Charles G. D. Roberts ... 
Boston, L. C. Page & company, 1906. 


vill, 378 p. 20™. 


Library of Congress 
—— —— Copy 3. 
Copyright A 154497 


PZ3.RseiHea 


Roberts, Charles George Douglas, 1860- 
... Herrscher im walde; tiergeschichten. 
tas ,“1935, 
206, ;1; p. incl. front. ius. 19”. 


Berlin, Universi- 


Library of Congress QLT#1.Re2s 
Copyright A—Foreign 30850 
a ws 


Roberts, Charles George Douglas, 1860- 
A pietory of Canada, by Charles G. D. Roberts. Bos- 
ton, New York ete.) Lamson, Wolffe, and company, 1897. 


xi, 493 p. front. (fold. map) fold. tab. 214°. 


Appendix a: The British North American acts, 1867-1886, Appendix 3: 
The most important Indian tribes of Canada. 


1. Camada—Hist. 2. Canada—Pol. & govt. 


2-10672 

Library of Congress F1026. R64 
on 2, Faz 
Roberts, Charles George Douglas, 1860- 

Hoof and claw, by Charles G. D. Roberts ... illust 
llted tom Paul kA, rete., Ward, Linke. 

267 p. incl. oe front. 21. 

Illustrated lining-papers. 





Roberts, ‘ir Charles George Douglas, 1860- 
Hoof and claw, by Charles G. D, Roberts 
The Macmillan company, 1914 
4p.l, Bip. 
Illustrated lining-papers. 


New York, 


front., plates. 10)”. 


Conrents.—The bear that thought he was a dog.—The gr of the 
vanishing herds.—A master of supply.—-The white wolf—Up a tree.— 
The eyes in the bush—The runners of the bigh peaks —The pool.— 
The shadows and John Hatch.—The fisher in the ceetes —The assault 
of wings.—The cabin door.—A basket of fish.—Brannigan's Mary. 


1. Animals, Legends and stories of. 1. Title. 


14— 15050 
Library of Congress 
Copyright A 380207 


QL791.R625 1914 
(a39n1, 


Roberts, Charles George Douglas, 1860— 

The house in the water; a book of animal stories, by Chark 
G. D. Roberts ... illustrated and decorated by Charles se. 
ton Bull and Frank Vining Smith. Boston, L. C. Page & 
company, 1908. 

vill, 801 p. incl. illus. 29 pl. col. front. 20". 

Illustrated end-papers. 

Camee— The House House in the water —The white-slashed bull —Wher 
the biueberries are ade Soy glutton of the great snow.—When th 
trace of the wild te done. —The window in return o 

of the moose. ‘boose-From the teeth of the tide--The fight at the wallow.-- 
Sonny and the kid. 


1. Animals, Legends and stories of. 





1 Title. 


8—17808 ' 
Library of Congress 


Copyright A 208618 


QLT791.R63 
3601, 


Roberts, Sir Charles George Douglas, 1860- 

The iceberg and other poems, by Charles G. D. Roberts. 
Toronto, The Ryerson press, 1934. 

4p.1,3ip. tlus, 214. 


“Five hundred copies have been printed and bound Lo Ge Ryerson 
press, Toronto, of which one hundred copies only are for sale.” 

1 Title. 

36-11113 

Library of Congress PRS231L18 1984 

a S1L5 

Roberts, Charles George Douglas, 1860- 

In divers tones, by Charles G. D. Roberts ... Boston, D. 
Lothrop and company ,1887, 

vill, 14 p 18". 

Poems. 

L Title. 

0714 

Library of Congress PRS281.15 
Copyright 1887: 5641 
Roberts, Charles George Douglas, 1860- 

Be Oe dup of Go mane, b Charles G. D. Roberts ; illus- 
trated by Denman Fink.’ New York, T. Y. Crowell & co. 
(1907, 

77, di p. incl. front. 3 pl 19”. 
Library of Congress PZ3.RMIIn 
(Copyright 1907 A 179097) 
Roberts, Charles Douglas, 1860- 

In the morning of time, by Charles G. D. Roberts .. 

with eight illustrations. London, Hutchinson & co. (1919, 


3p. 1, 319, hp. front, plates. 208™. 








Roberts, Charles George Douglas, 1560- 

In the morning of time, by Charles G. D. Roberts ... 
York, Frederick A. Stokes company ,*1919, 

4p. 3p. 199° 


New 


1. Title 

22-7000 
Library of Congress PZ3.R5A41 Inm 2 
—- —— Copy 2. 


Copyright A G0404 (38¢1, 


Roberts, Charles George Dougias, 1860- 
Jim; the story of a backwoods police dog, by Major Charles 
G. D. Roberts. New York, The Macmillan company, 1919. 
26 p. 2. 


ComrTents.-—Jim, the story of a backwoods police dog.—-The eagle. — 
The mule.— Stripes the unconcerned. 


1. Dogs—Legends and stories. 1. Tithk. 


Library of Congress PZT.RSA131 
alt, 


Roberta, ‘ir Charles George Douglas, 1860— 

The kindred of the wild; a book of animal life, by Charles 
G. D. Roberts with many illustrations by Charles Living- 
-ton Bull. Boston, L. C. Page & company, 1902. 

zi, (1) D, 11, 15-374 p. incl tlw. plates, fromt. 21% 

Contents. — The animal eo — The mecutihe trails. -- The lord 4 
he air. —Wild ft Kehonka. —Savou 
The Li and a A treason of eee ~The haunter ot 


the pine gloom.—The watchers of tbe camp-tire —When twilight falls on 
the stump ‘ota The king of the Mamotekel.—In panoply of spears. 








1, Animals, Legends and stories of. 1 Tithe. 
218835 
Library of Congress QLT91. RO 
—— Copy 2 
Copyright tng 1S 
Roberts, Sir Charles George Douglas, 1860- 
. The king of the Mamozekel, by Charles G. D. Roberts .. 
illustrated ry Charles Livingston Bull. Boston, L.¢. Page 4 
company, 1905. 


S4 p. incl. front. 6 pl. 194". (Roberts’ animal stories) 


1, Animals, Legends and stories of. 2. Moose. 1. Title. 
4 ea 
Library of Congress QLTO6.MSR6 
Copyright (361, 
Roberts, Sir Charles George Douglas, 1860- 
Kings in exile, by Charles G. D. Roberts ... New York, 


The Macmillan company, 1910. 

vil, 200 p. front., plates. 19)™. 

INustrated end-papers. 

Conrerts.—Last Bull.—The king of the fiaming hoops—The mon- 
arch of Park Barren.—The gray master —The The lord of 
the glass house.—Back to the water world.—Lone wolf—The bear's 
face.—The duel on the trail. 


1. Antmais, Legends and stories of. 1 Title. 


7 


Library of Congress 
—— —— Copy 2. 
Copyright A 256708 


QLT91. R65 


(a80p2, 


Loberts, Charles George Douglas, 1860- 
The land of Evangeline and the gateways thither, by 
Charles G. D. Roberts, with many filustrations and ap- 
peutions for sportsman and tourist ... Kentville, Nova 
tia, Dominion Atlantic railway co. 1189-; 


4p.1,92p. front, plates. 20) x 11™. 


1. Nova Scotia—Description and travel. 
A 18-1932 


Title from Harvard Univ. Printed bv L. C. 
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Roberts, Charles George, Douglas, 1860- 

The little people of the sycamore, by Charles G. D. 
Roberts ... illustrated by Charles Livingston Bull. Bos- 
ton, L. C. ‘Page & company, 1906 (1905, 


58 p. incl. front.,2 pl. 20. (Roberts’ animal stories) 


1. Raccoon. 
522365 

Library of Congress QL706.R623 Copyright 
Roberts, Charles George Dougias, 1860- 

She task of Go te Wy Gade 3. D 
illustrated by Charles Livingston Bull. ae ron 
Page & company, 1905. 
59 p incl. front, 4 pl. 199. (Roberts’ animal stories) 
1. Eagles. Title, 
227mm 

Library of Congress QL676. RO 
Copyright 8081) 

Roberts, Charles George Douglas, 1860- 

Neighbours unknown, by Charles G. D. Roberts ... with 
thirteen fll page plates London ete.; Ward, Lock & oo., 
limited, 1 

roel plates. 2™. 

ere a 

bunting —On the roof of 
cary of Op colette tied, enema tee eons of tak 
Sil of the barrens ‘The takes! reaners-he these Well, 

1. Animals, Legends and stories of. 

Library of Congress QL Ress 
© fp Des. 14 1900; Act ¥. int. 408; published Nov. 15, 1910; 


Roberts, Charles George Douglas, 1860- 





Neighbors unknown, by Charles G. D. Roberts ... New 
York, The Macmillan company, 1911. 
vii, 266. 19. $1.00 
1. Animals, Legends and stories of. 1. Title. 1-08 
Library of Congress PZ3.RS4IN 
— Copy 2 QL791.R6S7 
Copyright A 280049 Mi, 
Roberts, Charles George Douglas, 1860- 
New poems, by Charles G. dy Roberts. London, Con- 
stable and company limited, 1919. 
4p, 1k 18, 
1. Title 
Library of Congress PRS231.N35 1919 
re) 
Roberts, Charles George Douglas, 1860- 
New York nocturnes other = Charles G. D. 
Roberts. Boston, New York ,ctc., olffe and com- 
pany, pany, 1506. 
Mp. 1i 14". 
L Tithe. 
0-065 Revised 
Library of Congress PREG N4 
Copyright 1608: 15061 (r2Be2, 


Northland lyrics, Wan Gene Dae, Rete 
Roberta, & ry ations Macdonald ; selected and arranged 
with « prologue by Charles G. D. Roberta, and an eqilogue by 
Bliss Carman. Boston, Small, Maynard & company, 1899. 
izp,1L,ap 1. 


mn Manteoaie’ Maru Mloabeth (Roberts) 1922 1. Tithe 
SSBB 
Library of Congress PRO257.R6 


—— ——— Copy 2. 


Copyright 1890: T2871 04041, 


Raate Gute Gane Sain Sp 


Orion, and poems. By ‘Gherles G. D. Roberts. 
Puilsdaiphin: J.B Ligpinests & so, 1008 

113, dj p 1™. 

« Tithe 

OTLB 

Library of Congress PRS231L0T 
Copyright 1880: 12701 
Roberts, Charles George Douglas, 1560- 


Poems, by Charles G. D. Roberts. New York, Boston etc., 
Silver, Burdett and company 1901, 


x1, 222 p. front. (port.) 194". 


Library of Congress 


xill, 257 p. front. (mounted port.) 20)”. 


1 Title: The book of the rose. 
Ale—S 


univ. Library 


Stanford 
for Library of Congress a40b1) 


Roberts, Charies George Dougiar 1860- od. 
Poems of wild life. Selected and ed. by Charles G. D. 
Roberts ... London, W. Scott; ete., etc. 1888. 
xvill p, 11, 288. 149°, (Helf-sétie: The Canterbury posts) 
Bed Une borders. 


‘1 Natere tm poetry. 2 Magiiah postry (Collections) L Tithe 
1—1se 
Library of Congress PHCLIONERT 
a1, 
Roberta, Charles George Dougins, 1860— 


LC. Page & company, 1904. 
Spl.2p fret 1 


Library of Congress (@) (PZB.RSRr) 


Copyright A 080TT 








230 p. incl. fromt, plates. diagr. 19°. 


1. Title. 
741027 
Library of Congress PZL.RSIR 
Copyright 1894: 43068 
Roberts, Sir 7haries George Dougias, 1960- 
Red Fox; i 


5—so71e 
Library of Congress QL796.F8R6 
Copyright (a37b1, 
Roberts, Charles George Douglas, 1860- 
Roberts . 


.. The return to the trails, by Charles G. D. 
Charles Livingston Bull. Boston, LC. Page & 
company, 1906 ,1906, 


SO p. incl. front, 2 pl. 194°. (Roberts’ animal stories) 
1. Bears. 1 Title. 
6-2 
Lébrary of Congress QL706.RE28 
Copyright 030M, 
Roberts, Charles George Dougias, 1860- 
ae De boat; a tale of the ti 


8ot. @60n on ont. ee i. 


1 Tithe 
141088 
Library of Congress PT3.RS41Re 
Copyright 1895: 40740 3301, 
Roberta, Sir Charles George Dougias, 1860- 
The secret trails, by Charles G. D. Roberts .. New York, 


The Macmillan company, 1916. 
4p 1,212 p front. platen 10)”. 
8. —The biack boar of Lovesome Water.—The dog that ogee 
of the —The 


bull 
cabin in the food.—The brothers of the yoke. — of a9 
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Copyright A 283504 


SF7S1.R6 


Roberts, David. 


Dr. David Roberts practical home veterinarian 
10th ed., rev. to 1912 .. "Waukesha, Wis., Dr. David Rob- 
erts veterinary co., 1912. 


182, 1:2) p. illus 23. $100 


1. Veterinary medicine. 1. Title 


12-1775 
Library of Congress 


Copyright A 303999 


SF7SLR6 1912 


Roberts, David. 


Dr. David Debate) peactionl home veterinarian. 11th 
ed., rev. to 1912 aukesha, Wis., Dr. David Roberts 
veterinary co., °1912. 


184 p incl. illus, port 22)". $100 

1. Veterinary medicine. 

Library of Congress SF7S1.R6 19120 — 
Copyright A 312126 


Roberts, David. 

Dr. David Roberts' practical home veterinariar 
12th ed., rev. to 1915 ... Waukesha, Wis., Dr. 
David Roberts’ veterinary co., °1913. 

184 p. illus. 23%, 1,00 

1, Veterinary medicine. I. Title. 

13-778 

Library of Congress SF751.R6 1913 
Copyright A 343712 


Roberts, David. biti ia, 
Dr. David Roberts’ practical home veterinarian. 2st 
rev. to 1985 ... Waukesha, Wis., Dr. David Roberts’ veteri- 

nary co., °1985. 


128 p. illus, double col. pl 18)". 
Advertising matter: p. 128. 


1. Vetertmary medicine. 


Library of Congress 
Copyright AA 167174 12) (686.089) 619 
Roberts, David, 1757-1819. 


fh Jeltan 0 Soe efleane of Qe coms , explaining the cause 
Seated tet it fund being for the 
abandoned. By David Roberts. ith sup- 
plementary observations on the same, by Jno. Philippart, 


<< The Pampbieteer. London, 1613. 224. ¥. 2, p. (923)-342) 
12s Gt. Brit —Army—Pay, allowances, etc. 1. Philippart, John, 1784?- 
ca S—663 Unrev'd 
AP4,P2 vol.2 


Library of Congress 


LIBRARY OF CONGRESS 


(Roberts, David, 1757-1819. 

The military adventures of Johnny Newoome, with an ac- 
count of his campaign on the Peninsula and in Pall Mall and 
notes, by an officer. With fifteen colow by T. Row- 
landson. A new ed. London, Methuen and co., 1904. 

P ary 4 me Pst aor 179". (The Allustrated pocket 

A poem. 


1. Rowlandeon, Thomas, 1766-1827, illus um. Title 
41-420 
Library of Congress PRS282.R18M5 
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Roberts, David, 1757-1819. 

Plan for increasing the incomes of officers of the army 
.. and also for a provision, in addition to the govern- 
ment allowance, to officers’ widows, and a liberal allow- 
ance to the children of officers ... to be effected by a 
yearly contribution. By David Roberts ... with a sup- 
plement by John Philippart, esq. ... 


(/n The Pampbleteer. London, 1813. 224°. ¥. 2, p. (15)-26) 


1 Gt. Brit 


Army— Pay, allowances, etc 
1875 


1. Philippart, John, 1784?- 


oa S—664 Unrev'd 


Library of Congress AP4.P2 vol.2 


Roberte, David, 1796-1864. 

The life of David Roberts, x. a., compiled from his 
journals and other sources, by James Ballantine; with 
etchings and facsimiles Ts -and-ink sketches by the 
artist. Edinburgh, A. and C. Black, 1866. 
front. (port.) illus, 9 pl, 6 facsim. 30™. 

“List of pictures painted by David Roberts”: p. (247)-255. 


xiv, 255 p. 


t. Ballantine, James, 1808-1877 


13-6625 


Library of Congress ND497.R6A3 


Roberts, David, 1804-1879. 


Historical discourse on the life, deeds and character of Sir 
Mathew Cradock. By David Roberts. (From the Proceedings 
of the Essex institute.) Salem ;Mass., W. Ives and G. W. Pease, 
printers, 1856. 

Bp. =a. 


1. Cradock, Matthew, 4. 1641. 
Library of Congress re7.cas 
fib1, 


Roberts, David, 1804-1879. 


A treatise on admiralty and prize: together with some sug- 
gestions for the guide and government of United States naval 
commanders in maritime wars. By David Roberts. New 
York, Hurd and Houghton, 1869. 


sxrvilip, 11,708 p. Mas 234°. 


1. Admiraity—U. 8. 2. Prise law—U. 8. 
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(Roberta, David Ellsworth, 1863- comp. 
Sayings & songs for soldiers & sailors ... Baltimore, Md., 
Maryland tract society ,“1917, 
47, ap. 129". 
“Compiled by David E. Roberts and Rev. DeWitt M. Benham.” 
Contains music. 


DeWitt M., uw. Title. 

1. Benham, Jotat comp. s2-19805 
Library of Congress BVs88.R6 1917 

—— —— Copy 2. 

Copyright A 504145 rd 





(Roberts, David Elisworth, 1863- comp. 
Sayings & songs for soldiers & sailors ... 
Maryland tract society ,*1917, 
0p 139° 
“Compiled by David BE. Roberts and Rev. DeWitt M. Benham.” 


c ontains music 
edition.” 


Baltimore, Md., 


col, front 


t. Benham, DeWitt M., joint comp. m. Title. 
Library of Congress BV4580.R6 19178 
aon a> Cage 8. oy 


(Roberta, David Ellsworth, 1863- comp. 

Sayings & songs for soldiers & sailors ... Baltimore, Md., 
Maryland tract society ,°1917, 

ip. 1, il, Op. col. front, 19°. 

“Compiled by David E. Roberts and Rev. DeWitt M. Benham.” 

Third edition, for the Maryland soldiers and sailors.” 


1. Benham, DeWitt M., joint comp. m Title. 

‘82-18687 
Library of Congress BV4S8B.R6 1917b 
Copy 2. us 





(Roberts, David Ellsworth, 1863— comp. 
Sayings & songs for soldiers & sailors ... Baltimore, Md., 
Maryland tract society ,°1917, 
1p. 1, MM, 50p. col. fromt. 139°. 
“Compiled by David E. Roberts and Rev. DeWitt M. Benham.” 


Contains music. 
“Fourth edition.” 


1. Benham, DeWitt M., joint comp. a. Title. 


82 198BR 
Library of Congress BV4588.R6 1917 
—- ——— Copy 2 bd 
Roberts, David Ellsworth, 1863- comp. 
Sayings & songs for soldiers & sailors ... Baltimore, Md, 


Maryland tract society ,“1917, 
lp... @p. col. front, 1 ius 18). 
“Compiled by David BE. Roberts and Rev. DeWitt M. Benham.” 
Contains music. 
“Fifth edition.” 


1. Benham, DeWitt M., joint comp. mm. Title. 
‘32-18689 
Library of Congress BV4088.R6 19174 
——- -—_— Copy 2. 28 


(Roberts, David Ellsworth, 1863- comp. 

Sayings & songs for soldiers & sailors ... Baltimore, Md., 
Maryland tract society ,*1917, 

1p.1,@0p. col. front, 1 flins, 189". 

“Compiled by David E. Roberts and Rev. DeWitt M. Benham.” 
Contains music. 

“Sixth edition, for Pennsylvania soldiers and sailors.” 

On cover: Presented by Forty-third street Presbyterian church Sun- 
day @Pwol, pittsborgh, Pe. 


1 Benham, DeWitt M., joint comp. um. Title, 





32-18640 
Library of Congress BV4688.R6 191Te 
— Copy 2. 
Copyright A 501362 Ms 


(Roberts, David Elisworth, 1863- comp. 
Sayings & songs for soldiers & sailors ... Baltimore, Md., 
Maryland tract society ,“1918, 
@ p. col. front. 1 illus, 18°, 
“Comptied by David E. Roberts and Rev. DeWitt M. Benham.” 
ins music. 
‘Seventh edition.” 


1. Benham, DeWitt M., joint comp. m Title. 


‘82-18041 
Library of Congress BV4588.R6 1918 
—— —— Copy 2 
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Roberts, David Ellsworth, 1863- comp. 
Sayings & songs for soldiers & sailors ... New York, Na- 
tional war work council of Young men’s Christian associations 


1918, 
@p. col. front, iitiua 13” 
“Bight etnies.” 
Contains must 
Complied by David F Roberts and Rev. De Witt M. Benham.” 





lers—Religious life. 2. oe om 3. Hymna, English. 
| 1 PA De Witt Miles, joint comp. 1. 


21-14455 Revised 
BV4588.R6 19188 
yr41b2, 


Library of Congress 
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Roberta, David Lioyd, 1835-1920. 

The scientific knowledge of Dante. A lecture delivered at 
the Victoria university of Manchester before the members of 
the “Manchaster Dante society” by D. Lloyd Roberts ... Man- 
chester, At the University press, 1914. 

Bp wir. 


1, Dante Knowledge—Science. 1, Title 
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Roberts, David William, 1894— 


An outline of the economic history of England, by D. W. 
Roberts London, New York ,etc., Longmans, Green and 
20., 1931. 


x1), 304 p. ius. (maps) dlagrs. (1 fold.) 204°. 


“Reference books” at end of each part. 


1. Gt. Brit —Eecon. condit. 2. Gt. Brit.—Indus —Hist 1. Tithe 
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Library of Congress HC233. R6 


(3001, 390.42 


Roberta, David William, 1894- 
An outline of the economic history of England, rhe w. 
Roberts ... London, New York ,etc., Longmans, Green and 
co, 1934, 
xii, 808 p. Mius. (maps) diagrs. (1 fold.) 


“First edition, June 1831 ... 
tional matter; 
7 books” 


2". 


Third edition, November 1088 with 
ry December 1984.” 


mapreasion, 
at end of each part. 


| 1. Gt. Brit—Eeon. condit. 2. Gt. Brit.—Iodus.—Hist. 1 Tithe 
36-158 
Library of Congress HC23.R6 1904 
! 5 390.942 


Roberts, David William, 1894—- 
An outline of the economic history of England, by D. W. 


Roberts London, New York ,etc., Longmans, Green and 
co. (1937, 
ii, 808 p. ius. (maps) diagrs. (1 fold.) 21°. 


“First edition, June 1981 . 
ditional matter ; new ti 
“Reference books” at end teach part. 


Third edition, November 1983 with ad- 
October 1987." 


{ 1. Gt. Brit.—Eeon. condit. 2. Gt. Brit —Indus—Hist 1. Title. 
38-82041 
Library of Congress HC253.R6 1037 
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Roberta, Denys Kilham, ¢d. 
Titles to fame, edited by Denys Kilham Roberts. London, 


New Fork yete., T. Nelson & sons limited 1937, 
xvill, 242 p. incl. frost. (port.) ports. 


“Teo eminent novel * ... give os onthe ‘thographies’ of thelr most suc- 
cessful books” —' 
“First published, October 1! 
by tee .— Rogue yi hy yg ee ob 
ret Kennedy —All . Tomlinson —Ge 
Dorothy L Sayers. —-The os down, a4. Cota ies 
® provincial lady, by E: — Spanish = by 
RE. , At —Ordinary Srattico. ay B- Arnot Robertson. —We, the 
— by Ernest Reymond — by | t+ ae tH 
"aaa Atos a crit. t Tithe 
Fell name: Denys Kilham Harry Roberts, 
1987 
Library of Congress PRSS1 RO 
Copyright A ed int. 23498 3, 823.9100 
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Roberts, Denys Kilham Harry 


Roberts, Denys Kilham. 


Roberts, Donald Ramsay, 1908- 
Shakespeare and the rhetoric of stylistic ornamentation 
by Donald R. Roberts. Ithaca, N. Y., 1936. 


op mye. 


Abstract of thesis (rm. p.)—Cornell university, 1906. 


1. Shakespeare, William—BStyle. 


Library of Congress 
Cornell Untv. Libr 


Roberts, Dorothea. 


The German emperor and empress, Frederick m1. and Vic- 
toria ; the story of their lives, by Dorotnea Roberts . 
London, T. F. Unwin, 1888. 
ziti, 265 p. tnel. front. (ports) 


ed. 


Bibliography: p. xiii 


1 Lye m., ow emperor, 1831-1688. 
, German emperor, 


consort of Frederick 


Library of Congress 


+ eoeeed 1906 
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Popular 
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Victoria, empress 
ia00- 190. 1. Title. 
1-12486 
DD224.R5 
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Roberts, Dorothea (Klumpke) 1861 


.. Contribution & l'étude des anneaux de Saturne . 
Paris, Gauthier- Villars et file, 1893. 


3p.l,@p. diagrs 2x22" 


Thése—Faculté des sciences de Paris. 


1. Saturn—Ring system. 


Library of Congress 


(Roberts, Dorothea, (Klumpke) 1961- 


QBA0S RO 


Elements définitife de la 


D. Klumpke .. 
9p 2 


87-0423 


cométe 1 111; u™ 
(Paris, Gauthier- Willers et et fils, 1896, 


Caption title. 
“Extrait du Bulletin astronomique; septembre 1896." 
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Roberts, Dorethy. 


The joke’s on Judy, by 


in the Senior high school, Springfield, Mo. 
March brothers publishing co. 


Tp. 18". 


(3301, 
B72 85R6 


(“1935, 


On cover: A one-act Christmas comedy. 


1. Christmas plays. 


Library of Congress 
Copyright D pub. 37682 


i Tithe 


PN6120.CSR66 
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First produced 
Lebanon, O., 


37-87245 


Roberts 


Roberts, Douglas, ed. 

Revised Ritual for subordinate lodges of Knights of 
Pythias of No. Am., So. Am. E., A., A., and Anstralia, 
ed. by Douglas Roberts« Now York, Fitzgerald pnblish- 
ing corporation, ‘1922 

104 p. diagrs 17 


1. Knights of Pythias—Rituals 
22-2002 
Library of Congres HMS1233.R7 1922 
Copyright A 685762 2 


Roberts, Douglas, comp. 
Ritu’ for —— wae of oe of orn 


Adopted by the Supr 1892, p. 
Na Douglas Ro! ——¥ sad te Dick & Fitegerald, 
Mp diagrs 17° 
L. Knights of Pythias—Rituals 
> 18090" 


Library of Congress 


HS1233.R7 
(Copyright 1894: 7125) 


Roberts, ,E B 


Roberts’ practical illustrations of life insurance. New 
York, Press of J. J. Little & eo., 18° 


S2p. 33x41 


1. Insurance, Life—Rates and tables 


6477 
Library of Congress HG8&7R3 ROA 
Roberts, EB. L., & co., (hivagu 
Catalogue of F.. 1. Roberts & ev., wholesale manufac- 


turers of doors, glazed sash and everything in the line 


of millwork in any wood, foreign or domestic. (Chicago, 
E. L. Roberts & co., 1900 
M9 p. incl front, illus (part col) 26" 
oodwork- Catal 2 Sash Catal 3. Doors — 
a we 2 atalogs ashes— Catalogs s — Catalogs. 
O- 2460 


Library of Congress THIISS ROO 


Copyright 1900 A 7415 


Roberts, E M. 

A flying fighter; an American above the lines in France, by 
Lieut. E. M. Roberts ... New York and London, Harper & 
brothers ,°1918, 

Op 1, 388, (1; p. front. (port) platen 10)* 

1. Buropean war, , $006 G0RS-~-Panuenes cuseetiren, 2 European war, 
1914-1018 Aer'al opera Title. 
18— 7007 

Library of Congress De0s. Re 
—— ——— Copy2. 

Copyright A 404087 (01, 


Roberts, EB P. 

The adventures of Captain John Smith, captain of two 
hundred and fifty horse, and sometime president of Vir- 
ginia; by E. P. Roberts ... With seventeen illustrations 
and three maps. London, New York etc, Longmans, 
Green, and co., 1902. 


xiv, 307 p front, plates, ports, 3 maps (1 fold) 21™ 
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Roberts, E. P., & co., Cleveland, 0. 


Specifications for an electric light plant, Hubbard, 
Ohio. E. P. Roberts & co., electrical engineers, Cleveland, 
Ohio. (Cleveland? 0. * 1895. 


2p xinm. 


1. Electric lighting—Contracts and specifications. 2 Hubbard, O. Elec- 
tric: light plant. 


8-1088t 
Library of Congress 
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(Copyright 1805: 47198) 


Roberts, Earl Iran, 1890- 


see also 


Ohio. Dept. of health. 


Roberts, Edith Adelaide, 1531- 

American ferns; how to know, grow and use them, by —_ 
A. Roberts and Julia R. Lawrence. New York, The Macmill 
company, 1935. 


vilip.,11,08p ius 24. 


1 Ferne—U. 8. 1 Lawrence, Julia Ruth, 1906- Joint author. 
™ Tithe 
85—18212 
Library of Congress QK525.n6 
ale2, 685.97582 
Roberts, Edith Adelaide, 1881- 


American plans for American gardens; plant ecology—the 
study of plants in relation to their environment, by Edith A. 
Roberts ... and Elsa Rehmann ... New York, The Macmillan 
company, 1929, 

ei L, 181 p. plates. 224”. 


‘A series of articles which appeared In House beautiful under ‘he 
tite of Plant ecology.” 


1. Gardens—U. 8. S. tantemes quetening Se’. S. &. Treee—U. 
4. Rotany—U. 8. 5. Botany—Ecology. . Rebmann, Elsa, joint a4 
thor. um. Title. 
440 
Library of Congress SB458.R% 
—— —— Copy 2. 
Copyright A 4725 (30r1, 


Roberts, Edith Adelaide. 

The ecology of the plants native to Dutchess County, 
New York. By Edith A. Roberts ;and, Margaret F. Shaw. 
jm. p.; The Conservation committee of the Garden club of 
America ,192-, 

iv, 21.p. 218". 

“This book is yep heh By ~~ ——— 4-— fF ~ 
Botany Bouany department of V ‘assar college by the Conservation committee of the 

Botany—New York sie a Co. il. Dest Co. N.Y— 
o merica. 


Bouape 1. Garden club of A: Conservation committee. 11. Shaw, 
Margaret F., joint author. — 


Agr 25-81 
Library, U.S. Dept. of Agriculture 455.3454 
Roberts, Edith Adelaide. 
The epidermal cells of roots ... by Edith Adelaide 
-» Chicago, 1916. 


11, 448-506 p. illus. 24™. 


Thesis )—University of 1916. 
TKprivase eaition dite ty te i 
“Comsibations trees the Mell teeanseal laboratory 221: 
“Literature cited”: p. 505-506. 


1. Roots (Rotany)—Anatomy. 1. Title. 


17-6384 


Library of Congress 


QK644 R6 
Univ. of Chicago Libr 


LIBRARY OF CONGRESS 


Roberts, Edith Adelaide, 1881- 

The role of plant life in the history of Dutchess county by, 
Edith Adelaide Roberts ... ,and, Helen Wilkinson Reynolds .. 
Poughkeepsie, N. Y., Lansing-Broas printing co., inc., *1938, 

4p. ‘lus., maps (2 fold. In pockets) diagra. 304”. 

Bibliography : p. 43-44. 


1. Botany—New York (State)—Dutcheas co. 2. Dutchess co., N. ¥.— 


Hist. 1. Reynolds, Helen Wilkinson, joint aut’ or. 1. Title. 
3021041 
Library of Congres QK177.R6 
— ——— Copy 2 
Copyright AA 287254 1M0e2, 


Candle i 
York, The Bobbs- Merrill company ,*1987, 


Sp 2°. 
“First edition.” 
1 Title. 
(Full name: Mrs. Béith Bitzabeth (Kneipple) Roberta, 
‘31-27808 
Library of Congress PZB. RS4188Can 
— —— copy2 
Covrrizht A 107062 5S 


Roberts, Vrs. Edith (Kneipple) 1902- 

The hurricane (el huracin de San Felipe) Porto Rico, Sep- 
tember 13, 1928, by Elizabeth Kneipple Van Deusen. San 
Juan, P. R., Bureau of supplies, printing, and transportation, 
929, 

Tb. 11 a ports.) 234". 


“Articles . cal ae Ge, Be foe 
vtewe, Gosmant Meneep and Seat tons ” 


1. Puerto Rico—Hurricane, 1928. 
(Pull name: Mra. Edith Elizabeth (Kneipple) Roberts, 


34-0442 Revised 
Library of Congress F1975.R78 
(T3872, 972.95 
Roberts, Mrs. Edith (Kneipple) 1902- 
Picturesque Porto Rico; stories and by Elizabeth 


poems, 
Kneipple Van Deusen ... New York, Newark ats Silver, 
Burdett and company ,°1927, 


vill, 281 p. inci. front. (map) flus. 19°. 





1. Puerto Rico. 1. Title. 
(Pull name: Mre. Edith Elizabeth (Knelppie) Roberts, 
27-21313 Revised 
Library of Congress F19T2.R63 
_ Copy 2. 
Copyright A 1007558 (r3Th2, 


Roberts, Mre. Edith (Kneipple) 1902- 


Reap the whirlwind, Edith Roberts ... New York, 
Indianapolis, The Bobbe- errill company, 1988. 

Spl, 6p 2. 

“First edition.” 

1. Title. au 
Library of Congress PZ3.R54138Re 

— —— Copy 2. 

Copyright A 116518 3% 


Roberta, Mrs. Edith (Kneipple) 1902- 
Stories of Porto Rico, by Elizabeth Kneipple Van Deusen 
New York, Boston etc. Silver, Burdett and company 
(1926, 


‘vill p., 1 1, 245 p. incl. front. (map) illus, 19°. 


1. Puerto Rico. 1 Tithe. 
Full name: Mrs. Eéith Elizabeth (Knetpple) Roberts; 
26-21874 Revised 
Library of Congress F1972. R65 
—~— —— Copy?2. 
Copyright A 967245 «3712, 


Roberts, Mrs. Edith (Kneipple) 1902- 

Tales of Borinquen (Porto Rico) by Elizabeth Kneipple 
Jan Deusen ... New York, Newark ,etc., Silver, Burdett and 
company ,°1928, 

vil, 204 p. inet. front. (wap) Mes. 19°, 


1. Puerto Rico. 1. Title: Borinquen, Tales of. 
(Pull name: Mre. Edith Elizabeth (Kneippie) Roberts, 
20-582 Revised 
Library of Congress F197T2.R66 
—— ————— Cage 2. 
Copyright A 2304 3Td2, 


Roberts, Mrs. Edith (Kneipple) 1902- 
Tamarack; a novel by Edith Roberta. Indianapolis, New 


York, The Bobbs- company ,°1940, 
368p. 21". 
“First edition.” 
—_— (Pull nome: Mrs, Edith Wiizabeth (Koetpple) Roberta 
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Library of Congress P7B.R54188Tam 
— —— Copy 2. 
Copyright a 
Roberta, Mrs. Edith (Kneipple) 1902~- 
This marriage, by Edith Roberts. Indianapolis, New York, 
The Bobbs-Merrill company ,*1941, 
2p. 1, 7-806p. 204". 
“Firat edition.” 
= (Puss nome: Mrs, Edith Kitsabeth (Knetpple) Robert 
«-o014 
Library of Congress P23. RS4188TD 
—-—— Copy 2. 
Copyright & 


Roberts, Mrs. Edith (Kneipple) 1902- 

Tropical tales (Porto Rico) by Elizabeth Kneipple Van Deu- 
sen ... New York, Boston ,etc., Silver, Burdett and company 
(1929, 

vil, 240 p. incl. front. (map) illus. 19°. 


1. Puerto Rico. t Title. 
(Full name: Mra. Edith Elizabeth (Kneipple) Roberts; 
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Library of Congress P1972. REGS 
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Roberts, Edmund, 1784-1836. 


Embassy to the eastern courts of Cochin-China, Siam, and 
Muscat; in the U. S. sloop-of-war Peacock .. ~y ay 
1839-3-4. an” Edmund Roberts. New-Y 
brothers, 1837. 

482 p. 21". 
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Roberts, Edmund Willson. 

The automobile pte, a compendium of the gaso- 
line automobile. E. W. Roberts ... Ist ed. Ist thou- 
sand. Cincinnati, The Gas engine publishing company 
11905, 


viii, 329 9. diagrs. 13)° 
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Roberts, Edmund Willson, 1866- 
The gas-engine handbook. A ogy | of useful infor- 
mation for the designer and e: i, I E. W. Roberts 
Ist ed. Ist thousand. Cincinnati, e Gas engine 
publishing co. (1900, 


x, 220 p. diagrs. 18™. 


). Gas and oil engines. 1. Title. 

Library of Congress TJ770.R64 
— ——- Copy 2. 
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Roberts, E,dmund, Willson, 


The gas-engine handbook, a manual of useful informa- 
tion for the designer and the engineer. By E. W. Roberts 
.. 2ded. 2d thousand. Rev. and enl. Cincinnati, The 
Gas engine publishing co. 1900, 


x, 241 p. illus. 139% 


1. Gas and oil engines. 
Jan. 24, 1901-146 
Library of Congress TG709.R64 Copyright 


— —— Copy 2 


Roberts, Edmund Willson. 
The gas-engine handbook, a manual of useful informa- 
tion for +1 designer and the engineer. By E. W. Roberts 


4th ed. 6th thousand. Rev. and enl. Cincinaati, O., 
The Gas engine publishing co. ;1903, 


xii, 264 p. incl. diagrs. 134". 


1. Gas and oil engines. 
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Library of Congress 'TG709.RO4 
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Roberts, Edmund Willson, 1866- 

The gas-engine handbook ; a manual of useful informa- 
tion for the designer and the engineer, by E. W. Roberts 
... 7th ed., 10th thousand. Entirely rewritten and enl. 
Cincinnati, ’0., The Gas engine- publishing co. “1913, 


4p. 1,315 p. illus, diagrs. 18°. $2.00 
1. Gas and oil engines. 
13—17690 
Library of Congress TJ770.R64 1913 
Copyright A 350843 1a20h2) 


Roberts, Edmund Willson, 1566- 
The gas-engine handbook; a manual of useful information 
for the designer and the engineer, by E. W. Roberts ... 9th 


ed. 14th thousand, entirely rewritten a, ‘en. Cincinnati, 
O., The Gas engine publishing co. ,“1917, 
vill, 315 p. illus, diagrs. 18°. 
1, Gas and oll engines. 
18-560 
Library of Congress TITIORG 1917 
Copyright A 480747 a2ed1, 
Roberts, Edmund Willson, 1866— 


Gas engines and their troubles, by E. W. Roberts; pom 
tional chapters on design. construction, powering sod mod pang 
sion of launches, by Professor W. F. Durand . 

Marine engineering 1903, 

iit,—vill, 143 p. tus. 209". 

Reprinted from Marine engineering. 


1. Gas and off engines. 2 Launches. 1. Durand, William Fred- 
erick, 1850- 
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Roberts, Edmund Willson. 
How to build a three-horsepower launch engine, with a 
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o> 2 —it [ze 3 Plants, Cultivated. 1. Daveo- 
port. 1856— 
25—20065, 
Library of Congress 8404 RE 
Copyright A S60104 133b2) 


Roberts, Elmer, 1886- 
A study of hybrid vigor in a cross between Poland China and 
Duroc Jersey swine. Iiy E. Roberts ... and W. E. Carroll .. 


(in U. 8. Dept. of ture. soonest of tearcltora research. 
. Oh oes Ti, Deer i, 199 p. 847-854. Washington, 1940) 
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from Illinois 
Published Feb. 28, 1940. 


1. Swine——,Hreeding, 2. Poland-China ewine. 8. Duroc Jersey ewine. 
1. Curroti, Willian Ernest, 1882~- author. 
Agr 0-285, 


hp nage ofem, 


iabrary 
tor Library of Congress 


1AgB4J vol. 50, no. 11 
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Roberts, Elmer Hine, 1866- 


Roberts rules of modern penochle, comp. ... by E. H. 
aoe, 1918, South Norwalk, Conn., The Borda press 
(1918) 


6p. 144 x 9, 


1. Penuchle (Game) 


Library of Congress 
Copyright A 482474 


GV1295.P6R6 


Roberts, Mrs. Eloise Anna May (Taylor) 

Four revolutionary soldiers and their descendants 
Alexander Sleeth, Gabriel Wright, David Smith, John 
Hacker ... by Eloise M. Roberts. Avard, Okla., 1924. 


Ip. Laas mounted port. 234™. 
The Wright, Sleeth, Smith and Hacker ancestry of Mrs. Roberts. 


Wright famil: Cari wi, a ep 2. Sleeth family (Alexan- 
os Sleeth, fl. 1747 1743-1835) 4. Hacker 
family (John Hacker, 55a eae) ’ 

25-774S 
Library of Congress CS71.W9S 1924 
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Roberts, Mrs. Eloise Anna May (Taylor) 

Some colonial families, Avery, Brewster, Mills, Morgan, 
Smith, Starr, Stewart, Tracy Compiled by Eloise M. 
Roberts. Avard, Okla., 1926. 


68, 11; p. pl. port., coats of arms. 2*. 


1, Avery family. 2. Brewster family. 3. Morgan family. 4. Tracy 
tamity S starr family. 


34-85852 
CST1.A96 1926 
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Library of Congress 


Roberts, Emerson Bryan, 1890- ed. 

Engineering problems by rete wr. engineers, edited by 
E. B. Roberts ... East Pittsburgh, Westinghouse technical 
night school press, 1930. 

xiv, 122p. tus, diagre. 234". 
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Library of Congress TK1S8.R6 
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Roberts, Emerson Bryan, 1890- 


Wainwright and related families, by Emerson B. Roberta. 
Wilkinsburg, Pa., 1942, 


lv. Sgeneal.tab. 28”. 
Loose-leaf. 

“Twenty copies this ts the oh copy” 
“Fav sed ae 
1, Wainwright family. 2. Cannon family. 
Library of Congress 
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Roberts, Mrs. Emily (Griffith) 1872- 

Ancestral study of four families, Roberts, Griffith, Cart- 
wright ,and, Simpson, covering lineal and collateral relations 
of my children, published for private distribution by Emily 
Griflith Roberts. Terrell, Tex., 1939. 

7p L, 508 p Incl, ius, plates, ports, facsima, coats of arma. 27”. 

oo Ee tatermatien tating om 0, nd through the life 

of Elisha Roberts is from @ manuscript entitled “The family by 
Jobo Ly Roberts”. 


‘0 blank leaves included in 
ier Dp. (585,-686 col rokghout text. 
1. Roberts family. £ ane family. 8. Cartwright family. 
4 Simpson family 
8063, 
Library of Congress CSTLRG 1989 
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Roberta, Emma, 17941-1840. 

Memoirs of the rival houses of York and Lancaster, histori- 
cal and biographical: embracing a period of English history 
from the accession of Richard m. to the death of Henry vu. 
By Emma Roberts ..._ London, Harding and Lepard ,etc., 
1827. 


2. front. (port.) 22. 


1. Gt. Brit.—Hist.—Lancaster and York, 1300-1485. 

218857 
DA245. R64 
13841, 


Library of Congress 


Roberts, Emma, 17941-1840. 
Scenes and characteristics of Hindostan, with sketches of 
Indian society. By Emma Roberts... London, W. H. 
Allen and co., 1835. 
Sv. 189". 


. —| . & tray. Title. 
1. India—Descr. ray, L srs 
Library of Congress DS412.R64 

aSTbl4 


Roberts, Emma, 17941-1840. 

Scenes and characteristics of Hindostan, ap sketches of 
Anglo-Indian society. By Emma Roberts . iladelphia, 
Carey, Lea & Blanchard, 1836. 


2y. 1". 


1. India—Desecr. & trav. 
31-8627 


Li>rary of Congress 015.4 


Roberts, Enos A. 

Fundamentals of typewriting, by E. A. Roberts... Detroit, 
The University of Detroit print shop, 1939. 

fip,11,119p. 1Mlus 21228". 


Text runs parallel with back of cover. 
Mimeographed. 


1. Type-writing. 


Library of Congress TA RBA 
— —— Copy 2. 


Copyright AA 300005 2) 652 


Roberts, (Ephraim K 
Roberts’ car measure. 

computing contents of cars 

quired ... Detroit, Mich. E. 


6p. 137. 


1. Railroads—Freight cars. 


Library of Congress 


Roberts, Ernest B. 
What is food control? by Ernest B. Roberts. m. p, 
1918. 


20p 22) x 10". 


Appendix. Food control in Great Britain: p. 17-20. 
1. Food supply—U. S. 2. Food supply—Gt. Brit. 3. European war, 
O14 —-Food question. 


18-17075 


Library of Congress 119000 6.R7 
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Roberts 
Roberts, Ernest Marsden, 1890- 
= Sening telegrapher. Ist ed. By E. M. Roberts 
. (St. Joseph, Mo.) 1923. 
12 p. illus, 18%, 


1. Telegraph—Operators’ manuals. 2, Railroads—Telegraph. 1. Title 
Library of Congress TKS263.R6 os 
Copvrieht A 752829 (2 


te se 


The er. 2d ed. By E. M. Rob- 
erts. * Oeftocas, ees Mo., 1 , 
112 p. ius. 18°. 


1. Telegraph—Operators’ manuals, 2. Railroads—Telegraph. 1. Title. 
Library of Congress TKS263.R6 1925 ates 
Copyright A 855837 7.) 


Roberts, Mrs. Ernest Stewart 
oe 
Roberts, Mary (Harper) “J/rs. Ernest Stewart Roberts,” 
1856- 


35-9028 
Library of Congress 2 
Roberts, Ernest Stewart, 1847-1912. 
An introduction to Greek ep’ Edited for the 


syndics of the University press, E S. Roberts ... Cam- 
bridge ,Eng., The University press, 1887- 
¥. facsima, tables. 23)". 


1-12825 
Library of Congress CNS5O.R6 
ad0e1), 487 
Famous chemists, by E. Roberts ... Londen, G. Allen & 
co., Itd.; New York, Macmillan company, 1911. 
Spi, BOT 9. 
1. Chemists. —? 


2a New York, 1986. 24. qpancheens 


At head of title: Ethel D. Roberts. 
Head-piece 


1. *Aprosio, Angetico, 1607-1681. . Tithe 


2ce-em 


ZIO0TOTL 2. 6, vol. 1,008 
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(Roberts, re. Ethel Ella (Moore), 1879- 
The family, by Ethel Dawn ,peeud., New York, Fortuny’s 


(*1941, 
“ap wm 
“First edition.” 
|. Tithe. 
1. Sptritualiam. 1 Tie a 
Library of Congress BF1901. R58 
a (19008178) 183.08 


Roberts, Mrs se yh 1902— 


The educational ideals of Anatole France, by Eunice Car- 
michael Roberts... Urbana, IIl., 1940. 
Bap we. 


Gees cams ea.0)- Seem oe 








1 France, Anatole, 1844-1924. . Tithe. 
40-81008 
Univ oe iltnote Libr. _ 
— Copy 2. 12) 840.81 
Roberts, Evelyn Harvey. 
The pure causeway a religious story, Chicago, C. H. 
Kerr & co. ;1899) 
28, 1) p. 16°. 
July 6, 9-068 
Library of Congress, 10. Onpyright. 
Roberts, Evelyn ape ran 
. Standards for 
units of the m donne ahem Evelyn H irae He br, Maud wi 
son and, Ruth = = Ty ~ of 
Ag tion, Oregon 
abel s 1937. 
cover-titie, 38 p Se. ee a. 23". (Oregon Agricultural 
experiment station. Station dalletin 
Agricultural experiment sta ll ite college, Corvallis, and 
experiment mation, Btate college of Washington, Pelimun, 
_ (Continued on next card) 
a A 87-852 


E 1 . Standards for 
a ed on other space units of the dwell- 
1987. (Card 2) 





station 
as Bolletio no. 346." 
cited”: p 38 
Architecture, Domestic— od 

2. Acciacca, Domenie 2 sametere, Demastios ot 
Bete: sotat author. mm Tite ry. Title: Working-eurface beights and 
other space units of the dweiling 

A-87-852 
Oreg. st. agr.coll. Library 

Tor Libeary of Congress (8105.E2 no. 348) 

3, (80.72) 
Roberts, Everard. 

The disconsolate monarch; a dramatic composition in six 
acts, by Everard Roberts. New York, The Knickerbocker 
press, 1901. 

Ipt.mmp 2 

Tiustrated cover 

}. Tithe. 

1-131 

Library of Congress PRES.ONTESNS «1901 
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Roberts, Everard. 


ant disconsolate monarch drama, by Everard Roberts. 
New York, The Knickerbocker press, 1903. 


Spl, 5p plates sy. 
™ t P. — 
Sonnet —tatiy a York, 1908. 


Library of Congres, no. 


Roberts, Everard. 
The di lat d com) 
sight acts, by Everard HG New a 





ition in 
Vv. print., 


192 p. 18™. 


1. Title. 

25-1191 
Library of Congress PS3535.0173SDS$ 1925 
—— —— Copy 2. 


Copyright D 71910 2 


Roberts, Everard. 
The jealous Mrs. Simkins, by Everard Roberts. New 
York, Knickerbocker press 1906, 


2p.1, 6p. illus. 2° 
“Privately printed, 1906.” 


6-15733 


Library of Congress PZ3.RSMI17J Copyright 


Roberts, Ffrangcon. 

The principles and practice of x-ray therapy, by F: 
Roberts ... With one hundred and fifteen illustrations in- 
cluding six plates. London, H. K. Lewis & co. Itd., 1936. 

xi, 214 p. titus, 12 pl. on 61, dingrs. 22=. 

“References” at end of some chapters. 





1, X-ray use. J 1 1. Title. 
8G 36-60 
Library, U. 8. Surgeon- General's Office 
(RMS47 1 
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Roberts, Mrs. Florence. 


Fifteen B hve with the outcast, by Mrs. Florence 
(Mother) Roberts. Anderson, Ind., ‘Gospel trumpet com- 
pany (°1912, 


472 p. front. (port) plates. 184™. $100 


1 Prostitution—California 1. Tithe. 
Library of Congress 
Copyright A 305729 
Roberts, Florence Cecilia. 
Gleanings \by) Florence Cecilia Roberts. 
Gorham press, 1919. 
“> wr $100 
Published 1918. 


HQ314.R7 


Boston, The 


1. Title. 
Library of Congress 
Copyright A Sos6z4 


18-21707 
PS3535.01737G6 1919 





Roberts, Mrs. Florence (McMahon) 1882- 
Dixie meals, by Florence Roberts. Nashville, Tenn., Printed 
for the author by the Parthenon press ,°1934, 


$10 p. illus, diagrs, 21°, 


1. Cookery, American. 2. Cookery, American—Louisiana. 1. Title. 
(Pull name: Mra. Francis Florence (McMahon) Roberts, 





‘34-20412 
Library of Congress TXT1S.RO 
—_— Copy 2. 
Copyright A 74122. 3, 415 
Roberts, Frances Markley. 


Western travellers to China, by Frances Markley Roberts. 
A personalized story of China's relations with the West in 
religion, commerce, diplomacy and culture, during eleven cen- 
turies. With three maps. Shanghai ,etc., Kelly & Walsh, 
limited, 1932, 

2p. 1, 11,178 p. front. (map) Mus. 214° 

Bibiiograpby : p. 157-165. 

1, China—Relations (general) with Europe. 2 Europe—Relations 


(general) with China. 3. China—Civilization. 4. China—Descr. & trav. 
5. Travelers. 


Library of Congress DS740 4.R55 
a 3277.51 


Roberts, Francis V. 

Analysis of amended Social security act, including basic 
principles of state acts, 1939; a 
supplement to the Pathfinder course in social ae account- 
ing, by Francis V. Roberts ... «and, H. N. Kamph ... 1939 ed. 
Los Angeles, Calif., Charles R. Hadley company ,°1989, 

2p... 5p incl. forma 25°. 





1. Iosu: :_-} State ont ermpeny— 5. 8.—Accounting. . Kamph, 


1 
Harry N., joint author. m. Hadley, Charles R., company, Los Angeles. 
1. ~~ j. tv. Title: Amended Social quuie act, feaven of 
40-0885, 
Library ra oe HDT126.R6 1989 Suppl. 


Copyright AA 12) 881.25440078 





Roberts, Francis V. 

Pathfinder course in social security accounting; lessons and 
practice assignments, by Francis V. Roberts ... and, H. N. 
Kamph ... 1938 ed. Los Angeles, Calif., Charles. R. ‘Hadley 
company 1938, 

1 p. 1, v=a, 204 p. incl. tables, forms. 25”. 


“In writing this course the authors home closely with the Systems 
division of Charles company.” 


1. Insurance, State and comameny =. 8.— Accounting. 1 Kamph, 
Harry N., joint author. m. Hadley, Charies R., company, Los Angeles. 
m1. Title, tv. Title: Social security accounting. 


38-7314 
Library of Congress HDT126.R6 1988 
—— —— Copy 2. 
Copyright A 115212 5) 331.25440073 


VORITIVN MF... 
The drama of Job, by F. Roberts. (New York, *1927, 
87 p. front. (port.) 20". 


Author's name CONSIY -E at head of title. 


1. Tithe (transliterated) : Di lob-drame. 


Library of Congress 
Copyright A 1061004 2 


Roberts, Frank C. 

The application of wire rope for the transmission of power. 
By F. C. Roberts, c. 2 Trenton, N. J., The Trenton iron co. 
(1886, 

25 p. incl. tables, diagrs. 10). 


1. Wire rope. 2. Power tranemisrivn. 
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Roberts, Frank, Calvin 


The application of wire tramways for of 
economical] transportation. By F.C. Roberts re 
ton, N. J., Trenton iron co. (1885; 


21 p. plates. 20. 


1. Wire rope transportation. 1. The Trenton iron co. 


Library of Congress T1385. RO ones 
Roberts, Frank Calvin. 

The figure of the ei Section Section 
n. The oblate oon aye soot C. Rob- 
erts, c.8. Reprinted ui ita hen Van Nos- 
pom . gepineering magazine. Ni ‘ork, D. Van Nos- 

ra 


by, r-88 p. diagrs. 154. (On cover: Van Nostrand’s science series, 
no 


1. Earth—Figure 
Library of Congress QB2B1.R6s 
1202) 

Roberts, Frank Calvin. 

... La forme de la terre, tr. et annoté par Louis Penne- 
quin. Paris, Editions scientifiques et techniques, 1911. 

Sp. 1, 143, 1) p. diagrs. 197. fr. 4 

1, Earth, Figure of. 1. Pennequin, Louis, tr. 


11-20018 
Library of Congress 


Copyright A—Foreign 3754 


QB281.R7 


Roberts, Frank Calvin, 1861- 

Dat rivaar ee ehiladely and other outdoor verse, by 
Frank C. Roberts. (Phi 8. H. B k & co., 
ine., 1924, 


65 p. fromt. (port.) plates. 184°.” 





1. Title. 
24-19835 
Library of Congress PS3535.0173%D3 1924 
Copyright A 792873 [7] 
Roberts, Frank Harold Hanna, 1897- 


Additional information on the Felem complex ; ae 
on ‘the second season's at 
northern arte (with 12 plates) by Prank H. H. “tater 
jr.... City of The S 


iil, 88 p. ites, 18 phon @ 1, f0t4. mag, 24)°. (Smithsonian miscel- 
laneous collections. ¥. 95, no. 10) 








Publication 8880. 
“Literature cited” : p. 37-88. 


1. Man, Prehistoric—Colorado. 2 Colorado—Antiq. 1. Title: Fol- 
som complex. u. Title: Lindenmeter site in northern 


Library of Congress LST vol. 95,00. 10 
—— —— Copy 2. 
14111, (508) 918.788 
Roberts, Frank Harold Hanna, 1897- 


Archeological remains in the Whitewater district, east- 


em Ariana ... By Frank H. H. Roberts, jr. Washington, 
U.S. Govt. print. off., 1939- 
¥. yr my ee gg =) Geeeeneees 
Bureau of American ethoology. 
“Literature cited”: pt. 1, p. 267-270. 
1 Arizona—Antiq. 2 Indians of North America—Arisona, 8, Pueb- 
Joa. « Tithe. 
‘39 28825 
Library of Congress E5106 no. 121 
—— ‘Another TS. Toh Cong, 94 seme Hox 
Dea On tasue, , Cong. 84 seme 
AlvB, (sT297) "B71 
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Roberts, Frank Harold Hanna, 1897- 

... Early pueblo ruins in the Piedra district, southwestern 
Colorado, by Frank H. H. Roberts, jr. Washington, U. 8S. 
Govt. print. off., 1930. 

tx, 190 p. illus, 55 pl. on 281. 25°. (Smithsonian institution. Bu- 
reau of American ethnology. Bulletin 96) 


Bibliography : p. 177-182. 


1. Colorado—Antiq. 2. Pueblos. 8. Indians of North America—Colo- 
rado. 1 Title. 


80—28790 
Library of Congress ESLU6 no 0 
—- ——— Copy 2. ET8.O6RG4 
(30u2, (072) 913.768 
Roberts, Frank Harold Hanna, 1897- 


. A Folsom complex ; prelimi report on investigations 

at the Lindenmeier site in oostiemn Geek (with 16 plates) 

ty Frank H. H. Roberts, jr. ... City of Washington, The 
Smithsonian institution, 1935. 


2p. 1, 35 p. front., tlus. (incl. map) 16 pl on 61. 269". (Smith- 
sonian miscellaneous collections. +. 04, Bo. 4) 

Publication 8333. 

ae ae p. 33-85. 


Man, Prebistoric—Colorado 2. Colorado—Antiq. 
n Title: Lindenmeter site in northern Colorado. 


1 Title. 


35 20481 
Q11.87 vol. 04.0.4 


FTT8.RE2 
Bont, (806) 913.788 


Library of Congress 
—— —— Copy 2. 


Roberts, Frank Harold Hanna, 1897- 
The Folsom in American archeology, by Frank H. H. 
Roberts, jr ... with 15 plates> 


Smithsonian institution. Annual 1938. Washington, 
a 234°. p. 631-646. illus. (map) 15 pl. on 81.) 


Roberts, Frank Harold Hanna, 1897~ 


Recent developments vicinity o' 
Paso, Texas (with five by Frank H. Roberts, jr. 
City of Washington, Smithsonian institution, 1929. 


in the f El 
H. , 


1p.l,14p. ius, 5 pl.on 81 249°. (Smithsonian miscellancous 
collections. ¥. 81, no. 7) 


1, El Paso, Tex —Antiq. 2. Indians of North America—Texas. 


ST vol f1,n0.7 
ae Sate" 
asi, (608) ws.764 
Roberts, Frank Harold Hanna, 1897- 


.. The ruins at Kiatuthlanna, eastern Arizona, by Frank 
H. H. Roberts, jr. Washington, U. 8. Govt. print. off., 1931. 
a. Oo oo 8 Cee, Oe y) _ S emmaamaatead 

“... Investigations ... conducted ... on the old 


twin salt lakes in ay yy ee name Kiatuth- 
denna te the Zufil the locality 
1. Arisona—Antiqg. 2 Indians of North America—Arisona. 8. Zafil 
ES1U6 100 
Library of Congress bo. 
—_ Copy 2. 
Alt, (StT2407) 18.701 
Roberts, Frank Harold Hanna, 1897- ? 
Shabik'eshchee vi a site in the 
Chaco canyon, New Mexico, by Frank H. H. Roberts, jr. Wash- 
ington, U. S. Govt. off., 1929. 
‘vill, 164 p. fltus., 81 pl. on 161. (incl, fold. ma>) 5 ( Smitheoo!an 
{nstitution. areas of Kerienn ethnoiogy Bult 22) 


have occupied parts of .. Utah ... eee 
Colorado, extended southward into Mexico."—p 34 The present 
ie ic effort to study the remaining traces nf the people rather than 


New Mexico-Antia. 2 Chaco canyon, N.M. 8 Pueblos, 4. Indians 
ot North America Basket making. 1 Tithe om Tithe: Hasket 
es ty Fae no. 02 2920811 
———— One & 


Roberts 


Roberts, Frank Harold Hanna, 1897- 

A survey of Southwestern archeology, by Frank H. H. Rob- 
erts, jr. ... Cwith 9 plates 

(In Smithsonian institution. Annual report, 1935. Washington, 
1936. 23°. p. 507-533. ites, (asp)? pron 6 LD 

“Reprinted ... with some revisions, omiasions, and the addition of Ilo» 


trations, from the American anthropologist, vol. s no. 1, Janvary- 
“Literatare cited”: p. 531-588. 


ne we New—Antiq. ioe of North America—South west, 
5 Pottery —South west, 


Library of Congress QiLses 198" 
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Roberts, Frank Harold Hanna, 1897- 

Tho nen of Ong kivas on the Zuiii reservation, 
New Mexico, by Frank H. H. Roberts, jr. Washington, U. S. 
Govt. print. off., 1932. 

bd 
wit WE. Lites. 04 pl. (3 col. lack told. mage) on 1, fold. plane 
tie 111) 
Bibliography : p. 170-188. 


1. Zofil Indians—Antiq, 2 New 
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Architecture. 
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Library of Congress ESLU6 no. 111 
———— Copy 2 E90. Z9RTS 
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Roberts, Frank Hurd Hunt, 1869- 

A comparative study of the government of the United 
States and o- the state of Wyoming ... with an introduc- 
tion by Grace R. Hebard. Laramie, Wyo., The Wyoming 
educational pub. co., 1900. 


79, hip. sq 12°. 

June 14, 1900-56 
Library of Congress (Copyright 1900 A7Z20) 
Roberts, Frank H a. 


History and civics of New Mexico, 2 pot oe 
Roberts . Emerson Twi Albu 
querque, N. M., Charles Iifeld co. (1914, 

337 p. incl. front. (port.) illus. port 18j™. $1.00 


New Mexico—Hist. 2. L 
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Library of Congress F706 RO a 
— —— Copy2 
Copyright A 380441 
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Prank HH. Pert an introduction 
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216M 
Library of Congress JK5525.1902.R6 
Roberts, Frank H nh. 
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ing. wh tee 7 H. Roberts .. an introduction 
Grace Raymond Hebard .. ” Syracuse, N.Y.. C. W. Bar- 
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gg county, Tenn. ... 
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L. ‘Roberts, aug health officer ot 
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Reprint no. 1474 from the Public health reports, ¥. 46, no, 19, May 8, 
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Runping title 


. 0. 8. Public health 
Reprint 1474. “a ite, tn, Title, 


31-28208 
Library of Congress RA445. R65 
—— ——— Copy 2. fy 614.061 
Roberts, Frank William Cramer. 


“Construction of a regulator and lock at Kafr Bulin.” 
By Frank William Cramer Roberts ... London, The Insti- 
tution, 1931. 
14 p fold. pl 2149. (The Institution of civil engineers. Selected 
engineering papers ... no. 104) 


Der geichtete vom Rio Grande; abenteverroman von Fred 
Roberts. Dresden, Moewig & Héffner ,1934, 
820 p. 109°. (Half-title: Fred Roberts Wild-west-romane) 


& Tithe. 


Library of Congress PT2685.0264 1904 883.91 


Roberts, Frederick. 

Guide to ind | and social legis! 
erence td the local government service, by F. 
don, Gee & co (publishers) ltd, 1931. 

xill, 318 p. 219". 

“The book is ... based on the author's articles which appeared in 
the journai.”—Pref. 


Bibliography : p. :287;-288. 





with special ref- 


1. Industrial laws and legisiation—Gt. Brit. 2. Labor laws and leg- 
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Library of Congress 3; 
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Printed by M. A. Newhall, 1933, 
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Library of Congress HC1063.R53 
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—_ Frederick H 1909- 
. The pinacol-pinacolone molecular rearrangement : 
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ice’’ by Field-Marshal Earl Roberts . impression 

London, J. Murray, 1911. 
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ee ee Bobert elt Cale Can ak he Western 
Ip L32inum. 3. 9 
Printed on one side of leaf only. 


1. Bacteriology. 1. Tithe 


Library of Congress 
Copyright A 393710 


(Roberts, George Horace, 

Examination of ot ee oe G. © 
Roberts .. . "Ed. by A. W. Bitting .. Ind, 
“aa ve aa 21. (indiana Agricultural experiment 

At bead of title: Purdue university. 


1. Horses—Diseases. 1. Biting, Arvill Wayne, od. 


AWS 
Title from Purdue Univ. Printed by L. C. 


Roberts, Geerge Herace, 1864- 

States Gute of cam dn © HL. Roberts and, 
LB. Deke Lofeyetin Bods 
ah, ™ my". (Indians. ~~ 


At head of title: Puréue aniversity. 


1. Abortion tn animals. 2 Cattlo—Dissases, 1 Doyle, Jao Philip, 
1986 joint author. = Tithe. 

ana 
‘Tite from Purdue Untv. Printed by L. 0. 








Roberts 


Roberts, George Liteh, 1836— 

Patentability of inventions and the interpretation of 
ents; criteria for the d of relating to 
—, and Ly = interpretation, derived from analysis 





of ,udgments of the ane court of the United States, by 
George Litch Roberts ... Boston, Little, Brown, and com- 
pany, 1! 


ar. 2. 
Tafaabetica! table of cases reviewed or cited”: v. 1, p. xxxix-xivl. 
1. Patent laws and legisiation—U. 8.—Cases. 2. Petente—U. 8. 
Tite. 

14 


a 


Library of Congress T223.T2R7 
Soorrignt A Hoioer2 ister, 
Roberts, George Lucas. 
Natural guokesk on y, arranged by 
George L. J. Bi asi 
Adelaide a from the Natural - 


and Natural school phice, Jacques W. Redway 
and Russell ew Yo! y Amor} rete.) Amer. poe 4 
jean book company /*1911, 

109, xi, chi, 110-202 p. Mlus. (incl. maps) 227. 


1 Text-books—'70- 1. B Frederick John. 
, 1849- 
= 1 avo Ale = um. Redway, Jacques Wardlaw. 


11-10094 
Library of Congress G127.R6S 
Copyright A 286506 
Roberts, George 8. 
The cause and remedy Ly! hard Gam, poverty, mise’ 


crime and vice. By G. S. Roberts ... (Newark? N. 
1895. 
cover-title, 4p. 15. 
1. Social problems— Miscellanea. 
8B Maast 


“Tlustrations from photograpis by W. Earl Weller.” 
‘Title within red ornamental cvenmonial bender. 


1. Connecticut valley— Hist. 


624568 
Library of Congress Fi2.CcTRs 
Copyright (371, 
ee 


Old Schenectady, by George S. Roberts. Schenectady. 
N.Y, Robeon & ine (1 red - 


5 p 1, 117-296 p. page zi. 


1. Schenectady, N. Y —Hist. 


s—57 
Library of Congress F129.SSR6 

Copyright A 109971 w2Sd1) 

Reberts, Glyn. 


The most powerful man in the world; the life of Sir Henri 
Deterding, by Glyn Roberta. New York, Covici- -Friede ,*1938, 

448. front. (port) 224”. 

“Note of authorities” : p. 441-442. 


1 *Deterding, Sir Heori, 1886- 2 Petroleum—Hist. 3 World 


polities. 1 Title. 


38—27488 
‘Library of Congress D413.Des8R6 
—— —— Copy 2. 
Copyright A 118100 (30p4) 923.8402 


LIBRARY OF CONGRESS 


Roberts, Glyn. 

‘ent Glyn far, Pab Pub by the University University 
to 
of Wales press board on behalf the College, 1940. 


Lp 2. etre ay ‘Social and economic 
at th. San Pamphiet no. 2) 


Bibliographical note: p. 56, 


1. Swansea, Walee—Pol. & govt. 2, Swansea, Walee—Hist. 1 Title, 


a@2il 

for Libeary of Congress 2 
Roberts, Granville. 

The Nazi claims to colonies “When a st: man armed...” 

Granville Roberts, with a preface by the Rt. Hon. A. Duff 
ham London, J. Murray ,1939, 

%116p map 19°. 

“First edition 1989.” 


Bibliography : p. (104, 


L “gy 2 wy war, eae gg 
torial questions—Africa. 3 Germany—Pol. & govt.—! 4 Af 
rica—Politica, 5. Gt. rit —Colonies—Africa. Tee 


40-10889 
Library of Congress 3V2027.RE2 
“y 825.343006 
Roberts, Graves Baxter. 
The epithet in Spanish poetry of the romantic period, 
by ‘Graves Baxter Roberts Iowa City, Ia., The Univer- 
sity, 1936. 


166 234". (University of Iowa. Studies in Spanish language 
and literature... no. 6) 


On cover: University of lowa studies. New series, 0. 321. 
Thesis (Px. vp.) —University of lowa, 1984. 
Bibliography : p. :158,-160. 


1. Spanish poetry—19th cent.—Hist. Lom. 2 . Spanish language— 


Fpithets. 8. Romanticiem— Spain. 
362704 
Library of Congress PQ8ES.RG 1984 
Copy 2. (4081, 861 WO 





Roberts, Griffith, 7. 1570. 
A Welsh grammar, and other tracts, by — Roberts, 
Milan 1567; a fac-simile reprint publi 
to the bee celtique 1870-1883. Paris, F. Viewed 1883, 
304 (4. ¢. 396) p.) 11 
aR ater ia pd. puapenaints tor the ret 92 pages ... from thence- 





Roberts, | fl. 1570. A Welsh grammar, and other 
tracts... 1883, (Card 2) 


1 Welsh elah 
1 Galdos, ed. 1. Evens, Daniel Silvan. 1818-1908. 
25—24817 
Library of Congress PB212LR6 
(3801, 


1. Latin poetry (Collections) 2. English poetry (Collections) 


856-14713 
Library of Congress PAG121.41R6 


3 671.0823 
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Roberts, Guy, 1870- 


The Flume and all about it... A little story telling 
about the flume in Franconia Notch, New Hampshire; its 
boulder, the pool, and the Booise Rock legend. By Rev. 
Guy Roberts. Ist ed. Littletown, N. H., Courier print- 
ing co., 1923, 


folded strip (15 p.) illus, 16x 8™. 


1. The Flume, White Mountains. 


ca 23-202 Unrev'd 
Library of Congress F416F8R6 


Copy 2. 
Copyright A 696005 





Roberts, Guy, 1870- 

Indian Head; its debut and legends ... A brief sketch 
giving the facts and legends about Indian Head in Fran- 
conia Noteh, New Hampshire, by Rev. Guy —— 2d 
ed. ‘Littletown, N. HL, Courier printing co. 1923. 

folded strip (12 p.) illus, 168. 


1. Indian Head, White Mountains. 


ca 23-203 Unrev'd 
Library of Congress F416,.F8R63 
--— Copy 2. 


Copyright A 696006 


Roberts, Guy, 1870- 

. Natural wonders of the White Mountains, the Pro- 
file, ‘the Flume, Indian head, the Willey slide, the Nancy 
romance, the Great stone face, the Great carbuncle, Chris- 
tus judex; compiled by Rev. Guy Roberts. Cambridge, 
Mass., The Murray printing company (1924, 

68 p. illus. 194°. (Natural curiosity series) 
“The Profile. How it was saved”: p. 3-12. 


1. White Mountains. 2. The Profile, White Mountains. 1. Title. 
24-1229 
Library of Congress F4lS.R64 
—— —— Copy 2. 
Copyright A 793367 ray 
Roberts, Guy, 1870- 


The Profile, and how it was saved; a brief story giving 
the facts about the Profile in the Franconia Notch i . New 
Hampshire, by Rev. Guy Roberts. (Littleton, N. H., 
Courier printing company, ‘1917. 


folded strip (22 p.) illus. 16™. 


1. The Profile, White Mountains. 


17-13531 
Library of Congress 


Copyright A 439656 


F41.6.P9R6 


Roberts, Guy, 1870- 


The Willey slide; its history, legend, and romance ... 
A narrative giving briefly the istory of Crawford Notch 
and the Willey slide, also the Soltaire legend and the 
Nancy romance. By Rev. Guy Roberts. Ist ed. ,Little- 
sown, N. H., Courier printing co.) 1923. 

42p,11 Mus. 16x8™, 


1. Crawford Notch, White Mountains. 2. Willey family. 1. Title. 


ca 23-201 Unrev'd 
Library of Congress F41.6.C8R6 
— —— Copy 2. 


Copyright A 696004 


Roberts, Guy, 1870- 

The Willey 2 its histo and romance . 
A narrative briefly the jhe of Crawford Notch 
and the Willey slide, also the Soltai taire and the 
Nancy romance. By Rev. Guy Roberts. ed.... Lit- 
tleton, N. H., The Courier printing company, "1924. 

43, 1h p. illus. 167. 


1. Crawford Notch, White Mountains. 2. Willey family. 1. Title. 
24-7738 
Library of Congress F41.6.C8R61 
Copyright A 781722 a 
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Roberts, Guy Velope. 

Windows aglow; little pictures of life gathered along 
the upward trail, by Guy Velope Roberts. Philadelphia, 
Dorrance and company, 1925. 


117 p 1m. 
1. Title. 
64 
Library of Congress BR125.R63 
Copyright A 872955 7) 


Roberts, H. 


Sub-Himalayan. A grammar of the Khassi language. 
For the use of schools, native students, officers and Eng- 
lish residents. By the Rev. H. Roberts ... London, 
K. Paul, Trench, Triibner & co., Itd., 1891. 


xx, 9p. 11 19%. (Half-title: Tribner’s collection of sinnplifed 
gone a “the T en Asiatic and European languages. Fd. by Rein. 
old Rost 


1. Khasi language—Grammar 
13-19384 
Library of Congress PLA4S1 RG 


Roberts, H L. 


Rock dredging at Carr Shoal, Oconee River, Georgia. 
By Mr. i. L. Roberts. 


(Jn Professional memoirs, Corps of engineers, U. . S. army, and E 


ngineer 
1911. 237. v. 3, p. 509-512 illus 
(inel. diagr.)) 





1. Excavation—Rock. 2. Oconee River, Georgia. 
War 11-26 


Title from U. S. Engineer School Libr. Printed by L. C. 


Roberts, H Ww. 

Architectural sketching and drawing in perspective, with 
thirty-six plates, illustrating the drawing of architectural de- 
tails and sketching to scale; including chapters on the plan 
and measuring point methods. the simplification of perspec- 
tive by R.’s method, and on figures, foliage, &c., by H. W. 
Roberts London, B. T. Batsford, 1906. 

3p... 0p, 10 fold. | 36 pl. (incl. diagrs.) 29. 


1, Perspective. 2. Architectural drawing. 1 Title. 


NA2T10.R6 
(3641, 


Library of Congress 


Roberts, Mrs. Harriet Ide (Keen) 


Nana; a memory of an old nurse, by Harriet Ide Keen Rob- 


London, Macmillan & co., Itd., 1936. 
3 pL, 89 p. col front. (port.) 19°. 


1. Loftus, Catherine. 2. Ireland—Soc. condit. 1 Title. 


81-277 
DA960.1.R6 


& 914.15 


Library of Congress 


Roberts, Harry, 1871- 
The beginner’s book of Harry Roberts. Lon- 
don, John Lane; New York, John company, 1911. 


xi, 88 p front. plates. 19)". (Half-title: Handbooks of practical 
gardening) 


11—4rs 
Library of Congress 
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Roberts, Harry, 1871- 
The book of old-fashioned flowers and other plants which 
thrive in the  open- air of England, by Harry Roberts ... With 
drawings 


by Ethel 
Roskruge. London and New York, John Lane, 1901. 1901. 


aa, SE ptt Sunt. plates. 19)". (Helf-titie: Handbooks of 
tical gardening. tv) — 





1, Flowers. 2 Gardening. 1 Title. 
2-177 
Library of Congress SB406.R6 
a37), 


Roberts, Harry, 1871- 

England; a national policy for labour, by Harry Rob- 
erts. Introduction by the Rt. Hon. J. R. Clynes, m. p. 
London, The Labour publishing company Itd., 1923. 

Gp. 2. 


1. Labor party (Gt om) 2. Gt ar yee and government. 3. 
Reconstruction (1914. Gt. Brit 1. Title 


L23-129 


Library, U. S. Dept of Labor 


Roberts, Harry, 1871- 
bag enh a and other aspects of life and death, by Harry 
London, Constable & co., Itd. ,1936, 


vil. 277, 1) p19" 


1 Title. 


‘oS w287 
Library of Congress ACB.RSST 1986 
—— ——— Copy 2. 
Copyright A ed tnt. 21868 3 on 


Roberts, Harry, 1871- ed. 

Everyman in health and in sickness, edited by Dr. Harry 
Roberts; illustrated with 32 of photographs and numer- 
ous drawings. London, J. M. tt and sons, itd. ,1935, 
xxvil, 739, (1) p. front. illus, plates. 22”. 

Frontispiece accompanied by guard sheet with descriptive letterpress. 


1. Medicine, Popular. 2. Hygiene. L Title. 
‘35-30974 
Library of Congress RCS1.ReS 1965 
Copyright A ad int. 20604 i 16.02 


Roberts, Harry, 1871- 

... Medical modes & morals; with chapters on doctors and 
patients in the past by Margaret Jackson. ,London, M. Jos- 
eph ltd. ,1937, 

5p 19. 


1. Physicians. 2 Medical ethics 8 Medicine—Hist. 1 *Jackson, 
Margaret, 1901- 1 Title. 
37-23006 
Library of Congress RI7.RTIS 
3s 104 
Roberts, Harry, 1871- 
A national health policy, by Harry Roberts ... London, 


The Labour publishing company, 1923. 


2p.1, 123, dip. 19°. 
1. Hygiene, Public. 2. Gt. Brit.—Sanitary affairs. 3. Physicians—Cr 
Brit 1. Title. 
L23-192 
Library, U.S. Dept. of Labor 
12) 
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Roberts 


Roberts, Harry, 1871- 
Thinking and doing, by Harry Roberts London, A. & 
C. Black Itd., 1933. 


vil, (1), 9-06 p. front. 19°. (The how4-why series, ed. by Gerald 
Boullett. wo. 13;) 
1. Psychology. 1. Title. 
34-22780 
Library of Congress BF149.5.R6 
3 (1809) 150 
Roberts, Harry, 1871- 


Towards a national policy, by Harry Roberts. Lon- 
don, J. Murray, 1911. 

4p.1, 122 p. 19°. (“Questions of the day series”) 

Contents. —latwoducsery, —The ie of 


ppt Fn ced enh oe 
The defence of England. — Democracy 
Bosh empire "Concunon —Appendix : wy 7-1 


1. Gt. Brit.—Soe. condit. 2 Gt. Brit—Eeon. condit. 3. Gt Brit—Pol. & 
govt. 1. Title. 
14-5228 


Library of Congress 


Roberts, Harry, 1871- 
The tramp’s hand-book, by Harry Roberts; illustrated by 
William Pascoe. London and New York, J. Lane, 1903 
ix, 3), 175 p. tmel. front. tilus., plates. 17°. (Half-title: The country 
ind-books. 1) 


Title vignette. 
L Title. 
3— 16304 
Library of Congress SKO01 R64 
a33d1, 


Roberts, Harry, 1871- 
human 

their remedies, by Harry Roberts; with 
chapters on the insanities by Margaret Nelson Jackson. 
don, J. Murray ,1938, 
4p.l, mp 1m". 
“First edition, 1988.” 


1. Puychology, Pathological. 2. Insanity. 
Nelson. 1. Title. 


Library of Congress RCSSLRS 1988 


Copyright A ad int. 24085 


Roberts, Harry, 1871- 
The troubled mind; BT pd meg ny of the human mind, 
pedi vy Some | remedies, by Harry Roberts; with 
on the Insanities by Margaret Nelson Jackson. New 
York, E. P. Dutton & ep., inc., 1939. 
2p1. 4p 2diagr. 18)". 
“First edition.” 


L Jackson, Margaret 
30-4470 


1. Paychology, Pathological 2 Lonanity. 
Nelson. mm. Tithe 


RCSLRS 1989 
c4ih2, 


Library of Congress 
168 


(Roberts, Harry Claude, 1884- 
What makes men succeed! The secrets of success as I have 
found them in 25 ycars’ experience as 


man. 
Robert C. Harris :peeud., ... Holyoke, The 
Towne co., inc. ,°1987, 
2p ..38p 2. 
1. Success, & Title. 
38-11398 
Library of Congress HYS386 R525 
— —— Copy2 
Copyright A 113680 s ™ 
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Roberts, Harry Norman, 1886 


A berisge, by HN. Bch Cologe Stan, es 
logical by H. N. Roberts. College Station, Tex., 
blished at the office of the secretary treasurer, 1929. 
a1 incl tables. . diagrs. America 
LE, timo 1 FF --F pa 1) ? 

At head of title: First series. Joly, 1929. 
Report given at annua! meeting at Laredo, Texas, November 16, 1926. 


1, Water, Underground. 2 Watereuppiy—Texas. 1 Tithe 
O8 208 
Survey 6(200) AmStt no.i 


a 


Library, U. 8 Geological 


Roberts, Harvey Hamilton, 1965- 
The tempest, by Harvey H. Roberts 
The author, *1926. 


“ap 1. 


(Georgetown, Ky., 


1 Tithe. 


‘28-18732 
Library of Congress 


Copyright A 10TT481 


PSISIS.O1T4TS 1928 


Roberta, Hazel Van Dyke, 1891- 

Boisguilbert, economist of the reign of Louis xrv (by, Hazel 
Van Dyke Roberts . 
1935. 

2p. 21, 8-3 p,1i we 

aya (rm. p.)—Columbia aniversity, 1085 

tm. 

Published also without thesis note 

Bibliography . p. ,361,-360. 


B. Sates, Soe Do Sat. Gan & seep sine. 2 Econom- 
ic & Tithe. o. Tike: Economist of the reign of Louis x1. 
‘3 2064 


HB1IO.BERS 1035 
3 


Columbia Univ. Libr 023 344 


Roberts, Hazel Van Dyke, 1801- 

Boiaguilbert, economist of the ~~ Louis x1v ;by, Hazel 
Van Dyke Roberts. New York, Columbia university pres, 
1935. 


ED. 21, SBS p. 1k wir. 
Imsued also as thesis (ru. .) Columbia upiversity. 
Bibliography : p 861,660. 


L Le Pesant, sieur de, 1646-1714. 2 Econom- 
im ot Economist of the reign of Louis x1v. 
36 18S 
Library of Congress HBIOBSRS 19854 
‘if, WEBS 
Roberts, Helen 0. 
A free hand, by Helen C. Roberts ... London, Duck- 
worth & co., ard - 
vill, 322 p. 19°. 
1. Tithe 
18-3647 
Library of Congress PZ3.RS2ZF 
Reberts, Helen Heffron, 1588- 


Ancient Hawaiian music, by Helen H. Roberts ... Hono- 
lulu, Hawaii, The Museum, 1926. 


its yy 1a 


Bibliography : p. 891-897. 


re agp ante os 88 =r. 


1 Music —Hawalian islands 2 Musical instruments — Hewallas 
. Tite 


Neen 
‘27-1808 Revised 
Library of Congress GNGTO.B4 20 
———-Ongy 2 M2660 HBRST 


ala, 


New York, Columbia university press, 


LIBRARY OF CONGRESS 


Roberts, Helen Heffron, 1888- 
Basketry of the San Carlos Apache, by Helen H. Roberts 
New York city, The Trustees, 1929 


1p. L, D 121-216. itlus. (incl. map) 249” "ke papers 
of the American museum of natural history. vol. xxx1 pt 


. PT ae Indians 2. Indians of North America—Basket making 
3024500 
Library of Congress GN2A27 vol. 31, pt. 
come o> Copy 2 F9* BIRAS 
381 (572) 9706 


Roberts, Helen Heffron, 1888— 

Form in primitive music; an analytical and comparative 
study of the melodic form of some ancient southern California 
Indian songs, by Helen H. Roberts. New York, American 
library of musicology, W. W. Norton & company, inc., 1933. 

x, 180 p. 2547 


( Half-titie; American library of musicology. Con 
temporary series v.2) 


“The are derived from three sources: Luisenfio, Gabrielino 
(preemmably mainiand although oot clearly so) and a small sumber 
plainly state to belong to Catalina.”—Introd., p. 2 

(Continued on next curd) 


38— 17404 
41k2, 


Roberts, Helen Heffron, 1888— 
music 1933. (Card 2) 
Includes music. 

Pibliography : p. 170-180. 


Form in primitive 


1. Indians of North America — Music. 
brielefio Indians. 4. Indians of North Americe—Californie— 
lina Island Indians—Retigion and mythology. 6. Muat- 
cal form. 7. Musical instruments, Primitive 1. Title. 
awe 3311408 
Library of Congress MLSS57. 
— —— Copy 2. E68. M9RT 


41k2, (9706) 781.77 


Roberts, Helen Heffron, 1858— 

.. Musical areas in aboriginal North America ;by, Helen H 
Roberts. New Haven, Pub. for the Section of anthropology, 
Department of the social sciences, Yale university, by the Yale 
university press; London, H. Milford, Oxford university press, 
1936. 


4p 
pology 


Bibliography : p. 39-41 
1. Indians of North America—Music. 
1. Title 


ius (maps) 25°. (Yale university publication in anthro 
no. 12) 


2. Musical instruments, Primi- 


tive. 
3710601 
Library of Congress GN2Y8 no. 12 
— —— Copy 2. ETTYS no. 12 
(39f2, 
Roberts, Helen Lefferts, 1875- 

The cyclopaedia of social ; Manners and customs 
of the twentieth rex by ficien L. Roberts. New 
York and London, @. P. Putnam's sons, 1913. 

vip, 1L, 5p. am 2s” 

1, Etiquette. 1. Title: Social usage. 

Library of Congress BY1853. R6 . ; 
Copyright A 354064 (20r2, 


ee New and rev 
ed. New ‘York London, G. P. Putnam's sons, 1927. 
=, 4p. z=. 
1, Etiquette. 1 Tithe: Socks! asage. on-ers 
Library of Congress BJ1858.R6 197 
— —— Copy 2. 
Cooyright A 1080143 ante 





Roberts, Helen M. 

Tho little shepherd who was left behind, » Christmas play 
in three parte, by Helen M. Roberts ... San Francisco, Calif, 
Cincinnati, O., Banner play bureau, inc.,*1938. 

IT p. 19)" 


1. Christmas plays. 1. Title. 
Library of Congress 
omnes. 
Copyright D pub. 0s68 12) 


30-8376 
PN6120.05R67 


Roberts, Helen M. 

The miracle of the Christmas créche, a Christmas play in one 
act, by Helen M. Roberts ... San Francisco, Calif., Banner 
play bureau, inc., “10-41. 

17 p. 18)". (On cover: Banner Christmas series) 


1. Christmas plays. 1 Title 


Library of Congress PN6120.CSR65 
a 8125 


Roberts, Helen M. 

Path to the left, a one-act comedy, by Helen M. Roberts . 
Franklin, O., Denver, Colo., Eldridge entertainment house, 
incorporated ,*1939, 


16p 18”. (On cover: Bidridge popular one act plays) 


1 Title. 


Library of Congress 
—— —— Copy 2 
Copyright D pub. 67880 2) 


¥88585.017T415P8 1980 


Reberts, Mrs. Helen R. 
pg ty ne ye Charleston, 


8. C., Walker, Evans & Cogswell oo. ,“1940, 

Sp...02p. um. 

Verses for childreo, 

© Tithe. 

41-4067 
Library of Congress P7788. RSSTUs 
2 
Roberts, Helen Violet Sutcliffe, 1899— 


ate work in the school; a handbook for clase-t 
Helen V. 8. Roberts . yoo A 
Cambridge {Eng., W. Heffer & sons, Itd. ,1937, 

vill, 154 p11. flue. (music) 219 x 169™. 

Inctodes bibliographies. 





1. Music—Instroction and stody. 2 Music—Manuals, text-books, etc. 
© Tithe. 


38-5845 
Library of Congress MT900. ROMO 
3) 780.72 
(Roberts, Henry, 
Four weeks fo 2 ies Denes By Old Rappahannock 
rpseud., (Cleveland, O., J. B. Savage, ‘1894, 
Bi, ch p. ies. (porta) 22>. 


Caption title: A Keely cure experience. By Henry Roberts. 


1. Inebriates—Hospitals and asylums. 


Library of Congress 
© 19%: 18323 
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(Roberts, Henry, 
Lancaster his Allarums, 
supprising of || the Block- houses and Store-houses be- ll 
longing to Fernand Bucke in || Brasill. || With his beaue 
attempt in Landing in the mouth of the {| Ordinaunce 


| honozable Assaultes, and 


the hich were Cannons Cub || uering, Cannon periall 
and Sacres of || brasse, with other sundzy his most |j 
resolute and beaue attempts in || tnat Covntry. || From 
whence he laded of their spoyles and rich commodi- 1. ties 
he there found fifteene good Ships, which was Si- |j 
nemon, Sugar, Pepper, Cloues, Mace, Callow-cloth and || 
(Continued on next card) 
23-4687 
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(Roberts, H: 

(Card 2) 
Brassel-wood with other commodities. With the || names 
of such men of wo2th hauing charge || within this most 
honozable attempt || lost their liues. Published || for 
their eternall || Honor. || by a VVelvviller. || Imprinted 
at London by A. I. for VV. Barley || and are to be solde 
yat his shop. in Gratious-streat || neer vnto Leadenhall 
gate. 1595. Boston, 1922) 


facsim. : 241. inel. front. 234.x 16°°. ‘Americana series; photostat repro- 
ductions hy the Massachusetts historical society. no. 6% 
(uinebmnucant) 


12) 


Lancaster his Allarums ... 


23-4657 


Roberts, Hen Lancaster his *Allarums ... 
1595, 1922) (Card 3) 
Woodcut below title. Initials; head and tail-pieces. Black letter, except 
few pages 


Collation of pune 12 1. (verso of first three blank) Signatures: A-C* 
Signed: H 
Running wile Captaine Lancasters valiant exployts done in Brasill 
Title-page of the original 7 lor imprint supplied cf. Catalogue 
of the John Carter Brown libra 2p 
One of 10 photostat + ne oes rom the original in the Tohn 
Carter Seen library, July 1 


1. Lancaster, Sir James, d. 1618. 2. Brazil—Deser. & trav 1. Title 


23-4687 
Library of Congress F2511.R64 
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Roberts, Henry, 
Roberts’ manual of fashionable dancing and v: 


cum for the ball-room ; pon wtegene Eby | ‘all de- 
scription of all the modern dances, &. Melbourne, G. 
Robertson, 1875. 
3 p. L, evviil, 136 p. incl pl 14™. 
Half-title: Fashionable dancing 
1. Dancing. t Roberts, Miss, joint author. 
5-29193¢ 


Library of Congress GVI75L.R6S 


Roberts, Henry, fl. 1585-1616. 





(Roberts, Henry, fl. 1585-1616. 

The trumpet of fame. Written by H. R., and first 
printed i in 1 The 2d ed. Kent, Printed at the pri- 
vate press of 4 ees by J. Warwick, 1818. 

vp. lL, 4p 

pe Themes Pot 
Dates oor y te Sir J. Mevting 


} tp; 5 Fie toumaet of fame - oF 
an encouragement to all sai 
ery N 


fF ritten by 
by "Thomas Creede, and are to be sold by Wil. 


mpeg 

pay Barley . 

In verse. 

1. Drake, Sir Prams, ANE — Posey 1$32- 
es Park, Thomas, 7a, ae m. Lee ene ae 

1 

atl, 2428747 
Library of Congress PR2337.R4T7 
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Roberts, Henry, d. 1876. 


The dwellings of the labouring classes, their arrange- 
ment and construction; illustrated by a reference to the 
model houses of the Society for improving the condition 
of the labouring classes, with other buildings recently 
erected: and an appendix, containing H. R. H. Prince 
Albert's exhibition model houses, Hyde Park, 1851; the 
model cottages &c. built by the Windsor royal society; 
with plans and elevations of dwellings adapted to towns, 
as well as to agricultural and manufacturing districts. 

tinued on next card) 11-900 


q , d, 1876. 
ing classes ... (Card 2 
By Henry Roberts ... 
pref. 1853, 
3p. Go incl. illus., plates, plans. 


The dwellings of the labour- 


3d ed. London, Seeleys ete., 


2p. Bm. 


Published by request, and sold for the benefit of the Society for im- 
proving the condition of the labouring classes. 


1. Architecture, Domestic. 2. Labor and laboring classes—Dwellings. 
11-33749 


Library of Congress NA7S52.R6 


Roberts, Henry Chalmers 
see 


Roberts, Chalmers, 1870= 


Roberts, Henry David, 1870- 


The Brighton public library, museums, and fine art 
galleries: a retrospect, by Henry D. Roberts, director ... 
Aberdeen, The Aberdeen university press limited, 1908. 

cover-title, 16 p. 24" 

Reprinted from the Library association record, September, 1908 


Prepared for the 3ist annual meeting of the Library association, Brigh- 
ton, August, 1908 


1. Brighton, Eng Public library, museums, and fine art galleries. 
9-178 


Library of Congress 7792. B84 


Roberts, Henry David, 1870- 

 Mitee of Se See arian, Shee aS an account 
of its original furniture and decoration, by Henry D. Roberta. 
London, Country life, limited ,1939, 

ot* =o front., lus. (incl. plana, facsims.) plates, porte. 28)x 


1. Brighton, Eng. Pavilion. 


L Tithe m Tithe: Royal pavilion, 
Brighton, History of the. 


Library of Congres NATT46.BSR6 


Roberts, nd Eoward. 
The public = Ls what is required of him, y | 


Henry How London, G. Routledge 
sons, Itd.; New Youn ae P. Dutton & co., 1923. 


viii, 190 p. 194. (Half-title: The writer's series) 


1. Oratory. 2. Elocution. 1. Title, 
24-8679 
Library of Congress PN4121.R6 
hh 
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Roberts, Henry Newbolt, 1563- 

A manual of the law of wills, (for the use of students) by 
Henry Newbolt Roberts ... Toronto, C. W. Goodwin & com- 
pany, 1892. 

vip, 11,1711 p 18”. 


“Appendix. The Willis act of Ontario. R. 8. ©. 1887, ¢. 100": 
D. (153,-171, 


1, Wille—Ontario 1. Optario. Laws, statutes, ete. um Title. 


387-23741 


Library of Congress a 


Roberts, H 
Careers for esiveraiy men, by H. A. Roberts... Cam- 
bridge (Eng., Bowes and Bowes ; ete., ete. 1914. 


2p. a 
Reprinted for the Cambridge magarine. 


1 P o £2 . a 
votession, Costes of, 2. Ouenpattons 1. Cambridge. University. 


Appointments 
E 15-85 
Library, U. S. Bur, of Education HFS3B1.RS4 
Tho somsete of the Aestettte sorely, of Baas ant te 
oe from 1629 to 1895, by H. A. Roberts .. 


~~ (Eng.) Printed for private circulation by Ww. 
Lewie, 1924. 

viii p, 21, 155 p. front. (col, port.) plates, facsims. 22™. 

“This edition is limited to $00 copies of which this is no. 248.” 


1. Amicable society of Blues. 


25-1170 
Library of Congress HS2865.C7R6 
7) 
Roberts, oat —_ 1868- 


The ingh 's thera- 
pus meal bod, we H. A. Roberts ... and Annie C. Wilson 
Philadelphia, Boericke & Tafel, inc., 1935. 


2p.1, 7p. 179”. 





1, Besnainghocsen, Clemens Marte oases ven, 3900-2008 ase 
ir 
teria medica and therapeutics. 1 Wilson, Mrs. Annie jotat 


author 
se4TeT 





Library of Congress RX631.R6 
Copy 2. 


Copyright A 90803 3, 





included In the preface. 
medica and 
Avbrey Wilber, 101 tantesai ona.  *sames 
Library of Congress RX6SL.ReD 1987 st 
—— —— Copy 2 
Copyright A 108029 a siz 


Reberts, Herbert Alfred, 1968— 

The study of remedies by comparison, by Herbert A. Rob- 
erts... Ann Arbor, Mich., Edwards brothers, inc., 1941. 

MA p.tk wae. 


Text runs parallel with back of cover. 
Reproduced from type written copy. 





L Materia medica aod 1 Tithe 
41-1810 
Library of Congress RXO01 RSS 
12) 615.58 








Roberts, Herbert Fuller, 1870- 


Plant hybridization before Mendel, by H. F. Roberts ... 


Princeton, Princeton university press, 1929. 


riv p.. 1 L, 874 p. tas (incl. ports, fecsima) diagr. 22° 


Iihustratiens —~ as plates. 
Bibliography at of each chapter except the last 


1 Hybridization, Vegetabie. 1 Tithe. 


Library of Congress QH423. RF 
—— —— Copy 2. 
Copyright A 11055 on, 


Roberts, Herbert Fuller, 1870- , 


Relation of hardness and other factors to protein con 


tent of wheat. 
Un U. 





|. S. Dept. Journal of 
XXI, no. 8, p. 507- San fies, pl 100. 26™. Washington, 1921). 
Contribution from Kansas sgziculoasal experiment station (Kans. —26) 
p. S21-S. 


“Literature cited” 


1. Wheat—;Composition, 2. Wheat), Proteids rin, 


Library, U. S. Dept. of 
5 


Roberts, Herbert Fuller, 1870- 
Yellow-berry in hard winter wheat. 
(in U. S. Dept. of ture, Journal of 


Agriculture 1Ag84J vol. 21 





XVI, no. 3, p. 155-169 incl. diagrs. 267. Washington, — 
Contribution from Kanase agrieultural experiment station (Kans.—19) 


“Literature cited”: p. 


1, Wheat—Diseases and pests, 1. Title. 


Library, U. S. Dept. of 
1 


Roberts, Holland De Witte, 1895- 


Airlanes to English ; a guide to speaking, listening, ime, 
and writing, through speech and radio, by Holland D. Roberts 
Helen Fox Rachford ... and, Elizabeth Goudy .. 
York and London, McGraw- Hill book company, inc. 11942, 


xxiv, 601 p. incl, front., illus, diagra. 204*. 
Includes bibliographies. 


1, Elocution. 2. Radio authorship. L 
author. nm. Goudy, Elizabeth, joint author. mz. Ti 


Library of Congress PN4121.R62 
120, 


Roberts, Holland De Witte, 1895- 
American history; prepared 
tion and training of students of 


EL D. Roberts . Helena M. Seowedl . 
American school (1925, 
Ip lp 217 


1. U. S—Hist—Outlines, syllabi, etc. . Brownell, Helena M., 
merican school, Chicago. : 


author, ut. A 
Library of Congress EI782.R63 
Coprright A 857745 rh 
Roberts, Holland De Witte, 1895— 


Let's read! ... ;By, Holland 


Roberts ... Helen 
others, New York, H. Holt and company ,1937-41, 


4%. col, fronts. ius, diagrs. 20)". 
Include songs with .ocusic and bibliographies. 


Gunetnes~4. Zuo sie than tock: Banting Sev expetenee, be Setans 


Agriculture 1Ag84J vol. 18 


1, Rachford, Helen Fox, joint 
tle, 


ially for the inetruc- 
e American 7 4 


LIBRARY OF CONGRESS 


Roberts, Holland De Witte, 1895- Let's reed! ... 
(1937-41, (Card 2) 
—— Problems in reading development; guide to Let's read! 
... By Holland Roberts and Helen Rand ... and others, New 
York, H. Holt and company, °1941 
Ip.L,Otp. diagr. 20°. 
“A bibliography for teachers” : p. 06-04 


1, Readers and speakers—1870- 2. Reading. 1. Rand, Helen 
Margaret, 1882- joint author. a. Title. 
87-17212 Revised 


Library of Congress PE1121.R55 Guide 
(2) 428.6 


Roberts, Hope LeBar. 
My heart sings, by Hope LeBar Roberts. Philadelphia 
Dorrance and company ,*1938, 


87 p 20°. (Contemporary poets of Dorrance (180) ) 


1. Title. 
38-81970 
Library of Congress PR3535.01742M9 1968 
— —— Copy2 
Copyright A 121326 8 811.5 


Roberts, Howard Armstrong, 1835— 

Commercial poultry raising; a thoroughly practical and 
complete reference work for the amateur, fancier or general 
farmer, especially adapted to the commercial poultryman . 
by H. Armstrong Roberts ... with over three hundred illus- 
trations. Philadelphia, D. McKay, 1918 

xix, 582 p. incl. front., Mus. 22". 


1, Poultry. 1, Title. 
19-861 
Library of Congress SF487.R6 
Copyright A 511167 atk 


Roberts, Howard Armstrong, 1885- 

Commercial poultry raising ; a pomeen og | m practical and 
complete reference work for the amateur, fancier or gen- 
eral farmer, especially adapted to the commercial 
tryman ... by H. Armstrong Roberts ... with over three 
hundred iitustrations. Philadelphia, D. McKay (1920, 


xix, 588 p. incl. front. illus. 22". 


1. Poultry. ‘t. Title. 


20-13541 
Library of Congress SF487.R6 1920 


Copyright A 571973 (el 


Roberts, Howard Armstrong, 1885- 

The farmer his own builder ; a guide and reference book 
for the construction of dwellings, barns and other farm 

ther with their utilities, describing reliable 

methods, offer ractical yo prc presenting nu 
merous stalls ont tormalan explaining simple rules 
for estimating the labor and sneteslale required. With 
special reference to concrete and carpentry. By H. Arm- 
strong Roberts; Come d over 170 ‘linstrations mostly 
by the author. Philadelphia, D. McKay (1918, 

2p. 1, 3-02 p. fang ~¥ plans) plates. 20. 

1. Farm buildings. 1. Title. 


18—16378 
Library of Congress NA8201.K20 
Copyright A 503096 2at2, 
Roberts, Ida Mae, 


? , 
Short cuts to densiag, by lia Mae Roberts. Chicago, Ill 
. 
1923. 
Ip.1, 5286p. WWus, diagrs, 234. 


1. Dancing 1. Title. 


23—13814 
Library of Congress GVITH RT 
Copyright A 760223 a3icl, 
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Roberts, Ins Brevoort. 
The hh WF finger, by Ina Brevoort Roberts. Phil- 


adelphia, J. B. Lippincott co., 1go0!. 
M2 pp, 16~ 
1M 
Library of Congress, no. Copyrighted Nov. 15, 180i 


Roberts, Irven Joseph. 

Card method of instruction covering visual signals for 
soldiers, sailors and scouts. Copyright ... by Irven J. 
Roberts. (Bloomfield, N. J., North End press) ‘1917. 


(2) p. illus. 38} x 214%. 


Caption title 
1. Signals and signaling. 1. Title 

17-24416 
Library of Congress HE9727.R6 


Copyright A 471979 


Roberts, Irving, 1915- 

The mechanism of substitution reactions: the reaction of 
benzy! chloride with mercuric salts ... by Irving Roberta. 
New York city, 1937. 

10 p, 11 dingra. 264220" 
— (Pa. o.)—Columbla university, 1987 
By | Irving Roberts and Louis P. Hammet 


“Reprinted from the Journal of the ae chemical soctety, 50 
(1937) 


1. Chemical reactions. 2 Benzy! chicride. 3. Mercuric salts. 1 
jammett, Louls Plack, 1804- joint author. om. Tithe: Substitution 


Hammett 
reactions. 
38-2185) 
Library of Congress QDS01.R67 1087 
Columbia Univ. Libr. 3 4139 


Roberts, Isaac. 


The central truth; being the central truth of the Chris- 
tian religion as held by the “5 society of Friends 
(commonly called Quakers) ... by Isaac Roberts. New 
York, N. Y., Fellowship press ‘service (°1925, 


107, ip. 158™ 
Blank pages for “Addenda” (5 at end) 


}. Friends, Society of—Doctrinal and controversial works 1. Title. 


25-10223 
Library of Congress BX7748.1 6R6 
Copyright A 855258 12) 
Roberts, Isaac. 


... Farmers, workingmen, and the free coinage of silver, by 
Isaac Roberts ... Philadelphia, J. Highlands, 1896. 


bp wer 


1. Silver question. 


ca 8—2450 Unrev'd 
Library of Congress G56. REA 
(421) 
forward; « study in social justice looking to co 


quia 4 de, oats bt dan, & ton 
Roberts ... Philadelphia, Roberts & company ,*1913, 
Ip. td), ¥, 3815p. 2. 


1. Cooperation. 1. Tithe, 


Library of Congress HD261.B7 
Copyright , A S4TT42 aaldl, 














Roberts, Isaac. 


Rent reduction and home ownership through co opera 
tion; the application of the principles and methods of 
building and loan associations and of the Rochdale co 
operative societies to the problem of rent reduction, by 
Isaac Roberts with an introduction by Rev. Walter 


Laidlaw ... New York city, White oak publishing com- 
pany “1922 
53 p. illus. 23° 
1, Housing. 2. Rent. 3. Cooperation. 1. Title. 
Library of Congress HD7293 A3Ré oo 
Copyright A 692277 2 
Roberts, Issac. 
Wages and sa versus the free coi + silver 
By Isaac Roberts. iadelphia, J. Highlands (1896, 
cover-title, ¥p. 154” 
1. Silver question 
ca 8-2458 Unrev'd 


Library of Congress HGSS6.R64S 
(Copyright 1896: 50683) 


Roberts, Isaac. 
Wages, fixed incomes and the free coinage of silver; or, 
The danger involved in the free coinage of silver at the 


ratio of 16 tol... By Isaac Roberts ... Philadelphia, 
J. Highlands, 1896 

vip, 1L,10p 2 

Another edition (176 p.) was published the same year. 

1. Silver question. 

322184 

Library of Congress HGSS6. RAS 
Copyright 1896: 31864 sZlely 
Roberts, Isaac. 

Wages, fixed incomes and the free coinage of silver; or, 
The danger involved in the fee coinage of silver at the 


ratio of 16 to 1 
J. Highlands, 1896 


By Isaac Roberts Philadelphia, 


17%6 p. 19" 
Another edition (vi p, 1 1, 150 p.) was published the same year 
1 Silver question. 
3—22185 
Library of Congress HG556 R65 
Copyright 1896: 58797 
Roberts, isaac. 


Wages, fixed incomes and the ons — e of silver . 


By Isaac Roberts. 2ded. rev. hiladelphia, J. High 
lands, 1896. 
17% p. 20". 
3d ed. rev. 1350th thousand, Philadel 
phia, J. J. Highlands, 1896. 
Mp 2 e 
Library of Congress, no. 
Roberts, Isaac. 
W anes, pwd ge and the free coinage of silver . 
3d ed., rev. ... (Special edition, 
Phieache oe J. Highlands, 1896. 
190 p. 20" 
4. Silver question. 
+4563 
Library of Congress HGSS6.R6S5 
2H, 
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Roberts, Isaac, 1829-1904. 

A selection of photographs of stars, star-clusters and 
nebule, together with information concerning the instru- 
ments and the methods employed in the hee ~~ of celes- 
tial photography. By Isaac Roberts London, The 
Universal press (1893-99, 

31) x 24* 
Vol. 1 has title: Photographs of stars, star-clusters 1nd nebula . 


2. plates 


1. Stars—Clusters. 2. Nebulae. 3. Astronomical photography. 


512152 Revised 
QBASLRGM 


Roberts, Isaac Phillips, 1833- 
Ser 4 of a farm boy, by Isaac Phillips Roberts 
.. Albany, J. B. Lyon company, 1916. 


iv, 331 p. front, plates, ports. 21°. 


1. Title 
16-11751 


Library of Congress S417.RSSA2 


Roberts, Isaac Phillips, 1833- 

The farmer’s business handbook; a manual of simple farm 
accounts and of brief advice on rural law, by Isaac Phillips 
Roberts New York, The Macmillan company; London, 
Macmillan & co., ltd., 1903 


xili, 300 p. 


. tables. 18°. 
by L. #. Bailey) 


(Half-title: The rural ecience series, ed. 
Rural law, by H. D. Mason 


Agriculture— Sta‘ Farm law 


2. B. Agriculture—Accounting. 
1 oven, Herbert Delavan, 1878- 1, Title 


3—10845, 
Library of Congress S567. ROA 
- — Copy 2. 


Copyright fini) 


Roberta, Isaac Phillips, 5. 1833. 
The farmer's business handbook; a manual of simple farm 
accounts and of brief advice on rural law, by Isaac Phillips 


Roberts ... 4th ed. New York, London, The Macmillan com- 
pany, 1911. 

xiii, 300 p tables 19)". (The rural ecience series, ed. by L. B. 
Bailey) 


Part 2: Rural law, by HD. Mason. 





1 th 2 laws and legislation. 
3. Agricultore—Statistice. 1. Mason, Herbert Delavan, 1878- 
A11-2623 
Title from Columbia Univ. 
Library of Congress (8547.R64) 
(a35d1), 
Roberta, Isaac Phillips, 1883 


The farmstead; the mmo the rural home and the ley- 
out of the farm, by Isaac Phillips Roberts .. New Y: 
London, The Macmillan company, 1900. 


vi, 350 p. ius 19". (Hoalf-titie; The Kurnl science series, ed. by 
L. HL. Batley) 


1. Farm bulidjngs. 2. Farm life. 1. Tithe: * 
Library of Congress NASQ0L.RE — 
—— ——. Copy 2. 
Copyright 1900 A 6106 87q1, 


Roberts, Isaac Phillips, 1833— 

The fertility of the land: a summary sketch of the relation- 
ship of farm-practice to the maintaining and increasing of the 
productivity of the soil. By Isaac Phillips Roberts ... New 
York, The Macmillan company ; ,etc., ete., 1897. 

Mus. 18°. (Helf-title: The rural science series, ed. by 


xvit, 415 p. 
L. HL. Bailey) 


1. Solla, 2 Fertilizers and manures. 
410881 


R001. RAS 
(A3B01, #31 


Library of Congress 
Copyright 1897: 27880 
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Roberta, Isaac Phillips, 1833- 
The horse, by Isaac Phillips Roberts .. New York, The 
Macmillan company; London, Macmillan & co., Itd., 1906. 


xi, 401 p. illus. 179°. (Helf-title: The rural science series, ed. by 
L. B. Bailey) 
1. Horses _ 
Library of Congress SF285.R64 
Copyright A 111441 (381, 
Roberts, Isaac Phillips, 1833- 
2d ed. New 


The horse, iy sy Phillips Roberts ... 
York, London, The Macmillan company, 1906. 


401 p. illus, 19%. (Helf-title: ‘The rural science series, ed. by 
LH. Baily) - 


1. Horse. 
A 11-2630 
Title from Columbia Univ. Printed by L. C. 
Roberts, Isabel J. 
The little girl from back East, by Isabel J. Roberts. 
New York, Cincinnati ,ete.; Benziger brothers, 1911. 
132p. front. 174°. 
19190 
Library of Congress PZ7 RS3Li 
Copyright A 283853 
Roberts, Isabel J. 
Polly Day’s island, by Isabel J. Roberts ... New York, 
Cincinnati ete.) Benziger brothers, 1914. 
2% p. front. 19™ was 
1. Title 
14-S822 
Library of Congress PZ RSMSPo 
Copyright A 371145 
Roberts, J. 
The hydraulic principle of cleansing fabrics. By J. 
Roberts. (New York, 1982, 
7p. 214a™. 
Caption title: The philosophy of the Roberts perfect washer. 
West 
’ ca 10-2628 Unrev'd 
Library of Congress TTPORE 
1882: 905 
Roberts, J A Cc 





Local ; its development and by AC. 
Roberts, foreword by L. Hill ... London, W. Gardner, Darton 
& co., itd. ,1939, 

2p l, vil-ev, 8p tee 2”. 


Loca) government—Ot Brit. 2 Tithe 
o-058123 
Library of Congress (7830811980. 
ca 207 
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B Roberts, Jack. 
Céleste, Vhippopotame rose, texte et images de Jack Roberts. 
Paris, A. Tolmer ,“1926, 


Roberts, J 
o.... American high school ; its claims and its work. A 
r read before the Ilinois society of school principals, 


ockford, July 6th, 1871, by J. B. Roberts ... ;Gales- 24; p. col. illus. 18219, 
Sonat Il]. 1871. 
pe a=. 
Pablitned ts by order of the Society. 
1. High schools—U. S. 2. High schools—Iilinois. 1. Title “o- o1-sene 
Library of Congress PZ 7.R6 
B1S-200 Copyright A-—Foreiga 32498 
Library, U S. Bur. of Education LAZZ2 RS 2 
Roberta, J. B., peeud. Roberts, Jack. 
oe The wonderful adventures of Ludo, the little green duck. 
Written and illustrated by Jack Roberts. New York, Duffield 
Briggs, Jerome Robert, 1915- & company; Paris, A. Tolmer ,*1924, 
48, p. col. tilus $189 x 184". 
“Printed to France by A. Tolmer ... Paris.” 
© Title. 
mT 
s0-e57e8 Library of Congress PZ10.3.R54Wo 
Library of Congress ra Slel, 
Roberts, J. C., pseud. Roberts, James. 
eee A comprehensive view of the culture of the vine under glass. 
By James Roberts ... London, Longman and co., 1842. 
Coffee, John Roberts, 1884 xi, 8,1) 18°. 
1. Viticulture. 
15—17604 
oa Library of Congress SB8O7 RT 
Library of Congress 12) r41b1, 
Roberts Roberts, James. 
The = Lx private in the civil war, written Divorce bills in the Imperial Parliament, by James 
January, 1904, by J. M. Roberts ... Oxford, a. Se Roberts ..._ Dublin, J. Falconer, 1906 
1924, xp, 11, 1p. 2 
Sap we “Abstracts of illustrative cases not elsewhere reported”: p. 74-105. 
1. U. S.—Hist —Civil war—Personal narratives 1. Divorce—Gt. Brit. (2. Parliamentary divorce; 1. Gt. Brit. Parlia- 
w-23717 ment. 
Library of Congress Es! R64 7-28050 
—-~--—— Copy 2 , 
Copyright A 7932"? , Library of Congress 
Roberts, J P. Roberts, James. 
Dizionario italiano-inglese e inglese-italiano ad uso di The grant and validity of British ra for inven- 
ambedue le nazioni, colle e coll’ acento su tutte le tions, by James Roberts ... London, J. Murray, 1903. 
delle due lingue e con una breve dell’ etimo- ow aie 
di ciascun idioma, compilato da J. P. Roberts. 20. tire- eh. ae 
tara. Firenze, G. Barbéra, 1930. 
2p 1, eee p, 11, Sp, 11, xvi, p mw. 
Imprint covered by label: Caspar Kroeger Dory co., Milwaukes 
ok Bee pe tees 6 Oe eee . PetmenOe Om 
@1217 
Library of Congress PCIe. BE 414396 
a Library of Congress T2S7.Z1R6 
Roberts, J w. Roberts, James. . a i 
: , : : « . validit; ritish for inventions, 
L oki thin. The misleading tendencies of “Looking The grant and y of B ; 
heckwerd” made manifest. By J 'W. Roberts. New-York, by James Roberts ... New York, E. P. Dutton & company; 


cete., ete., 1903. 
Wit, 47 p. dingrs. 244". 
“Printed in Great Britain.” 


A. 8. Barnes & company, 1893. 
ii, 279 p. 19™. 


1 Patent laws and legisiation—Ot. Brit. 1 Gt. Brit. Laws, stat- 


Looking backward 2 
utes, etc 


1. Bellamy, Edward, 100-1806 
3. -Utopias. 1 Tithe 
585680 


HX811 1887. BIRT 
e3Tbi, 


Iibrary of Congress 


Library of Congress (41b2, 





Roberts, James, pseud. 
see 


Shores, Robert James, 1881- 


Library of Congress (73) 


Roberts, James Arthur, 147- 

1797 to 1897. A century in the Comptroller's office, state of 
New York, by James A. rts, comptroller. Albany, J.B. 
Lyon, printer, 1897. 

90 p. front, porta 20", 


1. y York (State) Comptroller's office. 2. New York (State)— 
Biog. 3. Finance-—New York (State) 
28006, 
Library of Congress H1606.R6 
(bl, 


Roberts, James Brendan, 1906- 

.. The banns of marriage; an historical synopsis and com- 
mentary ... by the Reverend James B. Roberts ... Washing- 
ton, D. C., The Catholic university of America, 1931. 


xiv, 140 p, 23°. (The Catholle university of America. Canon law 
studies. no. 64) 


Fr & c. p.)—Catholie university of America, 1931. 
Batiegveghy Dp. 124-128. 


rriage (Canon law) 2 re chureh. 


Ma Codex juris caponict. 
c. foie De matrimonio. 





31—84136 
Library of Congress HQ102%4.R6 1931 
—_— Copy 2. 
Copyright A 44685 (03342, (178.1) 325 


Roberts, James Hudson, 1851- 

A flight for life and an inside view of Mongolia, y 
James Hudson Roberts ... Boston, Chicago, The Pil- 
grim press ;1903, 

402 p. incl. front, illus. 207 


1. Mongolia—Descr. & trav. 2. Siberia—Descr. & trav 1. Title. 
328991 
Library of Congress DS793.M7R6 
Copyright ra24dl) 
Roberts, James Lealie. 
The itinerant’s daughter, _ James L. Roberts ... Boston, 
The Christopher ishing house ,°1928, 
168 p. 204". 
L Title, 
28-1740 
Library of Congress PZB.R5426 It 
——— Copy 2. 
Copyright A 1018400 a, 


Roberts, James Leslie. 
One of four, by J. L. Roberts ... 
187 p. 19. 


Moberly, Mo., “1924; 


1. Title, 
CA 24-095 Unrev'd 
Library of Congress PZ3.RS42600 


Copyright A 801118 














Roberts, James Russel. 
Stock and stalks ; a book for the dairy farmer, by J. R. 


Roberts... Lincoln, Neb., H. Westfall, sales agent “1921, 
4p.1,102p. illus. 18°. 
1. Dairying. 1. Title. 
21-11036 
Library of Congress SF239.R6 
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Library of Congress PZ3.RS4 — 

{nonce bt 1876: 1533) 
(Roberts, Maggie, 
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ppeeeed also under tit'e: Great batties of the republic. 
erse. 
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2v. 1™. 


L Tithe 


Library of Congress 


(Roberts, Margaret, 1833- 

... Mademoiselle Mori: a tale of modern Rome. By the 
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ine. ; 7 : « sodilies . 16 p. diagrs. 239°. (University of lowa. Extension bulletin 
ne.; London, S. French, Itd.; ,ete., ete., "1985. iat otek Ceckmter 2, 1008) 
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1. Engiteh iteratur® 20th cent. 2 Social problems. 1. Title. 
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3 620 823 


Roberts, Michael, comp. 
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A narrative history of Remsen, New York, including 
parts of adjoining townships of Steuben and Trenton, 
1789-1898, by Millard F. Roberts ... (Syracuse, N. Y.; 
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EF. P, Dutton and company ,*1924, 


rit, 8510p. 219° 


“This firet American edition of W. HL ¥ 
te D0 copies ef which only 1500 are for aa 





: @ portrait, te limited 





1 Hodson, William Hgary, 1841-1922 1, Title. 


2440S 
Library of Congress PROS 02378 
— Copy 2 
Copyright A T7865 4001 


Roberts, Morley, 1857- 
War lyrics, by Morley Roberts 


London, Selwyn & 
Blount, 1918 


4% 2p. 18" 

1 European war, 1914 ~Poetry Title 

197671 
Library of Congress DS262. RS 
a 

Roberts, Morley, 1457 

Warfare in the human body; essays on method, malignity, 
repair and allied subjects, by Morley Roberts, with an intro- 


duction by Professor Arthur Keith 
Nash: company hmuited (1920, 


London, Eveleigh 


silt, 280 1. 229°. 


Keferences at end of most chapters 


1. Melicine—Addiresses, exmays, lectures, 2 Pathology. 3. Physol 


08) — Addremes, exmys, lectures. 1 Title. 
21-8771 
Library of Congress RIIT.RT 
aon 


LIBRARY OF CONGRESS 


Roberts, Morley, 1857 
The way of a man; a romance, by Morley Roberts New 
York, D. Appleton and company, 1902 


+, B11 pp ISN" (Mal? title: Appleton’s town and country Hbrary 
mo 314) 


1. Title 
2 19578 
Library of Congress 7A haw 
Copyright A 84087 1201 


Roberts, Morley, 1857 

The western Avernus; or, Toil and travel in further North 
America, by Morley Roberts. London, Smith, Elder & co., 
1887 
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America, by Morley Roberts. New ed. Illustrated by A. D 
M’Cormick and from photographs. Westminster, A. Con 
stable and co., 1896 


Ix, (2) 277, (hy P. front. (port.) plates, fold. map. 214" 
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Roberts, Morley, 1857 
The western Avernus, by Morley Roberts London & 
Toronto. J, M. Dent & sons, Itd.; New York, E. P. Dutton & 
co. pref, 1924, 
will, 238 p.1 1. 17% 
Rhys Travel «no 743)) 
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“Introduction by KK. Canvinghame Grabam. 
“TAst of the works of Morley Roberts”: p. ait 
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Roberts, Morley, 1857 

The white mamaloi, and other stories, by Morley Roberts. 
London, E. Nash & Grayson, limited, 1929. 

Spl, e235 p 19°. 

Cos Tey te. The white mamaioi —Appinted—The Cleriban ball - 


The mav who wasn't selfish enough —Poor Christ—The medical cer 
tiftcate 


© Tit 

211250 
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Roberts, Morley, 1857- 

Women -and ships, being some and 
on life at sea and ashore by Geordie Armstrong, a. ».; edited 
and revised by Morley Roberts. London, Greyson & Gray- 
son (1932, 

287, dy p18 
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Roberts, Morris, 1804- 
Henry James's criticism, by Morris Roberts. Cambridge, 
Harvard university press, 1929. 
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The dairy record and feeding chart, comp. by Morris H 
Roberts, jr. New York ,ete., Longmans, Green and co., 120 
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fe wt il. Cattle Feeding, 2 Dairying 
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Roberts, Morris H ir 

Feeding and management of dairy cattle for official produc 
tion, by Morris H. Roberts, jr.; with an introduction by Al 
fred J. Lotka New York ,etc., Longmans, Green and co., 
1920. 
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Roberts, Myrtle Glenn. 


The foot of the rainbow, by Myrtle Glenn Roberts. San 
Francisco, P. Elder and company (1914) 
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Colophon Here ends “The foot of the rainbow,” a play in three 
by Myrtle Glenn Roberts. Printed from hand-set jon t it 
tions by Douglas H. Hilliker, at the Tomoye press 
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teen hundred and fourtee: 
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14-0000 
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Roberts, Nathan. 


Roberts's ready reckoner; or, The American measur 
er's guide With some observations concerning taper 
ing timber, with a correct rule for measuring the same 
By Nathan Roberts New York, Printed for the au 
thor (1838 
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Roberts, Nathan S. 
A complete set of maps...relating 
to the...canal & railroad, from 
the Point of Rocks to Harper's 
Ferry 


Chesapeake & Ohio canal company. 
A complete set of maps [etc.] ... 
By...-Nathan S. Roberts, commissioner. 
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The muzzle loading cap ~_ rifle, by Ned H. Ppp illus 
trated with p by the author and 
others. Manchester, N. i, 5 by ‘the Granite state press, 
1940. 





xvi, 482 p. incl. front. (port.) illus, diagre. 234" 
Folded leaf of \ilustrations laid in. 
“Some noted makers of muzzle joading rifles and their rifles”; p. 882- 


“A partial list of old-time wakers of muzzle loading rifles”: p. 425-482. 
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Copy 2 
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Roberts, Nelson Commins, 1856- _—ed. 
Story of Lee County, lowa; under the editorial super- 
vision of Nelson C. Roberts ... :and, Dr. S. W. Moorhead 
Chicago, The 8S. J. Clarke publishing company, 1914. 
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Roberts, Norman. 


Cyanide fumigation of ships: method used at New 
Orleans, by Norman Roberts, passed assistant surgeon, 
United ‘States Public health service +» Washington, 
Govt. print. off., 1914. 

Ip tl, 24™. 


. Reprint no. 239 from the Public health reports, v. 29, no. 90, December 


p. 3321-3325 
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Roberts, Norman. 
Report on an original form of 

disinfection hy N. Roherts and F. 

Washington (Govt. print. off. 1911 
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diagrs 23°" 
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Lincoln in Illinois, by Octavia 
G. Hornby. 
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Roberts, drawings by Lester 
Boston & New York, Houghton Mifflin company, 


fromt., iNius., plates. 26°. 
“This special large-paper edition is limited to one thonaand copies.” 
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Library of Congress £457 3. R64 
Copy 2 
Copyright A 4stua7 am, 
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My Lady Valentine, by Octavia Roberts. Boston, 
Maes., The A. M. Davis co. 1916 
118 p. col. front. 199° 90.75 
1. Title. 
17-29519 
Library of Congress PZ3.RS432M 
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a story of the San Domingo uprising based 


on an old family journal. by Octavia Roberts. New York 
and London, Harper & brothers, 1926. 

5 p. 1, 281 p incl. fromt. 194" 
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Library of Congress P71 RAMP e 
Copy 2 
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Roberts, Octavia, 1875- 

With Lafayette in America, by Octavia Roberts, with 
illustrations from old prints. ston and New York, 
Houghton Mifflin company, 1919. 
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Roberts, Olavine Moe. 
Poems just for you, by Olavine Moe Roberts. Valley City, 
N. D., Printed by the Peoples opinion printing company ;1941, 
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1, Tithe. 
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Roberts, Oliver 
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De La Fontaine, Oliver Roberts, 1857 
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Roberts, Oliver Ayer. 

The California pilgrimage of Boston commandery Knights 
templars, August 4-September 4, 1883. By Sir the Rev. Oli 
ver Ayer Roberts, prelate of the pilgrimage. Published by 
the committee in charge of the pilgfimage. Boston, A. Mudge 
& son, printers, 1884. 
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Roberts, Oliver Ayer. 

History of the Military company of the aaa, 
now called the Ancient and b bie artillery pany 
of Massachusetts. 1637-1888. By Oliver Ayer Roberta, 
historian of the company. Boston, A. Mudge & son, print- 
ers, 1895-1901. 

4 fronts, illus (plan) plates, ports, facsim. 2”. 
1637-1738. —e. 2. 1738-1821 —9. 3 





Conrtunts —#. 1. 1822-185 we 4 
La) 


1866-1 
1. Massachusetts Ancient and honorable artillery company. 2 Masse- 
chusetts—Biog. 
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The drama of the end-time, by Rev. Oral Roberts 
lin Springs, Ga., Publishing house P. H. church, “1941. 


Frank- 


79 p. front. (port. group) 2”. 
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Roberts, Oran Milo, 1815-1898 
. The capitals of Texas. (By, 0. M. Roberts. 


(In Texas state historical association. Quarterly. Austin, 1699. 26)" 
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This is an unfinished paper. which Governor Roberts was preparing 
for the Quarterly at the time of his death —G. PG” 


1. Texas—Capital and capitol 


14.4719 
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Roberts, Oran Milo, 1815-1898. 

A description of Texas, its advantages and resources, 
with some account of their development, past, present 
and future... By 0. M. Roberts ... St. Louis, Mo., Gil 
bert book co., 1881. 

2 v. 1. slip, 17-133 p. fromt (port.) col. plates, 5 double maps. 234™. 
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Roberts, Oran Milo, 1815-1898. 


The elements of Texas pleading, by O. M. Roberts. Austin, 
B. C. Jones, printer, 1890 
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1. Pleading—Tezes 1. Title. —_— 
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Roberts, Oran Milo, 1415-18. 
Our federal relations from a southern view of them. 

By 0. M. Roberts Austin, Tex., KE. Von Boeckmann, 

printer, 1892. 
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Apperded: “The use and misuse of the 


men are created equal * (23 
government of the United States” 
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Roberts, Oran Milo. 


Texas. By Col. 0. M. Roberts. 
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Roberts, Orlando W. 

Narratives of voyages and excursions on the east coast and 
in the interior of Central America; describing « journey up 
the river San Juan, and passage across the lake of Nicaragua 
to the city of Leon: pointing out the advantages of a direct 
commercial int 


notes and observations by Edward Irving 
Edinburg Printed for Constable & 2 ete. ete.) 1827. 
rill, (: front. (fold. = 1S. (Added re Constable's 
Miscellany ot oriaiual and selected publications vol xzvtt) 
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Roberts, Osseannah. 


Son of the North, by Osseannah Roberts. Boston, 
Mass., The C. M. Clark publishing co., 1908. 


2p.1,20p. front,7 pl 19”. 
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Roberts, Owen Lewis, 1862- 

my eh mt O. RB. Owen, Glandwr a Lerpwi. Gan y 
parch. O. Lerpwl, eae 
Pycciken Supdate’ Bryden’, 

Iv, (8), 280 p. front. plates, porta 19 

lactades poetica! tributes, and two sermons. 

List of subscribers; p, (242;-250. 


1 Owen, Owen Rhys, 1854-1906, 
1177 


Library of Congress BX7200.08R6 022.542 
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Philadelphia, The Union press ;‘191 
“— col. front, col pl 18)™. 


Marginal illustrations im colors. 
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Copyright A SISH6 ae 
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Roberts, Paul Ernest, 1873- 

History of British India under the company and the crown, 
by P. E. Roberts... Oxford, Clarendon press, 1923. 

vp. 11, 25,1) p. maps (incl fold front) 19°. 


“An edition in one volume Sen Loe oat of the Mista 
geography of the dominions edited by Sir Charles Lucas. 
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Roberts, Paul Ernest, 1873- 
History of British India under the company and the crown, 
by P. E. Roberts... 2ded. Oxford, The Clarendon press, 1938 
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“First edition 1921." 
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Roberts, Paul Ernest, 1873- 
India ... by P. E. Roberts 
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Oxford, Clarendon press, 
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poe "ae Cc. P. Laces, vol. ym) 
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Bibliographical! foot-notes 
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pt. 1. History under the government of the crown. 
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mXBel, 
Roberts, Paul Ernest, 1878- 
India under Wellesley, by P. E. Roberts ... London, G 


Bell and sons Itd., 1929. 
xii, 323 p. front. (port.) maps (part fold.) 223". 
Bibliography included in the preface. 
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Library of Congress DS8475.8.R6 
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Roberts, Paul Henley, 1891- 
As an integrated part of western —- or Paul H. 


Forest service, U. S. Department of agriculture . Wash- 
ington, U. S. Govt. print. off., 1936. 
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Roberts, Paul Henley, 1891- 

Wild life a forest resource ;by, Paul H. Roberts and J. H. 
Stone, and A forest wild-life program (by Paul H. Roberts, 
From “A national plan for American forestry”. A report pre 
pared by the Forest ser }. S. Department of agriculture, 
in response to S. Res (72d Congress) Washington, 
U. 8. Govt. print. off., 1 








il, 489-525, 1547- a p 23". (,U. 8. 73d Cong., Ist sexs, Senate. 
Doc. 12—Sepera 

“Fishery management ‘in forest waters of the United States, by Henry 
O'Malley”: p. 

1. Game protection 2. Fish-culture. a Pisciculture, 3. (Wild life 
reservations, ' © Malley ony, 1876- 1. Stone, John Herris, 


jotat author. at. Titi Title: A forest wild-life program. 


Library, U 8. Dept. of Agriculture 1F76Nea no.7 
Library of Congress {sil ) 
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Roberts, Penfield, 1892- 
An introduction to American politics, by Penfield Rob- 
erts ... New York, Harcourt, Brace and company, 1926 
vill, 25 p. 208 


1. U. S—Pol. & govt. 1. Title 
26-1779 
Library of Congress JK271.RS3 
Copyright A 949393 anes 


Roberts, Percy, d. 1898. 

Sketch of the Hon. Thomas Courtland Manning, wu. p., 
chief-justice of Louisiana. By Percy Roberts Philadel- 
phia, C. Robson & co., 1880. 


1p. 1, p. (15,81. front. (port) 28”. 


Rononing title: ve en of the South. 
“Originally publi the ‘Representative men of the South’.”—Pub- 
Mehers’ pref. 


1. Manning, Thomas Courtland, 1881-1887. 
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Library of Congress 2, 


Roberts, Peter, b. 1578. 

Y ewtta cyfarwydd: “The chronicle written by the famous 
clarke, Peter Roberts,” notary public, for the years 1607-1646. 
With an appendix from the Register note-book of Thomas 
Rowlands, vicar-choral of St. Asaph, for the years 1595-1607 
and 1646-1653, prefaced with an introductory chapter and 
pedigrees, by D. R. Thomas London, Whiting & co., limited, 
1883. 


1 p. L, xxxiv, 255 p. incl. geneal. tables. 234°. 


1. Kegisters of births, etc —St. Asaph, Wales. 2. St. Asaph, Wales. 
1. Rowlands, Thomas. 1m. Thomas, David Richard, ed 
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Roberts, Peter, 17601-1819. 

Art of universal correspondence. Peculiarly adapted 
to the use of the commercial world, and travellers in for- 
eign countries; which, with the aid of a dictionary only, 
will, in a few hours, enable two persons, ignorant of each 
other's language, to correspond in either. Useful also 
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for short hand. By the Rev. P. Roberts ... Wrexham, 
Printed by A. Tye, 1802. 
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Roberta, Peter, 17601-1819. 

The Cambrian popular antiquities; or, An account of some 
traditions, customs, and superstitions, of Wales, with observa- 
tions as to their origin, &c. &c. Illustrated with copper- 
plates, coloured from nature. By Peter Roberts .. London 
Printed for E. Williams, 1815. 

1p. 1, vill, 353, (1) p. @ col pl, plan. 22°. 
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Roberts, Peter, 17601-1819. 
Christianity vindicated, in a series of uettase, addressed 


to Mr. Volney, in answer to his book called Ruins, or A 
survey of the revolution of —— By th o Rev. Peter 
Roberts ... London, West and ughes, 1800 


1p. L, mevii, 2p. 22". 


1. comie de Utes ries 2 Mg Constantin Ponseele Chassebeeuf, 
Méditations sur les révolutions des 
empires. 1. 
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Roberts, P,eter, 1760?-1819. 


Sketch of the early history of the Cymry, or en 
Britons, from the year = before Christ, to a. p. 
By the Rev. P. Roberts... London, Printed for E. vil. 
liams, 1803. 
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ies; a study of the demography, 
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London, Macmillan & co., Itd., 1904. 
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Roberts, Peter, 1859- 


Civies for coming Americans ,by, Peter Roberts ... New 
York ,ete., Association press, 1912. 
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Civies for coming Americans ;by, Peter Roberts ... 
New York ete.) Association press, 1917. 
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Library of Congress JK277.R6 1917 
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Roberts, Peter, 1859- 
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English language — Text-Dooks for foreigners. 2. Readers and 
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Roberts, Peter, 1859- 
English for coming Americans, advanced course <first 
reader> History, geography, » goverment, language les- 


sons (by, Peter Roberts. 12th ed. New York ;ete.; 
ation press, 1917. 
172 p. diagrs. 209° 
1. English language—Text-books for foreigners. 1. Title. 
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Roberta, Peter, 1859- 

English for coming Americans, beginner's reader 1-3 ,by, 
Peter Roberts, ru. v. New York etc, Association press, 
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Roberts, Peter, 1859- 


English for coming Americans; teachers’ aids (by; 
Peter Roberts, ru. p. Series a-c. New York ,ete.; Associ- 
ation press, 1917. 
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1, English lenguage—Tems ante for foreigners. 2. English language— 
Study and teaching. 
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Roberts, Peter, 1859- 
English for coming Americans, teacher's manual ; a rational 


system for teaching English to foreigners |by, Peter Roberts, 
ru. vp. New York, Association press ,“1912, 


165 p. 20°. 
1. English language—Study and teaching 2. English lenguage—Text- 
books for foreigners. 1, Tile. 
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Library of Congress PE1128.R618 
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Roberts, Peter, 1859- 

English for coming Canadians, teacher's manual; « rational 
system for teaching English to foreigners (by, Peter Roberts, 
ru. vp. New York ,etc., Association press ,“1912, 
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. English for foreigners, by Peter Roberts and others. 
Urbana, IIL, University of Illinois, 1914. 
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English reader oy Peter Roberts, rx. p. New York, 
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Roberts, Peter, 1859- 
Immigrant races in North America ;by, Peter Roberts . 
Christian 


New York, The Young men’s association press, 
1910. 


108 p. front., illus. (incl. ports, maps) 20". 
Bibliography at end of chapters. 
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Library of Congress ACSILH3 vol i8on4 
Robertshaw, James. 


Merivale; or, Phases of southern life. By James Rob- 
ertshaw ... New York, & W. Dillingham co., 1898. 


lp LS25p I=. 


Library of Congress PZIRMEM acstigeaiied 
ol 

(Copyright 1908: 65553) 
Robertshaw, James. 


Volney Randolph. A novel. ; By tome Bettie 
New York, G. W. Dillingham, 1893 


lp lL S23_p Im. 


Oo. 0. 2 infantry. 24 regt, 1898. Oo. O. 
s-e016 
Library of Congress FeeaMT vol 1 
—— —— Oopy 2 a 


gerne omer or oe ber re 


fe book 
2arapecpemoreeateas ute 
oa (Pittsburgh, Publicity engraving company, 


amp a. 





1, Thermostat. 2 Hot water supply. 1. Tithe 

1S0n72 
Library of Congress THOS RS 
Copyright A 2870 








Lanaany or Concness Rerexence 
fan which do wot appant ts Mesdings ts dapeattory catalogs 


X 41-8308 


P ba on extracting teeth By Abraham Robert 
- Philadelphia, Lindsay & ‘Blakiston, 1863. 


‘Ecaueete 1d-198 p. illus 19°. 


1. Teeth—Extraction. 
3141, 
7-89041 
Library of Congress RKS3! ROS 
—_ Abraham, p. p. s. 


A manual on extracting teeth. By Abraham Robertson . 
9d ed. Philadelphia, Lindsay & Blakiston, 1868. 
=i, (18,2300 p. Mlus. 19)". 


1. Teeth— Extraction 
Library of Congress RESS1 RO 
2741, 


Robertson, Abraham, 1751-1826. 
Elements of conic sections deduced from the cone, and 
it asap \-——" to the Newtonian philosophy. 
= A. Robertson ... Oxford, At the Clarendon 
press, 181 
xi, 125 p. . ae fold. pl. 214°. 


1. Conic sections. 

P 410312 
Library of Congress QA485.R63 
1820c1) 


(Rebertson, Abraham, 1751-1926. 
ee ae oe eae o tae ont 
— LR ce oie & Be eae < 
surveying . pag rinted by R. Marchbank. for 
J. Porter, 1770. 
2p1,Bp told table 2. 


Pebliahed anon) mously 


1. Traverse tables. 


Library of Congress 





LIBRARY OF CONGRESS 


Robertson, Abraham, 1751-1826. 

A geometrical treatise of conic sections. In four books. 
To which is added a treatise on the primary pro eB 
of conchoids, the cod ths loner the quadratrix, a 


Saeed irals. the Re Rev. Abram Robertson . 
‘At the Sais press, 1802. 


ae diagrs. on 2 fold. pl. 214". 


1. Conic sections. 2. Curves, Plane. 


4—10313 
Library of Congress QA48S Rae 


ta2Sel) 


Robertson, Abraham, 1751-1826. 

Robertson’s Traverse tables; or, Tables of difference 
of latitude and departure: constructed to every quarter 
of a degree of the quadrant, and continued from one to 
the distance of one hundred miles or chains. ee mam | 
applied to plane sailing ; but now more particularly suit 
to the purposes of land surveying. Dublin, Printed for 
J. Porter, 1770. 


th, 9p. 2. (With his An essay on the origin and use of tables of 
latitude and departure. Dublin, 1770) 


1. Traverse tables 


Library of Congress TASS2Z. RO 


Robertson, Agnes Jane, ed. and tr. 

Anglo-Saxon charters, edited with translation and notes by 
A. J, Robertson ... Cambridge ,Eng., The University press, 
1939. 


Exv, (2), 555, (1) p. 239". (Half » ee Cambridge studies in English 
legal history, ed. by H. D. Hazeltine 


Charters. 2. Gt. Brit.—Charters, grants, pine. 8. Gt. Brit — 
Pn fi ae ae 449-1086—Sources. 4 AngloSaron lan- 
guage—Terts. 1. Title. 
89--31428 


Library of Congress aif2, 


Alec. 
... Brahms, by Alec Robertson. London, Novello & co., Itd. 
11939, 
att 184" iene Seguin of et musicians. General edi- 
McNaugh' 
“Summary of Brahms's chief compositions” : p. 16. 


1. Brahms, Johannes, 1883-1897. 
(Pull name: Alec Collingwood Cuthbert Robertson, 
-18T17 
MLA10.BSR6 
12) as 


Library of Congress 


= Alec. 
h 'y study, by 


Ami Robertson ... se Oxford cnbventiy press, H. "Yai 
ford, 1987. 

1, 126, Mus (music) 20°. 

“Selected bibliography” : p. 110-118. 





1. Chant (Plain, Gregorian, etc.) L Tithe 
(Pull nome: Alec Collingwood Outhbert Robertson, 


S8—s9T2 
Library of Congress MTS60. R64 I 61 
1802, 788.5 
Robertson, Alexander. 
The elements ys a - entry bookkee By 


Alex. 
Robertson South Orange, N. J., Press of the South 
Orange bulietin, 1890, 
& 38 p incl forms 23". 
Advance sheets. 


ee Alexander. 
. The elements of double-entr: “av 
t. Robertson . —_ Gounae, N. J., f the 


font Orange bulletia;, ° 1890, 
1 p. L, vi, 3-50 p. incl. forms. 20°. 
At head of title: A national text hook. 


1. Bookkeeping 


7 39H 
Library of Congress 


Robertson, Alexander, w. p. 
an BAD Mente Ceiet chveat or, The secrets of 
be. pomenter Be 


the catacom bertson ... New York, 
Street & Smith, 1 
207 p. incl. front., illus. 20°. (The sea and shore series, no. 13) 
Library of Congress PZURSSI ae 


(Copyright 1889: 29364) 


a M.D. 
Tish Monte Cristo’s search; or, The bonanza 
king in bg York. , 2 simater Bet Robertson ... New 
Street & Smith, 1889. 


24 p. incl. front, illus. 19). (The sea and shore series, no. 1!) 


7-41 
PZIRSS5Is aid 
(Copyright 1889: 24602) 


Library of Congress 
Robertson, Alexander, w. v. 
. The Irish Monte Cristo’s trail; or, Hunted from the 


pyramids to Suite, 7, Alexander Robertson ... New 
ork, Street & Smi' 


294 p. incl. front. 20. » 19) 


7-41676+ 
PZ3. RS4SIt 
(Copyright 1890: 11935) 


Library of Congress 
Robertson, Alexander, w. p. 
Joe Leslie’s sah or, A skeleton in the closet, by Alex- 


ander Robertson ... Chi Philadel te, H. J. 
Smith & co., 1892. — a 


53 1, 17-278 p. front. 199°. (Om cower: The silver series, v. 2, 
no 


741677 
PZ3.RSS) 
(Copyright 1892: 25878) 


Library of Congress 
Robertson, Alexander, w. p. 
. Old Specie, the treasury detective; or, The harbor 
lights of New York. a% startling story of night night = 5 
Font, Street & Smith, "690. 


189 p. incl. front. 199%. (The secret service series, no. 33) 





741678 
PZ3.RSMSO 
(Copyright lew: 13649) 


Library of Congress 








Robertson, Alexander, w. v. 

. The vestibule limited are. Sy Anenaies Be 
ertaon ... New York, Street & Smith, 1891. 
1p. L, G1 p. 199. (The secret service series, no. 39) 


Library of Congr PZ3RSASV oe 
— ae (Copyright 1891: 4131) 


Robertson, Alexander, of Strowan, 16701-1749. 

The history and martial atchievments, of the Robert- 
son's of Strowan. As it is selected from the works of the 
best a that have writen o the origin and valiant 

this ‘amily, and their de- 
cendants. ‘And the poems. On various subjects and occa- 
sions by the Hon. Alexander Robertson of Strowan ... 
Edinburgh, Printed for, and by A. Robertson (17711, 
6, ii, ili, 63 p, 11, 167 (i. @, 169) p. 179". 





10-2001 
Library of Congress 


Robertson, Alexander, 1840- 


CATALOG OF PRINTED CARDS 


Robertson, Alexander, 1846- 

Fra Paolo o Sarpi, the greatest of the Venetians, by the Rev. 
Alexander Ri With i and a facsimile 
letter. 2d ed. London, 8. Low, Marston & company, limited, 
1894. 





xxiv, 196 p. front. (port.) pl. fold. facsim. 19°. 


1. Sarpl, Paolo, 1552-1623. 


2—26045 


Library of Congress DGG678317.R6 1804 


Robertson, Alexander, 1846— 

Fra Paolo Sarpi, the greatest of the Venetians, by 
Alexander Robertson ... With illustrations and a fac- 
— letter. 3d ed. London, G. Allen & company, itd., 

1. 


xxxii, 289 p. incl. front. (port.) plates, facsims. (1 fold) 24y™, 


1, Sarpi, Paolo i. ¢. Pietro, 1552-1623. 
A 12-782 


Title from Leland Stan- ford Jr. Univ. Printed by L. C 


Robertson, Alexander, 1846— 
Mussolini and the new Italy; head of the Italian govern- 





A course of lectures on the government, ituti 
and laws of Scotland, from the earliest to the present 
time. By Alexander Robertson ... London, Stevens and 
Haynes, 1878. 


xii, M7, hip. 22™. 


1. Law—Scotland. (1. Scotch law: 2. Scotland—Pol. & govt. 
15-2171 
Library of Congress 


Robertson, Alexander, 1840— 

Lectures, legal, tical, and historical: on the sciences of 
law and politics; = and foreign affairs; and John Graham 
of Claverhouse, viscount of Dundee, and his times: by Alexan- 
der Robertson ... London, Stevens & Haynes; ,etc., etc., 1889. 

vill, xxx, 78, x, a1,-280, Vill, :281;-899 p. 22". 

Each part has also special t.-p. 
and study of law and the sct- 


ConTants.—Two lectures on the 
ence and study of politics, ttt.) +H in January 1887, together 
with a genera! outline of a scheme for {mpertal and national constitutions 
(Continued on next card) 
39-18780 
(2, 


Robertson, Alexander, 1840— Lectures, legal, political, 
and historical... 1889. (Card 2) 


Contente—Continved. 





Ist viscount, 1648-1689. 


Library of Congress i 


Robertson, Alexander, 1846-1933. 


of Venice, by Alexander 
trations. London, G. Allen, 1898. 


xvi, 8376p. front. 70 pl,2diagr. 21°. 


1. Venice. San Marco (Cathedral) 2. Christian art and symboliem. 
1 Tithe. 


11-2842 
NAS621. VSR6 
ad2gl, 


Library of Vongress 


ment, duce of the fascisti, by Alexander Robertson ... New 
York, Chicago ,ete., Fleming H. Revell company ,*1928, 
1% p. front., plates, ports. 21”. 





1. Mussolini, Benito, 1883~ 2. Fascism—lItaly. 1. Title. 
23-18119 
Library of Congress DG5T5. M8E5S 
—_ Copy 2. 
Copyright A 1077157 a8 
Alexander, 1846- 
Pg eet hy bg Alexander Robert- 
° oe Saas ae 2d ed., rev. and enl., 


being the ist Britich ed. London, H. R. Allenson, limited 
(1929, 
1TT, (1) p. front. 1 illos, plates, ports, facsim. 20°. 


1. Mussolini, Benito, 1883- 2 Fasciem—Italy. 1 Title. 


38-18171 
DGSTS.MSRSS 1929 


& 923.245 


Library of Congress 


Robertson, Alexander, 1846- 

The Roman Catholic church in italy. B pee 
Robertson ... London, Morgan and Scott 1 

2px, 13-27ip mn. 
FR SI tn a Ng yh 
Mariolatry. —Clerical education. 


1. Catholic church in Italy. 1. Title. 


318241 


Library of Congress BX1775.1 8R6 


130e1, 


Robertson, Alexander, 1846— 
Through the Dolomites from Venice to Toblach; by Alex- 
ander Robertson ... London, G. Bell, 1896. 


xii, 232 p. incl. front. 41 pl, map 184°. 


1. Dolomite Alpe—Deecr. & trev. 


Library of Congress 
a30h1, O48 


559 


Robertson 


a 1846-1933. 
sasien Gheemmn, Gown Sum die Bites, art & customs 
of Venios by Alexander Robertson ... New York, C. Scribner's 
sons; London, G. Allen, 1907. 
xvi, 908 p. front. plates. 19)™. 


Ree Church of Scotiand—Sermona 8 Sermons, English— 
Italy L 


«0 srase 
Library of Congress DOSTLE.RT 

12) 914.58 
Robertson, Alexander, 1846— 

Venetian sermons drawn from the history, art & cus- 
toms of Venice, by Alexander Robertson ... With 79 
illustrations. G. Allen, 1905. 

xvi, 308 p. 72 pl (incl. front, facsime) 2". 

Title vignette. 


Cowrunts.—L. The palace —IL 


Seve 


Library of Congress . 


Sam 

Vises Samnens ane by the Rev. Alexander 
Robertson ... London, G. De ete 

158 p. 1 anaeanseeen 20> 


1. Vittorio Emaneele m, king of Italy, 1888- 


me Tee 
Library of Congress 1G566 RA 
(cd, 
Robertson, Alexander, 1877- 
The Mahar folk; a study of 


xii p, 11, 101 p. fromt (port) 19°. (The religious life of India) 


1 Mahars =. Title. 


DS422.CBR6 
2 154 


Library of Congress 


Robertson, Alexander, d. 1879 
see also 


“Alexander Robertson" lectures. 
University of Glasgow. 


42, lp. fromt. (port) 164213". 
“First published, October, 1916; second edition, December, 1916" 


1. European war, 1914- —Poetry 1, Tithe. 


Library of Congress 








Robertson, Alexander, 1882-1916. 
Last poems of Alexander Robertson. With a preface 
by P. Hume Brown ... London, E. Mathews, 1918. 


45, 12) p. 164. (Vigo cabinet series. 2d century. no. 45) 


AID235 
PROO3S.OS1 1918 Printed by L. C. 
1s24e1) 


Title from Univ. of Chicag 


Robertson, Alexander, 1882-1916. 

Last poems of Robertson ; with a preface by 
P. Hume Brown .. Atedea Matinee 
ane* 16413". (On cover: The Vigo cabinet series. 24 eentury. 


a se —Poetry. 1, Brown, Peter Hume, 1850- 


Library of Congress DS262 RS 
taal 
Robertson, Alexander, 1892-1916. 


The life of Sir Robert Moray, soldier, statesman and man of 
science (1608-1673) by Alexander Robertson ... London, 
New York ,etc., Longmans, Green and co., 1922. 

xi, 2238p. 2". 


array, Sir Robert, 16081-1678. wy ep cont. 
a oe ‘nant. -ecearan 1008-1714. 4 Royal society of London. 


2225014 
Library of Congress DAS08.7. MBSR 
(30g), 
Robertson, Alexander Farish, 1853— 


Alexander Hi Holmes Stuart, — ote, ’ 
Alexander F. o hatouen Richmond, Vi t : 


Byrd press, inc. “1925, 
xix, 484p. front, pl, ports 24j™. 


1, Stuart, Alexander Hugh Holmes, 1807-1801. 2 U. &—Pol & 
govt—18th cent. 


20—12188 
Library of Congress FA15.9.888R7 
— —— Copy 2 
Copyright A 801608 (S0r84j1, 
Robertson, Alexander, Webster, 1847- 
Hand-list of bibliograph: ¢ the shires of Aberdeen, 
Banff and Kincardine, m. a. Aber- 


W. Robertson, 
deen, Printed for the New Spalding club (Aberdeen uni- 
versity press, 1393. 


2p L13p 24° 


1. Aberdeen, Scotland—Bibl. 2 Banffshire, Scotland—Bibl. 3 Kincar- 
dineshire, Scotland—Bibi. 


432509 
Library of Congress 72063.A3R7 
Robertson, Alexander White. 
lipold ears Ete tocstmens of intamemnatio peewee 
paraffin dressings ; uo Mehesters Lon- 
don, G. Routledge & potty Fgh 
Bp. 2. 


1. Wounds—;Lipoid-parafhn treatment) 2. (Lipoid-paraffin treatment; 


Library, U. S. Surgeon- General's Office ——- 


2 


LIBRARY OF CONGRESS 


Robertson, Alexander White. 
Studies in electro-pathology, by A. White Robertson 
London, G. Routledge & sons, Itd., 1918. 


viii, 304 p. illus. 1 col. pl. (incl. front.) 224° 


1. Electrophysiology. 1, Title: Electro-pathology, Studies in. 
20-4840 
Library of Congress QPMI.R6 
2 


Roberison, Alfred Crawford. 

eee yg ony pon the deterioration of nets in Lake 
Erie, by A. C. Robertson and W. H. Wright ... Washington, 
U. 8. Govt. print. off., 1930. 

ipue aeb-at0 fncl. illus, tab, diagrs. 23°. ((U. 8, Bureau of 
fisheries. Doc. no. 1083) 

yt Gf U. 8. Department of commerce. 

a to Report of of fisheries for the fiscal 

r 
J ibllegraphy : Dp. 175-176. 


1. Nets, 1. Wright, William Harmon, 1885- Joint author. 
Fo 
Library, U. 8. Bur. of Fisheries 8H11.A15 


(81¢2) 


i er 





Alfred ©. Boberteos, (Easton, P ada 
cover-title, rn 1129)-1314. diagrs. 234 
Graduate school of my py Bod of mes prt of» m 
the the aaa doctor of philosophy i1925;” 
Jouresl of the American chemical society, 47 ... 


: He 
i 


Library of Congress pene 1928 
oh 


Roman plctage galleries, a guide and handbook to all 
4 pase galleries in the Eternal city; by Alice Robert- 
London, G. Bell and sons, 1907. 


vill, 187, chp. 17 


1. Art—Rome—Galleries and museums. 
wo2is 
Washington, D. C. 


Robertson, Alice, 1859- 

... The Bryosoa. By Alice Rob .. Washington, D.C., 
The Academy, 1900. 

cover-titie, 315-340 p. xux-xxr pl. 259". (Papers from the Harrt- 
man Alaska expedition. v1) 





At head of title: Proceedings of the Washington academy of ectences. 
vol. m1, p. 815-340 .. 


Bibliography : p. 334. 
1. Polyzoa. o-10088 
Library of Congress QiLws 
ann ae Qugyt, QL397.1.R65 
sa3ifl, 
Robertson, Alice, 1850— 


. The cyclostomatous Bryozoa of the west coast of North 
America. By Alice Robertson. Berkeley, The University 
press 1910, 

cover-title, p. (225;-284. pl. 16-25. 27°. (University of California 
publications tn soology, v. 6, 00. 12) 


Bibliography : p. 265-268. 


1. Cyclostomata. 
aAli—i71 
Ciiifornia. Univ. Libr. 
for Library of Congress QLLCIS vol. @,no. 12 
-— —— Copy 2 QLS88. CORA 


04041, 


560 





Robertson, Alice, 1859- 
... Embryology and embryonic fission in the genus Crisia, 
By Alice Robertson. Berkeley, The University press, 1903. 


Pp 115-156, pl. xu-ziv (2 fold) 27°. (University of 
Cabtoreia aR nm Zoology, ¥. 1, no. 8) 


Thesis (Pn. p.)—University of California, 1902. 


1 Cristidae. 2 Embryology—Polyzoa. 38. Fission. 


A126 
California. Univ. Library 
for Library of QLLCIS vol. 1,n0.8 
—— —— Copy 2. QL960.RS 
088g1, (390.82) 


Robertson, Alice, 1859- 

.. The inerusting chilostomatous Bryozoa of the west coast 
of North America, by Alice Robertson. Berkeley, The Uni- 
versity press, 1908. 

cover-title, p. (283,-844. dea — 27. (University of California 
gubthentions to tectegy. ’ 


At head of title Ly eg ja, the laboratory of the Marine bio- 
logical association of 
Bibliography: p. 316-821 


1. Chilostomata. 
California. Univ. Libr. 
for Library of Congress 


A 11—2275 
adibl, 


Robertson, Alice, 1859- 

... Non-incrusting chilostomatous Bryozoa of the west coast 
of North America, by Alice Robertson. Berkeley, The Uni- 
versity press, 1905. 

cover-title, p. 285,322. rm he" xvi, 27". (University of California 
publications. Zovlogy. v. 2, 


At head of title: Contributions from the laboratory of the Marine 
biological association of Sen Diego. ¥ 


1, Chilostomata 
A 11-2276 
Title from Univ. of Calif. 
ldbrary of Congress {QL1.C5 vol. 2, no. 5) 
(aSigh, 


Robertson, Alice, 1859- 


. Some observations on Ascorhiea occidentalis Fewkes, 
and ‘related A a 


Alice Robertson ... San Fran- 
cisco, The y, 1 
a ties 254°. (Proceedings of the California acad- 
‘of sciences. Zoology. vol. 11, no. 3) 


“Issued March 14, 1902.” 


1, Ascorhiza occidentalis. 2. Alcyonidium. 


Library of Congress QIL.C25 vol. 3, no. 3 . 
—— —— Separate. QLI98.E2R6 
Robertson, Alice, 1859- 

Studies in Pacific coast Dutcoretia, by Alice Robertson 
-. San Francisco, The Academy, 1! 
Mo ny rg tr 

“Issued December 20, 1900.” 

1. Entoprocta. 

Library of Congress QILC2S vol. 2, no. 4 oa 
— —— Separate QL398. E6R6 

(Robertson, Alice Alberthe, 1871- 


Black butterflies; a novel, Berthe St. Li 
New York, BF. Feune @ commas | 1905. oe 


337 p. incl. front. plates. 20. 


(Copyright A 109374) 


' 
' 
f 
i 





— 


XUM 


Alice Alberthe, 1871- 
‘The Sun Bird (by, K. David ,pseud., Wew York, H. Vinal, 
Itd., 1927. 
Spl,@lp 10. 





1. Title. 
27-20415 
Library of Congress PZ3 RS45180 
_ Copy 2. 
Copyright A 1010470 a 
(Robertson, Alice Alberthe, 1871- 
Tamar Curze, by Berthe St. Luz ;pseud., ... New York, 
R. F. Fenno & company (1908, 
v, 7-206 p. col. front. 20”. 
831157 
Library of Congress PZIRSMSIT 


(Copyright 1908 A 209282) 


(Robertson, Alice Alberthe, 1871- 

White madness by, K. David :pseud., 
nal, Itd., 1928. 

4p, 3-180 p. 19)". 

Conrents.—White madness.—Froth of water —The sun dance —The 
magpie. 


New York, H. Vi- 


1. Title. 


78 20084 

Library of Congress PZ3.RS451 Wb 
— —— Copy 2. 
Copyright A 2063 & 
(Robertson, Alice AJberthe, 1871- 

White madness by, K. David ypeeud., San Francisco, Wil- 
iams publishing company, 1984. 

4pLs1@p 10°. 

“Becond printing.” 


Comrants.—White madness —Froth of water—The sun darce—The 
magpie 


L Tithe 
Library of Congress PZa RS Wh 5 
—- —— Copy 2. 
Covrrieht A 76888 a 
Robertson, Andrew. 
“The of struts.” By Andrew Rovertson 
London, The tion, 1925. 
‘ . -, onan . Se 
mJ: ius. diagrs. ait 5, Gee Setae of 8 age 
1. Struts (Engineering) 26-2631 
Library of Congress TG265.RS 
— —— Copy 2. TALIG 202 
3 


Robertson, Andrew, 1777-1845. 

Letters and papers of Andrew Robertson, miniature 
painter ... also a treatise on the art by his eldest brother, 
Archibald Robertson ... Edited by Emily Robertson. 
London, Eyre and Spottiswoode ;pref. 1895, 


ixp, 11,285 p. front. (port) 214™. 
Genealogical notes on the Robertson family : p. 11), 284-285 


i Mistegare painting. 1. Robertson, Archibald, 1765-1835. u. Rob- 
ertson, ily, ed. 
23-1498 
(32b1, 


Library of Congress ND1337.G8R7 


CATALOG OF PRINTED CARDS 


Robertson, Andrew Smith. 


The provost o’ Glendookie, glimpses of a Fife town: 
by hateon Smith Robertson. Edinburgh and London, 
Oliphant, Anderson & Ferrier, 1894. 


100 p. 194. 


Library of Congress, no. 


Robertson, Angus, 1872- 
Children of the fore-world, by Angus Robertson; with a 
foreword by the Very Rev. Norman Maclean, p. p.; with four 
illustrations by Hugh Munro. London and Glasgow, Gowans 
& Gray, Itd., 1983. 
xii, 251, 1) p. ports. 224™. 
— Clann-ecne 


-Malcolm MacFarlane —The Iona Celtic untver- 
sity. —Bi Jingualism : "ite advantages — 


1. Gaelic Mterature—Hist. & crit. 2. Highlands of Scotland 
1. Title. 


354028 
Library of Congress vB1606.R6 
3) 891 4300 
Robertson, A/rs. Ann Eliza (Worcester) 1826-1905. 
Mvskoke nettvcako cokv-heckv cokv esyvhiketv. Yvhiketv 


“Punvkv-herv esyvhiketv” momet cokv eti aenkvpvket. The 
Muskokee S. 8. song-book From gospel songs and other col- 


Robertson 


cee illustrated 
select and picturesque scenery 
tap of he country thre milan ech 


a scale of one inch to « mile. By Archibald 
. wy Printed for the author, 1792. 


2. pl, 10maps. Oe". 
1 Tithe. 


Library of Congress 


Edinburgi, e 
Prelo academico, veneunt ibidem apud é Creech ; rete., ete.) 
1808. 


1p.L, 3,4, 217, a) 17°. 


1. Physiology. L Title. 


Library of Congress QPwO.Re 1908 


Robertson, Archibald, w. p. 


Colloquia anatomica, od ese in atque chemica, quaes- 
tionibus et i ~ —¥ uae juventutis ac- 


thea. 





lections. By A. E. W. Robertson. (New York, A 
tract society, 1884. 

Bp. 1. 

Author was assisted by T. W. Perryman and N. B. Sullivan. of. 


Pilling. Bibi. of Muskhogean ee 
Two hymns in English: p. 91 Vesta magne at ent, 
Hymns, Creek. 1 Perryman, 


1. Creek la Texts. 2. 
Ward, To ote, tr 1 Sullivan, Napoleon Bonaparte, ase idee, jolnt Jotat 
rm 


611014 
PMOOL.ZT1 1% 


03041; 


Library of Congress 


(Robertson, Anna Adelia, 1875- 
The Ler iby) Hope Gladden wseud., Boston, R. G. 
Badger (1 


ney 14. = $125 


1. Tithe. 
Library of Congress 


13-4900 Revised 
PZ3.RS4S4P 


Dyer, Mre. Annie Isabel (Robertson) 1880- 


Library of Congress 2, 


Robertson, Archibald. 

ag yg oe by Archibald Robert- 
son. London, E. Partridge, 1933. 

mp 1. 


1. Philosophy, Modern. 1 Tithe 
AIT? 
Library of Congress BD41.R6 
2 190 
361 


M. D. 
2 auctior et pa» By Edinburgi, typis academicis, 
oo eumgeibas auctoris, exendebat C. Stewart; ,etc., etc., 


xiv, 2p 15 


1. Physiology. 


Library of Congress QP RH 


Robertson, Archibald, u. v. 

Colloquia de morbis, pension ob Genito, queen 
bus et responsis; ad usum 
data. Auctore ‘Archibaldo 


icis, ac sumptibus auctoris, excndebat C. borg, 
wart; etc., etc.) 1816. 
x, 90,25. 15™. 


1. Medicine—Practice—Examinations, questions, etc 





638321 
Library of Congress RC7O.RM 
Robdertson, Archibald, a. 1745-1813. 

Archibald R. » al engi his 
diaries and sketches in America, 1762-1780; edited with an in- 
troduction by Harry Miller iow York, The New 
York public library, 1980 


=p.11,3800p.11 Mus, (part fold. ; incl. front. porta, mapa, 
plans, facsima) 20". . 


“This copy number 87." Signed by the editor. 
ne oe See Tac et Tab 
berg. Harry Miller, 1874- - 





-m116 
Library of Cougress E2TS. Res 
(38fi, 78.88 
Robertson, Archibald, bp. of Ezeter, 1853-1981. 
A critical and on the First epistle 
of St. Paul to the i by the Right Rev. Archibald 
the Rev. Alfred .. New York, 
C. Scribner's sons, 1911, 
tex, 424 p. 21)". (Hoelf-title: The ertticn! 
on the Holy Scriptures of the Old and New Testaments) 
‘Series title algo at head of t-p 
“Commentaries” : p. txvi-txx. 
1 Bille NT 1 2 
tariee—N. T. 1. Corinthians, 1 Plummer, Alfred. 1841-1988, joiat 
author, o. Bible, N.T. 1. Cortothians 
Library of Congress BS@Lié vol 
tial, 








Robertson, Archibald, bp. of Exeter, 1853-1981. 
Regnum Dei; eight lectures on the kingdom of God in the 
history of Christian thought. by Archibald Robertson, v. p. 
New York, The Macmillan co.; London, Methuen & co., 
1901. 


xix, 401, (1; p. 23". (On corer: Bampton lectures, 1901) 


1, Kingdom of God. 1. Title. 


2-11072 
Library of Congress BRO.BS 1901 


(Mel, (230.082) -230 


Robertson, Archibald Nugent, 1855- 


Her last appearance, by A. Nugent Robertson. Lon 
don, Mills & Boon, limited ,1914, 

v. MBp 19" 6/- 

t Title 

Library of Congress PZ3.R5449He — 
Copyright A ad int. 1912 

Robertson, Archibald Thomas. 


The government at your service ; a handbook of federal help 
for one citizen, by Archie Robertson. Boston, Houghton Mif 
flin company, 1939. 

xi, 340 p. 21". 


“Selected re and additional references, in addition to titles 
mentioned in the text” : p. 325,-828. 


S8.—Executive ww 7 2. U. S—Pol. & govt.—1933- 
& t ye me policy 1, Title. 


39 2672 
Library of Congress JK271.R535 
—— —— Copy 2. 
Copyright A 135477 4b, 33 


Robertson, Archibald Thomas, 1963-1934. 
Bibliography for study of New Testament Greek. By 
A. T. Robertson Louisville, Ky.. C. T. Dearing, 1903. 


Bp 17. 
N. T.—Stady—Bibl pate XN T— Bibl 3. Bible 
ered ‘ma N.T. 4. Bible Bin T 
3 10882 
Library of Congress ZITIZTART 


Copyright A S50 (A281, 


Robertson, Archibald Thomas, 1563-1934. 

The Christ of the Logia, by A. T. Robertson ... New 
York. George H. Doran company ,“1924, 

vip. BL. RT p20. 


1. Jesus Christ—Person and offices, 2 Bible NT Gospels -Critt 
ciam, Interpretation, ete. 3. Rible— Criticiom, interpretation. ete. ~~ 
NT. 


1. Title. 
2 saaT 

Library of Congress BT201. RSS 

a38el, 
Robertson, A Thomas, 146:}-1934. 

The divinity of Christ in the Gospel of John, by A. T. 
Robertson ... New York, Chicago ,ete., Fleming H. Kevell 
company “1916, 

IT? p 1m". 


“Rome books on John's Gospel”: p. 160-172. 


L Jesus we Toe 2 Bible. N. T. yee ae - 
3 Bible—Criticiam, Johi 


pretation, ete. interpretation, ete. T. 
1 Tithe. 
17—881 
Library of Congress BS2615.R6 
Copyright A 453401 :a39h1, 








LIBRARY OF CONGRESS 


Robertson, Archibald Thomas, 1863-1934. 
Epochs in the life of Jesus; a study of development and 


struggle in the Messiah's work, by A. T. Robertson ... New 
York, C. Scribner's sons, 1907. 
xi, 1982p. 10)”. 
1. Jesus Christ—Biog. 1. Title. 
7-811 
Library of Congress BT301. R50 
Copyright A 190855 aah, 


Robertson, Archibald Thomas, 1863-1934. 

Epochs in the life of Paul; a study of development in Paul's 
career, by A. T. Kobertson ... New York, C. Scribner's sons, 
1909. 

x1. 337 p. 19)*. 

“A brief bibliography” : p. 321-827 


1. Paul, Saint, apostic. 1. Title. 


® 10189 


BS2505. R57 
140f1, 


Library of Congress 
Copyright A 236220 


Robertson, Archibald Thomas, 1863-1934. 
Epochs in the life of Simon Peter, by A. T. Robertson ... 
New York, London, C. Scribner's sons, 1933. 
svip, TL. Hep. my 
A urtef bibliography oo Peter and bis Episties” : p. 323-828, 


1. Peter, Salot, apostle 1. Tithe 
eT 
Library ef Congress ASB. RST 
-—— ~~ Copy 2. 
Copyright A S519 filer (922.1) 225.92 


Robertson, Archibald Thomas, 1863-1934. 
Epochs in the life of the Apostle Jolin, by A. T. Robertson 
New York ,ete., Fleming H. Revell company ,*1935, 
23 p. 2. 
Bibliography . p. 243-258 


1. John, Sulnt, apostie. 2 Bible. N.T. Johannine literature- o 
clam, interpretation, ete. 3. Bible—Criticiam. interpretation, ete.—N 
Johannine literature 1. Title, 


3747 
Library of Congress BR RA 
“= — Copy 2. 
Copyright A Ra3a8 (3941, 2502 


Robertson, Archibald Thomas, 1863-1934. 

The glory of the ministry; Paul's exultatic . in preaching, 
by A. T. Robertson ... New York, Chicago ,etc., Fleming 
H. Revell company “1911, 

243 p 204" 


L. Preaching 2 Theology, Pastoral t. Title 
11-27064 
Library of Congress BV4010. ROS 
Copyright A 207558 1036b1), bei) 


Robertson, Archibald Thomas, 1563-1934. 

A grammar of the Greek New Testament in the light of his- 
torical research, by A. T. Robertson New York, Hodder & 
Stoughton, George H. Doran company (1914, 

a1, 1360p. 254. 


“List of works most often referred te”: p. xix- x! 


1. Greek language Biblicai—Grammar 

14—12281 
Library of Congress PASIS. RT 
— —— Copy 2 


Copyright A 374696 a3T11, 


562 


Robertson, Archibald Thomas, 1863-1934. 
A grammar of the Greek New Testament in the light of 


historical research, by A. T. Robertson ... 2ded. New York, 
Hodder & Stoughton, George H. Doran company ,*1915, 
x1, 1367 p. 259". 


“List of works most often referred to”: p. xix-al. 


1. Greek language, Biblical—Grammar 

Library of Congress 
——— Copy 2. 
Copyright A 414507 


15—24725, 
PASIS.RT 1015 


(a38f1, 


Robertson, Archibald Thomas, 1863-1934. 

An introduction to the textual criticism of the New Testa- 
ment, by A. T. Robertson London, Hodder & Stoughton, 
limited ,*1925, 

xi p., LL, 17-800 p. incl. facsiow.. diagr. 21°. 

Printed in United States of America 

“A selected bibliography”: p. 265-278. 


1. Bible. N. T.—Criticiam, Textual. 2. Bible—OCriticiam, Textual— 
N.T. 


2510888, 
Library of Congress RSIS. NA 
ii 
Robertson, Archibald Thomas, 1863-1934. 
Jesus as a soul-winner, and other sermons, by A. T. Robert- 


son... New York ,ete., Fleming H. Revell company (*1937, 
158 p. 199". 





1. Baptists—Sermons 2. Sermons, American. 1 Title. 
37-5069 
Library of Congress BX6333 R44 
— Copy 2. 
Copyright A 105303 3 (252.061 


Robertson, Archibald Thomas, 1863-1934. 
John, the loyal; studies in the ministry of the Baptist, by 
A. T. Robertson ... New York, C. Scribner's sons, 1911. 


izp,1L,815p. 19)". 
Bibliography : p. 307-808, 


ist . Title. 
1. John the Bapt 1 11-8958 
Library of Congress BS2456.R6 

Copyright A 283100 94001, 502 


Robertson, Archibald Thomas, 1863-1934. 
Keywords in the teaching of Jesus, by A. T. Robertson 
Philadelphia, American Baptist publication society, 1906. 
ix, 11-128 p. 20". 
Bibliography : p. 127-128, 


Ta Christ —Teachings 1 American Baptist publication society. 
u. Title. 
6-17855 Revised 
Library of Congress BS2415.R65, 
irale2, p= } 


Robertson, Archibald Thomas, 1363- 

Life and letters of John Albert Broadus. By Archibald 
Thomas Robertson ... Philadelphia, American Baptist pub- 
lication society, 1901. 

Mv, #2 p. 3 port. (incl, front.) 2 fold. tacaim. 20°. 


1, Browdus, Joba Albert, 1827-1595. 


181061 
Library of Congress 


Copyright A 140 
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Robertson, Archibald Thomas, 1863-1934. 
Luke the historian, in the See eeenty oS. Robert- 
son... New York, C. Seribner’s sons, 1920, 


vilip. 11, 27p. 21". 


1. Bible. N. T. Luke and Acts — Criticiem, Cheapetetien, oe, 2 
Bible—Criticiam, interpretation, ete —N.T. Luke and Acts. 1. Title. 
219177 
Library of Congress BS2505.R6 
41h, 


Robertson, Archibald Thomas, 1863-1934. 

Making good in the ministry; a sketch of John Mark, by 
Prof. A. T. Robertson ... New York, Chicago ete. Fleming 
H. Revell company ,‘1918, 

Mp. 199. 

“Special books on Mark and his Gospel”: p. 172-174. 


1. Mark, nt 1. Title. 
- 18— 12007 
Library of Congress BS2585.R6 
Copyright A 407444 a38b1, 


Robertson, Archibald Thomas, 1863-1934. 

The minister and his Greek New Testament, by A-T. Robert- 
son... New York, George H. Doran company ;*1923, 
3p. L, ix-ai p, 11, 15-199 p. 205". 


1 Title. 
B12 
Library of Congress BS1988.R6 
Copyright A 752981 Stel, 
Robertson, Archibald Thomas, 1863- 
The mother of Jesus, her problems and her , by A. T. 


Robertson ... New York, George H. Doran company (11995, 
Tip. 199". 
1. Mary, Virgin. 1 Tithe. 
216089 
Library of Congress BTe01.R6 
Copyright A 864373 e272 


Robertson, Archibald Thomas, 1863- 


The new citizenship; the Christian facing a new world 
order, by A. T. Robertson ... New York, Chicago ete. 
Fleming H. Revell company 1919 


157 p. 199" $1.00 


ConTents.—The peoteatie of Jesus.- 


The brotherhood « 
Democracy's da 


Mf the race— 

the new citizen --Children 
the true natir nal @ wealth The enlightenment of the masses. —Cooperation 
im the commonwealth —Justice vs. privilege —Order vs. lawlessness —Pa- 
triotism vs. pacifism —The new social order 


money.—Woman 


1. Title. 
19—5503 
Library of Congress BRIS. P7R7 
Copyright A 512828 182003, 


Robertson, Archibald Thomas, 1863- 
A new short grammar of the Greek Testament, for students 

familiar with the elements of Greek; parts 1, mm and rv by 

T. Robertson .. . part m1 by W. Hersey Davis ... London, 

Society for p gz Christian knowledg (1931, 
Sp. 1, v-vl, 2), vil-niv, 44 p. 20". 

on 1008 under title: A short grammar of the Greek New Testa- 
“Printed fa the United States of America.” 
“A brief lography” : p. vil-xtv. 

oaks Greek language, Biblical—Gremmar 





1. Davis, William Hersey, 


341508 
Library of Congress PASIT.RG 19318 


2) 487.35 
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Robertson, Archibald Thomas, 1863- 

A new shcrt grammar of the Greek Testament, for students 
familiar with the elements of Greek; parts 1, m and rv by 
A. T. Robertson ... part m by W. Hersey Davis... New York, 
R. R. Smith, inc., 1931. 

3 p. 1, v-vl, 2), vil-alv, 454 p. 2059". 

PE sea —y 1008 water tithe: A short grammar of the Creek New Testa- 


by A. T. 


a 74 brief Sibilecregay: Dp. vii-ziv. 


a. Greek language, Biblical—Grammar. 1 Davis, William Hersey, 
1887- 


31-13902 
Library of Congress 


Copyright A 88345 


PsS817.R6 
(34e2) 


Robertson, Archibald Thomas, 1863- 
New Testament pang syllabus for junior Greek class. 
By A. T. Robertso: Louisville, Ky., C. T. Dearing, 
1900. 
Z2p.1,3-99p. 1”. 
Added title: Syllabus of thirty-one lessons on New Testament Greek 
pba men * acs for jumor Greek class in the Southern Baptist theological 


1, Greek language, Biblical—Grammar. 


1.29797 Revised 
PA809.S7R6 


t21e2) 


Library of Congress 
Copyright 1900 A 28459 


Robertson, Archibald Thomas, 1863- 
Passing on the torch, and other sermons, by A. T. Robertson 
New York ,etc., Fleming 11. Revell company ,*1934, 
192 p. 19)". 


1. Baptists—Sermons. 2 Sermons, American 1 Title, 
TTT 
Library of Congress BX 6333. R54P3 
Copyright A 71061 a 252,061 


Robertson, Archibald Thomas, 1863- 

Paul and the intellectuals; the Epistle to the Colossians ... 
by Archibald Thomas Robertson ... Garden City, N. Y., 
Doubleday, Doran and company, 1928. 

xi, 217 p 199%. (The Stone lectures for 1926) 

“Brief bibliography”: p. 213-217. 


1. Bible. N.T. Colossians—Criticism, \ Seemperiation, ete 2. Bible— 
Commeotaries—N T. Colossians. 1 Ti 





28— 24388 
Library of Congress BS2715.R6 
_ Copy 2. 
Copyright A 1058839 38d), 


Robertson, Archibald Thomas, 1863-1934. 

Paul the interpreter of Christ, by A. T. Robertson ... 
York, George H. Doran company ,*1921, 

155 p. 205* 


New 


1. Bible WN. Episties of Paul—Theology. 2 Bible—Theology— 
N.T. Episties of Paul. 1 Tithe. 


21—14850 
BS2651.R6 
r2e1, 


Library of Congress 


Robertson, Archibald Thomas, 1863-1934. 
Paul’s joy in Christ ; studies in Philippians, by A. T. Robert- 
.. New York, Chicago ,ete., Fleming H. Revell company 
(1917, 
ap mM. 
“Some important books on Philippians”: p. 206-267. 


1. Bible N. T. Philippiene—Commentaries. 2 Bible—Commenta- 
riee—N.T. Philippians. 1. Tithe. 
18—1738 
Library of Congress RS2706.R6 
yaqibl, 
563 


Robertson 


Robertson, Archibald Thomas, 1863- 
The Pharisees and Jesus; the Stone lectures for 1915-16, 
delivered at the Princeton theological seminary, by A. T. 


bertson ... London, Duckworth & co. ,1920, 
xii, 189, (1) p. 19". (Studies in theology) 
1. Title. 
21—196 
Library of Congress BM175.P4R6 
8272; 


Robert. sn, Archibald Thomas, 1863-1934. 

Practical and social aspects of Christianity ; the wisdom of 
James, by Prof. A. T. Robertson ... New York, Hodder & 
Stoughton, George H. Doran company ,‘1915, 

ix p, 11, 18-271p 2)". 


Subseqfently published under tite 1 uae & the Epiatie of James. 
“Some modern books on James”: p. 270-271. . 





1, Bible. N.T. James- 2 Bible- 
N.T. James. 1, Tithe. 
15-11860 Revised 
Library of Congress BS2785.R6 1915 


Robertson, Archibald Thomas, 1863-1934. 
A short grammar of the Greek New Testament, for students 


familiar with the elements of Greek, by A. T. Robertson . 
New York, A. C. Armstrong & son, 1908, 
Sp. L, -¥-extx, 1), 2400p. Wy. 
“A brief bibliography”: p. ix)-xIv. 
1. Greek language, Biblical—Grammar. 
sr 


Library of Congress 
Copyright 


PASI7.RE 
flel, 


Robertson, Archibald Thomas, 1863-1934. 

Some minor characters in the New Testament, by Professor 
A. T. Robertson ... Garden City, N. Y., Doubleday, Doran 
& company, inc., 1928. 

41, xi-all, 182 p. 109". 


1. Bible. N. T.—Blog. 2. Bible—Biog—N.T. 1 Title. 
284884 
Library of Congress BS2430 R6 
Copyright A 1060065 103641, 


Robertson, Archibald Thomas, 1863- 

Some minor characters in the New Testament, by Professor 
A. T. Robertton ... Nashville, Tenn., Sunday school board of 
the Southern Baptist convention, 1928. 

4plimp mw. 


These chapters have aj mainly in the Expositor (Cleveland), 
Church management, the 4 Ny the Biblical review and the 
Record of Christian work. 


1. Bible. N T—Biog. 1. Title. 
2B 14834 
Library of Congress BS2430. R47 
Robertson, Archibald Thomas, 1863- 
Studies in Mark’s Professor A. T. Robert- 
son... New York, The company, 1919. 
vip. 21,146. 17%. $1.25 
1. Title. 
19-6765 
PS 2585. RES 
Copyright A $25213 4 








Bobe tsor, Archibald Thomas, 1863- 
Studies in the Lg of James, by A. T. Robertson ... 
(3d ed., New York, George H. Doran company (1924, 


izp. 11, Zip IN. 

to tithe: Practical and social aspects of Christian- 
ity; the wi of J 

“Some modern books on James”: p. 270-271 


Bible. N. T. James—Criticism, interpretation, etc 1. Title 
23-S229 
Library of Congress BS2785.R6 1924 
rad 


Robertson, Archibald Thomas, 1863-1934. 

Studies in the New Testament; a handbook for Bible classes 
in Sunday schools, for teacher training work, for use in sec- 
ondary schools, high schools and colleges ... (by, A. T. Robert- 


son Nashville, Tenn., Sunday school board, Southern 
Baptist convention, 1915. 

284 p. tus. (maps) 17°. 

1. Bible. £ _F- Study—Text-books. 2 Bible—Study—Text-books— 
N.T. 1.7 

16 648 

Library of Congress BS2361.R5 

Copyright A 428140 yasart, 


Robertson, Archibaia ‘Thomas, 1863-1934. 
Studies in the text of the New Testament, by A. T. Robert- 
son... New York, G. H. Doran company 1926, 


xi, (13;-192 p. 205". 


1. Bible. N. T.—Criticiom, Textual, 2 Bible — Criticiem, Textual 
N.T. 1. Title 
Aw 
Croser theol. sem. Library 
for Library of Congress (a30e1, 


Archibald Thomas, 1863-1934. 

Syllabus for New Testament study, for use of class in New 
Testament English, in Southern Baptist theological seminary, 
Louisville, Ky. By A. T. Robertson ... Louisville, Ky., C. T. 
Dearing, 190g. 

129 p. incl. chart. 23)". 
lite of (arity Jehe k reae pate 
1. Bible. T—Stedy—Test 


N.T. 3. Bidle. or oie. 
1 Broadus, Jobo Albert, 1827-1806. 


2. Bible—Study—Test-books— 
4 Bible—Study—Bibl.—N.. T. 


2 24398 
Library of Congress 
Copyright 


BS82525 RS 
a3Tbl, 


1908, 


Robertson, Archibald Thomas, 1863-1934. 

Syllabus for New Testament study; a guide for lessons in 
the class-room, by A. T. Robertson ... 4th rev. and eni. ed. 
Louisville, Ky., Baptist world publishing co., 1915. 

207 p. incl. chart. 20° 

“General bibliography” : p. 13-24 


ble—Study—Textbooks— 
Bibl. — XS. T. 


5 tee 2. Bible—' 
N. * ay Rible. XN, T.—Study—Itibl, 4, Bible--Stady 


\5—23001 
BS2525.R6 1915 


391, 


Library of Congress 
Copyright A 414397 


Robertson, Archibald Thomas, 1863-1934. 


The of Jesus concerning God the Father, by Archi- 
bald Thomas p.o. New York, American tract soci- 
sty 1904, 

4 D.1, vil-vill, 182 p. 194". (Melf-title: The teachings of Jesus, od 
by J. H. Kerr) 


1. God—Fatherhood. 2 Jesus Christ—Teachings. 1. American 


tract society. m. Tithe 
+-220687 Revised 


Library of Congress BS2415.T4Ri 


LIBRARY OF CONGRESS 


Robertson, Archibald Thomas, 1863- 
Types of - —~} in the New Testament, by A. T. 


Robertson : ‘ew York, George H. Doran company 
ixp, 1h, 13238 p 199. $1.60 
1. Title. 
4 
Library of Congress BS2430.R6 aes 
Copyright A 681066 ih 


Robertson, Archibald Thomas, 1863-1934. 
Word pictures in the New’ Testament, by Archibald Thomas 
Robertson ... New York, R. R. Smith, inc., 1930- 





1. Bible. N. T—< 2. Bible—C N. T. 
1. Title, 
30—11891 
Library of Congress BS2341. R6 
—— —— Copy 2. 
Copyright A 22280, 22280 
a40fl, 225.7 


Robertson, Archie Hunt. 

Milk and cream; determination of bacteria in milk and 
cream purchased on basis of bacterial count with law and 
recommended procedure. Prepared by A. H. Robertson and 
F. L. Schacht, state food laboratory. Albany, N. Y. ,1931, 


42 p. itus. 23% (New York (State) Dept. of agriculture and 
markets. Bulletin 257) 


1. Cream—\Bacteria, 2. Milk—Bacteriology. 3. 
« Schacht, Franktin Ludwig, 1890- joint author 


(Milk—Legialation, 
Agr 32-700 


re 2N482 no. 257 
no. 257) 


Library, U. 8. Dept. of 


Agricultu 
Library of Congress (895.418 


am, Fe ny by ons 1894- 





with special 
B... to npr tate from ‘milk . .. by A. H. Robertson 
. ithacal N. 
cover-title, 56, 27, Ya. my ay p. incl. talon, dingre. 21%. 
is (PH. ».)~—Cornell versity, 
Technical bulletins nos. 130 and 131, August 1927, of the New York 
Sees as station, Geneva, and Bulletios ~ and 275, 
the Vermont ——— experiment station, Burlington, 
wit cover having thesis 
necludes bib! 


thermal resistance of micro- 
-epore-forming, thermoduric organ- 
tome 1 taslated.— Eeet of age a conan on the heat resistance of non- 
sporeforming bacteria. 


_snrerea Review of Pa 


1 Micro-organisms. 2. Bacteria. 3. Milk—Bacteriology. 
& Tithe. 
36-1084 
Library of Congress QRH.RG 1927 
Cornell Unty. Libr. 12) 589.95 
Archte Hunt. 


. Variability, accuracy and adaptability of some common 
methods of determining the keeping quality of milk. 1-v ... 
Burlington, Vt., Free + —- co. . 
5S v. inet. tables, diogrs. ricultural experiment 
eration, Burlington Ballettos 31 314, Ate m6. nt S18, June, 1990) 
t head of title: University of Vermont and State agricultural col- 


tain ee 

Bibliography : pt. 1, p. 45-46. 
1. Methods of comparisun, by A. H. Robertson and J. M. 
Frayer.—tt. Observations in sextuplicate, by A. H. Robertson, Kuth 1. 
Moody and J. M. Frayer.—itt. Observations ot different temperatures 
= at sucevesive intervals on + al = ag ay Pas Robertson 

ad J. M. Frayer —tv. Corretatt ‘Robertson and 

; M. Frayer. —v. Brouder uspects ‘of varteatity, J A. . Robertson and 
J. M. Prayer. 

1. Milk. James Marshall, joint autbor. 
™. Moody, Ruth Inez, joint author. mm. Title. 

Title from Verment Univ. 3) A 31-829 

Library of Congress [8121.E3 no. 314-318) 


Robertson, Arthur Henry. 
Characterization in the conflict of laws, by A. H. Robertson 
Cambridge, Mass., Harvard university press, 1940. 
Sp. L, ¢ay-extz, 901 p. 23". (Half-title: Harvard studies in the con- 
Mict of laws. vol. tv) 


of cases”: p. (x¥)-3xi! 
Bibltograony D. (aav,-Exit. 
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Robertson, Ben, 1905— 
I saw England ;by, Ben Robertson. New York, A. A. Knopf, 
1941. 
4p. 1, 3-218, (1) p. 205°. 
“First edition.” 


European war, 19860- —Personal narratives, American. 2 Euro 
os war, 1) —<t. Brit. 1, Title, 





41-0831 
Library of Congress DB11L5.R6 
—— —— Copy 2. 115, 940.342 
Robertson, Ben, 1905- 
I saw England, by Ben Rob 3rd impressi London, 
Jarrolds, limited ,1941, 
Sp.L. 0100p. 19). 


—Personal narratives, American 2 World 


1. World war, 1080- 
4 1 Tithe 


war, 1980- —Gt. Brit. 
42-23180 

DSILS.R6 1Mle 

(2) 40.5842 


Lébrary of Congress 


Robertson, Ben, 1905— 

Red hills and cotton, an upcountry memory, by Ben Robert- 
son. New York, A. A. Knopf, 1942. 

4p.L,3-206p,1L ay. 

“First edition.” 
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tonfield publishers ,*1938, 
ix p.. 21, 3-288 p. geneal. tad. 239°. 
L Title. 
88-11642 
Library of Congress PZ3.RS4543Tr 
_ Copy 2. 
Copyright A 116712 3, 


Robertson, Benjamin Perry, 1863- 
The Holy Spirit ,by, B. P. Robertson ... Boston, R. G. 
Badger ,“1928, 


9p. 2". 
1. Holy Spirit. 
4003 

Library of Congress BT121.R55 

Copyright A 4253 2 
Bernard. 

Pension and superannuation funds, their formation and 

administration explained, by Bernard Robertson ... and H. 


Samuels ... with foreword by Sir Joseph Burn ... "Gan 
New York ,etc., Sir 1. Pitman & sons, Itd., 1928. 

x14 p 2. 

“Selected bibliography”: p. 12 


Brit. 2. Old age pensions—Gt. Brit. 1 Samuels, 


1. Pensions—Gt. 
Harry, joint author. 1. Title. 
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Library of Congress 








Robertson, Bernard. 
Pensions and superannuation funds, their formation and ad- 
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ministration Ss ined, by rd Robertson ... and H. 
Samuels . foreword by Sir Joseph Burn ... 2d ed. 
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“Selected bibliography”: p. 145. 
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aagmer. 2. Electric circuita. & Black, Leonard J., 
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joint author, 1. Title, 
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Burton J 1882- 
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.-- Motor oils for winter use, by Burton J. Robertson ... 
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proceedings and addressees, 1909. p. 361-567) 
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London ,ete., Gale & Polden, limited, 1936. 
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Bibliography : p. 517-682. 
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Library of Congress D9.08 no M 
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Select statutes, cases, and documents to illustrate English 





and J. G. Bartholomew London, New York ,etc., Oxford 
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24 p. 36 col. maps, 364* 


1, Europe— wens geography. 2 Atinses. 1 Bartholomew, 
John George, 1 
Map 16-5 
Library of Congress Div of maps G1S45.R6 
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Robertson, Sir Charles Grant, 1569- 
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Gray Robertson ... Edinburgh, D. Douglas, 1881. 
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Library of Congress S364. R6 
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Robertson, Charlies John. 

World sugar ———- & consumption; an economic-geo- 
graphical survey, by C. J. Robertson ... with a foreword by 
Noel Deerr. London, J Tale sons & Danielsson, Itd.. 1934 
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“Bibliographical note”: p. 133. 


1. Sugar trode. 2 Sugar. 3. Beets and beet suger 1. Title 
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Key to the Bible and socialism, by C. S. Robertson. (Coa- 
linga, Calif., 1940, 
127 p. treat. (port) pl. 19°. 
1 Soctaliem, Christian. 1. Tithe. 
41-20888 
Library of Congress HXS5SLRGS 
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109 p. incl. front., illus. (ports.) 224*. (Verse craft series; 
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37—1720 
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lingame. Atlanta, Banner press ,“1934, 
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1 witle. 


Library of Congress 
Copyright A T2574 2: 
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1. Title. 
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Robertson, Colin. 

The amazing corpse, by Colin Robertson, featuring that 
debonair adventurer, Peter Gayleigh. London and Melbourne, 
Ward Lock & co., limited (1942, 

2p. 1. 

“Firat published io 1942." 


1. Title. 
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Library of Congress P73 RSMSSAm 


Robertson, Colin. 
Devil or saint? By Colin Robertson. London and Mel- 
bourne, Ward, Lock & co., limited ,1936, 


vill. 9-256 p. 19". 
1 Tithe. 
(36-11965 
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Robertson, Colin. 
The fake, by Colin Robertson. London and Melbourne, 
Ward, Lock & co., limited ,1937, 
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Library of Congress 
Copyright A ad int. 23237 a 


Robertson, Colin. 
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and Melbourne, Ward, & co., limited ,1986, 


318 p. 1. 


1 Tithe. 
Library of Congress 


Copyright Aad int. 21999 3 


Robertson, Colin. 
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Lock & co., limited ,1935, 
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1 Title. 
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London and Mel- 


1. Title. 


Library of Congress 
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Colin. 
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bourne, Ward, Lock & co., limited 1939, 
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“First published in 1989." 


1. Title. 
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Library of Congress PZB RSS 
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White menace, by Colin Robertson. London and Melbourne, 
Ward, Lock & co., limited ,1938, 
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“First published 1938." 


1. Title. ™ 
Library of Congress PTB RYSOWS 
Copyright A ad int. 23881 s 
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Mar Wer pod his hes, by HM Robern 
bridge ,Eng., The University press, 1933. 

xvi, 223 p. 22". (Helf-title: Cambridge studies in economic history) 
“First written in pe LAT — aly A 


Robertson, Helen. 
Caseell's new cookery book of British and American dishes, 
Helen Robertson. London, Toronto ,ete., Cassell and com- 
pany Itd. ,1938, 
S28 p. 2". 
“First published tp Great Britain, 1988.” 


1. Cookery, English. 2 Cookery, American. 1 Tith. 


Library of Congress 
2d ons 








1. Cookery, American t. Title. 
Library of Congress TXTI5. Res a 
— —— Copy 2. 
Copyright A 108208 1385, ows 
Robertsoa, Helen. 
Merry mixer cook book ; and recipes for 
~~ te Rev. and enl. ed. with menus 
index. New York, Toronto, A com 
pany ,*1941, 
=p.11,@8p. 21°. 
Much of the materta) has in the home economics column 
in the Cleveland plain dealer. 
1 Cookery, American. {1 Title 
41-6124 
Library of Congress TXTIS.ROS 1941 
o #15 


|Robertson, Helen Field, 1896- 
The letters of a woman who was, 
neapolis, Minn., W. H. Robertson, 191 
lpi, d-I2Zp w. $1590 


the woman. Min- 


1. Spiritualism. 2. Future life. 1, Title. o 
Library of Congress BF1301.R65 — 
— —— Copy2 
Copyright A 46039 

Robertson, Mrs. Henrietta (Richardson) 

eee 
Richardson, Henrietta. 
Lammary or Concuzss Rerezance 
Congrem sscnetary extras which Go bot appear as is dapeattory catalogs, 
x 41-2710 
a, 

Robertson, Henry. 

A concise grammar of the Modern Greek 
chiefly composed from the ‘‘Nova FP ey ny) 
apy yp bf OTF yt ot 
ee 0 & oot See ee ee oe 
Romaic authors. By xg A .. London, 
Printed by A. J. Valpy for J. and son, 1818. 

xi, dh, 1p 18”. 
et Streets. 1. Thomas, F. Nova metho- 

10-28764¢ 

Library of Congress PAI0SE.R6 

Robertsoa, Heary. 

A handbook of bankers’ law. By Henry Robertson 
9d ed. Edinburgh, Bell & Bradfute, 1864. 

i, 20 p 1. 


“A Banking law—Scotiand. 2 Forms (Law)—Seotland. 1 Title. 
‘37-4238 


Library of Congress a 


LIBRARY OF CUNGRESS 


Robertson, Henry, ». p. 

A general view of the natural history of the atmos here, 
and of its connection with the sciences of medicine alee 
— Leas an essay on the causes of epidemical dis- 


y Henry Robertson, «. pv. ...  Edinbui Printed b: 
rod & Walker, for W. Laing; ,etc., rong ° 


2v. 2. 


1, Meteorology. 2. Atmosphere. 


Library of Congress QC861.R7 — 


1321, 


Robertson, Henry Clarence, 1888- 
in phenolin by H.C. Harts Hee 


tassium lates ©. Robertson, jr. 
bach printing co., 191 
Sip,ik pl 24m. 


ton, Pa., 
Thesis ge. b.)—Johns Hopkins university, 1910. 


1. Chemical reactions. 2. Ionization. 3. Electrolytes, Conductivity of. 
; 13-1729 
JoboaTiopine Gone. 


Robertson, Henry Dundas. 
District duties during the revolt in the North- west Provinces 


PpsL.R7 


xvi, 238 p. front. (fold. map) 20)". 


1. India—Hist.—Sepoy rebellion, 1857-1858. 


11—33889 
Library of Congress DS478.R6 


S71, 


Robertson, Henry Robert, 1839-1921. 

«+» The art of etchi ined and illustrated ; with remarks 
on the ~ processes of drypoint, mezzotint, and aquatint. 
By H. R. Robertson . thousand. London, Winsor & 

Newton, limited ,n. rae 


4p. front. pl. 18". (One shilling band-books on art, no. 33) 


1, Etching—Techaique. 1 Title. 
4-19270 Revised 
Library of Congress NE2130. R04 
(78642, 


Robertson, Henry Robert 

The art of painting on china, with a ry on terra cotta 
painting in oil and water colour. By H. R. Robertson... 7th 
ed. London, Winsor & Newton, limited ,n. d., 


1 p. L, 56, ly p. col. front. ius. 18%. (One shilling hand-books on 
ert, no. 34) 


First published 1884. 


1. Chine patoting. 
Library of Congress NE4606.R6 
030c1, 


Robertson, Henry Robert 
The art of pen-and-ink drawing, havi especial reference to 

book illustration. By H. R. Roberteon ”. 

toe Wee ooo. from the work of Edwin A. Ab- 
5 ter A Bell, and others. 

Winsor & Newton, hated ah — 


vill, 
nna front., illus, plates. 18. (One shilling hand-books on 
First published 1886, 

J. Pen drawing. 2 Illustration of books. 


Library of Congress ae 


NC806.R7 
(33b1, 





Robertson, Henry Robert, 1839-1921. 

Life on the upper Thames, by H. R. Robertson. London, 
Virtue, Spalding, and co., 1875 ,1874, 

5 p. 1, 214 p. incl. front., illus., plates 284 x 219". 


1. Thames river. 2. Gt. Brit-—Indus. 3. River life. 


83-8102 Revisea 
DA€670.T2R6 


(7832, 


Library of Congress 


Stemmata +k. et Durdin. Being tables com 
ing the known ancestors of the children y Herbert ot. 
ertson and his wife Helen Alexandrina M née Dur- 
din, and (except in some foreign families) brothers and 
sisters of these ancestors. Comp. chiefly from printed 
authorities by Herbert Robertson. 48 copies printed as a 
re J family record. London, Mitchell and Hughes, 


Seat ot f Pas ts 
oO! Lng 4 
“This copy is no. 4” 
1 Retertaen | family. 2. Durdin family. 
Pull name : Thomas Herbert Edwin Robertsom 
16-20943 


Library of Congress CS479.R6 1893 


Robertson, Holeombe McGavock, 1874- 

... Alcoholism and drug addiction as seen in United States 
marine hospitals, by H. McG. Robertson, ae, = 
States Public health service ... Washington, U. 
print. off., 1928. 

4p. incl. tables. 23°. 

Reprint no. 1218 from the Public health reports, v. 43, no. 14, April 6, 


1928 (p. 808-610) 
Running title: Alcohol and drag addicts in marine hospitals. 


Alcoholism. 2. Nezcotic habit 1. U, 8. Public health service. 
robe | — -¥, ~~: Reprint 1218. m. Title: Alcohol and drug ad- 
dicts rine hospitals. 

28-26486 
Library of Congress RCS6T.RT 
—— —— Copy 2. “& 


Ne enna 
x yy cost in os —_ 2. Bapast « = 
be ath McG. |" Robertson, surgeon, United 
ee Pa mo ith service, in ~~ of cooperative 
ral health work in Virginia ... ‘ashington, Govt. 
print. off, 1923. 
8 p. incl. tables. ze. o 
ARE le ote ee ens 2 8 ee 5 


LA 1. U.S Public health service. Public 
PEK ng ey 





Library of Congress TL2B.R6 
——— Copy 2. & 


Robertson, Holcombe McGavock, 1874- 

.. A study of syphilis in the Coast guard, by H. McG. Rob- 
ertson, medical director, United States Public health service, 
chief medical officer, U. 8. Coast guard ... Washington, U. 8. 
Govt. print. off., 1937. 

1p. L, 8p. incl. tables. 2". 


Reprint no. 1842 from the Public health reports, v. 62, no. 81, July 80, 
1987 (p. 1080-1088) 

Running title: Syphilis in the Coast guard. 

1. Syphilis. 2 U. 8. Const guard. 1 U. 8. Public health service. 
Public health reports. Reprint 1842. n. Title 1m. Title: Syphilis in the 
Coast guard. 

87-28817 

Library of Congress RC201.5.A1R68 
—— ——— Copy 2. mh 614.047 
Robertson, Howard, 1888- 


lained, by Howard Robertson .. 
inttctory nb J.C. Squire. London, E. Bona, tested, 


2p.L, xivp. 11, (7-212 p. front, 24 pl (incl plan) 19°. 
Bibliography : p. 206-208. 


1. Architecture—Hist. 1 Title. 
219024 


Library of Congress NA2520.R6 














XUM 


Robertson, Howard, 1888- ed. 
Examples of modern French architecture, edited by How 
ard Robertson ... and F. R. Yerbury illustrated by photo- 


graphs specially taken for the purpose. New York, C. Scrib- 
ner’s sons, 1928 

7Tp.11 cpl. %Vinel, plans) 28x 214". 

Printed in Great Britain 


1. Architecture, French. 


1. Yerbury, Francis Rowland, joint ed 
u. Title. 


28—2020 
Library of Congress NA1048.R6 


(39g1, 


Robertson, Howard, 1888- 
... The four Inns of court. Text by Howard Robertson 
(New York, Ladowici-Celadon company, °1930. 


Pp. :120,-143. Remy plates. a 28 x 219°. 


(The Tulleries bro- 
cbures vol. 1, no, 3. May 1880 


1. Architecture—London. 1. Title. u. Title: Inns of court 
A33-131 
Virginia. Univ. Library 
for Library of Congress ([NA950.TS4 vol. 2, n0.8) 
a8Tel-, 


Robertson, Howard, 1888- 

Modern architectural design, by Howard Robertson ... 
(London, The Architectural press, 1982. 

vy, 220 p. incl. (lus. (inel. plans) plates. 22)". 


“This book is, in a sense, a sequel to The principles of architectural 
composition.” — Pref. 


1. settee Saape and plans. 2. Architecture—Composition, 
proportion, ete 1. Tit 


583 
Library of Congress NA2TSO.R) 


(8841, ™ 


—— Howard, 1888- 
rinciples of architectural composition, ya How- 
i Bobet . With a foreword by Robert Atkinson 
_ The Architectural press, 1924. 
xx, 164 p. front, illus. (incl plans) 23. 
“Works of reference”: p. 155. 


1. Architecture—Composition, proportion, etc. 


BBO 
Library of Congress NAZ760.R6 
8h1, 

Robertson, Huntly. 

The ar, Mad Huntly Robertson ... London, @. 
Richards, Itd., 

MB p. 199". 

1. Title 

Library of Congress PZ3.RS473Pe casa 
Copyright A ad int. $933 (2 


Robertson, Huntly. 


Through John’s eyes, by Huntly Robertson. London, 
G. Richards, Itd., 1921. 


277 p. 1. 
1. Title. 
22-10092 
Library of Congress PZ3.RS73Th2 
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Robertson, Huntly. 
Through John’s eyes, by Huntly Robertson. New 
York, George H. Doran company (1921, 
276 p. 19". $1.90 
1, Title. 
22-6513 
Library of Congress PZ3.RS475Th 
—_— Copy 2. 
Copyright A 659389 7) 
Reference card 
Robertson, Ignatius Loyola, pseud. 
see 
Knapp, Samuel Lorenso, 1788-1838. 
S-6217¢ 
Library of Congress Sicl, 
Robertson, J G. 


The environs of Reading; ed. by J, G. Robertson, 
Vol. 1. Reading, J. Snare, 1843. 


lp. L, 2p. illu. 109. 


Cover-title : terval eich, by W. Fchact rome wih 
me oy Fletcher. 


Bubject entrien: Reading, Eng.—Descr. 





al 
Library of Congress, no. DAG90. RRS. 
Robertson, J. b, Soom, Now York. : 
The Hine eli Manuf: d by James L. 
Robertson & sons . \New York, 1905, 


cover-title, 16 p. illus. 22™. 


1. Steam te 
— 06-962 Unrev'd 


Library of Congress TYMLRH Copyright 


Robertson, J. L., & sons, New York. 
Steam-engine indicators and their attachments. New York, 
3%, L. Robertson & sons ,1906, 


82 p. iMlus, diagrs. 224”. 


1, Indicators for steam-engines. 


os 6-046 Unrev'd 
Library of Congress TJ478. ROS 
Copyright (a33b1) 
Robertson, J L ¥. 

Discours sur la nécessité d'un wre me moral, par J.-L.-F. 
Robertson, de Gravelines. Anvers, Im: —y ha P. Dela- 
croix, 1816. 

2p.1, 1p. 2". 

9 SBI2 

Library of Congress 
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Robertson 


Robertson, J M 

Hand-book of Mexico. oan {ty fo 
lic of Mexico at the —— aes ae? 
New York, Thompson & M. 

vil, 141 p. incl. tables =x” 


1. Mexico. 2. Mexico—Economic conditions. 1. Title. 


AMTT3 
Title from Northwestern Univ. Printed by L. C. 


Robertson, James. 

An account of the iron mines of Caradogh, near Ta- 
breez in Persia, and of the method peed pny el aa 
ducing malleable-iron by a single process from the 


ace eo. Transactions. poten eng =. 





ca S483 Unrev'd 
Library of Congress Q4LE2 vol 4 
1826b1) 
Robertson, James. 

Labor bmg ap by je | 
ard system, ‘oe .» One big union. 
Portland, Or. aaa ® 

cover-title, 15, i p23". 
ad, ree! 2. Labor and laboring classes. 1 Tithe. m Title: 

19-9866 

Library of Congress HD6S11.R6 
— —— Copy 2. 

Copyright A $2374 rs) 
Robertson, James, inventor. 

Important mech its in the meat pack- 
Ph yh and mode of mechanical 
Pag pty - ty t and concentrate the traf- 
fic. By James Boston, Mass., 1883. 

2p1, 451 numb. 10x 15°. 

Text runs parallel with back of cover. 

1. Slaughtering and slaughter-houses. “ 

Library of Congress TSI970,R7 
© 1m): 167 


1 chared 
Nova 3. Presbyterian church tm Prince Béward \slend 


Library of Congress 








Robertson, Jamen (of Bast Cambridge, Mass.) 
.-. A plea for humanity. East Cambridge, Mass., 1881. 


broadside. 214 x 139". 


Against capita! punishment, with reference to Guiteau In verse. 


press, 1 
=p.11, 27, hp. 27m. 


cis tahange Table ote Re eae TE 3. For- 


‘ames Robertson. 
Landon, New York ,ete., H. Milford, Oxford 


LIBRARY OF CONGRESS 


Robertson, James, 1672-1748. 


Tho Sevens Reid Bebertosn of Steaieck, ty tho Rov. 


James Robertson, with from other al 
Blairgowrie, Printed at the Advertiser office, 1887 


2p, S-Hp 19°. 


ent. Veee Bate 2,00. aptaen te Ge year 708” 


1, Robertson family. 2 Reid, John, 1721-1807. 1. Title. 


21-17141 
CS479.R6 1887 


72) 


Library of Congress 


Robertson, James, 1714-1795. 

Clavis Pentateuchi; sive Analysis omnium vocum hebrai- 
carum suo ordine in P Moseos : une 
cum versione latina et anglica: notis criticis et philologicis 
adjectis ; in quibus, ex lingua arabica, Judseorum moribus, et 














1. Title. 1. Title: In- 
19-4807 
Library of Congress HFS715.G7R6 
Se 
Robertson, James. 
Haandbok i overférsel av inter tionale handelsnot 
ringer mellem Norge og Storb i 
af priser fra det ene “ands mynt, onl es til det 


andet lands maal og verdienheter, A & §- 
ved James Robertson. London, New York ,etc., H. Mil- 


ford, Oxford university press, 1921. 
vii, 123, d) p17". 


befattet, 


x ° ote ay 2 Weights and measures—Tables, ete. 3. For- 


eign exchange—Tables, 


Library of Congress HG219 R6 


2 


Robertson, James, of Manchester, Eng. 


vii, 230, Bp 19". 


1. U. S—Deser. & trav. 2. U. S—Econ. condit. 
Library of Congress E166. R65 
ra26d1) 


‘33 HH 

Library of Congress ‘BP 283 ROSAS 

—— ——— Copy? (100.9817) 128.9 
woo] merchant) defendant 

Robertson, James 

Trial of James Robertson; on an indictment for jury 
Before the General seasions of New-York, 
Wednesday, and 13th days of October, 1824. By N. B. 
Blunt. New-York, Printed for the publisher, 

@p.1k 2. 


1. Bheot, N. B. reporter. a New York (County) 
brand ome 


Library of Congress a 





RASA 


commercial i 
London, Longman & oo.; rete, ete., 1855, 


1. Title. 


48 


Court of general 


plurium locorum S. S. sensus eruitur, 
novaque versione illustratur. In usum juventutis academicac 
edi Cui premittuntur dissertationes dus; t De 
antiquitate lingue arabicw, ejusque corivenientis cum 
hebrea, &c. 1. De genuina punctorum vocalium antiquitate, 
(Continued on next card) 





Robertson, James, d. 1820. 

Narrative of a secret mission to the Danish Stents in 
1808. Slate te een ee an rom the 
author's ms. by his nephew, Alexander Clin‘ ton Fraser. 
ga Longman, Green, Longman, Roberts, and Green, 


1863. 
oa @e 1). 
‘The mission was to invite $e Reaqels, 4 te Romane, detsined with 
is eeceee fe Deamers, to avail himec! of the assistance of the English 
fleet in withdrawing his troops. 


1. Caro y Sureda, Pedro, marqués de la Romana, 1761-1811. 
ser, Alexander Clinton, ed. aisned 


10-226S2¢ 


Library of Congress DC2325.R6 


Robertson, James, 1840-1920. 

ie ey ae Sees oa Oat 8p Bes eaten 
and by modern critical historians; by James Robertson .. 
ded, New York, T. Whittaker ,1892, 

2. or. 

Delivered in substance, as the Baird lecture in the spring of 1880. 


1. Jews— Religion. o-188 
Library of Congress RM165.R6 1802 
180g1, 
James, 1714-1794. Clavis P. hi... Robertson, James, 1840-1920. 





Robertson, 
(Card 2) 
contra clariss. Capellum, Waltonum, Masclefum, Hutchinso- 
nium, aliosque, ex ipsius linguae Hebrese ijusque dialectorum 
indole pta. Auctore Jacobo Robertson ... Edinburgi, 
typis R. et P. et A. Neill, impensis auctoris; prostant 
WES oul & tewib od. dh oloctns agen 

2p. 1, xxx, 72 p, 11, 1064p, 11, 576, xl p. 2. 

1. Bible. O. T. Pentateach— Commentaries. 2. Bible —Commen- 
riee—O. Pentateuch. 3. Arabic language. 4. Masorab. 1. Title. 
m. Title: De tate lingue arebice. mi. Title: De genuine puncto- 
rum vocaliom 


Library of Congress BS1225.R5 


a32e1 


Robertson, James, 1714-1795. 

Editio secunda Grammatice hebree, in quibus- 
dam pertbn bev ali vero emanate & Speier 
os dix, Gi 
maticam Uebream ams. . C. Wilson .. ae 
tur. podnny PA ORY 
auctoris, in edibus Mundell et Wilson, 1783. 
xviii, 46, @, ip. 22™. 





1. Hebrew language—Grammar. 1. Wilson, Charles, 3 2. 


Library of Congress PI4S63R7 


Robertson, James, 17207-1786 
see also 


New York (Colony) Governor, 1779-1783 
(James Robertson) 


Robertson, James, 1742-1814. 
(vrei eet 


wee 


v. oa -% iin ae 
Sug iiisssee te 
to Robertson, with.» few written by him. A 
number of the letters are by William Blount 
yy 2 ~-F. preserved in the library of the University 
of Nashville. 
1. Tennessee—Hist—Sources. 1. Blount, William, 1749-1800. 
741M 
Library of Congress F431.A5S3 


The Old Testament and its contents, by James Robertson .. 
London, A. & U, Black, 1893. " 


x 1@p. 1". 


1. Bible. 0. T. ‘Text-books. 2. Bible—Study—Text-booke— 
O.T. 1 Tithe. — 


Library of Congress BS1104. RST 


Robertson, James, 1840-1920. 

aoe elite, a8 Oe Sh of So am Ys oan 
Robertson. . Edinburgh and London, W. Blackwood and 
sons, 1898. 


xvi, 360 p. 234". (The Croall lectures, 1898-04) 


1. Bible. O. T. ee ean 2 Bible— 
Criticiam, interpretation, ete —0. T. L Title. 


419-251 


Stanford univ. Library 
tor Library of Congress e881, 


a oa eS. 
Catalog of 3539 zodiacal stars for the equinox 1950.0. 
Washington, 0. 8. Govt. print. off., 1940. 


_lbrary of Congress 


wo 06 vol. 10, pt. 2 


(820.82) 628.80 


Rebertson, James Alexander, 1873-1939. 


ro manor tn ot Pipi ary Moni 
By James A. : un ra 


cte., tte., 1915, 
2p. 1, tv, 1170p 38 Qyeete, (task, See) ig (In Aatatic society of 
Japan. Transactions. Yokohama ,¢tc.. 1915, vol. xu, pt. 1) 


1 r Spain—Bibi. 
(oma) with Jagan—-bibl. 1 Puitippine telands: Mettonat Unrary, 
18—17587 


Library of Congress ASSEZLYS vol 4, ptt 


—————Gg7t e381, 














James Al der, 1873- 

Bibliography of the Philippine islands, printed and manu- 
script, preceded by « descriptive account of the most impor- 
tant archives and coll Ph by James 
Alexander Rob rtson ... Cleveland, “0. The A. H. Clark 
company, 1208. 

5 p. 1, 487 p. 269 


bibliography only 150 copies were issued as 8 separate from 
‘The so Philippine islands; 1493-1806".” 








1. Philippine islande—Bibd!. 


Library of Congress 73291. ROS 
— —— Copy 2 
Copyright A 207182 (88501) 


Robertson, James Alexander, 1873- 
.. The Far East, with special reference to China, its cul- 
ture, civilization and history, by James Alexander Robertson 
e S outline for individual and group study. Chapel Hill, 
ag ye of North Carolina press “1931, 
8T p. . hb Carolina. Sonate. University extension di- 
vito! Univers r) North Carolina extension bulletin. vol. x1, no. 2) 
attempt . eae. ang to contemporary publications, 
eatgstens for the aay of several ons of the Far East.”—Foreword. 
“Reference bibliography” : p. (77, 
East (Far East) 2. East (Per —— 8. China—Hist. —Out- 
eon ined, ete. 4 China—Bibi. L 





32—1867 
Library of Congress LOSB0L.N43 vol. 11, no. 2 
ame Copy 2. DS513.R6 
Copyright A 45258 (30k2, (878.18) 951 


Robertson, James Alexander, 1873- 


ed. 
The Inter-American historical series 


The Inter-American historical series, 


Rob 





taon, James Al der, 1878- 
.. Legazpi and Philippine colonization. By James A. Rob- 


(In American historical association. Annual report .. for the year 
1907. Washington, 1906. 34). +. 1, p 143-156) 


1. Legaspl, Migue! Lépes de, 1524-1572 2. Spain—Colonies—Philip- 
pine islands 
CD 11-1 
EIT2A0) 1907 voli 


Library of Congress. Card div. 


ein, 


List of documents in archives relating to the history 
of the United States, w! have been printed or of which 
transcripts are preserved in i i By James 
Alexander Robertson. Washington, D. C., Carnegie institution 
of Washi 1910. 

one (Om vereo of tp. institution of Wasb- 


Hale for the volume was Miss Mary F. Grifin."—Pref. 
1. U.S Hist. Sources. 2. Archives—Spain. 1 Oriffin, Mary F. 
10—16822 
Library of Congress CD 1858. U6R6 
——— Copy 2. 01, 
Robertson, James Alexander, 1873- ed. and tr. 


Alexander 
other early maps and tans . 
Clark company, 1911. 

2¥. front. maps, plans. 24)™. 
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James Alexander, 1873- ed.anatr. Lea- 

isiana under the rule of Spain... 1911. (Card 2) 
Bibliography : ¥. 1, p. (19)-26. 

at Louisiana purchase. 2 Louisiana—Hist.—Sources. 2 Allict, 

u—si 

Library of Congress F873. R64 

— —— Onpy 2. 

Copyright A 278475, ‘230801 


«#1pl, 


Robertson, James Alexander, 1873- 


The need for codperative bibliography, by James A. Rob- 
ertson. Durham, N. C., Duke university press, 1926, 
cover-title, p. 265-276. 254". 


“Reprinted from The 
eoanah eae Hispanic American historical review, vol. vi, 





1 Tithe. 
Library of Congress 71001.R65 a 
a 
Rob James Al der, 1873-1939. 





Notes on the archives of the Philippines, by James Alex- 
ander Robertson .. 


(in American historical association. Annual report .. for the year 
1910. Washington, 1912. 24). p. 421-425) 


Appendix & of the report of the Public archives commission, 1910. 


1. Archives— Philippines. 1. Tithe. 
CDIl—-8 
Library of Congress. Card div. E172.A460 1910 
e40fl, 


Robertson, James Alexander, 1873- 


The social structure of, and ideas of law among, early 
phen parm peoples; and a recently-discovered pre-Hie 


ic criminal code of the Philip jy Vs 
IK. Robertson, Manila. Reprin fed from * Pacific 


”’ by H. Morse Stephens and Herbert E. 
Bolton. New York, The Macmillan company, ‘1917. 
cover-title, p. 160-191. 24™. 
“The code which fo chean bale, and which fo vaally den come Sar ile 
paper, forms part of a manuscript written during the years 1837 and 1838 


(Continued on next card) 
17-16875 


bya friar, José Maria Pavén Pavén’ script, which 
be i cqre tbe meat tur, ‘s entitled “The ancient 


the Island of Negros’ ret 


Phili inte — Ses, life & cust. 2 Criminal bw — 
pe te José Maria. 
cones wit Pacific Ocean in history 


Library of Céngress 


nee ae ane, Ue. 
The Spanish manuscripts of the Florida state historical 
society, cee &. SEED «. Worcester, Mass, The 


Society, 1929. 
“ap 24". 
£5 eed of Sito: Aenestenn entiquecten antiquarian society 

oor — the Proceedings of the American antiquarian society 
a Spanish Manuscripts. U. 8. BS ey 

Wierda etate Alenecien! 

p—— TD 
Library of Congress zee2z1_FesR 

———— Copy 2. os mesTso 


Robertson, James Alexander, 1873- 
The Spanish manuscripts of the Florida state historical so- 
ciety, by James A. Robertson. 


(In American 


Worcester, Mass. a 
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=~. as. eee 


2. Seemann Gant. 2 Manuscripte. U. 8 8 Florids—History— 
Sources” state hjstorical society, Deland. a. Title. 
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Robertson, James Alexander, d. 1874. 
Comitatus de Atholia. The earldom of Atholl: its 


boundaries stated, the extent therein of the posses- 
sions of the family of De Atholia, and their descendants, 

rtsons. fs and map. By J. A. Rob- 
ertson. (Edinburgh, Printed for private circulation 


(Murray and Gibb, printers, 1860. 
2p.1,8p fold map. 2”. 


1, Atholl, Earls of 2 Atholia family 3 Robertson family. 1 Tithe 
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Robertson, James Alexander, d. 1874. 


Concise hi | proofs ting the Gael of Alban; or, 
Highlanders of Scotland ; with short notices of the 





xxrvi p, 11, 642 p. 16 pl. (incl front.) map. 20”. 


1 Highlands of Scotiané—Hist. 2 Bthrology—Scotiand 3 Names, 
Geographice|—Scotland. 4 Clans and clan system. 
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Robertson, James Alexander, 1890— 
Divine vocation in human life, by James Alex. Robertson .. 


London, J. Clarke & co., limited ,1925, 


L Tithe 
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Library of Congress BiG BS 
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San Soins Ge | of St. John, by James 


Alex. Robertson, m. a. . T. & T. Clark ,1919, 


129 p. 15%. (Om cower: Primers for teachers and senior Bible 
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The hidden romance of the New Testament, 
Alex. Robertson .. $4 ingoension. Landen, Y dure 
& co., limited ,19231, 

. (The humanism of the Bible” serien 
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James Al der, 1880- 
Jesus the citizen, by James Alex. Robertson ... Garden City, 
N. ¥., Doubleday, Doran & company, inc., 1928. 
188, (yp 19". 
1. Jesus Christ 1. Title. 
20-12703 
Library of Congress BT590.C5SR6 
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Robertson, James Alexander, 1830- 


The spiritual pilgrimage of Jesus ... by James Alex. 
Robertson ... 4th impression, Boston, The Pilgrim 
press; London, J. Clarke & co., Itd. ;1921 


287, 11) p. 199°". (The Bruce lectures, 1917) 


1. Jesus Christ 1. Moffatt, James, 1870- un. Title. 
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Studies for a portrait of Jesus, by James Alex. Robertson .. 
London, J. Clarke & company, Itd. ,1936, 


141, 1; p. frost. 18°. 


1. Jesus Christ—Character. 2. Jesus Christ—Art. 1. Title. 
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Robertson, James Arthur 
eeeReview of the trade of India... 
1902/03-1904/05 


India. Statistical dept. 


Robertson, James Barr. 

Bimetallism and the finances of India, by J. Barr Robertson. 
Proof of an article in “The Westminster review” for January, 
1881. London Printed by Ballantyne, Hanson and co., 1881. 

cuver-tithe, 39 p. 22". 


1. Bimetatliem, 2. Currency question—India. 
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Library of Congress HOM2RT 
142b1, 


Robertson, James Barr. 
The Confederate debt and private southern debts. By 
hoa 1000 Robertson. London, Waterlow and sons, lim- 
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5 em Puto—Conteterete States of Acnerten, 2 Debts, Public— 
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Robertson, James Barr. 

... The currency problem. Paper by J. Barr Robertson. 
Read before the Society of arts, January 19, 1893... London, 
E. Wilson, 1893. 


4p 2. 
“Reprinted from the Journal of the Society of arts, of February 8, 


1. Currency question—Gt. Brit. 
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Robertson, James Barr. 
Great Britain, the United States, and the Irish questi 





Robertson, James Craigie, 1813-1882. 
Be te en ene Meaney of the Chant of Bang 
——eee London, W. Picker. 


vill, 188, (yp. 224". 
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1. Church of England. Liturgy and ritual. 1. Title. 


Library of Congress BX5141.R6 
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Robertson, James Craigie, 1813-1882, ed. 





A contribution to ge politics in the Westminster re- 


view of October, 1883. By J. Barr Robertson. London, 
National liberal club, 1888 
1p. L, (315-48 p. 22 
1. Irish question. 
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Robertson, James Burton, 1800-1877. 


Lectures on some subjects of modern history and biog- 
cer: Bry. “ the Catholic a ag of Teened, 
1860-1864. B. Robertson ... Dublin, W. B. Kelly; 
cete., ete.) 4 


xvi, 528 p. 19™. 


Cowrenrs. rey of Spain in the eighteenth —— 
and times of M. de Chateaubriand —Two lectures on 0 00 oem = 
of modern times. 
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Robertson, James Burton, 1800-1877. 


Lectures on the life, —— and times, of Edmund Burke. 
By J. B. Robertson ... lon, J. Philp ,1869, 


xiii, 407, (1; p. 199". 
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Robertson, James Craigie, 1813-1882. 
Becket, archbishop of ag A biography. By 
James Craigic Robertson ..._ London, J. Murray, 1859. 
xi, 30 p. front, 4 pl. 20". 
“List of books referred to”: p. xi. 


1. Thomas 4 Becket, Saint, abp. of Canterbury, 1118?-1170. 
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Robertson, James Craigie, 1913-1882. 
History of the Christian church, from the apostolic age 


to the reformation, a. v. 64-1517. By James C. Robertson 
. New and rev. ed. London, J. Murray, 1875-1901 
rv. 2, "Ml, 

By. 128)™ 


Vol. 2: New impression. 1901 
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Materials for the history of Thomas Becket, archbishop of 
Canterbury (canonized by Pope Alexander m1., a. p. 1173) 
Edited by James Craigie Robertson ... Published by the au- 
thority of the lords commissioners of Her Majesty's Treasury, 
under the direction of the master of the rolls. London, Long. 
man & co.; ,etc., etc., 1875-85. 

7 (Halt- tiie: oe Brit. Public record office, Rerum bri- 
avg = ev ; or, Chronicles and memorials of Great 
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1. Thowas & Becket, a. abp. of Canterbury, 11187-1170. 
et passio 8. Thome. mu. Benedict, abbot of 


lam, of eg 
Peterbo! 


rough, @ Sancti Thome. mi John of Salisbury, 
bp. of Chartres, d@. 1180. Vita Sancti Thome. rv. Alan, of Tewkes 
bury, 12th cent. Vita Grim, Edward, f. 1170-1177, 
Vita 8. Thome. vi. William, 4. 1190? Vita Sancti Thome. 
vu. of Bosham, f. 1162-1186. Vita Sancti Thome. vm. Shep 
pard, Joseph Brigstocke, 1827-1996, joint ed. rx. Title. 
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Robertson, James Douglas, comp. 
Vials of golden verse inspirati poems of the 
Christian faith, compiled James Douglas Robertson, ru. p. 
Ci i, O., J. b (1940, 
Sp mr. 


P ean poetry, American. 2 Religious poetry, English. 
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Robertson, James George, ed. 

Antiquities and scenery of the county of Kilkenny. Ed. 
and pub. by James George Robertson. Kilkenny, T. 
Shearman, printer, 1851. 


142) p. plates. 27) x 43™. 


1. Kilkenny, Ire. (County)—Descr. & trav. 2. Kilkenny, Ire. (County)— 
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Library of Congress DA990 K43R6 


(Robertson, James Logie, 1846- 

‘For puir auld Scotland's sake’; a book of prose essays 
(with a few ee fringes) on Scottish » ey & rural 
—— by Hugh Haliburton ;pseud., ... Edinburgh & 

London, W. Paterson, 1887. 

vii, Bp. 1 

Originally contributed to varion= periodicals. 

In 1890 the anthor's second series appeared under title : In Scottish fields. 

Ca Herda.—Authorehip of ‘Christ's kirk on the green. ~~ 


birth rf ‘Burne at Ki 
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Scottish proverbs. +" A weld ‘Arcadia. —The queen's iday. 
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‘Robertson, James Logie, 1846-1922. 

Furth in field; a volume of essays on the life, language 
and literature of old Scotland, by Hugh Haiiburton :pseud., 
London, T. F. Unwin, 1894. 

vill, 280 p. 199" 
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Robertson, James Logie, 1546-1922. 
A history of English literature for secondary schools, by 
J. Logie Robertson ... New York, Harper & brothers, 1894. 
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Library of Congress PRSS.RO 
_ Copy 2. 
Copyright 1804: 46319 (@33b1, 


Robertson, James, Logie, 1846— 
Horace in homespun; a series of Scottish I 
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Ochil idylis and other poems, by as Haliburton :pseud., 
London, W. Paterson & co., 189. 
Spt. 9eme 114". 


1 Title. 
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Robertson, James Madison, d. 1891. 

Petition of Captain and Brevet Brigadier General 
James M. Robertson, U. 8. army, asking of Congress the 
passage of an enabling law to promote him a r of 
artillery, according to the law of promotion of the United 
States army. Washington, D. & M’Gill & Witherow, 
printers ,1873, 


cover-title, 1S p. 23 
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Robertson, James P. 


Report made to the president and directors of the Fay- 
etteville and Florence railroad, by the engineers int- 
to make a reconnoissance of the route. James P. Rob- 
ertson, David G. McDuffie, engineers. Fayetteville, N. C., 
Presbyterian office, 1867. 
Mp. 2m. 
aac, Pareteviiie end Plosence calivend. 1. McDuffie, David G., joint au- 
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Title from Bureau of Railway Economics. Printed by L. C. 
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by Hugh Haliburton ;pseud., ... with preface, notes, and 


glossary by J. Logie obertson . Edinburgh, W. Pat- 
ereon, 1886. 
xi, 100p. ius 219=. 
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sius = Clay to Russia, 1861-1862 and 1863-1869 by, 
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Edited by Catherine L. Robertson. of. p. (10, 
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Robertson, James Rood, 1964-1952. 

A paper upon the d of civil g in Oregon 
treated as a part of the growth of our national life by James 
Rood Robertson ... Forest Grove, Or., Thompson & son, 
printers, 1899. 
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The apple trade. Evidence of Prof. James W. Robertson .. 
before the Select standing committee on agriculture and coloni- 
zation, 
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Cheese, butter, bacon, f a flour-nroduction and 
export; evidence of Prof. James W. Robertson ... before 
the Select standing committee on agriculture and coloni- 
zation, 1899 ... Ottawa, Printed by 8. E. Dawson, 1899. 
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Robertson, Jgmes Wilson, 1857- 

The conservation of agricultural resources. An ad- 
dress delivered by Dr. James W. Robertson before the 
first annual meeting of the Commission 9f conservation ... 
(Ottawa? 19109, 
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Robertson, James Wilson, 1857- 
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Robertson, James Wilson, 1857- 
Education for occupations ; rt of an address by Dr. 
James W. Robertson ... to the Ontario educational asso- 


ciation at Toronto, April, 1915. 
cover-title, 23 p. 23". 
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Robertson, James Wilson, 1857- 
Improvement of seeds and seed-grains. Evi of 
James W. a u fo ogee oe 
dairying, before on agri- 
culture and colonization. 1908. Painted by order® of 
Ottawa, Printed by 8. E. Dawson, printer 
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Robertson, James Wilson, 1857- 

The Macdonald college t. 

(Jn National education association of the United States. Journal o 
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Robertson, James Wilson, 1857- 
The Macdonald college movement; an address before 


the National education association of the United States, 
at Denver, Colorado, July 7, 1909, by James W. Robert- 
son... (Boston, 1909, 
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“Reprinted from the Proceedings of the association, 1909.” 
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Robertson, James Wilson, 1857- 
Manual training; fe eet manual training 


soc by Jan W: Roberton 1 The Ottawa manual train- 
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1p. L, Gr24 p. illus. (incl. port.) or. 
Reprinted from the April Canadian magazine. 
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Robertson, Jean K. 
A book of lettering, arranged by Jean K. Robertson, drawn 
by Albert Field. London, A. & C. Black, I"*, 1926. 


@p. Wun Bi”. 


Introduction : L. Edna Waiter. 
Conteots on p. cover. 
L Lettering. 1. Field, Albert. m Walter, Lavinia Edna. 
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Robertson, John. 


The hand-book of angling for Scotland and the borde: 
counties embracing the practical experience of thirty 


years’ fishing, with map and routes, &. By John Rob 
ertson. Lo ion, Houlston and Wright, 1861. 
xiii, @-184 p. front. (fold. map) 174 
1. Fishing—Scotland. 2. Rivers—Scotland. 
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Robertson, John (of Berwick-on-Tweed) 

Guide to the game of draughts, by John Robertson ... 
York, Dick & Fitzgerald ,1889, 

908 p. incl. pl. 24™. 
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The last strike for liberty. ar jitical satire on the 
——— of the “ goty we 
Cincinnati, author, 1886. 
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Robertson, John (of Halstead) 
Scenes from the life of St. Paul. By John Robertson. 


Published by the Sunday school association. London, 
E. T. Whitfield; ,etc., ete.) 1862. 
ix, dy, 372 p. fold map. 19™. 
1. Paul, Seint, apostle. 
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(Robertson, John, 178;-1873. 

Letters on the subject of southern wrongs and reme- 
dies. By J. R. Richmond, Va., 1861. 

cover-title, 55. 23°". 

Last letter signed: John Robertson. 
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(Robertson, John, 1787-1873. 
Riego, or The Spanish martyr. A tragedy: in five acts ... 
Richmond, P. D. Bernard, 1850. 


2p. L, dily-v, 6-106 p. 184". 
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Later published under author's name: J. Robertson. 


1. Riego y Nifier, Rafael del, 1784-1823—Drama. 1 Title. 
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Robertson, John, jr., 1787-1873. 

Speech of Mr. Robertson, of Virgwia, on his motion to 
reocmmit the Report and resolutions of the Select com- 


ittee on the subject of abolition. Delivered in the 
He resentatives, May, 1836. Washington city, 
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1. Teutonic race, 2 Germany—Hist. & Germany—Civilisation. vag end eligi. 
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2 


Title from Leland Stan- 


Rah 


m, John Mackin 1856-1933. 
Literary detection ; 4 symposium on “Macbeth”, by J. M. 
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of lectures for the South 
‘Modern criticiams of itfe’.”—Pref. 
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Contents.—Montaigne and Shakespeare 
my 


The originality of Shake- 
speare.—The learning of Shakespeare dex. 
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Library of Congress PR2055.MOR6 1909 
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Title from Forbes Libr. Printed by L. C. 
Robertson, John Mackinnon, 1856-1933. 
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1, Tariff—Gt. Brit. 2. Free trade aad protection—Free trade. 1. Title. 
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nana August, September and October, 1900; the t majority have 
been printed, mostly over the signature ‘herutator.” fo the columns of 
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school union ,°1866, 
2¥. fronts, plates. 17. 


1 Tithe. 
12—$8083 
Library of Congress @ Pz 
18801, 
(Robertson, Murray, 


The little house in the hollow. By the author of “Christie” 
etc. Philadelphia, New York, American Sunday-school union 
(°1868, 

1p.L,5-227p. front. plates, 16)”. 


1 Tithe. 
Library of Congress @ Pz 
rflbl, 


Robertson, Margaret Murray 

The orphans of Glen Elder. Philsdelphis, New York, Amer- 
ican Sunday-school union ,*1867, - 

1p.1,5-282p. front. plates. 174°. 


L Tithe. 
12—88088 
Library of Congress @ Pz 
(a0b1, 
(Reberteon, Margaret Murray, 


Shenae’s work at home. Philadelphia, New York, 
American Sunday-schoo!l union (1866, 


1p. 1, 5410p front, plates. 17)™. 
Title 


Library of Congress @ Pz 


(Robertson, Margaret Murray, 


Stephen Grattan’s faith. By the author of ‘‘Christie”’ 
+ @te. Philadel / New York, American Sunday- 
school union ;‘1 


1p. lL, $142 i aie 1sy9*. 


1. Tithe 


Library of Congress @ Pz 


Robertson, Margaret Shafto 
see 


Kendal, Mrs. Margaret Shafto (Robertson) 
Grimston, called, 1649- 


Freeland Robertson. 





(Robertson, Marian, 


Mah jong score book, with rules and definitions. This 


book may be used as a permanent record if d 
dating each score page. NY, Wilmerding 
& Wilmerding “1924, 


New York, N. Y., Wilmerding 


124 p. 199™ 
Text on lining-papers 


1. Mah jong. 
Library of Congress GV1299.M3R55 — 
Copyright A 778808 2 
Robertson, Marian. 

One in a thousand ; Sawuad; Ge way of Eipen do cud to Eetiyeest, 
by Marian Robertson. Evanston, Ill., , Peterson and co. 
“1941, 

Gp. ius 23)*. (The way of life series, 

Title on two leaves, illustrated. 

1. Moving-pictures. _1. Title. 

41-0836 

Library of Congress PN1906.R6 

6, TOLe 
Robertson, Marjorie Freeland. 


When toys talk; a musical play in one act, by Marjorie 
New York city, 8. French ,*1928, 
2p.1, 16, a1, p. 19°. (The Junior league plays) 


Music : ;11; p. at end. 


1 Title. 


28-18818 


Library of Congress PS3585.0182WS 1928 


Copyright D 27344 12; 


Roberteea, | Mima — Taylor, 1901- 


Evil London, E. Nash & 
Grayson limited ,1930, 





317,d,;p 1. 
1 Title. 
30-30615 
‘Library of Congress PZ3. RSATOEY 
Copyright A ad int. 14800 3) 


Robertson, Minns Sledge. 

... Lower-elementary classes for adults in Louisiana. 
cation makes the man.” Prepared by M. S. Robertson. 
by T. H. Harris, state superintendent of public education. 
(New Orleans, Thos. J. Moran's sons, 1935, 

4p, 1 h, 23°, (Louisiana, Dept. of education 
(Reprint) 

at one of title: State Department of education of Louisiana. Feb 
ruary. 

1. Edocation of adults. 2. Education—Loulsiana. 2. Adult educa- 

Loulstana. u Tite. m 


—Loolsiana 1 _— of education 
Title: “Education makes the man” 


Library, U. 8. Office of 
Library of Congress 


“Edu- 
Issued 


E 96-142 
Education LO6252.L8A2z 
(L154.BS2 no. 283) 

eh 


Robertson, Minns Sledge. 

Oral problem solving in the elementary school, wi} Pa 
Sledge Robertson ... Nashville, Tenn., George Peabod, 
lege for teachers, 1925. 


O1 p. diagra 23". (George Peabody college for teachers. Contri- 
bution to education. no. 20) 


Thesis (rn. ».)—George Peabody college for teachers, 1925. 
Bibliography: p. \74, 


1. Arithmetic, Mental. 2 Arithmetic—Study and teaching. 1. Title. 
27-9439 
Library of Congress QAISL.RM 1905 
#041, 





Robertson, Minns Sledge. 
Student self-government, pepe te 
Desethy 0. Kidd, W. A. Semeees Issued by T. H. Harris, 
dent of public educati Baton Rouge, 1926. 





2. Louisiana. Dept. of education. Publications, y. 1, 
am ry Educational pamphieta, no. 1) 


At bead of title: State deparanent of education of Louisiana. 


1. Self-government (in education) 1, Eldd, Dorothy M., joint author. 
1 Sisemore, William A., jotnt author. 
p2218 
Library, U. 8. Bar. of Edovcation LBS3006.LSR5 


Robertson, Morgan, 1861-1915. 


Sp. 1, 3-311, 0) p. 199". 


Conrents.—The closing of the circult.—A cow, two men, and a par- 
son.—The rivals.—A chemical comedy - -—A hero of the cloth —The sub- 
conscious janegan. — The —The submarine.—Fifty fathoms 
down — The enensies.—The vitality of Dennis —The belis.—The shart. — 


1 Title. 
6—T380 
Library of Congress PZ3.RS48DO 
— —— Copy 2. 
Copyright Sigl, 
Robertson, Morgan, 1861-1915. 
Down to the sea, Morgan Robertson. Autograph 


ed. (New iia McClure’s magazine and Metropolitan 
magazine (1914 


‘oh ans -. 


Library of Congress 


Robertson, Morgan, 1861- 


eeaeld 71598, by Morgan Robertson ... 
Mansfiel 


20.1, 45 p. 7 


New York, M. F 


on 7-41958¢ 
eee (Copyright 1898: 28721) 
Robertson, Morgan, 1861-1915. 


Land ho! by Morgan Robertson .. 
don, Harper & brothers, 1905. 


3p. 1, 3-321, hip. 199". 


. New York and Lon- 


Contents —The dollar —The aipownsr The wave.—The cook and 

“eal The ma line of least stance The lobster —On board the 

The magnetized man —The mistake —The submarine destroyer — 
dancer.—On the Rio Grande. 


1, Title. 


S—3S795 
Library of Congress 
—— —— Copy 2. 
Copyright A 120057 


Robertson, Morgan, 1861-1915. 
paatan of eae 0 comaae of Go eee ep 
.. New York, Doubleday, Page & co., 1901. 


"Gaadie 4 pl. (incl. fromt.) 199°. 
L Tithe. 
1 ames 
Litracy of Cougress P73 ROAAMe 
Copyright A & 6 2381, 8185 
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Robertson, Morgan, 1861- 





Masters of men; a romance of the new navy, by Mor- 
gan i. Autograph ed. (New York, McClure ‘s 
ag (1914) 
4p.1,2Bp. 19°. 
1. Title. 
1464-21585 
Library of Congress PZ3.RS48Ma3 
—— —— Copy 2. 
Copyright A S87R4R 


Robertson, Morgan, 1861-1915. 
Shipmates, by Morgan Robertson ... 
ton and company, 1901. 
vil, 347 p. fromt. 199. 


New York, D. Apple- 


Conrarts.—The nulsance.—The fool killer —The devil and ais due — 
Polarity : a tale of two brunettes.—A tale of a pigtail —The man at the 


wheel.—The day of the dog —At the end of the man-rope—A fall from 
grace.—The Dutch itch —On the deck. 
L Title. 
3-28137 Revised 
Library of Congress PZ3 R488 
Copyright A 19106 (B4b2, 
Robertson, Morgan, 1861-1915. 
Sinful Peck; a novel, by Morgan Roberta ... New York 
and London, Harper & brothers, 1903. 
Spl, 34, d)p. 19". 
1 Tithe. 
3—13930 
Library of Congress PZ3.RS4881 
Copyright 135e1, 
Robertson, Morgan, 1861-1915. 
Spun-yarn; sea stories by Morgan Robertson. New York 
and London, Harper & brothers, 1898. 
si, (}) p. 11, 215 p. front, pl. 19°. 
1. Title. 
A14-1106 
Title from Y.M.C.A.N.Y. R.R. Dept. Libr. Printed by L. C. 
(2841, 
Robertson, rey 1861-1915. 
A tale of a loge 4. ; illustrated pace 
A. Carey K. Jurist. ote A ork, he Ten. Truth seeker company, 
lp lL, 7 p. front, ius 185216. 
In verse. 
L Tite. 
(Pull neme: Morgan Andrew Robertson, 
‘2029815 
Library of Congress PS2719.B38 
Copyright 1804: 11886 
Robertson, Morgan, 1861-1915. 


“Where angels fear to tread” and other tales of the sea, by 

Morgan Robertson. New York, The Century co., 1899. 

@p.l, 2p. front. 109". 

Ce ee eee eo ee Lan oe 
—The trade tbe 


attic of the monsters—From the royal-yard down — 
2 aa 


1. Tithe. 
we 4659 
Library of Congress PZ. RSW 
Coprrieht 1800: 58654 (2m, 
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Robertson, Morgan, 1861-1915. 


“*Where angels fear to tread,’’ and other tales of the 
sea, by Morgan Robertson. fn ed. ‘nyt York; 
McClure’s mag and } magazine (1914, 

4p.128p. 1. 





wigwag message. 
stones — ~The battle of the monsters—From the royal-yard dowa— 
Needs most when the devil drives-When Greek meet Greek — Primor 


1. Title. 


Library of Congress PZ3.RS48Wh 4 
Robertson, Morgan, 1861-1915. 
The wreck of the Titan; or, Futility, by Morgan Robertson. 


Autograph ed. ,New York, McClure’s magazine and Metro- 
politan magazine ,1914, 


4p.1.268p. 19". 


ConTEenta.— wreck of the Titan.—The pirates.—Beyond the spec- 
trum.—Ip the valley of the shadow 


1, Title, 

16—11584 
Library of Congress P73. R8Wr 
4ib1, 


Robertson, Muirhead, pseud. 
see 


Johnson, Henry. 
The book of the Cheese. 1901. 
Exploits of Myles Standish. 1897. 


Robertson, Mysie E. I. 
see 


Robertson, Marion Eva Irvine, 1895- 


Robertson, Niven, 1884- 


The treatment of tuberculosis by means of Spengler’s 
immune bodies (I. K. ry by Niven Robertson ... 
London, Bailliére, Tindall & 1917. 


xiii, 152 p. illus, charts. 19°. 
Bibliography: p. 144-149. 


‘s tuberculin (1. K. (immunkbrper); 


‘coy, 5 & ar 


SG17-46 


1. Consumption, 2 ¢ 
3. Antigens and antibodies 


Library, U. S. Surgeon- General's Office 
Robertson, Norman, 1845— 
The Mictery of the county of Brose end of tho miner 
W. Driews 
Norman Robertson .. . Toronto, w.B 108 7 


x, Op. Guth, Siena. es 2. 
ae under the auspices of the Bruce County historical society.” cf. 
> 





PT ae County, Ont.—Hist. 1. Bruce County historical society, On- 


9100 
Library of Congress 








Robertson, Norvell, 1796-1879. 

Cpurch-members’ hand-book of theology, by Norvell Robert- 
son .... Memphis, Tenn., Published for the author, by the 
Southern Baptist publication society, 1874. 
4p.L783p. we. 


1. Theology, eee ge works. 2 mre ‘Doctrinal and 
controversial works. 1 Southern Baptist publication society. 1. Title 
30-7306 
Library of Congress BT77.R6 
Copyright 1874: 13746 FY 230 


Robertson, Mrs. Olive Allen. 

Violet rays and other poems, -' Olive Allen Robertson. 
New York, G. P. Putnam's sons, 1938. 

xii p, 11, 15-04 p. illus, port. 21@. 

Masic on Iining-papers. 


L Title. 


88-15235 
Library of Congress PS3535.01825053 1938 
— —— Copy 2. 
Copyright A 117874 12; 6115 
Robertson, Olive Allen. 


Violet rays, poems by Olive Allen Robertson. New York 
city, The Poets press “1935, 


Sp 20". 
L Title. 
36-4486 
Library of Congress PB3585.01625V5 1985 
——-——— Copy 2. 
Copyright A 90727 a 8115 


/Robertson, Patrick Robertson, /ord, 1794-1855. 

Leaves from a journal. ,Edinburgh, Printed by T. Con- 
stable, 1844 

Bi, ip we. 


Ip verse. 
Preface signed: P. RB. d. ¢. Patrick Robertson, 


1, Title. 


PRSZ32 RAL 
(88>), 


Library of Congress 


Robertson, Patrick Robertson, lord, 1794-1855. 

Stewarton case. Report of the pleadings, by Patrick 
Robertson ... and Andrew Rutherfurd ... in the process 
of and i dict, William C es4., 
and oo heritors of the parish of Stewarton, against 
the presbytery of Irvine. June and July 1842. Taken i » 
short-hand by Simon MacGregor. Edinburgh, W. P. 
Kennedy, 1842 

2 9 L%p 2m 





Andrew 1791-1854. 
wii es m Rear of "Souana 
tv. MacGregor, Simon, reporter. v¥. Title. 
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13-14706 


Library of Congress 


Robertson, Pearl Louise, 1901- 
See Se eee ate. . by Pearl Louise 
Robertson .. (Chicago, 1939. 
1p. lL, p 85-88, 282-288. 24". 
Part of thesis (rm. 0.) —University of Chicago, 1987. 
iprivete edition, distributed by the University of Chicago libraries, 


1. Cleveland, Grover, pres. U. S., 1887-1908. 


©7820 
Library of Congress 007. RO 
Univ. of Chicago Libr. 
— Copy 2. 3 023.173 
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Robertson, Percival, 1889- 

Some problems of the middle Mississippi river region 
during Pleistocene time ... by Percival Robertson ... Saint 
Louis, W: jeshingtoe university ;1 11938, 

cover-title, 2 p. L, ;8), 172-240 p. incl. titus. (inel. maps) tables, profiles. 


At head of title: Washington university ey dissertations. 
Thesis (PH. D.)- my CA of Washington, St. Louis, 1986. 


a! ne af the antenna af elaaee o0 Sates 
Louls, May, 1938, vol 6” 
bibliography”: p. 239-240. 
1. Geology, Stratigraphic—Pletetecene. 2 Geology — Missiasippt val- 
ley. 3. 4 Geotogy—titinats 1. Title: Middle 
region during Pletstocene ti 
89-18670 
Le od of Congress QES06.RE2 1086 
‘ashingtoo Unie tal Libr. 
— ——— Copy 2. 3 551.790077 


Robertson, Percy Tindal- 
see 


Tindal-Robertson, Percy, 1869- 


ra 


Robertson, Peter. 
Robertson's manual of elocution and philosophy of expres- 
sion. Dayton, O., United brethren publishing house, 1880. 
Mp1. a. 


1. Elocution. 
13 18308 
Library of Congress PN411L RS 
Copyright 1881: 408 rfid, 


Robertson, Peter. 

X-rays on the money dilemma of '96. By Rev. Peter 
Robertson ... Cincinnati, 0., W. D. Reehl ,1896, 
24. 


cover-title, 21 p. 


1. Silver question. 


Library of Congress HGS29.R65 


Robertson, Peter, 1847- 

The oracle, a music-drama by Peter Robertson, and Hum- 
phrey J. Stewart. ja, wcwx. ;San Francisco, Printed 
by Town talk press, 1910, 

cover-titie, 15, 1, p. 264”. 

“Printed for private publication.” 

“A music-drama Coy yf written for and firet produced at the dedi- 
cation of the new home of the Bohemian club, San Francisco, on Satur- 
jovemmber the twelfth, nineteen hundred and ten. 

Music by H. J. Stewart. 


t Sewer, ene John, 1856- 
cleco. ttt. 


Library of Congress 


21—20878 
PS3535.018307 1910 


13901, 


og, Se 1847- 
Rob ; cover design and 


The seedy 
trentigghess Gy Gesien Ross. San Francisco, A. M. Robertson, 
1903 ,1902, 
40.1, 3884p. front, 20". 
Con Texte. —Love.—Ourselves.— Woman's eyes. —Life ts « fake ~ Some 
human weaknesses —Outlaws and opera —The of 
The morbid —More about love.—'Is ‘art vas sre to 





Pott woman.—Macbeth sees himself — 

Nore —Wi —Life is never the same again.— 

Ghosts. —The orchestra.—A visitor from the shades. —-The mode. 
of life.— inet of 


comic Ragtime — The rose 
pe get on to thyself —The old life and the new —Hea: a 
The low ee ae im President —In the brave 
days whee we were twenty-one.— Poverty —Cbi 

1, Tithe. 
2301400 

P73 RASS 
yagtbl, 


Library of Congress 
Cop) right 


600 


nm. Bohemian club, San Fran- 


Robertson, Peter Lymburner. 

World ization or downfall, and the remedy; a com- 
posite picture of the causes of the present disequilibrium in 
ceacetiena Mat ne, e catens of cur con, Leama, Gite, 
reparations, gold shortage and of the resulting chaos, but, 
with a plan for the redi of gold, of 
gold, immediate liquidation of war debts, a full covering of 

es, and an 1 coinage. By Peter L. Robert- 
gon ... Hamilton, Ont., Printed for the ‘aie by Davis- 
Lasen lenis "1932, 


Pg tt a teed illus., plates. 22°. 


jone—1918— 
1 Title 








2 Currency question. 8. Gold. 


32—20618 
Library of Congress 
Copyright A ad int. 16526 


HOST. Re2 


14041, 330.904 


Robertson, Peter Lymburner. 

World reorganization or downfall, and the remedy; a com- 
posite picture of the causes of the present disequilibrium in 
the world—analyzing the extent of war costs, losses, debts, 
reparations, gold shortage and of the resulting chaos, but, 
with a plan for the redistribution of ald, we revaluation of gold, 
immediate liquidation of war debts, a full covering of cur- 
rencies, and an international coinage. By Peter L. 
son ... (New York, Printed for the author by John S. Swift 
o., ine. 1932. 

an 3h, gee | incl. tllus., plates. 





" ie conditions —1918- 2. ,— Question. 3. Gold. 
1 Title 
3280111 
Library ot Congress HOCST.RG2 10620 
Copyright A 56522 8 830.904 
Robertson, Philip Wilfrid, 1884- 
Life and beauty, a spiritual autobiography, by P. W. Rob- 
ertaon. London, E. Arnold & co. ,1931, 
4p L, 11-178, 1) p19. 
1. Eatheticn, 1 Tithe 
82-634) 
Library of Congress PRO0S5.055L5 1981 
8 923,742 


Robertson, Philip Wilfrid, 1884- 
oon nog analysis in theory and practice, by P. W. 
= ertson ... and D. H. Burleigh ... London, E. Arnold, 


63, hp. 229° 


Lc Chemietry, Analytic—Qualicative 
n 


Pa. 1. Burleigh, Douglas Henry, joint 


22-17. 
Library of Congress QD8s RE sical 


12 
Robertson, Philippe Forbes 
see 


Forbes-Robertson, Philippes 


Robertson, Pierre Charles Théodore 
Lafforgue- 


Robertson, Théodore, 1603-1871. 

















Robertson, Powhatan Wyndham. 
Robertson’s fae yam | and science of accounts, elu- 
cidating the principles and practice of _—_ entry and 
modern methods of arrangin, 
batan Wyndham Robertson . 
tional publishing company, 1895, 
176 p. incl. forms. 245°. 


a By Pow- 
ashingto ~ oN D. C., Na- 


1. Bookkeeping. 2. Accounting. 

7-462 
Library of Congress 
—— —— Copy2 


Robertson, Powhatan Wyndham. 
Robertson's bookkeep’ coping and science of accounts, elu- 
cidating the principles and practice of double entry and 


the modern methods of arra accounts. By Pow- 
hatan Wyndham Robertson ... ed., rev. and enl. ... 
Washington, D. C., P. W. Robertson, 1897. 
183 p. incl. forms. 24> 
1. Bookkeeping. 2. Accounting. 
7-4622+ 


Library of Congress HFS63S.R6S 1897 


Robertson, Powhatan Wyndham. 


Robertson's bookkeeping and science of accounts, elu- 
cidating the principles and practice of double entry, and 
the modern methods of arranging accounts, by Powhatan 


Wyndham en . 4th ed., rev. and enl.... Wash- 
ington, D. C., P. W . Robertson, 1901. 
183 p. incl forms. 244°. 
1. Bookkeeping. 2. Accounting 
1-24461 
Library of Congress HFS63S.R6S 1901 
Copyright A 17992 
Robertson, Powhatan Wyndham), 


A condensed treatise on progressive book-keeping, elu- 
cidating the principles and practice of double entry and 
the modern methods of arranging practical accounts. By 
Powhatan W. Robertson Grettereton D. C., National 
publishing co. “1894, 

135 p. incl. forms. 25° 


1. Bookkeeping. 2. Accounting. 


7-4621¢ 
Library of Congress HFS63S.R6S 184 
Robertson, R 8 ad 
courts act and the County courts act ; chap- 


~—— —_ Denny, 1885-1919. 
tion and soil conditions in the fear? ee foot- 
bill "Calloorsie, by Ralph D. Robertson . 

eley re tad 7m cto, of Gulden > 


Berk 
yi ip. L Pp. 328-878 





aan tables, . ae”, 
Mfornia. 
Ce . 253, Deouetan. Cal, May, to15), 
t head of title: University of Cal ean. 
cotaean Agricultural ex , California. 
Based agreement ween the 
Office of experiment stations and the State engineering department of 
California, ween and the Call- 
fornia i ved 
1. Irrigation—California. 2. Sotle—Callfornia 1 Nelson, James 
William, author. Title. 
A 33-8360 


‘Title from Univ. of Calif. 
Library of Congress po. 288) 
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Robertson, Ralph Denny, 1885-1919. 
. Irrigation of rice in California, by Ralph D. Robertson 
Berkele Calif., Universit: ot Sang ag 
cover-title, 'p.'258;-340 incl. ilies, | a 
ge experiment station, Berbsten taittenta. Bulletin no. 279, 
y, 1917 
At head of title: University of California publications. College of ag- 
—- —_ ural experiment station, Berkeley, California 
work done at new od periods during the years Lane 
in cooperation ‘with the Office < roads and ru’ ing, U 
it of agriculture, the California State Toe p| - AJ. 
, the © Ofte of cereal investigations of the Bureau of plant industry 
rtment of agriculture, and the California State water 
comm|ssion.” 
1. Rice and rice culture—California. 2. Irrigation—California. 
1. Title. 
A 33-2844 
Title from Univ. of Calif. 
Library of Congress ienee no. 279) 
“ 


Reynolds. 

Appellate practice and procedure in the Sepmep ome ot 
the United States; a ch outline of p 

sary bth in the Supreme court and in the lower court pe 
tition for a writ of certiorari, writ of error, or appeal, to re- 
view a decision in the Su court of the United States; 
and of steps necessary to be taken to file and conduct, or de- 
fend, a case in the Supreme court upon the granting of a writ 
of certiorari, writ of error, or appeal, or upon certified ques- 
tions, with forms and citations to the applicable statutes, rules 

(Continued on next card) 


0g1, 





28—187¢2 


Robertson, Reynolds. Appellate practice ... 
of court, and decisions, by Reynolds 
Prentice-Hall, inc., 1928. 
xxxix, 3900p. 24". 
“Table of statutes cited” : 
p. 360. 


(Card 2) 
Robertson. New York, 


Dp. 350-860; “Other authorities cited”: 


1 sapaae pentee—¥. 8. 8. ph wy aU. 8 Suen 
court. 4. Courte—U. 8. . 8 @ Forms (Law)—U. 8 
1. Title. 

28— 13782 

Library of Congress 
Copy 2. 
Copyright A 1077206 





a40g1, 


Reynolds. 
Jurisdiction of the Supreme court of the United States; a 





trertise the of the Supreme 
court of the United States, ‘including a treatment of the prinei- 

ples and precedents the exercise of the 

jurisdiction on certiorari, Robertson ... and Fran- 


cis R. Kirkham ... St. 
Kansas City, Mo., Vernon law book 
vi, 1068p 2. 

U. 8. Supreme court. 2. Jurisdiction—U. 8. 8. 


éar—b.8 . 1 Kirkham, Francis 
Jotnt author. 


Library of Congress 
—- ——- Copy 2. 


Reynolds. 
mae sis asians to Gn Signa ena of Go Tas 
States; a ical outline of ry both 
in dhe Seguunn aout and in Go teour como on potion Or 
& writ of certiorari or appeal, to review a decision in the 
gene aes Oo ee ee and of steps necessary 
to be taken. to file and conduct, or defend, a case in the Su- 
preme court upon the granting of a writ of certiorari or an 
appeal, or upon certified questions, together with the proper 
procedure to be followed in instituting, conducting, or defend- 
ing an original action in the Supreme court in equity, manda- 
(Continued on next card) 





on, 


and procedure in the 
(Card 2) 


Robertson, Reynolds. Practice 
Supreme court of the United States ... 
mus, prohibition, or habeas corpus, 


to the lieable statutes, rules of court, and decisions, by 
son. Rev.ed. New York, Prentice-Hall, inc., 
aii, 418 p. 29". 


Previously published under title: Appellate practice and procedure in 
the Supreme court of the United States. 
“Table of statutes cited” : p. 417-418 ; “Other authorities cited”: p. 418. 


1. Appellate procedure—U. 8 2 Write-U. 8 8 U. Supreme 
court. 4. Courts—U. 8. 5. Court rules—U. 8. € pees (heey 0S. 
1 Title. 

2 68M 

Library of Congress 
on ae CT 
Copyright A 49m il, 


Robertson 


Robertson, bape 1742-1829. 





lis, de scorbuto: quam ... ex 





examini 
uM diem 28 


Robertson, Robert, 1742-1829. 


Observations on jail, hospital, or shi fever, from the 4th 
April, 1776, neil 30th April, 1789, in various of 
on the i ite seas. By Rob- 


Europe and America, and on 
ert Robertson ... A new ed., much enl. and improved. Lon- 
py The author, mpccuxxxr. 


2x, 404 p, 11. fold. tables, 22. 


1. Typhus fever. 2. Fever. 3. Medicine, Naval 1 Title 
34-3898 
Library of Congress ROWSRS 1780 
A physical +3 
ysical jou on ii %* 
mil perecel 


Iyeterl 
Printed for E. and C. Dilly ete.) 1777. 


Bs 
Half- 
wf theo ae a 9. 


age of eens and +a senna Breckinridge county, 
mses By R. 


(Cin Smithsonian 


institution. ony ll 1874. Washingten, 
1875. 234°". p. 367-369) 


1. Breckinridge co., Ky. — Antiquities. 


515-804 
Smithsonian inst. Library 
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“A previous ‘edition. of this —_ os cere, in German, six years ago . 
rely rewritten and the literature 
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Library of Congress ND4OT.ROGAS 1981 d Library of Congress PRII9S.SSR6 1922 
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the means of prevention pointed y~ ree ie Robert 
son... London, Longman, Gan eee Green & 
; pete., ete.) 1835. 
xiv p, 11, 188p,1L wpl 239. 
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Dr. Robertson’s History of America. London, Printed 
for T. Cadell, 1788. 


1p. 1, %p._ Dim. With his History of America, books 1 and x ... 
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An historical disquisition concerning the knowledge which 
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country prior to the discovery of the passage to it by the cape 
of Good Hope. With an appendix, containing observations on 
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— —— Copy 2. 
Copyright A 84207 a 


Robertson, Wyndham, 1803-1888. 

The marriage of Pocahontas. Notes on the date of Pocahon- 
tas’ marriage, and some other incidents of her life, read be- 
fore the annual oe of the Virginia historical society, by 
Wyndham Robertson 

Us nif Tesiaie Seton penny historical reporter. 
zy. v. 2, ptt ieee p :65;-87) 


1, Poeshontas, 4. 1617. 


3—11808 
Library of Congress r2ives 
—— —-— Copy 2. detached. 
E90 P6R6E 
28d), 


Robertson, Wyndham, 1803-1888. 
Oregon, our right and title; containing an account of the 
condition of the Territory, its soil, climate, and geo- 
a Seine Bri ph Ud Si f the claims of 
Gomia, Spain, Great 


itain, and the United States; accompa- 
nied with a map, by the author. By W: Rob- 
ertson, jr. ... Printed by J. & G. 8. Gideon, 
1846. 


2p. 1, 208, xxiv p. front. (fold. map) 2”. 


1. Northwest boundary of the U. 8. 2. Oregon—Descr. & trav. 
1 Tithe. 


Re $82 
Library of Congress F880 RES 
—- —— Copy 2. (28g, 
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Robertson, Wyndham, 1503-1888. 

ene alias Matoaka, and her descendants through her 
marriage at Jamestown, Virginia, in April, 1614, with John 
Rolfe, gentleman; including the names of ‘Alfriend, Archer, 
Bentley, Bernard, Bland, Bolling, Branch, Cabell, Catlett, 
Cary, Dandridge, Dixon, Douglas, Duval, Eldridge, Ellett, 
Ferguson, Field, F’ ay Gay, Gordon, Griffin, Grayson, Har- 
rison, Hubard, Lewis, Logan, Markham, Meade, McRae, Mur- 
ray, Page, , Poythress, Randolph, Robertson, Skipwith, Stanard, 
Totewell, *Walke, West, Whittle, and others. With biograph- 


(Continued on next card) 
015610 
04001, 
Robertson, Wyndham, 186:}—158:. Pocahontas ... and her 


descendants... (Card 2) 
ical sketches by Wyndham Robertson, and illustrative historical 
notes by R. A. Brock. Ri JW. h & English, 
1887. 


vil, (1),84p. front. (port.) 25. 





1, Pocabontas, 4. 1617. 2. Rolfe family (John Rolfe, 158%- 1022) 
1. Brock, Robert Alonzo, 1839- 





o-15610 

Library of Congress CSTLRUT 1887 
Copyright 1887: 17318 04041, 

Robertson, Wyndham, 1803-1888. 

Speech of Wyndham Rob of Rich city, on 
the state of the velvered i'd Hou ot deegaa 
on the 5th and 6th of , 1860. Richmond, Printed at 
Whig book and job office, 1860. 

3p. 2". 


1. U. 8.—Pol. & govt.—Civil war. 2. U. 8.—Hist—Olvil war—Causes. 


143823 


Library of Congress FO). ROS 


261) 
Robertson Cameron, Mrs. Florence 
see 


Cameron, Mrs. Florence Robertson. 


; , Raymond Charlies, 1901- 
was Himmler’s aunt, by R. C. Robertson-G 
—_ by Wyndham Robinson. London, H. Ht Jenkins int limited 
ti H 
127 p. tus, geneal. tab. 19)”. 


Title vignette. 
Short stories. 


A 41-2016 
Barvard univ. Library 
for Library of Congress 2 


Rober tson-Keene 
see 


Keene, Robertson. 


fe 
a 





XUM 


Robertscn Lavalle, Carlos, 1878- 


Biological surgery in bones—tuberculous patienta, by Pro- 
fessor Carlos Robertson Lavalle ... Buenos Aires, Repiblica 
argentina (Imprenta A. Frascoli, 1041. 

Sip Splon4i 27". 

“Bibliografia” : p. (80;-81. 

1. Bonee—Tuberculosis. 2. Bones—Surgery. 1 Title. 

A 41-828 
Michigan. Univ. Library 
for Library of Congress “ 


Robertson-Miller, Ellen 
see 


Miller, Mrs. Ellen Bell (Robertson) 1859- 


Robertson Nicoll, Sir William 
see 


Nicoll, Sir William Robertson, 1851-1923, 


@obertson Scott, John William, 1866- 

The case for the goat, with the practical experience of 
twenty-four experts, by ‘‘Home counties’’ ..._ London, 
.  Beatledge & sons, limi+-d; New York, E. P. Dutton & 

, 1908. 
x, ¥, 6162 p. front., plates. 19° 


“The basis of this little He is an arucle in the Gate’ « review, and 
contributions to the Spectator, Field, and World's work.”. 


1. Goats 

Agr 9-1614 Revised 
Agriculture 40.1RS4 
112642) 


Library, U.S. Dept. of 


Rober.son Scott, John William, 1866- 
The dying peasant and the future of his sons, by J. W. 
Robertson Scott ... London, Williams & Norgate, Itd., 1926. 
avi, 282 p. 224. 


1. Agricultural laborers—Ot. Brit. 2. Peasantry—Gt. Brit. 8. Agri- 


culture—Ot. Brit. 1. Title. 
27-24801 
Library of Congress HD1584.R6 
ab 
Robertson Scott, John William, 1866— 


The foundations of Japan, notes made during journeys of 
6,000 miles*in the rural districts as a basis for a sounder 
knowledge of the Japanese people, by J. W. Robertson Scott 
(“Home counties” With 85 illustrations ... London, J. 
Murray, 1922. 


xxv, 446p. front. Nius., plates, ports. 224*. 


1. Japan —Descr. & trav. 2. Japan—Sor. condit. 3. 
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Robertson Scott, John William, 1866- 

A free farmer in a free state: a study of rural life and 
industry and agricultural politics in an agricultural coun- 
try, by ‘‘Home counties’ (J. W. Robertson Scott) ... 
London, W. Heinemann, 1912. 

xx, 335, xxii p. front. (port.) illus. plates, fold. map. 22. 

Plates, except first, printed on both sides. 


1. Agriculture — Netherlands. 2 Peasantry — Netherlands. 3. Agricul- 
tural laws and legislation—Netherlands. 
12-21947 Revised 
Library of Congress HD1987_.R6 
Copvright A ad int 1236 (1264? 


Robertson Scott, John William, 1866- 


The people of China; their country, history, life, ideas, 
and pl with the foreigner, by J. W. Robertson Scott 
London, Methuen & co., 1900. 


xi, 198 p. fold. map. 19%”. 
1. China. 
1-3649 Revised 
Library of Congress DS709.R6 
112602; 


(Robertson Scott, John William, 1866- 


Poultry farming, some facts and some conclusions; by 
— counties’. New York, E. P. Dutton and company, 
1905. 


xvi, 186 p. front, pl. 2087. 


1. Poultry. 


W 6-190 Revised 
Washington, D. C Public Library 


172642) 


Robertson Scott, John William, 1866- 


The err ft Ses the women’s instiete movement in Eng- 
land & W: Scotland, by J. W. Robertson Scott . 
Idbury, Kingham (Eng. The Village press, 1925. 


xv, 289, 11) p. front. illus., plates, ports. 19%. 


1, Women's ins‘itutes. 2. Woman—Societies and clubs. 1. Title 
26-13312 
Library of Congress HQIM6E.RS 
12) 


Robertson Scott, John Wil) \am, 1866- 


Sugar beet: some facts and some illusions; a study in 
rural therapeutics, by ‘‘Home counties"’ (J. 'W. Robert- 


son-Scott) ... With one hundred illustrations ... Lon- 
don, H. Cox, 1911. 
xix, (1), 424 p. front, illus. plates, fold. tab. 20°. 
1. Beets and beet sugar. 2 Beets and beet sugar—Gt. Brit. 1. Title. 
12-1283 Revised 
Library of Congress $B221.R7 
«r26d2, 


Robertson Scott, John Wiliam, 1866— 

War time & peace in Holland; a free farmer in a free 
state, by J. W. Robertson Scott (‘‘Home counties’’) 
ae With a foreword by Lord Reay ... 128 illustrations 
and maps. London, W. Heinemann, 1914. 

1, 335, xxii p, 1 L fromt. (port.) illus, plates, maps (fold) 21. 


Publishes er i9it caker thle: ay ee 





Japan. 4 Country life—Japan. 1. Title. 

22-1218 

Library of Congress 
— ——— Caps 2. 


DSS10.R7 
ln}, 


1. Agricule 2. Peasantry—Netherlands. 2 Agint, 
jy Ll, nee 1. Tithe. 1. Tithe: 
m ree state. 


= A 16-110 Revised 
Title from Enoch Pratt Free Printed by L. C. 
Library of Congress Fibs ke wi4 
ir 26d2) 
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Robertus 


Robertson & oo., San Francisco, pub. 


The mon monthly gridebeck of Gen Fesncioee and Och, 
a August, 1877 San Francisco, Robertson & 
©o., 


102 p, 11 front. (fold. map) fold tables. 15™ 


i. San Francisco—Descr —Guide-books. 


Library of Congress " 


—— ——- Copy2 


F869.S3.R62 


Robertus Anglicus 
see also 


Robertus Retenensis, 


Robertus Cestrensis 
see 


Robertus Retenensis, f1. 1143. 


Robertus, de Arbusculo 





Robert d'Arbrissel, 10477-1117 


Robertus de Avesbury 
see 


Robert of Avesbury. 


Robertus de Basevorn 
see 


Robert de Basevorn, fl. 1322. 








Robertus de Monte 
see 


Robert de Torigni, d. 1186. 


Robertus, de Sorbona, 1201-1274. 
De consciencia et De tribus dietis; publiés avec une intro- 


duction et des notes par Félix Chambon Paris, A. Picard 
et fils, 1902. 
xxtl, Gp. 11. 227*. (Collection de textes pour servir & Iétude et 4 
Vhistoire. fase. 35)) 


At head of title: Robert de 
Cover dated 1908. 
‘De conactencia” wes guatind Ww Saute OS Bigne in v. 2 of 
bis “Maxima 


bibdiiot! veterom pa 
(Lyon, 1575-1578) and by Da Beelay hy ns Historia Universttatie 
parisiensis” (ili. 225 et sqq.) under the ¢ +4 
“De tribus dietis™ 





vet. patrum, v. 25. p. 358-2962. ef. Introd. 
1. Chambon, Fétis, 1871-1920, ed. m1. Title. 
BV4615.R6 
3241, 


Library of Congress 


Robertus de Torineio 
see 


Robert de Torigni, d. 1186. 


Robertus Hibernensis 
see 


Robert, father, a. 1678. 


Robertus Lincolniensis 
see 


Grosseteste, Robert, bp. 


Rebertas Remenss, monk, [8th cont. 
Histoire de la premitre croisade, par Robert, le moines 


relatifs & @ France ... por 
= Se Pen ee t D. 296 ,-476) 
a acew-ane 
Yorn antv. Wash Ubrary DORGSS 
es Lneary ot Congress” (DCR.Ge8 vol 24) 
2, (044.0088 ) 


LIBRARY OF CONGRESS 


Reference card 
Robertus, Gerda von, pseud. 
see 
Schlieben, Gertrad von, 1873- 
928M 


Library of Congress 


Robertus Aurelius, Annaeus 
see 


Robert, Annes, fl. 1596. 


y, Eugéne de, 1843-1915. 
Agnesiciene; - sur quelques théories ~~" y de la 
connaissance, par E. de Roberty. 2. 6d. Paris, F. Alcan, 
1893. 


vi, 164 p. 1 1. 187°. (On cover: Biblicthique de philosophic con- 
temporeine) 


1, Agnosticiam. 2. Knowledge, Theory of. 


‘35 20RBS 
Library of Congress BDA0LRs 1608 
a 1460.7 
'y, Eugene de, 1848-1915. 
"Lasconne welle philosophie; essai sur les lois 
ju de la philosophie, par E. de 
fe fen? 1887. 
a. o 23". (On cover: Bibliothique de philosophie . contem- 
1. Philosophy—Hist. 1 Title. 
Library of Congress BTR — 
a 108 


ay tar ty ay 

Goto Miata Soman; yy Vhistoire 
sidcle, 2 
a Paris, F. 1805. ont — 


%, 200 p.1' , e 
~ 189". (On cover: Bibliothéqne de philosophie contem- 


1. “Comte, Auguste, 1786-1857. 2 Spencer, Herbert, 1820-1908. 


Library of Congress B2MARST 1996 


a 196 


Roberty, Eugéne de, 1843-1915. 
Les concepts cle ia raison et les lois de l'univers, par Eugtne 
de Roberty ... Paris, F. Alcan, 1912. 





Roberty, Ejugdne, de, 1843- 
Py Constitution de I'éthique ; quatriéme essai 
comme 
4b se Paris, F. Alcan, 1900. 
2.1238, chip. 194%. (On cover: Bibllothtqae de philosophie conten 
Half-title: L’éthique rv. Constitution de I’éhique. 





Library of Congres, a0. 


ee Sees 1643-1915. 
BF e social; deuxiéme essai sur la mo- 
yon logie 61é ire, par E. de Ro- 
S —t Alcan, 1897. 
aad. 218 p. 11 189". (On cover: Bibliothtque de phitosophie com 
temporaine) 








1, Ethics. 1. Tithe: Le paychiame social. 
86-16415 
Library of Congress BJ1060. R63 
i 170 


Roberty, Eugéne de, 1843-1915 

L'éthique. ap Gutenante © Wiltee, canine end ow 
la morale idéré ire, par E. de 
Roberty ... 2. éd. Paria, F. Alcan, 1699. 

vi 908 m3 184". (On cover: Bibliothique de philosophie con- 





1. Bthics 
Library of Congress 
——— Copy 2. With 


BJ1000.R6 1880 
out cover, hence lacking series note. 


Roberty, Eugéne de, 1843-1915. 
Frédéric Nietzache ; contribution & "histoire des idées philoso- 


jiques et sociales & la fin du xrx* sidcle, Eu de Ro- 
mg Paris, F. Alcan, 1902. gies 


8p. 1, 212 184*. (On cover: Bibliothéque losopb! 
gualeey Dp 189. ( Bibliot de phi le contem- 


1. Nietasche, Friedrich Wilhelm, 1844-1900. 


Library of Congress BS317_R6 


a (e218) 1939 


beeen age 
— pager re 
de Roberty. Paris, F. ion ton " 
Spl, a,;p 179°. 





tae 
1. Knowledge, Theory of. 


L Title. 


Librery of Congress BD1@2. RE 121 


Roberty, Eugéne de, 1843-1915. 
__ Nouveau programme de sociologie ; esquisse d’une in- 





2p.L, 177 p. 11. 189". (On cover: de cob. 
temporaine) 


Russing ttie ryt ld - 


Ressian: Evgeni! Valentinovich de Ge Kastro Ge 
tg oy ty A Hy et 


Library of Congress B4A250.RSTCS 1912 wT 


générale a l'étude des sciences du monde sur- 
coemees, par Eugene de Roberty ... Paris, F. Alcan, 
1904. 


nid 1, 28 p. 23. (On cover: Bibliothéque de philosophie contempo- 
) 
1. Social psychology. 2 Sociology. 


Library of Congress HM251.R7 


1a2Sel) 





Roberty, Eugéne de, a 





1, Philosophy, Modern—Hist. 1 Title. 


(Full name: Evgeni! Valentinovich de Robert! de Kastro de la Serda 
(Esreni® Banenranosmys ne PoGepra ne Kactpo ne 1a Cepaa)) 
28342 Reviaed 
Library of Congress BS08.R6 


Roberty, Eugéne de, 1843-1915. 
[loautaKo-aKoHoMadeckie sTWOAN. 

Gepra ... 

1869. 


3p. 1, i, 2p, 11 22" 


C.-lerep6yprs, 8» Tun. H. Ta62ena o ko., 


1, Economi 
(Full name in _— 


Esreni® Basenrnno: PoGepra ae Kactpo 
Ae an Copan (Evgeni Valentinovich de Roberti pert de Kastre de la Serda)) 


18-23601 


Library of Congress HBI79.R5 


on on Gag 


Roberty, Eugine de, 1843-1915. 
La recherche de V'unité, par E. de Roberty ... 2. 6d. Pa- 
ris, F. Alcan, 1894. 


vi, 20 p 1. 
1. Mook. 1 Tithe 

a3 84198 
Library of Congress Beri Re 18% 7 


Roberty, Eugéne de, 1843-1915. 
By EA ny Id ghey Sol Ye. Thy les 
Eugene de Robert 
Paris, F. Alcan, 1908. ee its 


2p. 1, xi, 356 . (On ; 
io 1, p 2. cover: Bibliothéque de philosophie coo- 


1. Soctal psychology 
ASM -1642 
Chicago, Univ. Library HM251. B65 
for Library of Congress adel, 


Roberty, Eugéne de, 1848-1915. 
La sociologie; essai de phi 

Roberty . 
vill, 232 p. 224". 

Bale exxva) 


ilosophie sociologique, par E. de 
Paris, G. Sule ae, 1881. 


( Half-title: Bibliothéque scientifique Internatio 


“Les dix premiers chapitres de ce volume, seuf corrections 
on cae Feartam Gage Oo oe wean feade ton Philoso- 
Phie positive "—Avant-propos. 


1. Soctology. 2. Social paychology. 
34-7006 


Library of Congress HM? RS 
Roberty, Eugene de, 1843-1915. 

Conjoaoria. OchosHan 3agaua ex & MeTOAOACTE- 
weckia Oco6eHHOCTH, MbcCTO Bb pAAY HAYKD, pasabae- 
nie 1 CBA cb Giozoriew ua ncuxoazoriew. Esrenia 
ae-Po6eptu. C.-[lerep6ypra, Tan. M. M. Cracwae- 
Baya, 1880. 

xii, Bp. 22°. 

1. Sociology. 2. Social 


(Full — in Rusnon: Esrenit tie P mes 
ae Copaa (Evgeni! Valentinovich de Roberti Fat doom de ng 
18-23002 


Library of Congress 
Copy 2. 


HM251.R78 





Esrenia ze Po- 
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Robes de lnxe. 
New York, The Morse-Broughton eo,, 18 
¥. illus, plates. 35° monthly 
1 Dressmaking—Period. 
ca 8-3305 Unrew'd 
Library of Congress TTSO.RS 


Robeson, Mrs. Anna Weber. 
Fleshpots, by Anna Weber Robeson. New York, Margent 
press, 1987. 
4D 1, 3121p we. 


1 Title. 
37-6308 
Library of Congress Pz3. ROCF) 
— ——- Copy 2. 
Copyright A 104421 & 
Robeson, Anne Glenna. 


Scariet um, Title. 

Os 98-691 Unrev'd 
Library of Congress PNG120.ASREBG 
Copyright D pub. 19727 a CTT) 
Robeson, Dave. 


Al G. Barnes, master showman, b 


Dave Robeson, as told 
by Al G. Barnes. Caldwell, Id., 
1935. 


Caxton printers, Itd., 


409 p. incl. plates. front, fold. pl, porta. 10). 


1. Barnes, Alpheus George, 1882-1981. 2. Circus. 


3 12 
Library of Congress GV1S1LR2TRS 
Copyright Baas ig, orton 
—_ Newe 1892 
preg wr killers, by Dave Robe- 
oem led, 1941. 


241 p. front, plates, ports. 28)”. 


Illustrated Haing-papers. 
1 Roth, Louis. 2 Animals, Training of. 1 Tithe: Forty years with 
41-8802 
Library of Congress GV1811. RESRO 
18, 027 918 


York and London, & brothers, 1930. 
SpLl.i%8p froot.port. w@ 
“First edition.” 
1 Robeson, Paul, 1998- 
(Pull name: Mrs Matanda Cardose (Gesde) Rebeson, 
18188 
Library of Congress E697 he 
422, om 


617 


18e2- 
21-1000 
Yoh Hopkins Catv. Lib ‘ates 
Robeson, Frank Leigh, 1854— 
Physics, by Frank L. Robeson ... New York, The Macmil- 
lan company, 1942. 
ix, 819 p. {ilus., col, pl, diagra 24". 
* 4 19880 
Library of Congress QC21.R67 
& 680 


1. Précis writing. 
26-12097 
Library of Congress JN4IS.P7R6 1925 
2 
a 
ag my ew F. E. Robe 
London, New York rete, Oxf Lh de 
i. Milford, 1917. 
19 it 19™. (With his A progressive course of précis writing. 


Loodon, 191 


1. Tithe. mm. Tithe: Précis writing, Historical passages for. 


Library of Congress JN435.P7R6 


agen ta er ee Be 
A progressive course of précis writing, by ¥. E. Robeson .. 
London, New York ,etc., Oxford university preas, H. Milford, 
1917. 
1465p 199". 
With this is bound the author's Historical passages for précis writing. 


1 Précis writing. 1 Title. 


Library of Congress JN485.PTRO 


Se 
he queument of special charter cities in Iowa, 
Geo. F. Robeson ... Iowa City, Ia., 1923. ad 
2p 1926p 2m. 
Peete 5%, 2) etrereles of lowe, 1908 


1. Muni lows. 2 lowa—Pol & 3 lowe—Char- 
mE ania govt. 


Library of Congress 


— — Copy 2 


JSASLI «RG 
(T2ha2Se2) 








Robeson, George Farrington. 

The government of special charter cities in Iowa, by 
Geo. F. Robeson. Iowa City, Ia., The State historical 
society | of Iowa, 1923. 

2p, 7-2p 20". 


Published also as thesle (rm_p.) University of Iowa, 1923. 
“Notes and references’ P eae27 - 


LM tions— | owa— owa—Char- 
ters. 1 lowa ee JS my? aaa = 
Library of Congress JS4SLIB4RG 1923 
192543, 
Robeson, Henry J. 
to both 


a. map of PE geen my rules 
| Fay HF fF 

of pina of test interest to members of deliberative 
—_—. preg 4 ay Henry J. Robeson ... Ann Arbor, Mich., 


19, ip. 2 fold. tb. Ay. 


oe 
Library of Congress JFSISR7 
© um: 221 
Robeson, John Maxwell, jr. 
The macro- and mi cnsteny of Etat stenge- 
lata, nov. sp. ... Apg yc tken jr. ... Berlin, 1931, 
2pLp 6,612 lle 3, 
Za Ge. 0) 0n 3 eee. as ood 
20. band, 2/3. beft.” 
tp 612, 
1. Dalyellia triangulata. 
32-1019 
Library of Congress QLSOL TORS 1930 
Univ. of Virginia Libr. 
_ Copy 2. red) 596.123 





Robespierre, Maximilien Marie Isidore de, 1758-1794. 
(CEuvres de Maximilien Robespierre, avec ty» notice his- 
toriqve, 7” notes et des 
générales, pny = 
Porie, Chee tedinoer, 1840. 
sy =. 





1. Political science—Coilected works. Laponnera, 
184. 1. *Carrel, Armand, 1800-186 oe 
82.79 
Library of Congress DC146.R6A2 


03501, 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 
... CBuvres completes de Maximilien Robespierre ... Paris, 
E. Leroux, 1910- 


v. Bir. 
At head of title : Société des études robespierristes. 


1 Société des études robespierristes. 
1413804 


1 France—Hist — Revolution 


DCHO.ROAd 
ib, 


Library of Congress 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 


(Euvres de Maximilien 
avaprte fen tourome originales pe Vito ay ae 





ietor Barbier . 
Chnre Moen Aux bureaux & 
la Revue hist de la révolution francaise, 1911- 
2. 


qelldl Rand of ita: Supptimens & fo Roves historique de to sévatetion trun- 
L. Prance—Hist. —Revolution. Barbier, Victor, ed. 1. Vellay, 
Charles, joint ed. tts. Revee historique de ia révolution franenion, _ 

12-20387 


Library of Congress DCI43.R6 


LIBRARY OF CONGRESS 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 

(Euvres de Robespierre, recueillies et annotées par A. 
Vermorel. Paris, F. Cournol, 1866, 

2p.L, vi, S46p,1L 12°. 


1, Vermorel, Auguste Jean Marie, ed. 
Library of Congress DC146.B6A43 1866 
addi, 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 

. Correspondance de Maximilien et Augustin Robes- 
pierre, recueillie et publiée par Georges Michon ... 
Paris, F. Alcan, 1926. 

34 p. front. (port) 254™. 
At head of title: Société des études robespierristes. 


dé ny 7 eats Bp heat & Oe-aN. 11. Michon, Georges, 


Library of Congress DC146.R6A4S aaa 


13e1, 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 
Important state paper. A report made in the National 
convention, in the name of the Committee of public safety. 
By Citizen Roberspierre ;!; A member of that commit- 
tee, on the political situation of the republic. The 27th 
brumaire, the 2d year of the republic. (17th Nov. o. s.) 
Printed by order of the National convention. Tr. from 
the French, for the information of the American republic. 
— Reprinted by T. Fleet, jun., for W. T. Clap, 1794. 


iy 2 rel.—1789-1815. 2 gy pero e g 
L hie Convention nationale, 1792-1795. Comité de salut public. 


816646 
DC183.5.R6 


ts2Se1) 


Library of Congress 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 
Lettres de Maximilien Robespiere, membre de la Con- 
pe mene de nationale de France, & ses commettans ..._ 1.-2. 
1792-1793. Paris, "Chez P. J. Duplain, i792-98. 
2¥. = 
ones tht 1; consists of 12 no.; cv. 2: of 10 no. (no. 5-10, 
bx de Jérome : Peden car to tetase Go Masten Reteapienee”s 
by his Le defenseur dela conitation, no, 1-12, 192 
1, France—Hist 1. Petion de Villeneuve, 
Jéréme, 1756-1794. 1. Title. 


A 12-124 


Title from Univ. of Chicago DCH46.R6A2 Printed by L. C. 


Robespierre, Maximilien Marie Isidore Ay 1758-1794. 

Rapport de Mazimil la C ion, fait 
au nom du Comité de salut public, le wii 15 frimaire, Van 
second de la République une et indivisible. Im- 
primé par ordre des représentants du ro % envoyés dans la 
Commune-affranchie ... ,A Commune-eff i.e. Lyon, de 
VImprimerie républicaine, place du Temple de la raison, 
17931, 





8 21 
“inte conan sata ss mento nn 
contre la République; proposée par Robespterre, au nom du de 
salut public, et décrétée par la ":p. 8s 
1. France. Convention nationale. Comité de salut public. a. Title 
SNbinbeat ' 
contre 
44210 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 


Rapport fait au nom du Comité de salut public, par 
Maximilien Robespierre, sur les rapports des idées ni. 





Robespierre, Maximilien Marie Isidore de, 1758-1794. 

- Rapport sur les principes de morale politique ui 
doivent igaider la Convention nationale dans |’admi ai 
tration intérieure de la République, +> nom du Comité 
de salut poblie, le 18 pluvides, Tan 2. de la République 
fév. 6, 1794; Par Maximilien Rebeaplerve .. (Paris, 
Teaprimerie nationale, 17941) 

2p. 219". 


Caption title. 
No. 4 of a collection of pamphlets lettered: Révolution francaise. Con- 
jon nationale. Rapports ... an 1 


1 France. Convention nationale. Comité de salut public. 


Library of Congress DC177. R45 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 

A report, on the institution of national morality end festivals 
in France. Delivered in the National convention, on the 18th 
floreal.—(May 8.) By , member of the National 
convention of France. New- _ ‘Printed by Birdsall and 
Hyer, no. 80, Cherry-street, 17! 


ep. 16)". 
1, Festivals—France. 2 Church and state in France. 1. France, 
Convention nationale, 1702-1795. wu. Title. 
434-2448 
Title from H. E. Hunt- ington Libr. Printed by L. C. 


a 


Robespierre, Maximilien Marie Isidore de, 1758-1794. 
Robespiere’s;!, speech, to the National convention of France, 
on the seventh of February, u,poc,xcrv; on the principles of 
moral policy, which ought to actuate the convention, in the 
internal administration of the Republic. (London, s,occ,xcrv. 


ap 2. 


t France. Convention nationale, 1792-1795. Comité de salut public. 
BATE 


Library of Congress DC183.5.R65 


Robespierre, Maximilien Marie Isidore de, 1758-1704. 

... Speeches of Maximilien Robespierre, with a biograph- 
ical sketch. New York, International publishers ,°1927, 

9% p. 19. (Voices of revolt. vol. 1) 

Portrait on cover. 


27-20599 
Library of Congress DC146.R6A4T 
—~ -—— Copy 2. 
Copyright A 1004363 13, 





Long, maw et Buonaparte, ou Les deux tyrannies. 
Paris, Chez tous les de , 1814. 


2p.1,16p. 2. 
No. 5 in a collection of pamphlets lettered: Buonaparte. 3. 


1. Robespierre, Maximilien Marie Isidore de, 1758-1794. 2. Napoléont, 
experor of the French, 1100-2801 


Library of Congress DC197.N22 


Robespierre, ‘‘the sea-green incorruptible’. Illus- 
trated | by the Studio of design. London, The Effin ingham 





ay oa @ morales avec les princi @ sur 
fétes nationales. Séance du 18 floréal, |'an second de 
la a Frangaise ... «mai 7, 1794, (Paris, impr. 
de L. Oursel, 17941, 


Dp 2". 

ee 1Sotecon of pamphlets levered : Révolution f Con- 
a rangaise 

vencion nationale Rapports . 


1 France. Convention a, Comité de salut public. 


4274254 


Library of Vongress DC177_R4S 


618 


co. (18991) 
6, «1; p. incl. front. itlus., plates, 22™. 
Iiustrated t-p. 
On cover: Authorised by the Lyceum theatre. 


Robespierre, Maximilien Marie gidose de 1758-1794. 2. Sardou, Vie- 
torien, 1831-1908. Robespierre 1. Studio of design, London. 


23-376 


Library of Congress DC146.RER6 

















Robey, Ashley, 1903- 

Studies of sulfinic acids and sulfinates. The reactions of 9- 
fluoreny)magnesium bromide... By Ashley Robey... ,Ithaca, 
N. Y., 1932, 

ap 2. 

Abstract of thesis (rm. p.)—Cornel! university, 1982. 

1. Sulphiniec acids. 2. aF bromide. 

36-16045 

Library of Congress QDS806.42R62 1982 ‘ 

Cornell Univ. Libr. 2 MTT 


Robey, Elisworth. 
Manual training in rural schools of Indiana. 


(im National education association of the United States. 
of proceedings and addresses, 1907. p. 705) — 


1. Manual! training—Indiana. 


(1. Industrial education —Raral echoole— 
Indiana, 


Be 
Library, U. 8. Ofice ot Education Li3.N212 1907 
Library of Congress (Li3.Né 1907) 
a82fl, 
Robey, George. 

After-dinner ocien, by oa .. with 10 illus- 
trations by H. M. Bateman. mdon, G. Rich- 
ards, Itd. ;1920, 

vii, 232 p. illus. 19%. 

1. Anecdotes. 2. English wit and humor. 1. Title. 

A21-738 

Washington, D. C. Public Library 

“ 
Robey, 


George, 1869- 
hates 6 Oty by Cop Bee. With an introduc- 
om, “Mr. Robey, auctioneer”, by Sir James Barrie, bart. 
London, Constable & co., itd. :1983, 
xvill, $18 p. frost. pl, ports, 19. Lives of the living 


1. Actors—Correspondence, reminiscences, etc. 2 Music-halis (Vari 
ety-theaters, cabarets, etc.) 1 Title. 
84-TT8T 
Library of Congress PN2006. RSSAS 
2 ont 98 
Robey, George. 
My rest cure, by George Robey ... ;London, G. Rich- 
ards, Itd. 1919) 
2 p. L, 9-247 p. inc}, illus, plates. front. 19". 6/- 
Illustrated t.-p. 
1. Title. 
19-13081 
Library of Congress PN6161 R63 
Copyright A ad int. 476 12; 


Robey, George. 
My rest cure, ge Robey; illustrated by John 
Hassall. New Yo Frederick A. Stokes company (“1919 


232 p. incl. front., illus. 19)™. 


Tilustrated t.-p. 
es 19-1978 
Library of Congress PNGITS.RG 19192 

— ——- Copy 2. 

Copyright A S30638 Py 


CATALOG OF PRINTED CARDS 


Robey, Louis William. 


Real estate and yoy in Lose We wkey with 
forms, and decisions to date, 
Philadelphia, George T. Bisel co., 1922. 


xv, 708 p. incl. forms. 24™. 


eat propery —Pennsylvania. 2. Conveyancing. 
1 Title. 


Library of Congress 
— —— Copy 2. 
Copyright A 6AA631 a 


3. Forms (Law)— 
221411 


Robey, Ralph West, 1899- 
Purchasing power; an introduction to qualitative credit con- 
trol based on the theories of Stephen A. Colwell, by Ralph West 


Robey ... New York, Prentice-Hall, inc., 1938 

xv, 13 p. 24". 

Thesis (ru. o.)—Columbla university, 1988. 

fon 

biished also without thesis note. 

Bibliographies! fore notes. 

1. Colwell, Stephen, 1900-1871. 2. Credit. 3. Banks and banking. 
4. Currency question. 1. Title. 

808041 
Library of © HO22.R6 1088 
Columbia Univ. Libr. (3902; 832.401 


Robey, Ralph West, 1899— 

Purchasing power ; an introduction to qualitative credit con- 
trol based on the theories of Stephen A. Colwell, by Ralph 
West Robey ... New York, Prentice-Hall, inc., 1938. 

sitip.11, 1p. 24. 


Issued also as thesis (PH. p.) Columbia university. 
Bibliographical foot-notes. 


1, Colwell, Stephen, 1800-1871. 2 Credit. 3. Banks and banking. 
4. Currency question. L Tithe. 


3871008 
Library of Congress HO22.R6 19688 
— —— Copy 2. 


Copyright A 118683 rlJ2, 


Robey, Ralph West. 

Roosevelt versus recovery, wy oo Robey .. 
and London, Harper & brothers, 1934. 

4p. 1,168 p. 22g". 

“First edition.” 


New York 


2. U. 8 —Econ. condit —1918- 


1, U. 8—Pol. & govt —1988- 
3. Currency question—U. 8. 1 Title. 


‘84 $2330 
Library of Congress C1068 RS6T 
——— Copy 2. 
Copyright A 76068 186p5, 530.978 


Robey, William Henry, 1870- 

.. The causes of heart failure, by William Henry Robey .. 
Cambrid Harvard y press; etc., ete, 1922. 
ean my. (Hlarveré beatth taite) 





1, Heart—Diseases. 1. Title. 

220085 
Library of Congress ROSS81.R7 
Copyright A 680521 (38h), 


Robey, William Henry, 1870- 
Headache, by William H. Robey ... Philadelphia and 
London, J. B. Lippincott company ,*1981; 
xiii, 234 p. 21%. (Everyday practice series) 
“References” at end of most of the chapters. 


1 Headache 
31-1207 
Library of Congress RC3S.RT 
Copyright A 88175 (3218, e168 


Robey, William Henry, 1870— ed. 

Sate 00 Sp, ots ty Wie © Robey. Cambridge, 
Mase, Harvard university press, 

x, 200 p. 1 illus, dlagra 21)". 


the most recent popular 


A collection of afternoon lectures 
given by the faculty of Harvard medical school. of. J 


1 -AGdrenses, emays, lectures. « Harvard usiversity. 
Medical school. m Title 
77100 
Library of Congress R111 RSS 
rA2v8, 610.4 


.. Eesai sur la méthode prévisionnelle en edministration 


industrielle, eu cas de l'industrie miniiee ... 
André Robes- Paria, Librairie eoclale ot écome- 
mique ,!, 1939. 

Spl,Wop,1L diagre 2”. 

‘Thtse—Univ. de Parts 

“Bibliographic” : p. 210,-221. 


1 Industry—Organisation, control, etc. 2 Mining industry and 
Anance. 


8182 
Library of Congress Hpes.R6 
ra 
Robez-Pagillon, Odette. 
«. Le contrat d’éducation ... par Odette Robes-Pagillon. 
Lyon, Bosc fréres, M. & L. Riou, 1985. 


Spl, 28p,1L wy. 


Thése—Univ. de Lyon. 
“Bibliographie” : p. :211,-216. 


1. Béucation—France. 2 Educational law and leguiation—Srance. 


3. Contracte—France. 1 Tithe 
42-2885, 
‘Library of Congress ra 
Odette. 
.. Le contret d’éducation ; de m. Emmanuel Gounot 
“Paris, Librairie générale droit & de jurisprudence, 1935. 


Sp. lL, deal, 2p, 2. a6. 
“BibUographie” : p. 211,416 


1. Bducation—France. 2 Bducationa! law and legisiation—France. 
&. Contracte—France. 1 Tithe 


$7-1100 
Library of Congress a 


Robia, Lucas 
see 
Robbia, Luca della, 1484-1519. 


Robiano, Eugéne de, comte. 

Chili ; le Chili, pny ety oy Sg dey od 
par le Sénégal par le comte de Robiano. Ouvrage fai- 

vee, antes & Deka uals dams Phantclgne én Gal Gs aims 

auteur. Paris, E. Plon et cie., 1882. 

Sp. ap we. 


1. Chile—Deser. & trav & Tithe. 
4—T331 
Library of Congress F308 RO 
1030r1, 








Roblano, Eugane de, comie. 
Dix-huit mois dans l'Amérique.du Sud. Le Brésil, 
I'Uruguay, la République Argentine, les pampas, et le 


au Chili par la Cordillére des Andes. Paris, 
E. et cie., 1878. 
Sp.L, 7 pp. 12°. 
2223. R65 
Subject entries: South America—Descr. & tray. 
1-2 M1 


Robiati, Ambrogio 
see also 


Milan. Istituto private Robiati. 


Alfred. 
.. Le ballon dirigeable ... ,Paris, Dépositaires: mm. Caba- 
non et c*, E. 1888, 


2, i) p, 11. Mies, diagre 19°. 
“Ex libris Gaston Tissandier.” 


1. Alrehips =. Tithe. 
48414 
Library of Congress ‘TLAS4 ROGAG (20.1894 
Robichon, Clément, 1906— 
Le temple du Amenhotep, fils de Hapou, par 


C. Robichon et A. Varille ... Le Caire, Imprimerie de I’Insti- 
archéologie orientale, 1936— 
’. ap, pe ee, See ay. 


francais du Caire ... 
At head of title: eiicnetieabentints 
a Sh 2 
Fasten, Ravyt, Tamale ot ——— aad ‘Amenhotep, 
yore ne 
AC 89-488 
— vol 11, ete. 


aldittes 


Chicago. Univ. Library 
for Library of Congress 


Robichon de la Guériniére, Francois. 
... La musicienne des chants défendus, roman. Paris, Au 
magasin des ouvrages de l’auteur, chez H. Dauthon, 1928. 
Spl, @rsl0p,1L 2. 


1 Tithe. 
28-17408 
Library of Congress PQ2835.017EMS 1928 
Copyright A—Foreign 38082 
c) 
eee oe en 
roman. eo des 
At. 4+, - 
Sp 1.e8ap,11 =. 
860 copies printed. “Dix exemplaires sur vergé bouffant bors com- 


merce marqués de AAJ. n° B” 


oe s1-14008 
Library of Congress PQ2885.017884 1980 
Copyright A—Foreign 10863 
2) 391 


LIBRARY OF CONGRESS 


Robicsek, Hans, 


Sprache, mensch und mythos; einfiihrung in die diffe- 
rentinlanalyse der sprache. Leipzig und Wien, F. Deuticke, 


vil, (1), 174 p. toed. itlus., xm pl. diagrs. 244°. 


ante socheaente kapite! sind =. welta 
es a Fe Ke | aus umfangreicheren werke 


1. Language and |i . 2M 3 
, ao guages. ythology. German language— 
4084-1558 


‘Title from Rochester Univ. Printed by L. 0. 


Robida, Albert, 1848- 

Les belles villes gauloises d’entre Rhin et Moselle; 
lithographies originales par A. Robida; collection de 8 
fascicules ... Paris, E. Baudelot 1915, 

cover-title, (32) p. illus. 8 pl. 51". 

Text by various authors. 


Comgewte— Stenson — Colmar. — Schle: — — 
wua—ilganen re. ‘olmar stadt.—Thann.— Metz —Tre- 


1, Strassburg—Descr. 2. Colmar, Ger—Descr. 3. Schii Ger.— 
Deccr. 4. Thann—Descr. 5. Mets 
7? » “se Descr. 6. Treves—Descr. 7. Mainz— 
P 19-2637 
Library of Congress NE2451.R45 
2 


Robida, Albert, 1848- 

. Un earicaturiste prophéte. La guerre telle qu’elle 
est, ‘prévue par A. Robida il y a trente-trois ans. [llus- 
tré de 42 compositions, dont 7 hors texte. Paris, Dorbon- 
ainé, 1916. 

SO p. incl. front, illus, plates. 314°. fr.6 
At head of title: H. Béraldi. 
author's La guerre au xx* siécle, from La Caricature, octobre 27, 


1883, with an additional containing illustrations from his La vie 
Hectrique. 
1. European war, 1914- —Prophecies. 1 Béraldi, Henri, 1849- ed. 
17-8587 
Library of Congress DS26.3.R6 
Copyright A—Foreign 14189 


—— 


The castles on the’Loire, by A. Robida. (Paris, Imp. 
E. ‘Baudelot, 1914 


cover-title, (24 p. illus. (incl. map) 19°. 
At head of title: Paris Orleans railway. 


1. Castles—Loi: ny. a Vall . Compagnie du chemin de f 
de Paris a Orléans. u ” , - 2 ” 
ca 18-1164 Unrev'd 


DC20.R47 


Le x1x* sidcle; texte et dessins par A. Robida. Paris, G. 
Decaux, 1888, 


2p. 1, Mil, 404 py 21 col. front., tllus., plates (pert col.) 304™ 


15—16782 
Library of Congress PQZ388.R2TDS 1888 
(03801, 
Robida, Albert, 1848-1926. 
du temps jadis. Les premiéres écoles— Dans 


2p. 1, 11, 145 p, 11 inet. Mos, plates, 209°. ("La petite bibiiothéque”, 
serie 2, histoire aneedotiqne) si 


FE 10-62 





(Robida, Albert, 1848-1926. 
La guerre au vingtidme sitcle. Paris, G. Decaux ,1887, 
48 p. ius (part col) 254x382)". 


1. Imaginary wars and battles. 2. Twentieth century—MForecasts. 
1 Title. 


Library of Congress U818.R65 355.48 
Robida, A;ibert, 1848— 

... L’horloge des siécles; illustrations de |'auteur. 
Paris, F. Juven ;1902) 

2p. L, 2868p. front, illus 187*. ([Biblicthéque Femina)) 


ye 
Library of Congres, a 
Robida, Albert, 1848- 
... L’ingénieur von Satanas; roman, illustrations de 
l’auteur. Paris, Renaissance du livre, ‘1919. 
2p.1,02p. illus. 19™ fr 350 
At head of title: A. Robida. 
1, European war, 1914- —Fiction 1. Title. 
19-12313 
Library of Congress PQ2388.R2715 1919 
Copyright A—Foreign 16111 
12) 


Robida, Albert, 1848-1926. 

Paris de siécle en sidcle; texte, dessins et lithographies par 
A. Robida. Paris, La Librairie illustrée ,1895, 

Spl, 412 p front. tus, plates (part col.) 82". 


1. Parie—Deser. 2. Parie—Hist. 1 Title. 
3B 81046 


Library of Congress 


Robida, Albert, 1848-1926. 


Paris de siécle en sidcle; le cour de Paris, irs et sou- 


splendeu: 
venirs; texte, dessins et lithographies par A. Robida. Paris, 
La Librairie illustrée ,1896, 


2p. 1, 412 p. front, illus, plates (part col.) 32". 


1, Paris—Descr. 2. Parie—Hist. 1 Tithe. m Tithe: Le cour de 


‘38-8107 


Library of Congress DOCTOT R62 044 86 


Se ae 
A. Robids; translated from the 
French by Frederic 


—> mech by Fre Tar Cope, arin oy Dray F “ 


, a col front. 19)". 


1. Cooper, Frederic Taber, 1884-1987, tr. m Tithe 


Library of Congress 


PZARSOITr 
e4ibl, 





XUM 


Robida, Albert, 1848-1926. 
La vieille France; texte, dessins et lithographies par A. 
Robida ... Paris, Librairie illustrée ,1890-93, 


4. fronts. (v. (1-3)) illus, plates. 31°. 


oon dt) Normandie. —t. 1, Bretagne —t. a, La Touraine.— 
t. dv) Provence. 


1, Normandy—Descr. & trav. 2. Brittany—Descr. & trav. 3. Tou 
raine—Descr. & trav. 4. Provence—Descr. & trav. 1 Title. 
14—2726 
Library of Congress DOC20.R5 
(e871 


Robida, Albert, 1848-1926. 

. Les vieilles villes d , Notes et souvenirs; ouvrage 
illustré de 125 dessins & la plume | par A. Robide reproduits en 
fac-similé. Paris, M. Dreyfous, 1880. 

2 p. 1, 324 p. tocl. front., iilus, plates. 20° 
At bead of tit'»: A. Robids. 


1. Spain—Descr. & trav. 2. Cities and towns—Spain. 
Library of Congress DP41.R7 
a36D1) 


Robida, Albert, 1848- 

. Les vieilles villes d’Italie, notes et souvenirs. QOu- 
vrage illustré de 102 dessins & la plume par A. 
reproduits en fac-simile. Paris, M. Dreyfous, 1878. 

2p. L, 288 p. incl. front, illus. plates. 26™. 
At head of title: A. Robida. 


1. Italy—Deser. & trav. 


Library of Congress 


Robida, Albert, 1848- 

Les vieilles villes des Flandres belgique et Flandre 
francaise, illustré par l’auteur de 155 compositions origi- 
nales, dont 25 hors texte, et d’une eau-forte. Paris, Dor- 
bon-ainé ;1908, 

286 p., 1 1. incl. ilus., plates. 

At head of title: A. Robida. 

Covers illustrated in color. 

we dee ted de cet exemplai de Holland 
Van Gelder numérotés de 268 1 126. Rowe ed ye pe 


1, Flanders—Deser. & trav. 


front. 29". 


17-90075 


Library of Congress DH424 R6 


Robida, Albert, 1848- 

. Les vieilles villes du Rhin; a travers la Suisse, |’Al- 
ones l’Allemagne et la Hollande. Paris, Dorbon ainé 
(1911, 

2 p. L, 309, il) p. incl. illus, plates. front. 284° 
“Il a été tiré de cet ouvrage § geenvtalccs sur papier de Chine, nu- 


mérotés de 6 1" n° 
At head b title: A 


Rhine River and Valley—Descr. & trav. 2. Architecture—Rhine 
River and Valley 
17-0791 
Library of Congress DD801_ R74R6 
(Robida, Albert, 1848-1926. 
Le vieux Paris; études et dessins originaux. ,Paris, Im- 


primeries Lemercier, 19011, 
2p. 1, @r-11, A) p. Mts, 48 pl. (1 double, part col.) 454235". 
Description of “Le vieux Parts” at the Peris exposition, 1900. 


1. Paris. Exposition universelie, 1900. 2. Paris — Descr.— Views. 
3. Parie—Hist. 1 Title. 
1-27900 
Library of Congress NA1060.R6 
a32e1, 


CATALOG OF PRINTED CARDS 


Robida, Albert, 1848- 
Les villes » mastaene, 8 lithographies originales par 


A. Robida ... Paris, E. Baudelot ;1914, 
cover-title, 32) p. 8 pl S2™ 
In portfolio. 


Issued in 8 “fascicules”. 


Contents. — Reims. — Lou-ain.—Senlis.—| — -_ — 
Gdn on iis. —Malines.—Arras.—T ermonde.- 


1. European war, 1914-1918—Pictorial works. 2. Lithographs, French. 


Library of Congress NE24SLLRS ws 


sa2sel, 


Robida, Albert, 1848-1926. 
Le vingtiéme siécle, texte et dessins par A. Robida. Paris, 
G. Decaux, 1883. 


2p. 1, 404 p. front. illus, plates (part col.) 30". 


1, Twentieth century—Forecasts. 1 Title. 
234319 
Library of Congress PQzssd R2TV5 1883 
a33d1; 


Robida, Albert, 1848-1926. 

Le vingtidme sidcle: la vie Glectrique, texte et dessins par 
A. Robida. Paris, Librairie illustrée ,1893, 

2p. 1, 4p, 11 front, illus, plates (part col) suy™. 

Head and tail pleces. 


1. Twentieth century—Forecasts 2. Electricity. 
La vie électrique. 


& Tithe. 1. Tithe: 


Library of Congress PQ2S8.R2ZTVE 1808 


Robida, Albert, 1848-1926. 

Le vi sidcle, roman d’une Perisienne d’aprée- 
demain. Nouv. 6d. Illustrée per l’suteur. Peris, Librairie 
illustrée ,1895, 

2p. 1, 425 p. front, illus, plates. 187%, ,Bibliothiqee amusante; 
At head of title: A. Robida. 


1, Twentieth century—Forecasts. 1. Title. 


Library of Congress PQUS8.R2TVS 1806 


Robida, Albert, 1348-1926. 

“Yester-year”; ten centuries of toilette from the French of 
A. Robida, by Mrs. Cashel Hoey ... New York, C. Scribner's 
sons, 1891. 

xii, 264 p. col. front. illus. col. plates. 194”. 


1. Feshlon—Hist. 2. Costume—France. 1 Hoey, Frances Sarah 
(Johnston) “Mrs. Cashel Hoey,” 1830-1908. m. Title 


15-3843 


Lébrary of Congress GT850.R6 


/38b1, 


Robida, Michel 
... Les Trénandour; roman. Paris, A. Fayard ,*1939, 
2p. 7-Op,1L we. 


t Tithe 
40-19684 
Library of Congress PQ2BS.01TSSTT 1080 
Jopyright A—Foreign 45812 
ra 48.91 
621 


Robie 


Robidé van der As, Christiaan Petrus 
Eliza 
see 


Aa, Christiaan Petrus Eliza Robidé 
van der, 1791-1851. 


Robidé van der Aa, Pieter Jan 
Batist Carel 


at, Pieter Jan Batist Carel Robidé van 
ere 


impersonators in verse and prose, by Doris Isabelle Robi 
Boston, Walter H. Baker company ,°1928, 
188 p19. 


‘. Readers and speakers—1870— 2. Children’s plays. 1 Title. 
B40 

Library of Congress PN4271.R57 
Copyright A 1054200 a 
Robidoux, Doris Isabelle. 

Mirth monologues, ei of them, by Doris 
rau ia’ “peSea Waa Ste ape 
1°1928, 

Irmo. 

1. Monologues. 1 Title 

220127 

Library of Congress PN4205. MERC 

Coprright A 12586 $02, 


BRobidoux, Mrs. Orral (Messmore) 

M ial to the Robid brothers; a history of the 
Robidours in America; manvuacripts, titles, quotations 
and illustrations, by Orral Mersmore Robi Kansas 
City, Mo., Printed by Smith-Grieves company, 1924. 

7.1, 17-311 p front, illus. (incl. facsims.) plates, ports, maz. 24™. 

Includes sketches of early Missouri history. 


o \ petite nm gay A Clenghh Stldegy, 1788-1771) 2. French-Canadians 





a1 
Library of Congress CS7L.R6SS 1924 
— - —- Copy 2. 
Copyright A 793246 182Se2; 


Robie, Bertha E (Little) “Mrs. W. F. Reble,” 1906- 
A commonplace life, by Mrs. W. F. Robie ... Baldwin- 
ville 1) Mass., Priv. print. 1929, 
vip, 11, 3429. front. plate, ports, 21%, 
Ap autobiography. 


& Tithe. 
30-8087 
Library of Congress CT276.RT2TA3 
—- —— Copy 2 
Copyright A 21286 2 
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yg eral 
en he Be Bich- 
v~ Many Te 
OL wp”. $125 
Poems. 
Printed om one side of leaf only. 
1. Tithe. 
Library of Congress PS3S35.02316 1912 — 
Copyright A 328836 
(Robie, Reuben Edward, 1843- 
Reuben Robie and Nancy Whiting Robie. (Bath, N. Y., 
pref. 1892, 
cover-title, 1 p. 1, 4p 24™. 
1. Robie family. 2 Whiting family, 
ABZ 
Title from Haverhill Pub Libe. Printed by L. C 
Robie, Richard S. 
A way to ame neeee pias < pais coats is 


.. by Richard S. Robie. Published for the pro- 
motion of enngervation as a factor in national defense. 
: Melrose, “1941, 
2p ites, diagre 2”. 


1 Gasoline 2 Transportation, Automotive 1 Tithe. 
41-15650 
Library of Congress TL200.R6 

3s 2p 
Robie, Virginia Huntington, 1878- ae 

By-paths in collecting, by Virginia Robie; being sids in 
quest of rare and unique things which have passed the cen- 
tury mark, such as old china, furniture, pewter, copper, brass, 

samplers ard sun. with comments on their age, 


sun-dials, 
tion & value. New York, The Century company, 1912. 
7 pL, 3-568 p. inel. tlus, plates. col. front. 21%. $2.40 


1. Collectors and collecting. 1. Title. 
12—25216 
Library of Congress NK1125.R6 
—- —— Copy 2. 
Copyright 4 S2a?s1 S51, 
Robie, Virginia Huntington, 1878- 


ee ee Sale ty Se Bae Chicago, 
H. 8. Stone, House beautiful, 1906. 
6p.1,8-106p. front, iitus 22218". 


1. Furnitare—Hist. 1. Tithe. 


Library of Congress 
Copyright A 181578 


NK2270.R6 
4041, 


Robie, Virginia Huntington, 187° 

The quest of the quaint, by Virginia Robie ... 
tle, Brown, and company, 1916. 

3 pL, v-vill, 287 p. front, plates. 21" $2.00 


1. Title. 
NK1125.R65 


1. Collectors and collecting. 
Library of Congress 
—— —— Copy 2. 
Copyright A 445204 
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Boston, Lit- 


LIBRARY OF CONGRESS 


Robie, Virginia Huntington, 1878- 

ean quee es eats hy Vans Bae A new and rev. 
ed. ... Boston, Little, Brown, and company, 1927. 

vill p, 11, 908 p front. plates. 214". 


1. Collectors and collecting. 1 Tithe. 
27—8700 
Library of Congress NKE1125.R65 1927 
— —— Copy 2. 
Copyright A 963626 2745, 


Robie, Virginia Huntington, 1878- 

Sketches of Manatee, by Virginia Robie; illustrated 
from photographs by Will S. Potter and Arnold studios. 
Bradentown, F'la., 1921. 

58 p. incl. front. plates. 23™. 


Cover-title: Sketches of Manatee .. 
Flori: 


. being little tales of west t 
ida. First series. = a 





1. Manatee Co, Fla. 2. Florida—Descr. & trav. _. Title 21-4568 
Library of Congress F317.M2R65 
— Copy 2. 
Copyright A 608682 & 
Robie, Mrs. W. F. 
ace 
Robie, Bertha E (Little) “Mre. W. F. Robie,” 1966- 
(30-8688 
Library of Congress a 
Robie, Walter Franklin, 1866- 
The on ot, love ;by, W. F. Robie ... Boston, R. G. 
Badger (‘1 
386 p. 214. sii sex series, 
“List of books”: p. 379-382. 
1. Sex. st. Title. 
21-10314 
Library of Congress HO21.R67 
—— —— Copy 2. 
Copyright A 617396 dh 
Robie, Walter Franklin, 1866- 
The art of love ... by W. F. Robie ... Ithaca, N. Y., 


Rational life publishing co., ine. 1925, 
6p 1,3-386p Mm 


“Privately printed ... This book is number of an edition of 500 
copies.” 


1. Sex. 1. Title. 
26-7668 
Library of Congress HQ21.R67 1925 
—— —— Copy 2 
Copyright A 883774 2) 


Robie, Walter Franklin, 1966- 
Rational sex ethics; a physiological and psychological 
study of the sex lives of normal men and women, with 


suggestions for a rational sex hygiene by, W. F. Robie 
Boston, R. G. Badger; ,ete., ete., 1916, 
3% p 2m $3.50 
i. Sexual ethics. 2 Hygiene, Sexual. 1. Title 
17—4788 


Library of Congress 
Copyright A 455497 


HQ21.R7 
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Robie, Walter Franklin, 1866- 

Rational sex ethics; a physiological and psychological 
study of the sex lives of normal men Seas a = 
a ions for . rational sex ei kein we 

r ons. Books 1 sao 
Boston, Ro fee cete., ete., 1 , 

351, @i, 11-333 p. 219°. 
toma ex She farther of the author's “Rational sex ethics” and “Ra- 

“Notes on bibliography” : Lp. 279-288. 


1. Sexual ethics. 2. Hygiene, Sexual. 3. Psychoanalysis, 1. Title. 
Library of Congress HQ2LR7S — 

—— —— Copy 2. 

Copyright A 601605 mh 


Robie, Walter Franklin, 1866- 
Rational sex ethics, for men in the army & navy, by 
W. F. Robie ... Boston, R. G. Badger “1918, 


2p. 197 $0.25 


1. Sexual ethies. 2. Hygiene, Sexual 1. Title 


18, 
Library of Congress aw 


Copyright A S03965 


HQ36.RS 


Robie, Walter Franklin, 1866- 
Rational sex ethics, further investigations; a more 
intensive o—_ of sex histories, = histories, and 
e 


dreams, with t! ya ugg 
deductions, by W. Robie ... Boston, R. G. Badger 
(1919, 


300 p. 209°. 





1, Sexual ethics. 1. Title. 
Library of Congress HQ21.R72 
Copyright A 525843 dh 


Robie, Walter Franklin, 1866- 

Sex and life; what the experienced should teach and what 
the inexperienced should learn. ,By, W. F. Robie... Boston, 
R. G. Badger ,*1920, 


Ipl,S4%p 219". 


1. Hygiene, Sexual. 2 Sexual ethics 1. Title. 
D— 19046 
Library of Congress HQ3i.R7 1920 
yadidl, 


Robie, Walter Franklin, 1866- 

Sex and life; what the experienced should teach and 
what the inexperienced should learn, by W. F. Robie ... 
Ithaca, N. Y., Rational life publishing co., ine. 1924, 


6p l74%p 217. 


1. Hygiene, Sexual 2. Sexual ethics 1. Tithe 
Library of Congress HOSLR7 1924 
—— - —~ Copy 2 
Copyright A 807864 sia, 
Robien, Guy, comte de. 


L’idéal francais dans un ceur breton; l’héroique 

commandant de Robien, chef de bataillon de TOUAVES ; 

ee J da général Cherfils ... Paris, Plon-Nourrit et 
, 1917. 


Se 1, lid, 465 p, 11. 2 port. (incl. front.) fold. geneal. tab. 19°. 
On cover: 7. édition. 


1. Robien, Gun Ls Léon Marie, comte de, 1857-1915. 1. Cherfils, Pierre 
Joseph Maxime, 4 
17-29083 


Library of Congress DCM28.R6A3 1917 








Robien, Pierre Dymas de, 1722-1784. 

Le xvi sitcle breton; autour des états et du Parlement. 
Correspondances inédites de mm. de Robien et de La Bel- 
langerais, 1765-1791, publiées par A. Le Moy ... Rennes, 
Librairie générale J. 'Plihon, 1931. 

“Ce double recoel de lettre dem de Robien et de La Bellangerais 
du destinataire, m. de Contac, l'ex- 
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Julien Pierre de, 1717?- 1791. u. Conlac, Pélage de, 1732- 
1918. at, Le Moy, Arthur, 1868- ed. rv. Th 

A 32-1912 

Title from N. ¥. Pub. Libr. Printed by L. C. 


32b1, 


Robieson, William Dunkeld, com 

The growth of Parliament a the war with Scotland 
(1216-1307) by W. D. Robieson ... London, G. Bell and 
sons, itd., 1914. 


vill, 120 p. 19°. (Half-titie: Bell's English history source books) 


1. Gt. Brit-—History—18th century—Sources. 2. Gt. Brit. Parlia- 
ment. 1 Title. 


A 16-2340 
‘Title from Williams College. Printed by L. ©. 
a28dl, 
Robieson, William Dunkeld, comp. 


The growth of Parliament and the war with Scotland (1216- 
1307) by W. D. Robieson ... London, G. Bell and sons, Itd., 
1920. 

vill, 120 p. 19". 
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(Half-titte: Bell's English history source books. 


1. Gt. Brit—Hist.—18th cent.—Sources. 2 Gt. Brit. Parliament. 
1 Title. 
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Library of Congress DAMB4 no.5 
#001, 
Robiette, A G. 
Electric melting practice, by A. G. Robiette ... With 87 


illustrations, including 3 folding plates. London, C. Griffin 
and company, limited, 1935. 


vill, 324 p. illus, 8 fold. pl. diagrs. 23°. 
Bibliography : p. 315-320. 


1. Electric furnaces. 2. Electrometaliurgy L Title. 


Library of Congress TN685.R6 
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Robijns, Frans Antoon 
see 


Robyns, Frans Antoon, 1836- 


Robilant, Irene Nicolis di 


Nicolis di Robilant, Irene. 


Library of Congress 


CATALOG OF PRINTED CARDS 


Robilant, Mario Antonio Nicolis di 


Nicolis di Robilant, Mario Antonio, 1855- 


88-18167 Revised 


Library of Congress (1862) 


Robillard, Marcel 
see 


Marcel-Robillard. 


Robillard, Raymond. 
Essai sur |’acquisition et la perte de la qualité de Fran- 


gais, par Raymond Robillard ... Paris, E. Thorin; ,etc., 
ete.) 1875. 
40 p Zim 
“Mémoire couronné par la Faculté de droit de Caen.” 
1. Citizenship—France. 2. France—Nationality. 1. Title. 
24-1486 


Library of Congress JN2917.R6 


Robillard de Beaurepaire, Charles 
Marie de 
see 


Beaurepaire, Charles Marie de 
Robillard de, 1828-1908, 


Robillard de Beaurepaire, Eugéne de 
see 


Beaurepaire, Eugtne de Robillard de, 
1827-1899, 
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;Robillard-Péroaville, Musée frangais ... ,1820- 
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Second edition of Musée publ‘shed by Robillard-Péroaville 
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reaParis, ot Laurent, Perm 
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m Vv Eanto Quirino, 1761-1818. rv. aS. AS 
Bernard, 1755-1889. ¥. Duchesne, Jean, 1 
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Library of Congress 2081.87 
—— -——— Copy 2 a3Thl, 
Robillot, Jacques. 
Un remarquable technicien de 1’ : Yeuteur du “Wal- 
tharius”, par Jacques Robillot . Imprimerie Louis 


1, Ekkehardus 1, dean of St. Gall, 4. O78. Waltharius manu fortia 


2 Tide. 
aa- 
Vasear college. Library 
for Library of Congress 2 


Robin, Albert i. c. Rdouard Charles Albert, 1847- 


... Treatment of tuberculosis; o therapeutics of 
medical men, by Albert Robin ... tr. by Dr. Léon Blanc ... 
with the assistance of H. de Méric ... London, J. & A. 
Churchill, 1913. 

viii, 616 p. 23. 


Bibliographical foot-notes. 
head of title: ic clinic of the Paris f of 
Lt of Therapeutic jaculty of medicine, 


1. Tuberculosis. 1. Blane, Léon, tr. om. Méric, Henry Eugéne de, tr. 


Agr 13-2200 
Library, U.S. Dept. of Agriculture 448R55 
Robin, Aipert, 1875- 

Tig Genenee of cnupen 00 0 water pasitcs; by 4 Robin 
Px: ee ee Philadelphia public ledger, Sept. 27, 194.> 
hp. 214° 

Caption title 


1. Water, Purification of. 


ca 92579 Unrev'd 
Library of Congress 


Rebin, Armand. 
... Ma vie sans moi. Paris, Gallimard ,1940, 
4p 1, Qip-208 p. 1k 187". (Collection Métamerphesss. mm) 
Poema 


1 Tithe. 


Library of Congress 
Copyright A—Foreign 


Robin, Aug. =§ 1859- 


Fg ye ep mp Par Aug. 


760 reproductions 
photegrephiques (5 here neste), 58 tableaux de fossiles carac- 
teristiques, 158 dessins. Paris, Larousse ,1902, 
"acne Mus., plates, maps. 82 x 25". 
At bead of title: Géologie pittoresque. 


an phénoménes contemporains — 2. Les for- 
pope ¢ Ay ty ay = 
1. Physical » & . & A 
geography 2 Geology. 38. Paleontology. 
Library of Congress QE31 RS 
stl, 








Robin, Charles. 
Galerie des eG tema mee pr Cate Bah. 
Anes postualts Geqehe eaters Paris, V. Lecou ,etc., 1848. 


a 850 p.,11 12 port. (incl. front.) 264”. 
ouvrage, qui devait avoir 4 volumes, n'a pas 6t¢ continué.”"—Lo 
franc. 


rena, ma Cat gan etn. de la librairie 
Conrexta.—| Selvendy — Viet Hugo.—Francois Arago.— Paul ve 
val.—Ernest ne a ~_ ——Hippolyte 
Auguste — ‘Aretne Houssaye— Lamartine—Louils Blanc. 
1. French iterature—19th and 20th cent.—Hist. & crit. 2 Authors, 
French. 1. Title. 
13—T12 
Library of Congress PQ285. RS 
41b1, 
Robin, Charies. 
Histoire illustrée de V'Exposition 


1, Paris. Exposition universelle, 1855. 1 Title 
24-20608 
Library of Congress ‘Ts00.BIRC 08 
Robin, Charles Philippe, 1821-1885. 
Des végéta Wem vio ersievent gun Ioeiemne et sur les ani- 
ica i os peremeant Se wee 
Paris, J. B. Bailliére; rete., ete. 1847. 
Ip L, vill, 1p. Spl Bm. 
1. Parasitic plants. 
7-222 
Library of Congress QKS1&R6S 


Robin, Charles Philippe, 1821-1885. 


Du ae np y et des injections, dans leurs applications 
4 l’anatomi la pathologie, suivi d'une classification 
des sciences Sonteetatalon de celle de la biologie et de 
l’anatomie en ee r le Dr. Ch. Robin ... Avec 
23 figures intercalées dans le texte et 4 planches gravées. 
Paris, J. B. Bailliére ; cetc., ete.) 1849. 

lix, (1), 238, 196 p. a7 

In two parts 





illus, rv pl 


1. Injections, Anatomical 2. Microscopy, Medical. 3. Biology. 4 Anat- 
omy 


7-27804 


Library of Congress OH324 Res 


Robin, Philippe, 1821-1885. 

Histoire naturelle des végétaux parasites qui croissent sur 
Vhomme et sur les animaux vivants, par Charles Robin 
Paris, J. B. Baillitre; New York, H. Baillitre; ,etc., etc., 1853. 


xvi, 702, 2) p. 21°. and atias of 15 pl. (part col.) 27. 


1. Parasitic fungi, 2. Fungi, 1, 2. Pararttic plants. 
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U.S. Dept of agr. Library 

for Library of Congress 
Robin, Charles Philippe, 1821-1885. 

Liinstruction et I'éducatioh; par Charles Robin .. 
G. Decaux ,ete., 1877. 

axill, 6p. 18” 


“Ce volume contient les articles que j'al publiée en 1876 dans la Philo 
eupae pantie —Préf. 


Paris, 


1. Teaching. 2 Education. 


E 9-400 Revised 
U. 8. Of. ofeduc. Library 
for Library 


LB: 
of Congress «r4ib2, 


LIBRARY OF CONGRESS 


Robin, Charles Philippe, 1821-1885. 
Notice sur les travaux d’anatomie et de zoologie de 
M. Charles Robin... Paris, Impr. de L. Martinet, 1860. 
cover-ttle, © p. 26) x 214 


1. Anatomy—Bibl. 2. Zoology—Bibl 
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Robin, ny Hy Philippe, 1821-1885. 

Sur les dégits caus’s au mais et au chanvre par les 
chenilles du Botys nubilalis Hibner. Par mm. les professeurs 
Ch. Robin et Al. Laboulbéne. Paris, 1884, 

P. S16. col pl. 215". 
Caption title 
mi 


from Annales de In Société entomologique de France, 6. 
str, t. 40, 1884 


1, Botys nubilalis. 2 Hemp. Pesta. 3. 


Pests. 
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U.S. Dept. of agr. Library 
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for Library of Congress fib 


Robin, Claude C b. 1750. 

Florula ludoviciana; or, A flora of the state of Louisiana. 
Tr., rev., and improved from the French of C. C. Robin, by 
Cc SR Rafinesque New York, C. Wiley & co., 1817. 


Fy Seer orale ‘a of Louisiana. 


” sippiemen aa venpendie. 


By Robin and 
Rafinesque 
New York, C. Wiley & ce 


By C. 8. Rafinesque. 


The Ses eda with tis oath te tamed ¢ 
published by Robin as ap appendix to his “Voyages dans !'intérieur 
os 1807, v. 3, p. ne 


works, notices, ete.: p, 173- 
. 1. Rafinesque, Constantine Samuel, 1783- 
1—13745 
Library of Congress QK125. Re 
—- —— Copy 2 182b1, 
Robin, Claude € b. 1750. 


Histoire de la constitution de I'Empire francois; ou, Histoire 
des Etats-généraux, pour servir d'introduction & notre droit 
public. Par m. I’abbé Robin ... Londres, et se trouve & Paris, 
chez Godefroy, 1789. 


2y. 2. 


1. France. Btats généraux. 2. France—Pol. & govt. 


33386 
Library of Congress IN2413.R65 
88901, 
Robin, Claude C b. 1750. 


New travels through North-America: in a series of letters; 
exhibiting, the history of the victorious campaign of the allied 
armies, under His Excellency General Washington, and the 
Count de Rochambeau, in the year 1781. Interspersed with 
political, and philosophica! observations, upon the genius, tem- 
per, and customs of the Americans; also, narrations of the 
capture of General Burgoyne, and Lord Cornwallis, with 
their armies; and a variety of interesting particulars, which 


occurred, in the course, of the war in America. Trans- 
(Continaed on next card 
2 neen 
on 
Robin, Claude C 5. 1750. New travels through 


North-America ... (Card 2) 
lated from the original of the Abbé Robin, one of the chap- 
lains to the French army in America ... Philadelphia: Printed 
and Sold by Robert Rell, in Third-Street. 178 —Price Two 
Thirds of a Dollar. 

izp WwW. 

Trausated by Philip Freneau. 


v rex & trav. 2. U. &—Hist.—Revotution—French par 
ote 3 S—Hist —Heratation-—< ‘ampaigns and battle. = 1 
Freneau, valtip'! Mortu, 1752-1832, t 

29022 
Library of Congress b16G3. BAT 
——Cepy 2. Mie collaneous pamphlets. ©. 754, oo. 2) 


ACBOLMS vol. 14 
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Robin, Claude C b. 1750. 

New travels through North-America: in a series of letters; 
exhibiting the history of the victorious campaign of the allied 
armies, under His Excellency General Washington, and the 
Count de Rochambeau, in the year 1781. Interspersed with 
political and philosophical observations, upon the genius, tem- 
per, and customs of the Americans: also, narrations of the cap- 
ture of General Burgoyne, and Lord Cornwallis, with their 
armies; and a variety of interesting particulars, which oc- 
curred in the course of the war in America. Translated from 

(Continued on next card) 


a38b1, 


20823, 


Robin, Claude C b. 1750. New travels through 

North-America ... (Card 2) 
the original of the Abbé Robin, one of the chaplains to the 
French army in America ... Boston: Printed by E. E. Powars 
and N. Willis, for F. Battelle, and to be sold by him, at his 
book-store, State-street. M,DCC,LExxIVv. 

Sp 2. 

Translated by P. M. Freneau. 

Lv. r ge & trav. 2. U. 8— .—Revolution—French pa‘ 


Hist. 
pation. Hist —— and battles. 7 


T 
neau, Pullip ovine 1752-1882, 


20023, 


Library of Congress E163. R673 


4381, 


Robin, Claude C b. 1750. 

Nieuwe reize door Noord-Amerika, in den jaare 1781. 
Door den Heere Abt Robin. Uit het Fransch. Amster- 
dam, Allart en Holtrop, 1782. 


viii, 283, 13) p. fold. map. 22°. 


e 1. U. S—Deser. & trav. 2. U. S—Hist —Revolution—Personal narra- 
ves. 


Library of Congress E163. R68 


Robin, Claude C b. 1750. 

Nouveau voyage dans |’Amérique Septentrionale, en l'année 
1781; et cam) de l’armée de m. le comte de Rochambeau. 
Par m. l'abbé Robin. A Philadelphia, et se trouve & Paris, 
Chez Moutard, Imprimeur-Libraire de la Reine, de madame, 
& de madame comtesse d’Artois, rue des Mathurins, Hétel de 
Cluni. 1782. 


ix, 222 p. 20°. 
1. U. 8.—Deser. & trav. 2. U. 8.—Hist.—Revolution—Personal nar 
ratives. 
29021 
Library of Congress F163.R65 
— Copy 2. n4idi, 
‘Robin, Claude C ) b. 1750. 


Recherches sur les initiations anciennes et modernes. 
Par M. l'abbé R.. A Dresde, Chez les freres Wal- 
ther, 1781. 


116 p. 175" 


The 2d part treats of initiations among the freemasons. 


1, Initiations (into trades, societies, ete.) 2. Freemasons—Hist 
97979 
Library of Congress HS126 R& 
(Robin, Claude C ) b. 1750. 


Ueber die einweihungen in alten und neuern zeiten. 
Vom abt. R. . Memphis und Braunschweig, 5782 
fi. @. Peterabrrg, 1782, 


Zp 6™ 
The 2d part treats of initiations among the freemasons. 


1. Initiations (into trades, societies, etc.) 2. Freemasons—Hist. 
9-7980t 


Library of Congress HS126.R66 
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Robin, Claude C 6. 1750. 

Voyages dans l’intérieur de la Louisiane, de la Floride occi- 
dentale, et dans les isles de la Martinique et de Saint-Domingue, 
pendant les années 1802, 1803, 1804, 1805 et 1806... En outre, 
contenant ce qui s'est passé de plus intéressant, relativement & 
V'établissement des Anglo- ins & la Iouisiane. Suivis 
de la flore louigianaise. Avec une carte nouvelle, gravée en 
taille-douce. Par C. C. Robin’... Paris, F. Buisson, 1807. 

3. front. (port.) fold. map. fold. plan. 20". 


Louisiana—Descr. & trav. 2 Louisiana—Hist. 8. Florida—Deser. 
Py-*- 4. Martinique—Descr. & trav. 5 Haiti—Descr. & trav. 6. West 
Indies—Descr. & trav. 7. Botany—Loutsiana. 

1—8T87 
Library of Congress F373.R65 
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Robin, E Gallienne. 
Jacquine of the hut; a Sark story, E. Gallienne Rob- 
in. London, Hurst & Blackett, itd. (1911, 
4p L00p. a. 
29659 
Library of Congress PZ.RSSJa * 


Copyright A ad int. 42 


Robin, E Gallienne. 


Jacquine of the hut ; a romance of the Channel Islands, 
by E. Gallienne Robin. New York and London, G. P 
Putnam’s sons, 1912. 


viip,11,45p 197. $1.35 


Library of Congress 
Copy2 
Copyright A 297940 
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Robin, Edouard Charles Albert 
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Robin, Albert, 1847-1928. 


Library of Congress a 


Robin, Elie. 
Les prisons de France et le p 





libérés, par B. Robin... Paris, . E. Dentu a. r9e0. 
101 p11 20. 


1. Prisons—France. 2 Crime and criminals—France. 
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Library of Congress HV9664.R6 
Robin, Emmanuel. 
.. Accusé, lave-toi ... Paris, Plon ,1929, 
4pl.28p.1l 1. 
“Prix da premier roman 1029." 
4 Title. 
10068 
Library of Congress PQ2635.01T9AT 1°79 
Copyright A—Foreigt 6172 
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Emmanuel. 
-. Catherine Pecq. Paris, Plon ,1933, 
Sp.1,3-28 p11 19. 


1 Title. 
Library of Congress PQ2635.0179C3 1983 
Copyright A—Foreign 22605 
2) 43.91 


Robin, George E. 

Mineral and other resources of Sierra county, New Mexico, 
by Geo. E. Robin ... issued by Sierra county World's Columbian 
exposition committee. April 30, 1893. 1st ed. of 10,000 copies. 
St. Louis, Great western printing co., 1893. 

21,2) p 2. 


& Gems oo, H. M—Seen, eondt 2. Mines and mineral resourcee— 
co. 1. Sierra county 


New World's Columbian exposi- 
ton comraittee. 

Library of Congress C107. NORA — 
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Rebdin, Gil 
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Robin, Gilbert, 1893— 
swore 

Library of Congress a 

Robin, Gilbert, 1893- 


. Les drames et les angoisses de la jeunesse (jeunesse nor- 
male et jeunesse morbide) Paris, E. Flammarion ,1934, 
xvi, 17-282 p, 21 18)". 
At bead of title: Docteur Gilbert-Robin. 





1. Youth. 2. 3 i. 4 Puberty. 
— Full nome: Gilbart Claude Alphunse Robin, 
34-21815 
Library af Congress HQTOO.R6 
Copyright A—Foreign 24998 
2 (150.0227864) 136.7354 


Gilbert. 
. L’enfant sans défaute. Paris, E. Flammarion “1930, 
26, 2) p. 189". (On cover: “Education”) 


1. Child study. 1. Title. 
‘30-23218 
Library of Congress HQT@8. RSS 
Copyright A—Foreign 9012 
ra 1396.7 


Robin, Gilbert, 1993- 

.. Enfants d'aujourd’hui. La paresse est-elle un défa_t ou 
une maladie? Paris, Flammarion ,“1932, 

2xxiy, 35;-288 p11. 189% 

At bead of title: Docteur Gilbert-Robin. 


1. Chiléren, Abnormal and aut, 2. Lasiness. & Baise. 
Totellectnal. 4 1 Tithe. 1. Title: 
ele un défaut oo une meleaie? 

(Fell name: Gilbert Clande Alphonse Robin, 


33-12280 
Library of Congress RJ490 RE 
Copyright A—Foreign 19843 
2, [150.922708) 136.768 
625 


Rodin 
Robin, Gilbert, 1893- 
L’épilepsie chez l'enfant et le caractére épileptoide, par 
Gilbert-Robin ... Paris, G. Doin & c*, 1982. 


3p. 1, 140, 1) p 18". , (Collection des actualitée de médecine 
pratique) 


1. Epliepey. 2 Children—Diseases. 1 Title. 
(Pull name: Gilbert Claude Alphonse Robin, 


‘2 23008, 
Library of Congress BJ406. DSRS 
Copyright A—Foreign 17682 
a) (6189) ei6ems 


Robin, Gilbert, 1893— 
... La femme et la lune, par Gil Robin. Paris, Editions du 
Sagittaire ,*1925, 
2p, 25 p. 8. 
penne. 15) 


front. (port.) 179". (Collection de la Revue euro- 





1 Title. 
(Pull name: Gilbert Claude Alphonse Robin, 
(28-814 Revised 
Library of Congress PQ2685.018F4 1925 
Copyright A—Foreign 28617 
(7802, 
Robin, Gilbert, 1893- 
... Grandeur et servitude médical :Paris, E. Fi 
(1982, 
247, 2p. 1. 


At head of title: Gil Robin. 


Conrurts.—Introduction —Un ba une naissance—Le chirur- 
wien badned du cour vomain —Reusir —La novice ttalienne — 


de la 
1 Tithe. 
(Full name: Gilbert Claude Alphonse Robip; 
3 Out 
Library of Congress PQ2685.018GT 1962 
Copyright A—Foreign 16853 
2) 

Robin, Gilbert, 1893- 

++. Od envoyer nos enfants en vacances? ... Paris, Les Edi- 
tions de France, 1938. 


2pLi@p.il map 1. 


1. Ciilidren — Care and hygiene, 2 Vecationn & Health resorts, 
watering-places, ete—Franca 1 Title 


(Pull neme: Gilbert Claude Alphonse Robia, 


Library of Congress BJ47.B6 
eore2 
a 


Robin, Gilbert, 1893- 

Précis de neuro-psychiatrie infantile, par Gilbert Robin ... 
Paris, G. Doin & c, 1939. 

2p. crsip 2. 


1 Children, Abnormal and backward. 2 Puychology, Pathological 
1. Tithe: Neuro-payebiatrie infantile 


(Pull nome: Gilbert Claude Alphonse Robia, 


17788 
Library of Congress ‘RJ«9e RAD 
Copyright A—Foreign ee 
2 (180.08376) 198.78 


Robin, Gilbert Claude Alphonse 
soe 


Robin, Gilbert, 1695- 








Robin 


Robin, Gustave, 1855-1897. 

(Euvres scientifiques, réunies et pub. sous les aus- 
pices du Ministére de l’instruction publique, par Louis 
affy ... Paris, Gauthier-Villars, 1899-1903. 
2y. inl diagrs. 25°° 
\ ol. 2 issued in 2 parts. 

“Lesons de chimie physique,” announced as another volume of the 
author's collected works, has not been published 
Contents —it. éorie nouvelle des fonctions, exclusivement fondée 
1899 


sur lidée de nombre (t. M1, 1) Physique mathématique 
it. M, 2) Thermodynamique générale. a 1. 
1. Science—Ce Herted < 2 ions. 3. Mathematical physics. 


uncti 
4 Thermodynam: 1 tole 185S-1910, ed. «1. France. 
tere de Tinetrection Wi a des beaux-arts. 
(Pull name: Victor Gustave Robin 


5-25799 Revised 


Minis- 


Library of Congress QUIRES 


Robin, Henri. 
. Le droit des gens mariés dans la coutume du duché de 
Bourgogne ... par Henri Robin ... Paris, A. Rousseau, 1900. 
2pn.1,1p 2. 


‘Thése—Univ. de Paris. 
“Ouvrages consultés” : p. (180,-191. 


1. Husband and wife—Burguody. 2. Customary law—Burgundy. 
1 Title. 


4140688 
Library of Congress 2; 


Robin, Henri Albert, 1858- 
... Recherches t 
dre des chiroptéres ... 





r les iféres de lor 
Paris, G Masson, 1881. 


2p. 1,18 p. pl 2s" 


Thése—Faculté des edenees de Paris 
“Ann. se. nat., rool — 


1. Bats. 


9-22349 Revised 


Library of Congress QL737 CSR6 


Robin, Henry Albert 
see 


Robin, Henri Albert, 1858-1584, 


Robin, J. 


.. Travaux secondaires d"hydraulique agricole en Co- 
Saigon, C. Ardin et fils, 1918. 


chinchine, par J. Robin ... 


25 p. 274° 
gon. Bulletin. 


At head of title: Gouvernement général de |'Indochige. 


(Congrés d'agriculture coloniale, Paris, 1918. Série Sai 
no. 12) 


1. Irrigation— (Indo-China, French)—Cochin China 

Agr 21-401 
Agriculture 26C76S no.12 
12) 


Library, U. S. Dept. of 


Robin, Jay. 
The flight of Icarus; an idyl of Printing-house square. Lon- 
don and New York, F. T. Neely ,1898, 


. 
x, 9-3C3 p. 199™. (Neely's universal library. no. 29) 


1 Title. 


WR — 1852 
Library of Congress 


Copyright 1898: 44070 





LIBRARY OF CONGRESS 


Robin, Jean, 1890- 

The royal road of the holy cross, by Abbé Jean Robin; 
authorized translation by M. R. Glover; illustrations by C. 
Bosseron Chambers. New York, P..J. Kenedy & sons ,°1937, 

6p 1, 3-146 p. front. plates. 184%. 


1% Glover, Marie Roberts, 1890- = tr. 


1. Stations of the croas. 
™. Title. 


(Pull name: Jean Alphonse Charles Robin, 





37-12793 
Library of Congress BX2040. R572 

—_ Copy 2 

Copyright A 104570 3; 32.96 
(Robin, John, 

A trip to Maoriland, by “Pakeha Maori” :pseud., Lake 
Placid, N. Y., Office of “The Lake Placid news” ,*1907, 

2p.1, 57 p. front. plates. 21%. 

1, New Zealand—Descr. & trav. 2. Maoris. 

719758 

Library of Congress DU411.R8 

Copyright A 172318 (20e1; 


Robin, Léon, 1866- 
Etudes sur la signification et la place de la physique dans 


la philosophie de Platon, par Léon Robin ... Paris, F. Alcan, 
1919. 
Bp. 2. 


At head of title : Collection historique des grands philosopbes. 


1. Plato. 2. Selence-——Philosophy. 3. Physics—-Philosophy. 


AM-174 
Printed by L. C. 


Title from Univ. of Vir- ginta 


2 


Robin, Léon, 1866- 

Greek thought and the origins of the scientific spirit, by 
Léon Robin ... , K. Paul, Trench, Trubner & co. itd. ; 
New York, A. A. Knopf, 1928 


x. 0 p. fold. map. 244°. 


( Half-title: The history of civilization. 
:Pre-history and antiquity,) 


“Translated from the new revised and corrected French edition by 
M. R. Dobie.” 


ile. 
Bibliography : p. 381-804 


1. Philosophy, Ancient. 1. Doble, Marryat Ross, 1888- tr. 

u. Title. 
29-465 
Library of Congress B72. Res 
41q2, 
= 1866— 
morale antique, par Léon Robin ... Paris, Librairie 

Félix —= 1938. 

2p. 1, 180p,21 18". (Nouvelle encyclopédie philosophique; col- 
lection dirigée par H. Delacroix. (17;) 


“Témoignages” : p. (177,-180. 


1. Ethics, Greek. 1 Tith. 


Iilipola, Univ. Library 
for Library of Congress 


#0c1, 
Robin, Léon, 1866- 

... La pensie greeque et les origines de |'esprit scientifique ... 
“ Léon Robin ... Paris, Renaissance du livre, 1923. 


vila a D. 11, 40 > fold. map. ~ le (Liévolution ste 
resetesie: ynthése collective. dl. eectiod. xm 





“7? mille. 
~Bbllogrephe™: D. 657-470. 


1. Philosophy, Ancient. 1. Title. 
24 —23081 
Library of Congress B1T2.R6 
(3601, 





Robin, Léon, 1866- 
-. Platon, par Léon Robin. Paris, F. Alcan, 1935. 
2p. L, (vily-vill, 864p, 23°. (Les grands philosophes) 
“Bibliographie” : p. 389,-846. 


1, Plato. 
AC 36-2418 
Cornell univ. Library 
for Library of Congress B305.R7 
(a38e1, 184.1 


Robin, Léon, 1866- 
Théorie platonicienne de l'amour, par Léon Robin ... Nou- 


velle édition. Paris, F. Alcan, 1933. 
Sp. 1, 229 p. 214%. (On cover: Collection historique des 
pail ; istorique grandes 


1, Love, Platonic 

ACH 2M 
cinnati B396.L43R6 Printed by L. C. 
2 


Title from Univ. of Cin 


Robin, Maxime. 

Etude mécanique du vol de l'avion & l'usage des techniciens ; 
cours professé & |'Ecole spéciale de travaux aéronautiques, par 
Maxime Robin ... Avec 234 figures dans le texte. Paris et 
Liége, C. Béranger, 1932. 

4p. 1, 204 p, 1. diagra, 224°. 

“Bibliographie” : p. 255) 


1. Aerodynamics. 2. Aeroplanes. 


Library of Congress 
2; 629.1323 


Les syndicats agricoles et la démocratie rurale ... 
Rennes, Imprimerie Bretonne, 1907. 


2p. 1, D-148 p11 259". 
Bibhiogray p. (H-12. 
see esl {oot -notes. 


iniv. de Rennes. 


1. Agriculture, Comparative France. 2, Agricultural societies. (2. Agri 


culture— Societies: l 


Agr 20-1508 


Library, U. S. Dept. of Agriculture 280.2R55 


Robin, Paul Eugéne, 1797-1874. 

Dictionnaire du patois normand en usage dans le dé- 
sartement de |’Eure, par MM. Robin, Le Prévost, A. 
assy & de Blosseville, publié sous les auspices du con- 
seil général par la Société libre d’agriculture, sciences, 
arts et belles-lettres de |’Eure. Evreux, Impr. de C. 
Hérissey, 1879-82. 

2¥. 


continuously. 

tench we ye 2. French language—Dialects— 
pa, et-Loir. Frene Dialects— Dictionaries. t Le Pré- 
vost, Auguste, 1787- 120, joint author. 1. I 1792- 
7 jot author. im. Blosseville, on Poret, vicomte de, 
799-1886, joint agriculture, des sci- 

om. arts et belles-lettres de Eure, } 1, 

26- 18462 
Library of Congress semen 
1 


Robin, Percy Ansell. 

Animal lore in English literature, by P. Ansell Robin ... 
London, J. Murray ,1932, 

ix, 196 p., 11. Incl. Hllus., plates. front., plates. 23)™ 

“The sources—and uses—of animal lore”: p. (1)-20. 


1. animal lore. 2 Animals in literature. 3. English literature—Hist. 
crit. 


‘32—20880 
Library of Congress QLs9. RS 


(30e2, (820.9) 5015 








Robin, Perey Ansell. 
The old ary in English literature 


By P. Ansell 
Robin ... London, J. M. Dent & song, Itd.; New York, E. P. 
Dutton & co., 1911. 

ill,-vil, 188, 1, p. 19". 

Thesis (p. tzt.)—University of London 

Bibliographical foot-notes. 


1, Medicine ,and literature, 2. English literature 
8G 18-31 Revised 
Library, U. 8. Surgeon- General's Office 


(738e2, 


Robin, Pierre. 
La Compagnie des secrétaires du roi (1351- = Paris, 
Librairie du Recueil Sirey (société anonyme) 193% 
2p.l,12p, 21. 24. 
“Bibliographie” : p. (123;-124. 


1. France—Court and courtiers. 1. Title. 
AC 33-3212 
Title from Princeton Univ. Printed by L.C. 
2) 
Robin, Pierre. 


. Le séquestre des biens ennemis sous la révolution fran- 
gaice. Paris, Editions Spes, 1929. 
2p. L, (T8848 p. 259". 
“Bibliograpbie”: p. ,365)-374 





1. France—Hist.— Revolution— Finance, fi etc. 1. Title. 
32-8865 
Library of Congress DCH418.R6 
2) 044.06 
Robin, Poor, pseud. 
see 
Winstanley, William, 16281-16901 
22-16428 
Library of Congress 2 
Robin, Raymond. 
Des occupations militaires en dehors des occupations 


de guerre (étude Pam | Te 4 et de droit in- 
ternational) par Ra: avec une préface 
M. Lonis Renault .. ve eee L. Larose & L. Tenin, 1913. 


3p. 1, vill, 4p. 26°. 


1. Military occupation. 
15-7007 
Library of Congress 


Robin, Raymond. 

Manuel théorique et pratique de l'expropriation pour cause 
d'utilité publique, avec formulaire et textes, par Raymond 
Robin ... Paris, Administration du Journal des notaires et 
des avocats et du Recueil général des lois et décrets, 1917. 

2p1. 215, a) p. 279. 


Eminent domain—France. 2. Forms (Law )—France. 1. France. 


sone statutes, ete. 1. Title. 
22-14176 


Library of Congress (a29d1, 


CATALOG OF PRINTED CARDS 
Robin, Victor Gustave 
see 


Robin, Gustave, 1855-1897, 


Robin du Vernay, Lambert Antoine, 1782- 
Culture des abeilles dans une nouvelle ruche a étages .. 
par M. Duvernay ainé ... Grenoble, Impr. de Prudhom- 


me, 1 
1% p. pl 219™. 
1. Bees. 1}. Apiculture; 


Agr 15-164 


Library, U. S. Dept. of Agriculture 424R55 


Robin Goodfellow. 

The mad pranks und merry jests of Robin Goodfellow: re- 
printed from the edition of 1628. With an introduction by 
J. Payne Collier ... London, Reprinted for the Percy society 
by C. Richards, 1941. 
199°. (Jn Percy society. Early English poetry... vol. m) 


With reproduction of the two title-pages of the London edition of 
12s 


=x, 45 p. 


1 Collier, Jobo Payne, 1780-1883, ed. 


A10-K8 
Minnesota. Univ. Library 
for Library of Congress {PR1120.P4 vol. 2) 


(03801, 


Robin Hood. 

The extraordi and of Robin Hood, 
captain of the — A. nt ee Forest: interspersed 
with the history of Little John and his merry men all. 
To which is added, Edward’s cross, or, The wife and the 
friend. Philadelphia, F. Scott, 1827. 

Jip. wn 

Chap-book 





1. Robin Hood 1. Tithe: Edward's cross. 


Library of Congress PR2127.E8 


Robin Hood. 

The merry ballads of Robin Hood; the chroniclers: Laura 
belle Dietrick assisted by .. Joseph Franz-Walsh ; illus- 
trated by Edna Reindel. The whole story of that Robin Hood, 
known as Earl of Huntington, and Locksley hall in the days of 
King Henry m and Richard of the Lion’s heart: first sung by 
minstrels, later set down in the ballad books of Percy, Ritson, 
and Evans. New York, The Macmillan company, 1931. 

vill, 87 p, incl. front., ittus, 229°. 

Illustrated Uning-papers. 

“Books referred to in the making of this one” : p. 66. 


i ~ aes Laurabelle, ed. mn. Franz-Walsh, Joseph, joint ed 
mu, Tit 
3116465, 
_anry r — 


Copyright ry Boon 


PR2125.D5 
139v3, 





821.04 


Robin Hood. 


The noble birth and gallant atchievements of that re- 
markable outlaw Robin Hood ... in twelve several stories: 
to which is added, the Life of Robin Hood, os a manu- 
i in the British museum. London, W. Pickering, 


1p.1, xix, 53p. 18)™. 
no. 67) 


Pi rsions of ballads from the common garland, “newly collected 
into one volume by an ingenious antiquary,” with reproduction of orig- 


inal t-p., 1 
(Continued on next card) 
2 


tEarly prose romances ... ed. by W. J. Thoms. 


19-6315 


627 


Robin 


Robin Hood. The noble birth and gallant atchieve- 
ments of that remarkable outlaw Robin Hood ..._ 1827 
(Card 2) 


Separate issue; subsequently formed part of v. 2 of Thoms’ Collection 
of Po English prose romances, 1828. 


1. Thoms, William John, 1803-1885, ed 
Hood. 


mu. Title. mt. Title: Life of 
Robin 


19-6315 
(Miscellaneous 


Library of Congress PR2127.N6 
Another issue 


on heavy paper. 
pamphlets, v. 1153, no. 4; 
Imperfect : Appendix (p. 37)-53) wanting. 
AC9OL.MS vol. 1153 
2) 





Hond. 

The novle birth and gallant atchievements of that re- 
markable outlaw Robin Hood, together with a trve ac- 
count of the many merry & extravagant exploits he 
play’d, in twelve several stories, newly collected into one 
volyme by an ingenious antiqvary. (Edinburgh, O. 
Schulze & company, 1906, 

3p.1 


%, ih P . illus, 3 pl. 299°. (Holf-title: Early English 
Prose romanc 


Engr title > red b.-. I black within ornamental border ; initials. 

t as given in Thoms’ Early English prose romances, 1827 and 1858, 
without the introduction, ate It was reprinted from an edition of 1678, 
and consists of prose versions of a number of ballads 

is edition is limited to 500 copies only 


1. Nelson, Harold E. H., illus. m. Title: The merry exploits 
of Robin H. 
Library of Congress PR2115.Al 6-30465 Revised 
119c2) 


Robin Hood. 

The songs of Robin Hood, containing the history of all the 
merry exploits done by him and his men on various occasions. 
To which is prefix’d, a preface, giving « more full and par- 
ticular account of him, than any hitherto publish’d. London, 
1778. 


2p.1,98p 15". 


Library of Congress PR2125.A1 1778 


Hood. An opera. As it is perform’d at Lee's 

r’s Great Theatrical Booth in Bartholomew- 
' ith the musick prefix’d to each song. London, 
. Watts pte 1730. 


4p. 1m 


‘Longe, F. Collection of plays. v. 49, no. 6 
1. Robin Hood—Drama 

2666 
Library of Congress PRI241.L6 vol. 49 


Robin-Hood and the Duke of Lancaster. A ballad. To 
the tune of The abbot of Canterbury. London, J. Roberts, 
1727. 


6p. 359" 
(Poetical papnlets ¥. 8, no. 16, 
I~ :A4-B* 
Walpole and Lord Lechmere, yy ht 
on chancellor of = duchy of Lancaster. M. Percivaie, 
ballads illustrating the sdministration of sir B. Walpole, 1914, p. 4 
Lechmere, Nicholas Lechmere, baron, 1675-1727. 2. Walpole, Rob- 
ert, earl of Ortord, 1670-1948 


Library of Congress PRIIT1.25 vol.9 


Bobin of Sherwood, and other stories; with illustrations 
in color by Rowland Wheelwright, and in black and 


white by Edward Shenton. Philadelphia, G. W 
Jacobs & company (1923, 
P opt (7-118 p. col. front, plates (part col.) 207. (The Franklin 
1. Robin Hood 
23-18168 
Library of Congress PZB.1 RSSRo 
Copyright A 75039 oa 








Robin Rustler, pseud. 
see 


Maclean, John, 1851- 


Robin the runner. From the Religious tract society, London. 
Boston, H. Hoyt ,1862, 
4p froat. 15°. 


1. Religious tract society, London. 
Library of Congress BY4510.R57 


2 


Robine, B. 

The cyanide industry theoretically and practically 
considered, by R. Robine ... M. Lengien . tr. by J. Ar- 
thur Le Clere -. With an ‘appendix by C. E. Munroe, 
PH.D. Ist ed. Ist thousand. New York, J. Wiley & 

ns ; ete., ete.) 1906. 

=i, 8p diagrs. 247 

jix. Digest of United States patents relating to cyanide processes 
en the recovery of precious metals”: p 331-401 


anides 
Clore 5} Arthur, 


. we t. Lenglen, M., joint author. 11. Le 


tr, 1. Munroe, Charles Edward, 1849- 


6-402 
TP248 COR6 


Slat 


Library of Congress 
Copyright A 137798 











Library of Congress 


Robineau, Joseph, sieur de Villebon 
see 


Villebon, Joseph Robineeu, sieur de, 
1655-1700. 


Robineeu, Maurice, 1870- ed. 


La tactique optratoire 
see 


La tactique opératoire, publiée sous la 
direction de M, Robineau et W 
" Stern. 


LIBRARY OF CONGRESS 


Robineau-Desvoidy, André Jean Baptiste, 1799-1857. 
Recherches sur l‘organisation vertébrale des crustacés, des 
arachnides et des insectes. Par J. B. Robineau-Desvoidy ... 
Paris, Compére jeune, 1828. 
Sp Ll, Inavill, 2228p. pl. 2fold tab. 22". 


1. Arachnida. 2 Insects yal 8B Insects— nme 
2. & Entomology, Physiological and structural, 4 ¢ 
Agr 82—457 
U.S Dept. of agr. Library 41155 
for Library of Congress (4201, 


(Robinet, Auguste, 1862-1930. 
.. Cagayous, ses meilleures histoires; avec une introduction, 
des notes et un lexique par Gabriel Audisio. Paris, Galli- 


mard ,1931, 

265 p. 2 1. incl. front. 19%. (Les documents bieus. (2. ser; Les 
arta, no. 40) 

Author's peead., Musette, at head of title. 

1. Audisio, Gabriel, ed. 1. Title. 

32-7163 

Library of Congress PQ2635.0184C3 1081 

opyright. A—Foreign 12474 
oy 843.9) 


Robinet, Charies, d. 1698. 

Momus, et le nouveiliste. Ouvrage mélé d'histoire, de fable, 
de bons mots des anciens & des nouveiles du temps, également 
vtile & divertissant: réduit par lettres en madrigaux, sonnets, 
stances, rondeaux, odes, & en tout autre genre de poésie. Ces 
lettres sont dédiées 4 son altesse royale monsieur frére unique 
du roy; & seront distribiiées tous les mois, ou tous les quinze 
jours. A Paris, Au Palais, & rué Saint Jacques. (Chez Nico- 
las Le Gras, etc., etc., MDOLXXXY, 

10 p. . by p. 159. 

+ T* (futny signed ty), 5°, A-Qh* 

Soltener ‘eplstie Robtnet 

—— of 1668 = to the author for bis pertodi- 


Includes the * 
ca) pablica: 
“Ex pibtiotbece R Tol. pet " 
L Tithe. 31-797 
Library of Congress PQ1014 RSME S140 


Robinet, Cora Elisabeth Millet- 
see 


Millet, Cora Elisabeth (Robinet) 1796- 
1890, 


Robinet, Edmond, 1811-1864. 


. Angleterre, par M. Edmond Robinet... Ornée de 
cartes géographiques coloriées et de beaux portraits 
gravés sur acier. Paris, Langlois et Leclercq; (etc., etc. 


1845. 


Spies front, port. 18". (L’Europe; histoire des nations euro- 
es 


Paged continuously 


Subject entries: Git. Brit.—Hist. 


Library of Congres, no. D102. Bs. 


Robinet, Edmond, 1811-1864. 

.. France par M. Bimond Robinet ... Ornée de 
cartes géographiques coloriées et de beaux por- 
traite gravés sur acier. Paris, Langlois et 
Leclercq; [etc., etc.,] 1845. 

2 pte. in lv. front., pl., port. 
(L'Burope; histoire des nations européenes) 
Paged continuously. 


18, 


(Continued on next card) 3-203 





Robinet, Eimond 1811-1864. 
. France, par M. Edmond Rubinet . 
-(Card 2) 


"Précie chronologique des événements de 1'his- 
toire de France depuis 1789 jusqu'A 1830": p. 
341-344, 


Subject entries: France--Hiet. 


D102. E89 


3-203 
Library of Congress, no. 


Edmond, 1811-1864. 

-. Russie, Pologne, Suéde et Norwége, par m. Edmond 
Robinet ... Ornée de beaux portraits gravés sur acier. Paris, 
Langlois et Leclercq ; etc., ete., 1847. 

xi, 852 p. front. port. 18". (L’Burope; histoire des nations euro- 
peennes) 


“Histoire de Danemarck” : p. 328-852. 


Rusata— 2. Poland—tHist. 3. Norway—tHist. 4 Swedeo— 
Hust 5 =F Hist. 
3—205 
D102. E88 


A2D1, 


Library of Congress 


Robinet, Edouard. 
“Manvel général des vins. Fabrication des vins mousseux, 
rar E. Robinet Paris, A. Lemoine, 1877. 


vil, 310 p. Opl 189°. 


1. Wine and wine-making. 

Agr 09-2276 Revised 
Agriculture 3090.1R55M 
(734b2) 


Library, U. 8. Dept. of 


Robinet, Edocard. 

Manuel pratique d’analyse des vins, fermentations, alcoolisa- 
tion, falsifications, procédés pour les reconnaitre, par Edouard 
Robinet fils. 3. 4d. Paris, A. Lemoine, 1879. 


2p.1,34p Spl 1. 


1. Wine and wine making—-Analysis. ;1. Wine—Analysie, 


Agr ®-2277 
Library, U. 8. Dept. of Agriculture 390.1R55 
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William, ed. 

A plot against the people; a history of the audacious 
attempt by certain Kentucky “Straight whisky” inter- 
ests to pervert the Pure food law in order to create a 
monopoly for their fusel oil whiskies and to outlaw all 
refined whiskies; with an account of the suddenly- 
adopted and preposterous theories of Dr. Harvey 


Wiley, chief government chemist ... 3d ed., 1911. 
Walkerville, Ontario, Canada, New, .York iete.; i. Walker 
& sons, limited 1911, 
3p. L,3116p 27. 
(Continved on next card) 
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At foot of t-p.: 1 Bind ty Willem Betis, 
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Paddington : present. B: 
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Robins . 
. Hall ,1888, 


1, Paddington, Eng. ( London) 1 Title. 
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Robins, William Littleton, 1869- 

Friedreich’s disease. Report of a case; with a clinical 
digest of one hundred cases. By Will iam Littleton Rob- 
ins... (Wi m, 1907; 

1, 378-387 p. 2™. 
vam Wadia medical annals, January, 1907. 


Bitiography 


1. Friedreich's disease. 
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Robins, William Littleton, 

Medical ins of schools. Wm. L. Robins ... 
Reprint from Medical review of February, 1900. 
(New York, 1900, 

cover-title, 16 p. 2™. 

Bibliography : p. 14-16. 

1. Schools— Medical inspection. 
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Eine studie tiber postamts-verbrecher. Von dr. William 
Littleton Robins ...  (Uebersetzt von Hermine Mayer in 
Leipzig, 1902, 

Dp. (247,-250. 22". 
“Separatabdruck aus dem Archiv flr kriminalanthropologie, bd. vm.” 


1, Postal service—U. 8. 2. Crime and criminals—U. 8. 3. Criminal 
anthropology 1. Mayer, Hermione, te. 


2 22838 
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Robins, William Palmer, 1882- 

Etching craft; a guide for students and collectors, by W. P. 
Robins ... With a foreword by Martin Hardie ... London, 
The Bookman’s journal! & print collector, 1922 

xvi, 243 p. incl. ius, plates. 26°. 


Plates printed on both aides. 
“A bibliography of works on etching and etchers” : p. 223-234. 


1. Etching. 2. Etchers. 1. Title. 
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Library of Congress 


Robins, William Palmer, 1882- 

Etching craft, a guide for students and collectors, by W. P. 
Robins, x. x. With a foreword by Martin Hardie,x. 2 Lon- 
don, “The Beokr.an’s journal & print collector”; New York, 
Dodd, Mead and company, 1923. 

xvi, 243 p. inci. tNus., plates. 26. 

“A bibliography of works on etching and etchers”: p. :271,-238. 


1, Etching. 2, Btchers. 1, Tithe. 
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The pate Christmas eve. New York, McLougblir 


bros., *1889. 
cover-fitle, (14; p. illus. (part col) 21%. (Snowflake series) 
17-9677 
Library of Congress PZB.3.R55 


Copyright 1889: 26150 


The robin's jubilee : dh 4 collection of poetry rela 
tive to the robin red-breast ... London, T. Gosden, 1826. 


2p. 1. iv, 83 p. from. 167. 


1. Birds in literature. 1. Title: Robin red-breast 
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rick ; io hag Norfolk miscellany ..._ Lon- 
don, on, Pe nied 1729- 


for T. Tims 


1. The Norfolk miscellany. 
ca 17-S66 Unrev'd 


1. Gt. Brit —Pol. & govt —1727-1760. 
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Robinsohn, Abraham. 

David Wolffsobn, ein beitrag zur geschichte des zio- 
nismus, dargestellt von Abraham Robinsohn. Berlin, 
Jiidischer verlag, 1921. 

4p. 1, 5-156 p. front. (port) facsim. 24. 


“Die redigierung des von dr. Robinsohn rusammengesteliten materials 
wards ven &. Kithin ubernommen.”—Vorwort, signed J. H. Kann. 


1. Welffsobn, David, 18567-1914. 2. Jewish question. 3. Jews— Restora- 
tion. 1. Klatzkm, Jakob, ed. 
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Gespriche im rwielicht. Hamburg, Gebrider Enoch 


(1994, 
178 p. 19. 
pm ee 
author's peeud., Karin Delmar, at head of title. 
L Title. 
98-11882 Revised 

Library of Congress Prsess.0z2G4 19% 
Copyright A—Foreign F ataiell 
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{Robinsohn, Terese, 1873- 


Sextett in moll; novelle von Karin Delmar peewd., Ham 
burg, Gebriider Enoch “1926, 

16, .;_ 1. 

1. Title. 
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Library of Congress PT2085.02284 1936 
Copyright A—Foreign 34615 
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(Robinson, Mr. 

The intri milliners and attornies clerks. A mock- 
tragedy. n two acts. As it was d to be acted at 
the Theatre- in Drary-Lane. By a gentleman. 
London, W. F’ , 1740. 

39, «hi D. imel. front. 17™. 

tLonge, F. Collection of plays. v. 118, no 4; 
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Robinson, pseud. 
see 
Feilitzer, [Olof Otto) Urban von. 


Robinson, Mrs. A. 

The To) palm ; a manual of the science of palmistry. 
New York, Longmans, Green, & co.; London, Edward 
Arnold, 1942. 


vii p. 1, 3238p. illus. 2197 


1. Palmistry 1. Title. 
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Robinson, A c 
The ground manual, by A. C. Robinson ... Lon- 
don, G. Newnes, (1940, 


128 p. incl. tus, tables, diagra, 17. 
“Pirst published March, 1989... Reprinted July, 1940." 
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Physical lifehood ; 
know, a medical treatise for women; the prevention and 
“ure of diseases of women and children and the care and 


or, What every woman wants to 


feeding of infants, by A. C. Robinson ... 
The Hominis book company “1918, 


1p. 1, v-xii, 13-190 p. 17° 


Philadelphia, 


1. Woman— Health and hygiene. 2 Infants—Care and hygiene. 1. Title. 
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Robinson, A. Mary F. 
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Duclaux, Mme. Agnes Mary Frances 
(Robinson) 1857- 


Robinson, A T. 
Why they fail, Rev. A. T. Robinson, 4. u. New 
York, A publishing ©0. (1912; 
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Cor .—Thi are—The confi f — 
women mg ae Eb - eqatpen of enguee- ‘Why they 


1. Title. 
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(Robinson, A w } 
Complete descriptive pocket guide to Cincinnati and its 
Cincinnati, Robinson & Serer, 1875. 
13 p. 1. 


1. Cloeinnati, 0 —Descr.—Guide-books 


‘Re-2266 rev. 
Library of Congress F400.CSR6S 
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Robinson, Addie M 1862— 

Court reporting; a manual of legal dictation and forms for 
teachers, and typewriters, by A. M. Robinson. 
New York, Excelsior publishing house ,“1904, 

v1 200 pp. 194=. 
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Robinson, Addie M. 

Office practice; a manual of commercial dictation and 
forms, for teachers and students of shorthand and type- 
writing, by Addie M. Robinson ... Boston, Mass., Beale 
publishing company, ‘1893. 


Bp. 187. 
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Robinson, Albert Ernest. 
Ma. ‘eiooe, 84 the Book, by A. E. Robinson. Takoma Park, 
2p 224". 


1. Christianity—20th cent. 


1 Title. 
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Library of Congress BR125. Re 
———— Copy 2. 
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Robinson, Albert Gardner, 1855-1932. 


Cuba and the intervention, by Albert G. Robinson. New 
York ,etc., Longmans, Green, and co., 1905. 
5p.1, 3850p. 219°. 


1, Cuban question, 18956-1898. 2. Cuba—Pol. & govt.—1895- 


Library of Congress “as 
— —— Copy 2. 
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Robinson, Albert Gardner, 1855-1932. 
Cuba, old and new, by Albert G. Robinson . 
from p the author. c.f 





of teachers 19341, 
cover-title, GB, ;1; p. 194". 


Thesis (mu. 1 college, 1064. 
Bibliography : p. 61-64, 


1. American federation of teachers. 2. Teachers—U. 8. 3. |Teachers— 
Societies, 1 Title. 
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Robinson, Albert. 
Jilted at the junction, a farcical sketch, by Albert Robinson. 
Chicago, T. 8. & company ,°1926, 


12 p. 18". (On cover: Denison’s vaudeville sketches) 
1. Title. n. 
Library of Congress PNG120.V3R6 
Copyright D 76898 3 7022 


Robinson, Mrs. Albert A, 
see 


Robinson, Suzanne (Antrobus) "Mrs. A. A. 
Robinson" 


Robinson, Albert E. 

The application of cellulose lacquers and a mw sd by Al- 
bert E. Robinson. Twenty-nine illustrations. London, Scott, 
Greenwood & son, 1929. 


vill, 152 p. Was, 219°. 


1. Lacquer and lacquering. 2 Paint. 3. Automobiles—Painting. 
1. Tithe Celtulose lacquers a and enamels. 
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Library of Congress ‘TPw9.RS 
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by the 
Green, and co., 1915. 
4p. 1,24 p. front. plates. 21°. 


1 Cuba, 


15—2600T 
Library of Congress P1768. R65 
—— — Copy2. 
Copyright A 414875 adel, 
Robinson, Albert Gardner, 1855- 
. Facts and figures on the Cuban situation. Prepared 


at the r 


mest of the Cuban planters’ association by Al- 
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binson. Washington ;Press of B. S. Adams 


cover-title, 27, (1) p. 20) x 10™ 


-Econ. condit. 2 


Cuba- Cuba—Comm.—U. S. U. §.—Comm.— 
Cuba 4. Reciprocity 
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1. Cuban planters’ association. 1. Title 
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Robinvon, Albert Gardner, 1855-1982. 

Old New England doorways, by Albert G. Robinson; with 
many illustrations from the author’s unique collection of 

photographs of old-time New England houses and doorways. 
New York, C. Scrilmer’s sons, 1919. 

Spl, S21 p, 11,68 pl 20". 


1. Doorways. 2. Architecture, Colonial. 3. Architecture—New Eng- 
1. Title. 


land. 
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Library of Congress NA3010.R6 
— -—- Copy 2. 
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Robinson, Albert Gardner, 1525-1932. 


‘ork, C. eritonr’s sons, 1908 
vill, 21 p.11. front. 19 pl. 26". 
New and enlarged edition ” 


1. Doorways, 2 Architecture, Colonial, 8. Architecture—New Bng- 
land, 1, Tithe, 
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Robinson, Albert Gardner, 1855-1932. 

Old New England houses, by Albert G. Robinson ... with 
many illustrations from the author's unique collection of pho- 
tographs. New York, C. Scribner's sons, 1920. 

vill, 20,11 front, 75 pl 26°. 


Archiyecture, 5 ae , 2. Architecture, Colonial. 


3 Architectere— New England. 
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—— ——— Copy 2. 
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Robinson, Albert Gardner, 1855-1932. 

The Philippines: the war and the people; a record of 
personal observations and experiences, by Albert G. Robinson. 
New York, McClure, Phillips & co., 1901. 

wp. aim. 

A pro-Filipino argument. 


1. Philippine eee. 2 Philippine tslands—Hist.—Insurrec- 
tion of 1888 
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— ~—— Copy 2 
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Robinson, Albert Gardner, 1855- 


The Porto Rico of to-day; pen pictures of the people and 
the country, by Albert Gardner Robinson. New York, C. 
Scribner's sons, 1899 

xiv p. 11, 240 p. front. plates, maps (part fold.) 19°. 

“Based upon a series of lettters furnished to aac we ~~ 1 ha 
York ... August, September and October, 1698."—Prefatory 

1. Porto Rico—Deser. & trav 1. Title. 
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Library of Congress F1961.R65 
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Sugar, notes and captain, by Albert G. Robinson. 
(Washington, D. C., W. F. Roberts company, 1913. 


3B, cl) p. incl. tables. 195%. 


1. Sugar trade. 2 Tariff—U. S. 
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Robinson, Alexander, 1861-1907. 

A ctaly of tho Saviour in tho avwer Reis; os, A poannt 
day study of Jesus Christ, by Alexander 24 ed., 
revised form. London vete., Williams and Norgate, 1898. 

xvili, (2), 404 p. 229". 


1. Jesus Christ—Biog. 2. Bible. N. T. og eg ge 
pretation, ete. 3. Bible—Criticiam, interpretation, ete —N. T. . 
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En of cases of delirium tremens 
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son... Baltimore. ited by J. Murphy, 1840. 
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Fram the Maryland medical and surgical journal, vol. 1 
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.. Creating and conserving estates ; cooperation 
i Alexander C. Robinson and 
Edward A. Woods... New York, F. S. Crofts & oo., 1926. 
Se illus, diagrs, 194". (The loternational life underwriters 





nO of life 8, Life under- 
writers amociation of Canada, Executive committee Trust company 4i- 








vision, American 
eee Bibliography : aan 
1, Trost companies—U. 2. Insurance, Life—U. coda, 
Réward Augustus, 1905-1021, joint author, m. Title. a 
26—1 
Library of Congress HG8836.R6 -_ 
Copyright A 901200 wn, 


Robinson, Alfred, 1806-1895. 
Life in California before the conquest ; Beene 
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—_— — in New York in 1846, » one edited cand 


en ly with the chap 
poe py notes, by Thomas G. Rosell 








with rep t, direct fr rom the litho- 
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13243, 
Robinson, Alfred, 1806-1895. Life in California be- 
fore the conquest ... 1925. (Card 2) 


phs in the first edition. San Francisco, Calif., The 
Brivate press of T. C. Russell, 1925. 


xxvii, 316 p 1b front., ilhus., plates. 2. 


. “This book Re oad s aaah % Str ae numbered & 
“Docs tot contain the teasorion of Boscia’ “Chinigeisich” which was 
appended to the original edition. 
1. California—Descr. & trav. 2. California—Hist. 3. Missions—Cali- 
fornia. 1. Russell, Thomas C. 1. Title. 25-8088 
Library of Congress F864 R67 
~— —— Copy 2 
Copyright A 622248 (3243, 


t Alfred, 1806-1895. 

Life in California : during a residence of several years in that 
territory, comprising « description of the country and the mis- 
sionary establishments, with incidents, observations, etc.... By 
an American. To which is annexed a hi account of the 
origin, customs, and traditions, of the Indians of Alta-Califor- 
nia. Tr. from the Spanish manuscript. New York, 
Wiley & Putnam, 1846. 


zlip.11,341p. front., plates, port. 104”. 
“Chinigehinich ; « historical account of the ... Indians at the — 
ary establl t of St. Juan Capistrano, Alta California . By 
lather friar New York, Wiley rd re 
": p. (227,-841. 
1, California—Descr. & tray. 2 Calitornia— Hist. 3. Mis 
it fornia. 1. Title. 
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Be—T45 
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(Robinson, Mrs. Alice (Vance), 1872- 


Callender genealogy ; ancestors and descendants of Na- 
thaniel Callender and Olive Kellogg. San Antonio, 
Tex., Vance printery, 1911. 


cover-title, 5-22 p. 15™. 


family. 2. Callender family COtiged Callender, fi. 1630) 
3 Keliogs tam family (Joseph Kellogg, fi. 1676) 1. Title. 
‘16-1790 Revised 
Library of Congress CS7LCI7 1911 
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Vance family notes, also something of the allied lines of 
Waters, Harper, Demoss and others. Seattle, 1940, 
581 28". 
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et —— letters from various members of the family 
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Cylinder presswork, by Allan Robinson ... Baltimore, Md., 
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1, Printing, Practical—Presswork. 1 Title. 
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The effect of salts on the i jum hydronide ,!, 
equilibrium ... by Allen Dinwoody Tobinenn «» Ithaca, 


N. Y., 1932, 
cover-title, p. (1857,-1881. diagrs. 23”. 
—_ (Pm. vp.) —University of Minnesota, 1980. 


Caption title: Physicochemical studiss on proteina, vi The effect of 
salts on the casein-sodium hydroxide 


ibria ;by, Allen D. Robinson, Ross Gortner and 8 
7 ‘Continued on next card) 
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(Pemistry, vol. exxvi, no. 7, July, 1982 
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Univ. of Minnesota Libr. 
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Divine science, by Miss A. M. Robinson ... Valhalla, 
N. Y., Robinson pu ing company (“1920, 

155 p. incl plates. 20°. 

1. Spiritualism. 1. Title. 
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Copyright A 601903 2 
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used to be different, by Alonzo Clark Robinson. New 
York, Toronto, Green and co., 1939. 
4pL,.2%p 21. 
“First edition.” 
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world. — 
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Robinson, Alvord D. . 
The arithmetic help, for pupile, tenchers, Snot men, 
_——— Chicago, The ead m am thnk | 

,* col. front. lus, plates (part col.) 24™. 
1. Arithmetic—Study and teaching. 
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Library of Congress QA1S5.RGS 
Copyright mal, 
Robinson, Alvord D. 


The arithmetic help; manual of exam; and prob- 


lems, with examination questions for pupils and teachers 
~~ the superintendents i various cities ; ed. by Alvord 
D. Robinson ... Chicago, The Carnegie book company, 

1903. 
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Copyright 
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A manual of dermatology. By A. R. Robinson . 
New York, D. Appleton and company, 1885. 


vii, 647 p. illus 23" 
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Robinson, Anna. 
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¢ Ty | 4 nna Robinson, illustrated by ss G. 
Boston, D. Estes & co. (1906, 

"a nt 1". 
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Library of Congress 1X354.R6 
Copyright A 106843 
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author, Anna De Knight Robinson. Pittsburgh, Pa., Eich- 
baum co., 1905, 


4p. 1, 18-116 p. front. ius. 20)”. 
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6—130 
Library of Congress PZ7.RS628 
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Robinsoa, Anne. 
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i Copy 2 
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